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DESCHANEL'S  NATUKAL  PHILOSOPHY. 

By  Professoe  J.  D.  EVERETT,  d.c.l. 


LTTBRARY  OPINIONS. 

'*  We  have  no  work  in  our  own  scientific  literature  to  be  compared  with  it,  and  we  are 
glad  thai  the  translation  has  &llen  into  such  good  hands  as  those  of  Professor  Everett. 
.  .  .  The  book  is  a  valuable  contribution  to  our  scientific  literature;  it  will  form  an 
admirable  text-book  for  special  science  classes  in  schools.*'— ^ttarter^^  Journal  of  Science, 

"Mr.  Everett  has  done  great  service  to  the  cause  of  natural  science  in  England  by 
undertaking,  and  so  faithfully  carrying  out,  a  translation  of  the  work  of  M.  Deschanel.'*— 
Educaiionial  BeporUr, 

**The  deamew  of  Deschanel's  explanations  is  admirably  preserved  in  the  translation, 
while  the  value  of  the  treatise  is  considerably  enhanced  by  some  important  additions.'*— 
Nature, 

"The  subject  is  treated,  so  far  as  convenient,  without  mathematics — this  alone  will  be  a 
boon  to  many  readers— while  the  descrqitions  of  experiments,  and  accounts  of  practical  appli- 
cations of  the  principles,  impart  to  the  work  an  interest  that  is  sadly  deficient  in  most  purely 
mathematical  introductions  to  this  study." — Athenceum. 

"  The  treatise  is  remarkable  for  the  vigour  of  its  style,  which  specially  commends  it  as 
a  book  for  private  reading;  but  its  leading  excellence,  as  compared  with  the  best  works  at 
present  in  use,  is  the  thoroughly  rational  character  of  the  information  which  it  presents. 
...  As  an  example  of  the  concise  style  in  which  the  book  is  written,  it  may  be  men- 
tioned that  the  explanation  of  the  composition  of  parallel  forces  occupies  less  than  three 
pages ;  yet  we  have  no  hesitation  in  saying  that  the  information  given  within  that  small 
space  will  give  the  student  a  more  thorough  and  useful  insight  of  the  subject  than  could 
be  acquired  from  the  study  of  ten  times  the  quantity  in  many  of  our  best  works  on 
Mechanics."— iSlneiU^  Review. 

"It  differs  principally  from  other  works  of  the  same  class  in  its  experimental  treatment 
of  the  subjects  with  which  it  deals;  a  style  which  is  coming  more  and  more  into  use  in  our 
best  elementary  dass-books.  It  may  be  called  the  common-sense  method,  as  opposed  to 
the  theoretical  ...  Of  course,  there  have  been  popular  books  on  mechanical  science 
before,  but  they  have  been  mostly  too  popular— too  light  and  superficial  for  any  valuable 
purpose  in  instmotion.  The  present  work  does  not  fall  under  this  category ;  it  seems  just 
to  hit  the  mean  between  a  dry  sohool-book  and  a  popular  treatise.*'— JlMuaUional  Times. 

"In  addition  to  being  a  good  class-book,  it  is  well  adapted  for  private  reading,  as  the 
style  is  good  and  the  examples  remarkably  well  chosen."- <9«cMien(L 

"All  who  are  familiar  with  the  treatise  in  its  original  form  will  admit  that  Dr.  Everett 
deserves  the  thanks  of  English  teachers  and  students  generally,  for  having  furnished  them 
with  an  admirable  translation  of  a  work  which  is  characterized  by  those  good  qualities  that 
are  sunmied  up  in  the  old-  English  word  *  thoroughness.'  ^—Journal  of  the  London  Institution. 

"  Tlie  woric  bears  obvious  marks  of  careful  industry  on  the  part  of  the  Editor,  and  of 
K  sincere  desire  to  adapt  this  edition  to  the  requirements  of  the  English  student.  The 
additions  are  very  numerous,  and  many  important  matters  which  in  the  original  have  been 
either  snperficiaUy  treated  or  entirely  neglected  are  introduced  into  the  English  edition  in  a 
manner  entirely  scientific"— TTestoitiuter  Eeview. 
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Rules,  Tables,  and  Data;  A  Manual  for  Meohabioal  Engineers,  based  on 
the  most  Becent  Inveetigations.  By  Daniel  Kinneab  Clark,  M.InstC.E.,  author 
of  "  Railway  Machinery,"  &c.  Dlustrated  by  numerous  diagrams.  Large  8vo,  doth, 
268.;  half -morocco,  28<.  6(2. 

"The  book  sappliea  a  want  long  felt  by  mechanical  enfrineen  It  constitutes  the  best  yolame  of 
refereDoe  with  which  we  are  acquainted.  It  is  the  most  complete,  and*  taken  for  all  in  all,  the  best  book 
of  its  kind  yet  published."— TA*  Engineer. 

"  We  regard  the  book  as  one  which  no  mechanical  engineer  in  rsgular  practioe  can  afford  to  be  with- 
out. " — Bnffineering. 

A  Manual  of  Method  por  Pupil-Teachers  and  Assistant  Masters.  In- 
tended for  the  Government-inspected  Schools  of  Great  Britain  and  Ireland,  and  for 
the  use  of  Students  in  Training  Colleges.  By  Abb.  Park,  F.B.O.S.,  F.E.I.S.,  &c., 
Head-master  Albion  Educational  Institution,  Ashton-under-I^yne.  Interleaved  vrith 
ruled  paper.    Neatly  bound  in  cloth  boards,  price  2$, 

*'  No  young  teacher  oould  peruse,  and,  above  all,  master,  this  really  valuable  little  manual  without 
reoelving  much  mental  stimulus  and  much  wise  direction  in  all  that  pertains  to  the  difficult  matter  of 
school  management.  In  fisct  we  do  not  know  where  else  to  And  in  so  brief  a  space  so  much  sound  practical 
wisdom  and  suggestiveness  on  this  subject." — The  LUerarp  World. 

A  Smaller  English  Dictionary.    Abridged  from  the  **  student's  Dictionary," 
by  the  Author.    Imperial  16mo,  cloth,  red  edges,  8«.  6d. 
'*  The  most  oomprdiensive  and  intelligible  school  dictionaxy  published.**—  Weddf  Jktpatch, 

The  Bible-Reader's  Assistant:  Being  a  Complete  Index  and  Concise  Dic- 
tionary of  the  Holy  Bible.  By  the  Rev.  John  Babr.  A  New  Edition,  revised  and 
enlarged  by  the  Bev.  M.  G.  Easton,  d.d.  With  a  Chronological  Arrangement  of  the 
whole  Bible,  by  which  the  Scriptures  may  be  read  in  one  connected  narrative ;  and 
other  Tables.  Post  8vo,  doth,  2»,  6(2. 
This  work  is  at  once  a  Concordance  and  a  concise  Bible-Dictionary,  every  difficult 

word  being  briefly  explained,  figurative  language  illustrated,  aUusions  to  eastern  customs 

shortly  noticed,  the  situation  of  cities,  countries,  &a,  mentioned,  and  the  symbolical  style 

of  prophecy  expounded. 

The  Universe ;  or.  The  Infinitely  Great  and  Inpinitblt  Little.  A  Sketch  of 
Contrasts  in  Creation,  and  marvels  revealed  and  explained  by  Natural  Science.  By 
F.  A  PouoHET,  M.D.  Illustrated  by  272  (Engravings  on  Wood,  of  which  55  are  full 
pages,  and  a  finely  coloured  Frontispiece.  New  and  Cheaper  Edition.  Medium  8vo, 
rich  cloth,  gilt  edges,  12«.  6(2. 

"We  can  honestly  commend  this  work,  whioh  is  admirably,  as  it  is  copiously  illustrated."— Titnet. 
"  As  interesting  as  the  most  exciting  romance,  and  a  great  deal  more  likely  to  be  remembered  to  good 

puxpose."— £toiiclar£ 

" .    .    .    Of  all  the  exquisitely  *  got  up'  books  that  have  come  under  our  notice,  this  work  of  M. 

Pouohef  s  is,  in  its  English  garb,  the  most  splendid.    ...    It  is  really  a  sterling  book,  notwithstanding 

that  it  attempts  an  account  of  all  the  natural  objects  which  surround  us.    In  aoouzacy  it  leaves  nothing 

to  be  dedred.^' — Poptdar  BcUm*  Renew. 
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Some  of  Blachie  dt  Son's  Publications: — 

The  Imperial  Dictionary,  Engliah,  Technological,  ftDd  Sdentifio,  adapted  to 
ihe  present  itate  of  literatnie,  Sdenoe,  and  Art,  on  the  baaia  of  Webster's  English 
Dictionary,  with  the  addition  of  many  Thousand  Words  and  Phrases,  including  the 
principal  Technical  and  Scientific  Terms,  together  with  their  Etymology  and  their 
Pronunciation.  Also  a  SuFPLlMxyT,  containing  an  extensive  collection  of  Words,  Terms, 
and  Phrases,  not  included  in  previous  English  Dictionaries.  By  John  Oqilvik,  ll.d. 
Illustrated  by  upwards  of  2500  Engravings  on  wood.  Two  large  vols,  doth,  imperial 
8vo,  £4;  half-moroooo,  £4,  15f. 

*»*  The  SUPPLBMENT  separately,  in  doth,  16$. 

**  We  must  in  hoiMSty  say.  that  Dr.  Ogilvie  has  not  only  produced  the  best  English  Diotionaiy  that 
•zisU.  bot,  ao  fkr  a*  the  aotnai  state  of  knowledge  pennitted,  has  made  some  approach  toward  perfeo 
tioo."— Drtttsfc  QuarUHp  Reviev. 

**  A  work  whioh,  from  the  ezperleBoe  of  yeaxa,  we  can  pronounce  to  be  on  the  whole  the  most  satis 
fiMtoty  dictionaiy  on  a  large  scale  nitherto  bttiuv  the  British  public."— £co<«maH. 

The  Comprehensive   English  Dictionary,  ExpUnatory,  Pronouncing, 

and  EiymologicaL  Containing  all  English  words  in  present  use,  numerous  Phrases, 
many  Foreign  words  used  by  English  Writers,  and  the  more  important  Technical  and 
Scientific  Terms.  By  John  OoiLyis,  ll.d.  The  Pronundation  adapted  to  the  best 
modem  usage,  by  Riohakd  Oull,  F.6.A.  Illustrated  by  above  800  Engravings  on 
wood.    Super>royal  8vo,  cloth,  26«.;  half -morocco,  32t, 

**  This  is  aDquesti<mabl7  the  best  Dictionary  of  the  English  language,  of  its  sixe  and  scope,  that  lias 
jet  appeared."— ivoaeoVormue. 

"  We  do  not  hesitate  to  recommend  this  dictionaiy  as — next  to  the  more  costly  and  cumbrous  '  Im- 
perial*—the  Tsxy  best  that  has  yet  been  compiled."— Xonc{/m  Beview, 

The  Imperial  Gazetteer;  A  General  Dictionary  of  Geography,  Physical,  Poli- 
tical, Statistical,  and  Descriptive,  induding  comprehensive  Accounts  of  the  Countries, 
Cities,  Principal  Towns,  Villages,  Seas,  Lakes,  Rivers,  Islands,  Mountains,  Valleys,  &o., 
in  the  World.  Edited  by  W.  G.  Blaokis,  Ph.D.,  F.B.o.8.  With  a  Supplemeni^  bring- 
ing the  Geographical  information  down  to  the  latest  dates.  Illustrated  by  above 
800  Engravings,  printed  in  the  text,  Views,  Costumes,  Maps,  Plans,  &c.  &c.  Two  very 
stout  vols.,  3104  pages,  imperial  8vo,  doth,  £4, 15<. 

*♦♦  The  SUPPLBMSITT  separately,  doth,  16«. 

"This  excellent  book  of  reference.    ...    All  the  articles  we  have  examined,  whether  long  or 
J  exhibit  a  greater  degree  of  correctne 
in  so  oomprehenttve  a  murk.'*— Athtncmm. 


diort,  exhibit  a  greater  degree  of  correctness  in  minute  detail  than  we  should  have  thought  practicable 
'^  so  oomprehenuve  a  1     '  " 


The  Imperial  Atlas  of  Modem  Geography;  a  Series  of  One  Hundred  carefully 
Coloured  Maps,  embracing  the  most  recent  Discoveries,  and  the  latest  Political  Divi- 
sions of  Territory  in  all  parts  of  the  World.  Compiled  fh>m  the  most  authentic  Sources, 
under  the  supervision  of  W.  G.  Blaokdc,  Pb.D.,  F.B.o.a,  Editor  of  the  Imperial  OazeUeer, 
With  an  Index,  containing  references  to  above  120,000  places.  Revised  edition  for  1871. 
Strongly  bound  in  half-morocco,  gilt  edges,  £5,  lOt. 

In  fulness  and  accuracy  of  information,  in  lai^geness  of  scale,  in  distinctness  of  engraving 
and  beauty  of  execution,  the  Imperial  Atlas  will  compare  favourably  with  the  most  costly 
works  of  the  kind  extant,  while  it  presents  many  useful  features  entirely  peculiar  to  itself. 
Its  BLse  is  veiy  convenient,  being  an  imperial  quarto,  the  maps  measuring  22  inches  by  15, 
and  the  book,  when  dosed,  15  inches  by  13  indies.  The  series  of  maps  extends  to  seventy- 
tight  sheets,  comprising  above  One  Hundred  different  maps. 

"  Its  great  merits  wiU  be  foond  to  increase  in  number  exactly  in  proportion  to  the  length  of  time 
•ad  attention  with  which  its  mnltitadinoos  details  are  studied." — Arm^  and  Navy  OazOU. 

**  After  a  earefd  perusal  of  the  whole  Work,  we  can  safelr  say  that  we  know  of  no  Atlas,  published 
St  the  same  low  {nice,  which  is  so  copious  and  accurate  in  detail,  so  clearly  printed,  and  so  well  engraved." 
—lomdon  JUviiw, 
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An  Elementary  Text-Book  of  Physics. 

By  J.  D.  EvEBETT,  1C.A.,  D.O.L.,  ProfeBSOT  of  Natural  Philosophy  in  the  Queen's 
College,  Belfast;  Editor  of  the  English  Edition  of  Deschanel's  Natural  Philosophy. 
Extra  Foolscap  8to,  price  Zt.  6d, 

This  book  is  primarily  intended  as  a  Text-book  for  elementary  dasses  of  Physics.  It 
aims  at  presenting,  in  brief  space,  those  portions  of  Theoretical  Physics  which  are  most 
essential  as  a  foundation  for  subsequent  advances,  while  at  the  same  time  most  fitted  for 
exercising  the  learner  in  logical  and  consecutive  thought  It  does  not  give  minute  direc- 
tions for  manipulation;  but»  avoiding  details  as  much  as  possible,  presents  a  connected  out- 
line of  the  main  points  of  theory. 

In  order  to  place  science  upon  an  equal  footing  with  the  more  estabUshed  studies  of 
ancient  languages  and  mathematics,  as  a  means  of  practically  training  the  bulk  of  our 
youth  to  vigorous  thought,  it  seems  necessary  that  science  text-bodu  should  be  constructed 
upon  such  unes  as  these.  It  is  not  practicable  to  make  the  bulk  of  the  boys  in  our  public 
schools  expert  scientific  manipulators;  but  it  is  practicable  to  ground  them  well  in  the 
main  lines  of  scientific  theory.  The  aim  must  be  not  so  much  to  teach  them  many  facts, 
as  to  teach  them  rightly  to  connect  a  few  great  facts  together.  Science  must  be  taught 
them  from  a  liberal,  not  from  a  technical  stand-point. 

The  selection  of  subjects  has  been  governed  by  their  educational  value,  and  by  their 
importance  as  a  foundation  for  further  advances.  The  order  in  which  they  are  arranged 
is  that  which  the  Author  has  found,  in  his  own  experience,  to  be  the  best;  having  regard 
not  only  to  lucidity  of  explanation,  but  also  to  the  apparatus  required  for  illustrating  each 
lecture. 


The  Student's  English  Dictionary, 

Etymological,  Pronodnoino,  and  Explanatory.  By  John  Ooilvib,  ll.d..  Editor 
of  the  ''Imperial"  and  the  "Comprehensive"  Dictionaries.  Imperial  16mo,  830  pp., 
doth,  red  edges,  7$,  6d. ;  or,  half -calf,  10<.  6d.  Illustrated  by  about  Three  Hundred 
Engravings  on  Wood. 

L  Aim. — The  leading  object  of  this  Dictionary  is  to  place  the  English  Language,  as 
far  as  possible,  upon  a  sound  Etymological  basis,  with  the  view  of  fixing  the  primary  idea 
or  root-meaning  of  each  prihoipfd  Wonl,  after  which  the  secondary  meanings  are  arranged 
so  as  to  follow  in  their  proper  order.  The  Etymologies  of  this  Dictionary  are  original 
compilations,  prepared  expressly  for  this  Work. 

IL  Fulness — It  comprises  all  thoroughly  English  words  used  by  the  best  writers, 
excepting  a  number  of  easily,  because  analogically,  formed  derivatives. 

m.  Etymology. — It  contains  a  full  and  satisfactory  Etymology,  in  which  the  words 
are  traced  to  their  ultimate  source,  and  the  foreign  vocables  employed  are  generally  trans- 
lated into  English.  In  this  department  every  principal  word  has  been  made  the  subject  of 
distinct  inquiry. 

rV.  It  gives  accurate  Root  Meanings  of  the  words,  followed  by  the  secondary 
Meanings,  arranged  in  a  natural  sequence.  The  Student's  English  Dictionary  is  the 
only  English  Dictionary  possessing  this  very  useful  and  important  feature. 

v.  The  Definitions  are  peculiarly  full  and  very  condsely  stated,  aud  are  fitted  to 
meet  at  the  same  time  the  requirements  of  the  junior  and  of  the  advanced  student. 

YI.  The  Pronunciation  has  been  adopted  from  the  ComprehenHve  Dictionary,  by  the 
same  editor,  for  which  it  was  prepared  by  Richard  Cull,  F.S.A. 

VII.  The  method  employed  of  exhibiting  the  pronunciation  by  re-writing  the  words 
and  using  accented  letters,  is  simple  and  easily  understood— each  page  contains  the  key. 

VIII.  Numerous  Pictorial  Illustrations  have  been  introduced,  which  add  to  the 
utility  of  the  Work,  and  convey  accurate  impressions  where  verbal  definitions  fail  of  their 
object 
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PREFACE  TO  THE  FIRST  EDITION. 


I  DID  not  consent  to  undertake  the  labour  of  translating  and  editing 
the  "TRAirfi  fe^MENTAmK  de  Physique"  of  Professor  Desehanel 
until  a  careful  examination  had  convinced  me  that  it  was  better 
adapted  to  the  requirements  of  my  own  class  of  Experimental 
Physics  than  any  other  work  with  which  I  was  acquainted;  and  in 
executing  the  translation  I  have  steadily  kept  this  use  in  view, 
believing  that  I  was  thus  adopting  the  surest  means  of  meeting  the 
wants  of  teachers  generally. 

The  treatise  of  Professor  Desehanel  is  remarkable  for  the  vigour 
of  its  style,  which  specially  commends  it  as  a  book  for  private  read- 
ing. But  its  leading  excellence,  as  compared  with  the  best  works  at 
present  in  use,  is  the  thoroughly  rational  character  of  the  information 
which  it  presents.  There  is  great  danger  in  the  present  day  lest 
science-teaching  should  degenerate  into  the  accumulation  of  discon- 
nected facts  and  unexplained  formulae,  which  burden  the  memory 
without  cultivating  the  understanding.  Professor  Desehanel  has 
been  eminently  successful  in  exhibiting  facts  in  their  mutual  connec- 
tion; and  his  applications  of  algebra  are  always  judicious. 

The  peculiarly  vigorous  and  idiomatic  style  of  the  original  would 
be  altogether  unpresentable  in  English;  and  I  have  not  hesitated  in 
numerous  instances  to  sacrifice  exactness  of  translation  to  effective 
rendering,  my  object  being  to  make  the  book  as  useful  as  possible 
to  English  readers:  For  the  same  reason  I  have  not  scrupled  to 
suppress  or  modify  any  statement,  whether  historical  or  philosophical, 
which  I  deemed  erroneous  or  defective.  In  some  instances  I  have 
endeavoured  to  simplify  the  reasonings  by  which  propositions  are 
established  or  formulae  deduced. 

As  regards  weights  and  measures,  rough  statements  of  quantity 
have  generally  been  expressed  in  British  units;  but  in  many  cases 
the  numerical  values  given  in  the  original,  and  belonging  to  the 
metrical  system,  have  been  retained,  with  or  without  their  English 
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IV  PREFACE  TO  THE  FIRST   EDITION. 

equivalents;  as  it  is  desirable  that  all  students  of  science  should 
familiarize  themselves  with  a  system  of  weights  and  measures  which 
affords  peculiar  facilities  for  scientific  calculation,  and  is  extensively 
employed  by  scientific  men  of  all  countries.  For  convenience  of 
reference,  a  complete  table  of  metrical  and  British  equivalents  has 
been  annexed. 

The  additions,  which  have  been  very  extensive,  relate  either  to 
subjects  generally  considered  essential  in  this  country  to  a  treatise 
on  Natural  Philosophy,  or  to  topics  which  have  in  recent  years 
occupied  an  important  place  in  physical  discussions,  though  as  yet 
but  little  known  to  the  general  public. 

The  sections  distinguished  by  a  letter  appended  to  a  number  are 
all  new;  as  also  are  all  foot-notes,  except  those  which  are  signed 
with  the  Author's  initial  "  D." 

In  many  instances  the  new  matter  is  so  interwoven  with  the  old 
that  it  could  not  conveniently  be  indicated;  and  I  have  aimed  at 
giving  unity  to  the  book  rather  than  at  preserving  careful  distinc- 
tions of  authorship. 

Comparison  with  the  original  will  however  be  easy,  as  the  num- 
bering of  the  original  sections  has  been  almost  invariably  followed. 

The  chief  additions  in  Part  I.  (Chap.  i.-xviii.)  have  been  under 
the  heads  of  Dynamics,  Capillarity,  and  the  Barometer.  The  chapter 
on  Hydrometers  has  also  been  recast. 
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PREFACE  TO  THE  PRESENT  EDITION. 


In  the  original  English  edition  of  this  treatise,  the  earlier  portions 
consisted  of  a  pretty  close  translation  from  the  French;  but  as 
the  work  progressed  I  found  the  advantage  of  introducing  more 
considerable  modifications;  and  Parts  III.  and  IV.  were  to  a  great 
extent  rewritten  rather  than  translated.  I  have  now,  in  like 
manner,  rewritten  Part  I.,  and  trust  that  in  its  amended  form  it 
will  be  found  better  adapted  than  before  to  the  wants  of  English 
teachers.  Several  additional  subjects  have  been  introduced,  the 
order  of  the  chapters  has  been  rearranged,  and  the  collection  of 
"Problems"  (translated  from  the  French),  which  appeared  in  the 
third,  fourth,  and  fifth  editions,  has  been  replaced  by  a  much  larger 
number  of  "Examples"  with  answers  appended.  By  pruning 
redundancies,  the  Part  has  been  kept  within  its  original  limits 
of  size. 

The  marks  of  distinction  between  new  and  old  sections  have  now 
been  dropped;  but  Professor  Deschanel's  foot-notes  are  still  dis- 
tinguished by  the  initial  "D."  The  numbering  of  the  sections  is 
entirely  new. 

All  accurate  statements  of  quantities  have  been  given  in  the 
C.G.S.  (Centimetre-Qramme-Second)  system,  which,  by  reason  of  its 
simplicity  and  of  the  sanction  which  it  has  received  from  the  British 
Association,  and  the  Physical  Society  of  London,  is  coming  every 
day  into  more  general  use. 

BEL7A8T,  October,  1879, 
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FRENCH  AND  ENGLISH  MEASUEES. 


A  DECIMCTRB  DIVIDED  IMTO  CENTIMETRES  AND  MILLIUETSX8. 
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REDUCTION  OF  FRENCH  TO  ENGLISH  MEASUREa 


Length. 
1  millimetre  =  '03937  inch,  or  about  -^  iQch. 
1  centimetrerr  *3937  inch. 
1  decimetre =3 -937  inch. 
1  metre=89-87  inch=3-281  ft=10936  yd. 
1  k]lometre=1093'6  yds.,  or  about  |  mile. 
More  accurately,  1  metre= 39*370432  in. 
=3-2808693  a=l-09362311  yd. 


AtU&A. 

1  aq.  millim.  =  '00155  s^.  in. 

1  8q.  centim.  =  '155  sq.  m. 

1  sq.  decim.  =15*5  sq.  in. 

1  aq.  metre  =  1550  sq.  in.  =  10'764  sq.  ft.  = 

1196  sq.  yd. 

Volume. 

1  cub.  millim.  =  000061  cub.  in. 

1  cub.  centim.  =  '061025  cub.  in. 

1  cub.  decim.  =61 '0254  cub.  in. 

cub.  metre=61025  cub.  in,  =35 '3156  cub. 

ft=l'808cub.  yd. 


The  litre  (used  for  liquids)  is  the  same  as 
the  cubic  decimetre,  and  is  equal  to  1'7617 
pint,  or  *22021  gallon. 

Mass  and  Wkioht. 

1  milligramme  =  '01543  grain. 

1  gramme        =15*432  grain. 

1  kilogramme = 15432  grains= 2*205  lbs.  avoir. 

More  accurately,  the  kilogramme  is 

2-20462125  lbs. 

Miscellaneous. 

1  gramme  per  sq.  centim.      =2'0481  lbs.  per 

sg^t. 
1  kilogramme  per  sq.  centim. =14*223  lbs.  per 
sq.  in. 
1  kilogrammetre= 7*2331  foot-pounds. 
1  force  de  cheyal=75  kilogrammetres  per 
second,  or  542^  foot-pounds  per  second  nearly, 
whereas  1  horse-power  (English) =550  foot- 
pounds per  second. 


REDUCTION  TO  C.G.S.   MEASURES.     (See  page  48.) 
[cm.  denotes  centimetre(8);  ffm,  denotes  gramme(s).] 


Length. 

1  inch  =2*54  centimetres,  nearly. 

1  foot  =30'48  centimetr^  nearly. 

1  yard  =91*44  centimetres,  nearly. 

1  statute  mile =160933  centimetres,  nearly. 
More  accurately,  1  inch=2'5399772  centi- 
metres. 

Abba. 

1  sq.  inch  =6*45  sq.  cm.,  nearly. 
1  aq.  foot  =929  sq.  cm,,  nearly. 
1  sq.  yard =8861  sq.  cm.,  nearly. 
1  sq.  mile  =2*59  xlO^<>  sq.  cm.,  nearly. 

Volume. 

1  cub.  inch  =16*39  cub.  cm.,  nearly. 
1  cub.  foot  =28816  cub.  cm.,  nearly. 


1  cub.  yard=764535  cub.  cm.,  nearly. 
1  gallon       =4541  cub.  cm.,  nearly. 

Mass. 

1  grain  =  *0648  gramme,  nearly. 
1  OS.  avoir. =28 -35  gramme,  nearly. 
1  lb.  avoir.  =453*6  gramme,  nearly. 
1  ton  =  1  •016  X 10*  gramme,  nearly 

More  accurately,  1  lb.  avour.  =453*59265  gm. 

Velocity. 

1  mile  per  hour         =44'704  cm.  per  sec 
1  kilometre  per  hour=27'7  cm.  per  sec 

Density. 

1  lb.  per  cub.  foot       =  '016019  gm.  per  cub. 

cm. 
62*4  lbs.  per  cub.  ft.   =1  gm.  per  cub.  cm. 
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FRENCH  AND   ENGLISH  MEASURES. 


Force  (assuming  ^ = 981 ).    (See  p.  48. ) 
Weight  of  1  grain     =  63  *57  dynes,  nearly. 
„     1  ot.  avoir.  =278  x  10*dynes,nearly. 
„     1  lb.  avoir.=4'45  x  lO'dyneSjnearly. 
„     1  ton         =9-97  X  10*dyne8,ne«rly. 
„     X  gramme  =981  dynes,  nearly. 
„     1  kilog^mme  =  9*81  x  10^  dynes, 
nearly. 

WOBK  (assuming  ^=981).    (See  p.  48.) 
1  foot-pound  =1-356  x  10^  ei^gs,  nearly. 

1  kOo^rammetre     =9*81  x  10^  ei^,  nearly. 
Work  in  a  second  ^ 

by  one  theoretical  >  =7*46  x  10*  ergs,  nearly, 
"horse."  j 


Stress  (assuming  ^=981). 

1  lb.  per  sq.  ft.        =479  dynes  per  sq.  cm., 

nearly. 
1  lb.  per  sq.  inch     =6*9  x  l(r  dynes  per  sq. 

cm.,  nearly. 
1  kilog.  per  sq.  cm.  =9*81  x  10*  dynes  per  sq. 

cm.,  nearly. 

760  mm.  of  mercury  at  0*C. =1  '014  x  l(fi  dynes 

per  sq.  cm.,  nearly. 

80  inches  of  mercury  at  0"  C.=l-0163xl0» 

dynes  per  sq.  cm.,  nearly. 

1  inch  of  mercury  at  0'  C.  =8*388  x  10*  dynes 

per  sq.  cm.,  nearly. 


TABLE  OF  DENSITIES,  m  Grahiibs  pkb  Cubic  Centiicktrk. 


Liquids. 

Pure  water  at  4*  C, 1*000 

Sea  water,  ordinary, -  1*026 

Alcohol,  pure, 791 

„       proof  spirit, '916 

Ether, 716 

Mercury  at  0*  0., 18-696 

Naphtha, -848 

Solids. 

Brass,  cast, 7*8  to  8*4 

„     wire, 8-54 

Bronze, 8*4 

Copper,  oast, 8*6 

„     sheet, 8*8 

,      hammered, 8*9 

Gold, 19  to  19*6 

Iron,  cast, 6-95  to  7*8 

„    wrought, 7*6   to  7-8 

Lead, 11*4 

Platinum, 21to22 

Silver, 10*5 

Steel, 7-8  to  7*9 

Tin, 7-8  to  7-6 


ZSno, 6*8  to  7*2 

Ice, *92 

Basalt, 8-00 

Brick, 2  to  2*17 

Brickwork, 1*8 

Chalk, 1*8  to  2-8 

Clay, 1*92 

Glaiss,  crown, 2*6 

„      flint, 8*0 

Quartz  (rook-crystal), 2*66 

Sand, 1*42 

Fir,  spruce, '48  to  7 

Oak,  European, -69  to  *99 

Li^um-yit4e, '66  to  1*88 

Smphur,  octahedral, 2*05 

„       prismatic, 1*98 

Gases,  at  0**  C.  and  a  pressure  of  a  million 
dynes  per  sq.  cm. 

Air,  dry, -0012769 

Oxygen, -0014107 

Nitrogen, *0012893 

Hydrogen, -00008837 

C!arbonic  acid, -0019509 


Digitized  by 


Googk 


ELEMENTARY   TREATISE 

ON 

NATUEAL   PHILOSiDMY. 


CHAPTER  I. 

INTRODUCTORY. 

1.  Natural  Science,  in  the  widest  sense  of  the  term,  comprises  all 
the  phenomena  of  the  material  world.  In  so  far  as  it  merely 
describes  and  classifies  these  phenomena,  it  may  be  called  Natural 
History;  in  so  far  as  it  furnishes  accurate  quantitative  knowledge 
of  the  relations  between  causes  and  effects  it  is  called  Natural 
Philosophy.  Many  subjects  of  study  pass  through  the  natural 
history  stage  before  they  attain  the  natural  philosophy  stage;  the 
phenomena  being  observed  and  compared  for  many  years  before  the 
quantitative  laws  which  govern  them  are  disclosed. 

2.  There  are  two  extensive  groups  of  phenomena  which  are  con- 
ventionally excluded  from  the  domain  of  Natural  Philosophy,  and 
regarded  as  constituting  separate  branches  of  science  in  themselves; 
namely: — 

First.  Those  phenomena  which  depend  on  vital  forces;  such 
phenomena,  for  example,  as  the  growth  of  animals  and  plants. 
These  constitute  the  domain  of  Biology. 

Secondly.  Those  which  depend  on  elective  attractions  between 
the  atoms  of  particular  substances,  attractions  which  are  known  by 
the  name  of  chemical  aflSnities.  These  phenomena  are  relegated  to 
the  special  science  of  Chemistry. 

Again,  Astronomy,  which  treats  of  the  nature  and  movements  of 
the  heavenly  bodies,  is,  like  Chemistry,  so  vast  a  subject,  that  it 
forms  a  special  science  of  itself;  though  certain  general  laws,  which 
its  phenomena  exemplify,  are  still  included  in  the  study  of  Natural 
Philosophy. 
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2  INTRODUCTORY. 

8.  Those  phenomena  wljich  specially  belong  to  the  domain  of 
Natural  Philosophy  are  called  physical;  and  Natural  Philosophy 
itself  is  called  Physics.  It  may  be  divided  into  the  following 
branches. 

I.  DYNA3flcs,  or  the  general   laws  of  force  and  of  the  relations 
...wbich  exist  between*  force,  mass,  and  velocity.     These  laws  may  be 
*3^1ied,  *4^;[^Aas;  liquids,  or   gases.      Thus   we    have  the   three 
.  divy^ipp^,Mech4ii\i€9i  hydrostatics,  and  Pnfieumatics. 
*  •  •••*  it:T«Eiiiici/-lh^icience  of  Heat. 

III.  The  science  of  Electricity,  with  the  closely  related  subject 
of  Magnetism. 

IV.  Acoustics;  the  science  of  Sound. 

V.  Optics;  the  science  of  Light. 

The  branches  here  numbered  I.  II.  III.  are  treated  in  Parts  I.  II. 

III.  respectively,  of  the  present  Work.    The  two  branches  numbered 

IV.  V.  ere  treated  in  Part  IV. 
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CHAPTER  II. 


FIRST  PRINCIPLES  OF  DYNAMICS;     STATICS. 


4.  Force. — Force  may  be  defined  as  that  which  tends  to  produce 
motion  in  a  body  at  rest,  or  to  produce  change  of  motion  in  a  body 
which  is  moving.  A  particle  is  said  to  have  uniform  or  unchanged 
motion  when  it  moves  in  a  straight  line  with  constant  velocity;  and 
every  deviation  of  material  particles  from  uniform  motion  is  due  to 
forces  acting  upon  them. 

5.  Translation  and  Rotation. — When  a  body  moves  so  that  all 
lines  in  it  remain  constantly  parallel  to  their  original  positions  (or, 
to  use  the  ordinary  technical  phrase,  Tnove  parallel  to  themselves), 
its  movement  is  called  a  pure  translation.  Since  the  lines  joining 
the  extremities  of  equal  and  parallel  straight  lines  are  themselves 
equal  and  parallel,  it  can  easily  be  shown  that,  in  such  motion,  all 
points  of  the  body  have  equal  and  parallel  velocities,  so  that  the 
movement  of  the  whole  body  is  completely  represented  by  the  move- 
ment of  any  one  of  its  points. 

On  the  other  hand,  if  one  point  of  a  rigid  body  be  fixed,  the  only 
movement  possible  for  the  body  is  pure  rotation,  the  axis  of  the 
rotation  at  any  moment  being  some  straight  line  passing  through 
this  point. 

Every  movement  of  a  rigid  body  can  be  specified  by  specifying 
the  movement  of  one  of  its  points  (any  point  will  do)  together  with 
the  rotation  of  the  body  about  this  point. 

6.  Force  which  acts  uniformly  on  all  the  particles  of  a  body,  as 
gravity  does  sensibly  in  the  case  of  bodies  of  moderate  size  on  the 
earth  s  surface  (equal  particles  being  urged  with  equal  forces  and  in 
parallel  directions),  tends  to  give  the  body  a  movement  of  pure 
translation. 

In  elementary  statements  of  the  laws  of  force,  it  is  necessary,  for 
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4  FIRST  PRINCIPLES   OF  DYNAMICS. 

the  sake  of  «implicity,  to  confine  attention  to  forces  tending  to 
produce  pure  translation. 

7.  IiiBtnimentB  for  Measuring  Force. — ^We  obtain  the  idea  of  force 
through  our  own  conscious  exercise  of  muscular  force,  and  we  can 
approximately  estimate  the  amount  of  a  force  (if  not  too  great  or 
too  small)  by  the  effort  which  we  have  to  make  to  resist  it;  as  when 
we  try  the  weight  of  a  body  by  lifting  it. 

Dynamometers  are  instruments  in  which  force  is  measured  by 
means  of  its  effect  in  bending  or  otherwise  distorting  elastic  springs, 
and  the  spring-balance  is  a  dynamometer  applied  to  the  measiure- 
ment  of  weights,  the  spring  in  this  case  being  either  a  flat  spiral 
(like  the  mainspring  of  a  watch),  or  a  helix  (resembling  a  cork- 
screw). 

A  force  may  also  be  measured  by  causing  it  to  act  vertically 
downwards  upon  one  of  the  scale-pans  of  a  balance  and  counter- 
poising it  by  weights  in  the  other  pan. 

8.  Gravitation  UnitB  of  Force. — In  whatever  way  the  measurement 
of  a  force  is  effected,  the  result,  that  is,  the  magnitude  of  the  force, 
is  usually  stated  in  terms  of  weight;  for  example,  in  pounds  or  in 
kilogrammes.  Such  units  of  force  (called  gravitation  units)  are  to 
a  certain  extent  indefinite,  inasmuch  as  gravity  is  not  exactly  the 
same  over  the  whole  surface  of  the  earth;  but  they  are  sufficiently 
definite  for  ordinary  commercial  purposes. 

9.  Equilibrium,  Statics,  Kinetics. — ^When  a  body  free  to  move  is 
acted  on  by  forces  which  do  not  move  it,  these  forces  are  said  to  be 
in  equilibrium,  or  to  equilibrate  each  other.  They  may  equally 
well  be  described  as  balancing  each  other.  Dynamics  is  usually 
divided  into  two  branches.  The  first  branch,  called  Statics,  treats 
of  the  conditions  of  equilibrium.  The  second  branch,  called 
Kinetics,  treats  of  the  movements  produced  by  forces  not  in  equili- 
brium. 

10.  Action  and  Reaction. — Experiment  shows  that  force  is  always 
a  mutual  action  between  two  portions  of  matter.  When  a  body  is 
urged  by  a  force,  this  force  is  exerted  by  some  other  body,  which  is 
itself  urged  in  the  opposite  direction  with  an  equal  force.  When  I 
press  the  table  downwards  with  my  hand,  the  table  presses  my  hand 
upwards;  when  a  weight  hangs  by  a  cord  attached  to  a  beam,  the 
cord  serves  to  transmit  force  between  the  beam  and  the  weight,  so 
that,  by  the  instrumentality  of  the  cord,  the  beam  pulls  the  weight 
upwards  and  the  weight  pulls  the  beam  downwards.     Electricity 
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EQUILIBRIUM   OF  TWO   FORCES.  5 

and  magnetism  furnish  no  exception  to  this  universal  law.  When 
a  magnet  attracts  a  piece  of  iron,  the  piece  of  iron  attracts  the 
magnet  with  a  precisely  equal  force. 

11.  SpeciflcatioR  of  a  Force  actlRg  at  a  Point. — ^Force  may  be 
applied  over  a  finite  area,  as  when  I  press  the  table  with  my  hand; 
or  may  be  applied  through  the  whole  substance  of  a  body,  as  in  the 
case  of  gravity;  but  it  is  usual  to  begin  by  discussing  the  action  of 
forces  applied  to  a  single  particle,  in  which  case  each  force  is 
supposed  to  act  along  a  mathematical  straight  line,  and  the  particle 
or  material  point  to  which  it  is  applied  is  called  its  point  of  applica- 
tion. A  force  is  completely  specified  when  its  magnitudey  its  point 
of  application,  and  its  liTie  of  ax^ion  are  all  given. 

12.  Bigid  Body.  FuRdameRtal  Problem  of  Statics. — A  force  of 
finite  mi^itude  applied  to  a  mathematical  point  of  any  actual 
solid  body  would  inevitably  fracture  the  body.  To  avoid  this 
complication  and  other  complications  which  would  arise  from  the 
bending  and  yielding  of  bodies  under  the  action  of  forces,  the  fiction 
of  a  perfectly  rigid  body  is  introduced,  a  body  which  cannot  bend 
or  break  under  the  action  of  any  force  however  intense,  but  always 
retains  its  size  and  shape  imchanged. 

The  fundamental  problem  of  Statics  consists  in  determining  the 
conditions  which  forces  must  fulfil  in  order  that  they  may  be  in 
equilibrium  when  applied  to  a  rigid  body. 

IS.  Conditions  of  Equilibrium  for  Two  Forces. — In  order  that  two 
forces  applied  to  a  rigid  body  should  be  in  equilibrium,  it  is 
necessary  and  sufficient  that  they  fulfil  the  following  conditions: — 

1st.  Their  lines  of  action  must  be  one  and  the  same. 

2nd.  The  forces  must  act  in  opposite  directions  along  this  common 
line. 

3rd.  They  must  be  equal  in  magnitude. 

It  will  be  observed  that  nothing  is  said  here  about  the  points  of 
application  of  the  forces.  They  may  in  fact  be  anywhere  upon  the 
common  line  of  action.  The  effect  of  a  force  upon  a  rigid  body  is 
not  altered  by  changing  its  point  of  application  to  any  other  point 
in  its  line  of  action.  This  is  called  the  principle  of  the  transraissi- 
hility  of  force. 

It  follows  from  this  principle  that  the  condition  of  equilibrium 
for  any  number  of  forces  with  the  same  line  of  action  is  simply  that 
the  sum  of  those  which  act  in  one  direction  shall  be  equal  to  the 
sum  of  those  which  act  in  the  opposite  direction. 
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6  FmST  PRINCIPLES  OF  DTKAMIGS. 

14.  Three  Forces  Heeting  in  a  Point.  Triangle  of  Forces. — If 
three  forces,  not  having  one  and  the  same  line  of  action,  are  in 
equilibrium,  .their  lines  of  action  must  lie  in  one  plane,  and  must 
either  meet  in  a  point  or  be  parallel.  We  shall  first  discuss  the  case 
in  which  they  meet  in  a  poini 

From  any  point  A  (Fig.  1)  draw  a  line  AB  parallel  to  one  of  the 
two  given  forces,  and  so  that  in  travelling  from  A  to  B  we  should 
be  travelling  in  the  same  direction  in  which  the  force  acts  (not  in 

the  opposite  direction).  Also  let  it  be 
understood  that  the  length  of  AB  repre- 
sents the  magnitude  of  the  force. 

From  the  point  B  draw  a  line  BC 
representing  the  second  force  in  direc- 
tion, and  on  the  same  scale  of  magnitude 
on  which  AB  represents  the  first. 

Then  the  line  CA  will  represent  both 
in  direction  and   magnitude  the  third 
Fig  1— Triangle  of  Ponm  forcc  which  would  equilibrate  the  first 

two. 
The  principle  embodied  in  this  construction  is  called  the  triangle 
of  forces.  It  may  be  briefly  stated  as  follows: — The  condition  of 
equilibrium  for  three  forces  acting  at  a  point  is,  that  they  be  repre- 
sented in  rnxignitude  and  direction  by  the  three  sides  of  a  ti^ngle, 
taken  one  way  round.  The  meaning  of  the  words  "  taken  one  way 
round "  will  be  understood  from  an  inspection  of  the  arrows  with 
which  the  sides  of  the  triangle  in  Fig.  1  are  marked.  If  the 
directions  of  all  three  arrows  are  reversed  the  forces  represented 
will  still  be  in  equilibrium.  The  arrows  must  be  so  directed  that 
it  would  be  possible  to  travel  completely  round  the  triangle  by 
moving  along  the  sides  in  the  directions  indicated. 

When  a  line  is  used  to  represent  a  force,  it  is  always  necessary  to 
employ  an  arrow  or  some  other  mark  of  direction,  in  order  to  avoid 
ambiguity  between  the  direction  intended  and  its  opposite.  In  naming 
such  a  line  by  means  of  two  letters,  one  at  each  end  of  it,  the  order 
of  the  letters  should  indicate  the  direction  intended.  The  direction 
of  AB  is  from  A  to  B:  the  direction  of  BA  is  from  B  to  A. 

15.  Resultant  and  Components. — Since  two  forces  acting  at  a  point 
can  be  balanced  by  a  single  force,  it  is  obvious  that  they  are  equiv- 
alent to  a  single  force,  namely,  to  a  force  equal  and  opposite  to  that 
which  would  balance  them.     This  force  to  which  they  are  equivalent 
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is  called  their  reauUcmt,  Whenever  one  force  acting  on  a  rigid 
body  is  equivalent  to  two  or  more  forces,  it  is  called  their  resultant, 
and  they  are  caUed  its  components.  When  any  number  of  forces 
are  in  equilibrium,  a  force  equal  and  opposite  to  any  one  of  them  is 
the  resultant  of  all  the  rest. 

The  "triangle  of  forces"  gives  us  the  resultant  of  any  two  forces 
acting  at  a  point.  For  example,  in  Fig.  1,  AC  (with  the  arrow  in 
the  figure  reversed)  represents  the  resultant  of  the  forces  represented 
by  AB  and  BC. 

16.  Parallelognram  of  Forces. — The  proposition  called  the  "  parallel- 
ogram of  forces"  is  not  essentially  distinct  from  the  "triangle  of 
forces,"  but  merely  expresses  the  same  fact  from  a  slightly  different 
point  of  view.    It  is  as  follows: — If  two  forces 

acting  upon  Ihe  same  rigid  body  in  lines    ^^^— 1^ 

which  meet  in  a  point,  be  represented  by  two       N/^'^^^.^.^^^  \ 

lines  drawn  from  the  point,  and  a  parallelo-  v .TT'^^ 

gram  be  constructed  on  these  lines,  the  diagonal  ^ 

drawn  from,  this  poi/nt  to  the  opposite  comer     rig.  2. -Parallelogram  of 

of  the  parallelogram  represents  the  resultant 

For  example,  if  AB,  AC,  Fig.  2,  represent  the  two  forces,  AD  will 

represent  their  resultant. 

To  show  the  identity  of  this  proposition  with  the  triangle  of  forces, 
we  have  only  to  substitute  BD  for  AC  (which  is  equal  and  parallel 
to  it).  We  have  then  two  forces  represented  by  AB,  BD  (two  sides 
of  a  triangle)  giving  as  their  resultant  a  force  represented  by  the 
third  side  AD.  We  might  equally  well  have  employed  the  triangle 
ACD,  by  substituting  CD  for  AB. 

17.  Oravesande'fl  Apparatus. — An  apparatus  for  verifying  the  par- 
allelogram of  forces  is  represented  in  Fig.  3.  ACDB  is  a  light  frame 
in  the  form  of  a  parallelogram.  A  weight  F'  can  be  hung  at  A,  and 
weights  P,  F  can  be  attached,  by  means  of  cords  passing  over  pulleys, 
to  the  points  B,  C.  When  the  weights  P,  P',  F'  are  proportional  to 
AB,  AC  and  AD  respectively,  the  strings  attached  at  B  and  C  will 
be  observed  to  form  prolongations  of  the  sides,  and  the  diagonal  AD 
will  be  vertical. 

18.  Resultant  of  any  Number  of  Forces  at  a  Point. — To  find  the 
resultant  of  any  number  of  fOrces  whose  lines  of  action  meet  in  a 
point,  it  is  only  necessary  to  draw  a  crooked  line  composed  of 
straight  lines  which  represent  the  several  forces.  The  resultant  will 
be  represented  by  a  straight  line  drawn  from  the  beginning  to  the 
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end  of  this  crooked  line.  For  by  what  precedes,  if  ABODE  be  a 
crooked  line  such  that  the  straight  lines  AB,  EC,  CD,  DE  represent 
four  forces  acting  at  a  point,  we  may  substitute  for  AB  and  BC 


Fig.  3. — Oraveaaude's  Appantoa. 

the  straight  line  AC,  since  this  represents  their  resultant.     We  may 
then  substitute  AD  for  AC  and  CD,  and  finally  AE  for  AD  and  DE. 

One  of  the  most  important  applications  of 
this  construction  is  to  three  forces  not 
lying  on  one  plane.  In  this  case  the 
crooked  line  will  consist  of  three  edges  of 
a  parallelepiped,  and  the  line  which  repre- 
sents the  resultant  will  be  the  diagonal. 
This  is  evident  from  Fig.  4,  in  which  AB, 
AC,  AD  represent  three  forces  acting  at 
A.  The  resultant  of  AB  and  AC  is  Ar, 
and  the  resultant  of  Ar  and  AD  is  Ar.  The  crooked  line  whose 
parts  represent  the  forces,  may  be  either  ABrr',  or  ABGi*\  or  ADG^*', 
&c.,  the  total  number  of  alternatives  being  six,  since  three  things 
can  be  taken  in  six  different  orders.  We  have  here  an  excellent 
illustration  of  the  fact  that  the  same  final  resultant  is  obtained, 
-  in  whatever  order  the  forces  are  combined. 


Fig.  4.— Parallelepiped  of 
Foruee. 
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19.  Equilibrium  of  Three  Parallel  Porces.— If  three  parallel  forces, 
P,  Q,  R,  applied  to  a  rigid  body,  balance  each  other,  the  following 
conditions  must  be  fulfilled: — 

1.  The  three  lines  of  action  AP,  BQ, 
CR,  Fig.  5,  must  be  in  one  plane. 

2.  The  two  outside  forces  P,  R,  must 
act  in  the  opposite  direction  to  the 
middle  force  Q,  and  their  sum  must  be 
equal  to  Q. 

3.  Each  force  must  be  proportional  to  ^•*- 

the  distance  between  the  lines  of  action  of  the  other  two;  that  is, 
we  must  have 

Z=A  =  A.  (1) 

BC      AC      AB  ^  ' 

The  figure  shows  that  AC  is  the  sum  of  AB  and  BC;  hence  it  fol- 
lows from  these  equations,  that  Q  ia  equal  to  the  sum  of  P  and  R, 
as  above  stated. 

20.  Resultant  of  Two  Parallel  Porces. — Any  two  parallel  forces 
being  given,  a  third  parallel  force  which  will  balance  them  can  be 
foimd  from  the  above  equations;  and  a  force  equal  and  opposite  to 
this  will  be  their  resultant.    We  may  distinguish  two  cases. 

1.  Let  the  two  given  forces  be  in  the  same  direction.  Then  their 
resultant  is  equal  to  their  simi,  and  acts  in  the  same  direction,  along 
a  line  which  cuts  the  line  joining  their  points  of  application  into 
two  parts  which  are  inversely  as  the  forces. 

2.  Let  the  two  given  forces  be  in  opposite  directions.  Then  their 
resultant  will  be  equal  to  their  difference,  and  will  act  in  the  direc- 
tion of  the  greater  of  the  two  forces,  along  a  line  which  cuts  the 
production  of  the  line  joining  their  points  of  application  on  the  side 
of  the  greater  force;  and  the  distances  of  this  point  of  section  from 
the  two  given  points  of  application  are  inversely  as  the  forces. 

21.  Centre  of  Two  Parallel  Porces. — Li  both  cases,  if  the  points  of 
application  are  not  given,  but  only  the  magnitudes  of  the  forces  and 
their  lines  of  action,  the  magnitude  and  line  of  action  of  the  resul- 
tant are  stUl  completely  determined;  for  all  straight  lines  which  are 
drawn  across  three  parallel  straight  lines  are  cut  by  them  in  the 
same  ratio;  and  we  shall  obtain  the  same  result  whatever  points  of 
application  we  assume. 

If  the  points  of  application  are  given,  the  resultant  cuts  the  line 
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joining  them,  or  this  line  produced,  in  a  definite  point,  whose  posi- 
tion depends  only  on  the  magnitudes  of  the  given  forces,  and  not  at 
all  on  the  angle  which  their  direction  makes  with  the  joining  line. 
This  result  is  important  in  connection  with  centres  of  gravity.  The 
point  so  determined  is  called  the  centre  of  the  two  parallel  forces. 
If  these  two  forces  are  the  weights  of  two  particles,  the  "centre" 
thus  found  is  their  centre  of  gravity,  and  the  resultant  force  is  the 
same  as  if  the  two  particles  were  collected  at  this  point. 

22.  Moments  of  Besnltant  and  of  Components  Equal. — The  follow- 
ing proposition  is  often  useful.  Let  any  straight  line  be  drawn 
across  the  lines  of  action  of  two  parallel  forces  P^,  Pg  (Fig.  6).     Let 

O  be  any  point  on  this  line,  and  Xi,  x^ 

® -M J^ ^*     the  distances  measured  from  O  to  the 

y  >/  /        points  of  section,  distances  measured 

^        in  opposite   directions   being  distin- 

^^«-  ••  guished  by  opposite  signs,  and  forces 

in  of^site  directions  being  also  distinguished  by  opposite  signs. 

Also  let  R  denote  the  resultant  of  Pj  and  Pq,  and  x  the  distance 

from  O  to  its  intersection  with  the  Une;  then  we  shall  have 

Pi  a^  +  P, «,  =  R  £ 

For,  taking  the  standard  case,  as  represented  in  Fig.  6,  in  which  all 
the  quantities  are  positive,  we  have  OA^  =  x^,  OAg  =  x^^  OB  =  5, 
and  by  §  19  or  §  20  we  have 

Pi.AiB  =  P,.BAfc 
that  is, 

Pi(*-Xi)  =  P,(*,-a;), 

whence 

CPi  +  P,)x=Pia;i  +  P,aj» 

that  is, 

Ric  =  Piari  +  P,a5,.  (2) 

23.  Any  Number  of  Parallel  Forces  in  One  Plane. — Equation  (2) 
affords  the  readiest  means  of  determining  the  line  of  action  of  the 
resultant  of  several  parallel  forces  lying  in  one  plane.  For  let 
Pi,  Pj,  P3,  &C.,  be  the  forces,  R|  the  resultant  of  the  first  two  forces 
Pj,  Pj,  and  Rj  the  resultant  of  the  first  three  forces  Pj,  Pg,  P3.  Let 
a  line  be  drawn  across  the  lines  of  action,  and  let  the  distances  of 
the  points  of  section  from  an  arbitrary  point  O  on  this  line  be 
expressed  according  to  the  following  scheme: — 

Force  Pj         Pg        Pa  R^         R^ 

Distance  x^        x^        x^  ^         ^2 
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Then,  by  equation  (2)  we  have 

Iliiei=Piaf,  +  P,x,. 

Also  since  Rg  is  the  resultant  of  R^  and  P3,  we  have 
and  substituting  for  the  term  R^  x^,  we  have 

R«ii=Pi«i  +  P««a  +  P«JC». 

This  reasoning  can  evidently  be  extended  to  any  number  of  forces, 
so  that  we  shall  have  finally 

Ri  =  sum  of  such  terms  as  Pa;, 

where  R  denotes  the  resultant  of  all  the  forces,  and  is  equal  to  their 

algebraic  sum;  while  x  denotes  the  value  of  x  for  the  point  where 

the  line  of  action  of  R  cuts  the  fixed  line.     It  is  usual  to  employ  the 

Greek  letter  S  to  denote  "the  sum  of  such  terms  as."     We  may 

therefore  write 

R=s  (P) 

Bx=Z  (Px) 


whence 


=ISM  (3) 

2  (P)  ^  ' 


24.  Moment  of  a  Force  about  a  Point. — When  the  fixed  line  is  at 
right  angles  to  the  parallel  forces,  the  product  Pa;  is  called  the 
moment  of  the  force  P  about  the  point  O.  More  generally,  the 
Tooment  of  a  force  about  a  point  is  the  product  of  the  force  by  the 
lerigth  of  the  perpendicular  dropped  upon  it  from  the  point.  The 
above  equations  show  that  for  parallel  forces  in  one  plane,  the 
moment  of  the  resultant  about  any  point  in  the  plane  is  the  sum  of 
the  momenta  of  the  forces  about  the  same  point. 

If  the  resultant  passes  through  O,  the  distance  x  is  zero;  whence 
it  follows  from  the  equations  that  the  algebraical  sum  of  the 
moments  vanishes. 

The  moment  of  a  force  about  a  point  measures  the  tendency  of 
the  force  to  produce  rotation  about  the  point.  If  one  point  of  a 
body  be  fiixed,  the  body  will  turn  in  one  direction  or  the  other 
according  as  the  resultant  passes  on  one  side  or  the  other  of  this 
point  (the  direction  of  the  resultant  being  supposed  given).  If  the 
resultant  passes  through  the  fixed  point,  the  body  will  be  in  equi- 
librium. 

The  moment  Vx  of  any  force  about  a  point,  changes  sign  with  P 
and  also  with  x;  thereby  expressing  (what  is  obvious  in  itself)  that 
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the  direction  in  which  the  force  tends  to  turn  the  body  about  the 
point  will  be  reversed  if  the  direction  of  P  is  reversed  while  its 
line  of  action  remains  unchanged,  and  will  also  be  reversed  if  the 
line  of  action  be  shifted  to  the  other  side  of  the  point  while  the 
direction  of  the  force  remains  unchanged. 

26.  Experimental  IHuBtration. — ^Fig.  7  represents  a  simple  appar- 
atus (called  the  arithmetical  lever)  for  illustrating  the  laws  of  par- 


Fig.  T.—Compoaition  of  Parallel  Forcea. 

allel  forces.  The  lever  AB  is  suspended  at  its  middle  point  by  a 
cord,  so  that  when  no  weights  are  attached  it  is  horizontal.  Equal 
weights  P,  P  are  hung  at  points  A  and  B  equidistant  from  the  centre, 
and  the  suspending  cord  after  being  passed  over  a  very  freely  mov- 
ing pulley  M,  has  a  weight  F  himg  at  its  other  end  sufficient  to  pro- 
duce equilibrium.  It  will  be  found  that  F  is  equal  to  the  sum 
of  the  two  weights  P  together  with  the  weight  required  to  counter- 
poise the  lever  itself. 

In  the  second  figure,  the  two  weights  hung  from  the  lever  are  not 
equal,  but  one  of  them  is  double  of  the  other,  P  being  hung  at  B, 
and  2  P  at  C;  and  it  is  necessary  for  equilibrium  that  the  dis- 
tance OB  be  double  of  the  distance  00.     The  weight  F  required 
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to  balance  the  system  will  now  be  3  P  together  with  the  weight 
of  the  lever. 

26.  Couple. — There  is  one  case  of  two  parallel  forces  in  opposite 
directions  which  requires  special  attention;  that  in  which  the  two 
forces  are  equal. 

To  obtain  some  idea  of  the  effect  of  two  such  forces,  let  us  first 
suppose  them  not  exactly  equal,  but  let  their  difference  be  very  small 
compared  with  either  of  the  forces.  In  this  case,  the  resultant  will 
be  equal  to  this  small  difference,  and  its  line  of  action  will  be  at  a 
great  distance  from  those  of  the  given  forces.  For  in  §  19  if  Q  is 
very  little  greater  than  P,  so  that  Q-P,  or  R  is  only  a  small  fraction 

of  P,  the  equation  gQ  =tb  shows  that  AB  is  only  a  small  fraction 

of  BC,  or  in  other  words  that  EC  is  very  large  compared  with  AB. 

If  Q  gradually  diminishes  until  it  becomes  equal  to  P,  R  will 
gradually  diminish  to  zero;  but  while  it  diminishes,  the  product 
R .  BC  will  remain  constant,  being  always  equal  to  P ,  AB. 

A  very  small  force  R  at  a  very  great  distance  would  have 
sensibly  the  same  moment  round  all  points  between  A  and  B  or 
anywhere  in  their  neighbourhood,  and  the  moment  of  R  is  always 
equal  to  the  algebraic  sum  of  the  moments  of  P  and  Q. 

When  Q  is  equal  to  P,  they  compose  what  is  called  a  couple,  and 
the  algebraic  sum  of  their  moments  about  any  point  in  their  plane 
is  constant,  being  always  equal  to  P .  AB,  which  is  therefore  called 
the  moment  of  the  couple. 

A  couple  consists  of  hvo  equal  and  parallel  fcyrces  in  opposite 
directions  applied  to  the  same  body.  The  distance  between  their 
lines  of  action  is  called  the  arm  of  the  couple,  a/nd  the  product  of 
one  of  the  two  equal  forces  by  this  arm.  is  called  the  mxmtent  of  the 
couple. 

27.  Composition  of  Couples.  Axis  of  Couple. — A  couple  cannot  be 
balanced  by  a  single  force;  but  it  can  be  balanced  by  any  couple  of 
equal  moment,  opposite  in  sign,  if  the  plane  of  the  second  couple  be 
either  the  same  as  that  of  the  first  or  parallel  to  it. 

Any  number  of  couples  in  the  same  or  parallel  planes  are  equiva- 
lent to  a  single  couple  whose  moment  is  the  algebraic  sum  of  theirs. 

The  laws  of  the  composition  of  couples  (like  those  of  forces)  can 
be  illustrated  by  geometry. 

Let  a  couple  be  represented  by  a  line  perpendicular  to  its  plane, 
marked  with  an  arrow  according  to  the  convention  that  if  an 
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ordinary  screw  were  made  to  turn  in  the  direction  in  which  the 
couple  tends  to  turn,  it  would  advance  in  the  direction  in  which  the 
arrow  points.  Also  let  the  length  of  the  line  represent  the  moment 
of  the  couple.  Then  the  same  laws  of  composition  and  resolution 
which  hold  for  forces  acting  at  a  point  will  also  hold  for  couples. 
A  line  thus  drawn  to  represent  a  couple  is  called  the  axis  of  the 
couple. 

Just  as  any  number  of  forces  acting  at  a  point  are  either  in 
equilibrium  or  equivalent  to  a  single  force,  so  any  number  of  couples 
applied  to  the  same  rigid  body  (no  matter  to  what  parts  of  it)  are 
either  in  equilibrium  or  equivalent  to  a  single  couple. 

38.  Resultant  of  Foroe  and  Couple  in  Same  Plane. — The  resultant 

of  a  force  and  a  couple  in  the  same  plane  is  a  single  force.     For  the 

couple  may  be  replaced   by  another  of  equal 

moment  having  its  equal  forces  P,  Q,  each  equal 

to  the  given  force  F,  and  the  latter  couple  may 

then  be  turned   about   in  its  own  plane  and 

**'*'  carried  into  such  a  position  that  one  of  its  two 

forces  destroys  the  force  F,  as  represented  in  Fig.  8.     There  will 

then  only  remain  the  force  P,  which  is  equal  and  parallel  to  F. 

By  reversing  this  procedure,  we  can  show  that  a  force  P  which 
does  not  pass  through  a  given  point  A  is  equivalent  to  an  equal  and 
parallel  force  F  which  does  pass  through  it,  together  with  a  couple; 
the  moment  of  the  couple  being  the  same  as  the  moment  of  the  force 
P  about  A. 

29.  General  Besultant  of  any  Number  of  Forces  applied  to  a  Bigid 
Body. — Forces  applied  to  a  rigid  body  in  lines  which  do  not  meet 
in  one  point  are  not  in  general  equivalent  to  a  single  force.  By  the 
process  indicated  in  the  concluding  sentence  of  the  preceding 
section,  we  can  replace  the  forces  by  forces  equal  and  parallel  to 
them,  acting  at  any  assumed  point,  together  with  a  number  of 
couples.  These  couples  can  then  be  reduced  (by  the  principles  of 
§  27)  to  a  single  couple,  and  the  forces  at  the  point  can  be  replaced 
by  a  single  force;  so  that  we  shall  obtain,  as  the  complete  resultant, 
a  single  force  applied  at  any  point  we  choose  to  select,  and  a 
couple. 

We  can  in  general  make  the  couple  smaller  by  resolving  it  into 
two  components  whose  planes  are  respectively  perpendicular  and 
parallel  to  the  force,  and  then  compounding  one  of  these  components 
(the  latter)  with  the  force  as  explained  in  §  28,  thus  moving  the 


Digitized  by 


Googk 


GENERAL  RESULTANT.  15 

force  parallel  to  itself  without  altering  its  magnitude.  This  is  the 
greatest  simplification  that  is  possible.  The  result  is  that  we  have 
a  single  force  and  a  couple  whose  plane  is  perpendicular  to  the 
force.  Any  combination  of  forces  that  can  be  applied  to  a  rigid 
body  is  reducible  to  a  force  acting  along  one  definite  line  and  a 
couple  in  a  plane  perpendicular  to  this  line.  Such  a  combination 
of  a  force  and  couple  is  called  a  wrenchy  and  the  "  one  definite  line  " 
is  called  the  axis  of  the  wrench.  The  point  of  application  of  the 
force  is  not  definite,  but  is  any  point  of  the  axis. 

30.  Application  to  Action  and  Beaction. — Every  action  of  force 
that  one  body  can  exert  upon  another  is  reducible  to  a  wrench,  and 
the  law  of  reaction  is  that  the  second  body  will,  in  every  case,  exert 
upon  the  first  an  equal  and  opposite  wrench.  The  two  wrenches 
will  have  the  same  axis,  equal  and  opposite  forces  along  this  axis, 
and  equal  and  opposite  couples  in  planes  perpendicular  to  it. 

81.  Eesolntion  the  Inverse  of  Composition. — The  process  of  finding 
the  resultant  of  two  or  more  forces  is  called  composition.  The 
inverse  process  of  finding  two  or  more  forces  which  shall  together 
be  equivalent  to  a  given  force,  is  called  resolution,  and  the  two  or 
more  forces  thus  f oimd  are  called  components. 

The  problem  to  resolve  a  force  into  two  components  along  two 
given  lines  which  meet  it  in  one  point  and  are  in  the  same  plane 
with  it,  has  a  definite  solution,  which  is  obtained  by  drawing  a 
triangle  whose  sides  are  parallel  respectively  to  the  given  force  and 
the  required  components.  The  given  force  and  the  required  com- 
ponents will  be  proportional  to  the  sides  of  this  triangle,  each  being 
represented  by  the  side  parallel  to  it. 

The  problem  to  resolve  a  force  into  three  components  along  three 
given  lines  which  meet  it  in  one  point  and  are  not  in  one  plane,  also 
admits  of  a  definite  solution. 

32.  Bectangular  Besolntion. — In  the  majority  of  cases  which 
occur  in  practice  the  required  components  are  at  right  angles  to  each 
other,  and  the  resolution  is  then  said  to  be  rectangular.  When  "the 
component  of  a  force  along  a  given  line"  is  mentioned,  without 
anything  in  the  context  to  indicate  the  direction  of  the  other 
component  or  components,  it  is  always  to  be  understood  that  the 
resolution  is  rectangular.  The  process  of  finding  the  required 
component  in  this  case  is  illustrated  by  Fig.  9.  Let  AB  represent 
the  given  force  F,  and  let  AC  be  the  line  along  which  the  com- 
ponent of  F  is  required.     It  is  only  necessary  to  drop  from  B  a 
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perpendicular  BC  on  this   line;  AC  will  represent  the  required 
component.     CB  represents  the  other  component,  which,  along  with 
AC,  is  equivalent  to  the  given  force.     If 
the  total  number  of  rectangular  components, 
of  which  AC  represents  one,  is  to  be  three, 
c  then  the  other  two  will  lie  in  a  plane  per- 
Fig.  9.-Compoiient  along  a  given  pcudicular  to  AC,  and  thcj  cau  be  found  by 
^^^  again  resolving  CB.    The  magnitude  of  AC 

will  be  the  same  whether  the  number  of  components  be  two  or  three, 

and  the  component  along  AC  will  be  F  ^»  or  in  trigonometrical 

language, 

F  cos  .  BAC. 

We  have  thus  the  following  rule: — The  component  of  a  given  force 
along  a  given  line  is  fov/nd  by  multiplying  the  force  by  the  cosine 
of  the  angle  between  its  own  direction  and  that  of  the  required 
component 
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CENTRE  OF  GRAVITY. 


83.  Gravity  is  the  force  to  which  we  owe  the  names  "up"  and 
"  down."  The  direction  in  which  gravity  acts  at  any  place  is  called 
the  downward  direction,  and  a  line  drawn  accurately  in  this  direc- 
tion is  called  vertical;  it  is  the  direction  assumed  by  a  plumb-line. 
A  plane  perpendicular  to  this  direction  is  called  kcyi^izontal,  ziA  is 
parallel  to  the  surface  of  a  liquid  at  rest.  The  verticals  at  different 
places  are  not  parallel,  but  are  inclined  at  an  angle  which  is 
approximately  proportional  to  the  distance  between  the  places. 
It  amounts  to  180°  when  the  places  are  antipodal,  and  to  about  V 
when  their  distance  is  one  geo^Ti.phieal  mile,  or  to  about  1"  for 
every  hundred  feet.  Hence,  when  we  are  dealing  with  the  action 
of  gravity  on  a  body  a  f^w  feet  or  a  few  hundred  feet  in  length, 
we  may  practically  regard  the  action  as  consisting  of  parallel 
forces. 

34.  CSentre  of  Cbravity. — Let  A  and  B  be  any  two  particles  oi  a 
rigid  body,  let  w^  be  the  weight  of  the  particle  A,  and  w^  the  weight 
of  B.  These  weights  are  parallel  forces,  and  their  resultant  divides 
the  line  AB  in  the  inverse  ratio  of  the  forces.  A&  the  body  is 
turned  about  into  different  positions,  tiie  dEonjes  w^  and  Wg  remain 
unchanged  in  magnitude,  and  hence  the  resultant  cuts  AB  always 
in  the  same  point.  This  point  is  called  the  centre  of  the  parallel 
forces  w^  and  w^,  or  the  centre  of  gravity  of  the  two  particles  A  and 
B.  The  magnitude  of  the  resultant  will  be  w-^+w^,  and  we  may 
substitute  it  for  the  two  forces  themselves;  in  other  words,  we  may 
suppose  the  two  particles  A  and  B  to  be  collected  at  their  centre 
of  gravity.  We  can  now  combine  this  resultant  with  the  weight 
of  a  tiiird  particle  of  the  body,  and  shall  thus  obtain  a  resultant 
w^+Wii+w^,  passing  through  a  definite  point  in  the  line  which  joins 
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the  third  particle  to  the  centre  of  gravity  of  the  first  two.  The  first 
three  particles  may  now  be  supposed  to  be  collected  at  this  point, 
and  the  same  reasoning  may  be  extended  until  all  the  particles  have 
been  collected  at  one  point.  This  point  will  be  the  centre  of  gravity 
of  the  whole  body.  From  the  manner  in  which  it  has  been  ob- 
tained, it  possesses  the  property  that  tlie  remUant  of  all  the  forces 
of  gravity  on  the  body  passes  through  it,  in  every  positian  in  which 
the  body  can  be  placed.  The  resultant  force  of  gravity  upon  a 
rigid  body  is  therefore  a  single  force  passing  through  its  centre 
of  gravity. 

36.  Centres  of  Gravity  of  Volnmes,  Areas,  and  Lines. — If  the  body 
is  homogeneous  (that  is  composed  of  uniform  substance  throughout), 
the  position  of  the  centre  of  gravity  depends  only  on  the  figure,  and 
in  this  sense  it  is  usual  to  speak  of  the  centre  of  gravity  of  a  figure. 
In  like  manner  it  is  customary  to  speak  of  the  centres  of  gravity 
of  areas  and  lines,  an  area  being  identified  in  thought  with  a  thin 
uniform  plate,  and  a  line  with  a  thin  uniform  wire. 

It  is  not  necessary  that  a  body  should  be  rigid  in  order  that  it 
may  have  a  centre  of  gravity.  We  may  speak  of  the  centre  of 
gravity  of  a  mass  of  fluid,  or  of  the  centre  of  gravity  of  a  system 
of  bodies  not  connected  in  any  way.  The  same  point  which  would 
be  the  centre  of  gravity  if  all  the  parts  were  rigidly  connected,  is 
still  called  by  this  name  whether  they  are  connected  or  not. 

86.  Methods  of  Finding  Centres  of  Gravity. — Whenever  a  homo- 
geneous body  contains  a  point  which  bisects  all  lines  in  the  body 
that  can  be  drawn  through  it,  this  point  must  be  the  centre  of 
gravity.  The  centres  of  a  sphere,  a  circle,  a  cube,  a  square,  an 
ellipse,  an  ellipsoid,  a  parallelogram,  and  a  parallelepiped,  are  ex- 
amples. 

Again,  when  a  body  consists  of  a  finite  number  of  parts  whose 
weights  and  centres  of  gravity  are  known,  we  may  regard  each  part 
as  collected  at  its  own  centre  of  gravity. 

When  the  parts  are  at  all  numerous,  the  final  result  will  most 
readily  be  obtained  by  the  use  of  the  formula 

where  P  denotes  the  weight  of  any  part,  x  the  distance  of  its  centre 
of  gravity  from  any  plane,  and  x  the  distance  of  the  centre  of 
gravity  of  the  whole  from  that  plane.     We  have  already  in  §  23 
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proved  this  formula  for  the  case  in  which  the  centres  of  gravity  lie 
in  one  straight  line  and  x  denotes  distance  from  a  point  in  this  line; 
and  it  is  not  difficult,  by  the  help  of  the  properties  of  similar 
triangles,  to  make  the  proof  general. 

87.  Centre  of  Gravity  of  a  Triangle. — To  find  the  centre  of  gravity 
of  a  triangle  ABC  (Fig.  10),  we  may  begin  by  supposing  it  divided 
into  narrow  strips  by  lines  (such  as  be)  parallel  to  BC.  It  can  be 
shown,  by  similar  triangles,  that  each  of  these  strips  is  bisected  by 
the  line  AD  drawn  from  A  to  D   the  a 

middle  point  of  BC.    But  each  strip  may  y/\ 

be  collected  at  its  own  centre  of  gravity,  k/..,L.\c 

that  is  at  its  own  middle  point;  hence  the  /^     I      \r 

whole  triangle  may  be  collected  on  the  line  j/^  ^,M^^y^  \ 

AD;  its  centre  of  gravity  must  therefore      j^^'^'^^^^ /x  \ 

be  situated  upon  this  line.   Similar  reason-  ^  d  ^ 

ing  shows  that  it  must  lie  upon  the  line  ^'«-  *^- 

BE  drawn  from  B  to  the  middle  point  of  AC.  It  is  therefore  the 
intersection  of  these  two  lines.  If  we  join  DE  we  can  show  that 
the  triangles  AGB,  DGE,  are  similar,  and  that 

AG_  AB_ 
GD  ~  DE  ~  ^ 

DG  is  therefore  one  third  of  DA.  The  centre  of  gravity  of  a 
triangle  therefore  lies  upon  the  line  joining  any  comer  to  the  middle 
point  of  the  opposite  side,  and  is  at  one-third  of  the  length  of  this 
line  from  the  end  where  it  meets  that  side. 

It  is  worthy  of  remark  that  if  three  equal  particles  are  placed  at 
the  comers  of  any  triangle,  they  have  the  same  centre  of  gravity  as 
the  triangle.  For  the  two  particles  at  B  and  C  may  be  collected  at 
the  middle  point  D,  and  this  double  particle  at  D,  together  with  the 
single  particle  at  A,  will  have  their  centre  of  gravity  at  G,  since  G 
divides  DA  in  the  ratio  of  1  to  2. 

38.  Centre  of  Gravity  of  a  Pyramid. — If  a  pyramid  or  a  cone  be 
divided  into  thin  slices  by  planes  parallel  to  its  base,  and  a  straight 
line  be  drawn  from  the  vertex  to  the  centre  of  gravity  of  the  base, 
this  line  will  pass  through  the  centres  of  gravity  of  all  the  slices, 
since  all  the  slices  are  similar  to  the  base,  and  are  similarly  cut  by 
this  line. 

In  a  tetrahedron  or  triangular  pyramid,  if  D  (Fig.  11)  be  the 
centre  of  gravity  of  one  face,  and  A  be  the  comer  opposite  to  this 
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£aoe,  the  centre  of  gr&vity  of  the  pyramid  must  lie  upon  the  line 

AD.  In  like  manner,  if  E  be  tiie 
centre  of  gravity  of  one  &ce,  the  centre 
of  gravity  of  the  pyramid  muat  lie 
upon  the  line  joining  E  with  the  oppo- 
site comer  B.  It  must  therefore  be 
the  intersection  G  of  these  two  lines. 
That  they  do  intersect  is  otherwise 
obvious,  for  the  lines  AE,  BD  meet  in 
C,  the  middle  point  of  one  edge  of  the 
pyramid,  E  being  found  by  taking  OE 
one  third  of  CA,  and  D  by  taking  CD 

Pig.  IL—CeBtraofGraTHjofTetniLelraL   qj^  third  of  OB. 

If  D,  E  be  joined,  we  can  show  that  the  joining  line  is  parallel  to 
BA,  and  that  the  triangles  AGB,  DOE  are  similar.    Hence 


AG 
GD 


AB 
DE 


BC 
DC 


=  3. 


That  is,  the  line  AD  joining  any  comer  to  the  centre  of  gravity  of 
the  opposite  face,  is  cut  in  the  ratio  of  3  to  1  by  the  centre  of  gravity 
G  of  the  triangle.  DG  is  therefore  one-fourth  of  DA,  and  the  dis- 
tance of  the  centre  of  gravity  from  any  face  is  one-fourth  of  the 
distance  of  the  opposite  comer. 

A  pyramid  standing  on  a  polygonal  base  can  be  cut  up  into  tri- 
angular pyramids  standing  on  the  triangular  bases  into  which  the 

polygon  can   be  divided,  and   having 
the  same  vertex  as  the  whole  pyramid. 
The  centres  of  gravity  of  these  trian- 
gular pyramids  are  all  at  the  same 
perpendicular  distance  from  the  base, 
namely  at  one-fourth  of  the  distance 
of  the  vertex,  which  is  therefore  the 
distance  of  the  centre  of  gravity  of 
the  whole  from  the  base.     The  centre 
of  gravity  of  any  pyramid  is  there- 
fore found   by  joining  the  vertex  to 
Fig  M.-c«irtreafG«Ti^ofPjnmmid.   ^^c  Centre  of  gravity  of  the  base,  and 
cutting  off  one-fourth  of  the  joining  line  from  the  end  where  it  meets 
the  base.     The  same  rule  applies  to  a  cone,  since  a  cone  may  be 
regarded  as  a  polygonal  pyramid  with  a  very  large  number  of  sides. 
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Fig.  18.— Equilibrium  of  a  Body  supported  on  a  Horizontal 
Plane  at  three  or  more  Points. 


89.  K  four  equal  particles  are  placed  at  the  comera  of  a  triangular 
pyramid,  they  will  have  the  same  centre  of  gravity  as  the  pyramid. 
For  three  of  them  may,  as  we  have  seen  (§  37)  be  collected  at  the 
centre  of  gravity  of  one  face;  and  the  centre  of  gravity  of  the  four 
particles  will  divide  the  line  which  joins  this  point  to  the  fourth,  in 
the  ratio  of  1  to  3. 

40.  Condition  of  Standing  or  Falling. — When  a  heavy  body  stands 
on  a  base  of  finite  area, 
and  remains  in  equili- 
brium under  the  action 
of  its  own  weight  and  the 
reaction  of  this  base,  the 
vertical  through  its  centre 
of  gravity  must  fall  with- 
in the  base.  If  the  body 
is  supported  on  three  or 
more  points,  as  in  Fig.  13, 
we  are  to  understand  by 
the  base  the  convex^  poly- 
gon whose  corners  are  the 
points  of  support;  for  if  a  body  so  supported  turns  over,  it  must 
turn  about  the  line  joining  two  of  these  points. 

41.  Body  supported  at  one  Point — When  a  heavy  body  supported 
at  one  point  remains  at  rest,  the  reaction  of  the  point  of  support 
equilibrates  the  force  of  gravity.  But  two  forces  cannot  be  in 
equilibrium  unless  they  have  the  same  line  of  action;  hence  the  ver- 
tical through  the  centre  of  gravity  of  the  body  must  pass  through 
the  point  of  support.  If  instead  of  being  supported  at  a  point, 
the  heavy  body  is  supported  by  an  axis  about  which  it  is  free  to 
turn,  the  vertical  through  the  centre  of  gravity  must  pass  through 
this  axis. 

48.  Stability  and  Instability.— When  the  point  of  support,  or  axis 
of  support,  is  vertically  below  the  centre  of  gravity,  it  is  easily  seen 
that,  if  the  body  were  displaced  a  little  to  either  side,  the  forces  act- 
ing upon  it  would  turn  it  still  further  away  from  the  position 
of  equilibrium.  On  the  other  hand,  when  the  point  or  axis  of  sup- 
port is  vertically  ahove  Hie  centre  of  gravity,  the  forces  which  would 

^  The  word  convex  is  iheerted  to  indicate  that  there  must  be  no  re-entrant  angles. 
Any  points  of  support  whidi  lie  within  the  polygon  formed  by  joining  the  rest,  must  be 
left  out  of  aoconnt. 
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act  upon  it  if  it  were  slightly  displaced  would  tend  to  restore  it. 

In  the  latter  case  the  equilibrium  is  said  to  be  stable,  in  the  former 

unstable. 

When  the  centre  of  gravity  coincides  with  the  point  of  support, 
or  lies  upon  the  axis  of  support,  the  body 
will  still  be  in  equilibrium  when  turned 
about  this  point  or  axis  into  any  other 
position.  In  this  case  the  equilibrium  is 
neither  stable  nor  imstable  but  is  called 
neutral. 

43.  Experimental  determination  of  Cen- 
tre of  Gravity. — In  general,  if  we  suspend 
a  body  by  any  point,  in  such  a  manner 
that  it  is  fyee  to  turn  about  this  point,  it 
will  come  to  rest  in  a  position  of  stable 
equilibrium.  The  centre  of  gravity  will 
then  be  vertically  beneath  the  point  of 

Fig.  14.-Experlmental  DetennIn*Uon  SUppOrt.       ^f    WC    UOW   SUSpcnd    the    body 

of  Centre  of  GwTity.  £^^^  another  point,  the  centre  of  gravity 

will  come  vertically  beneath  this.     The  intersection  of  these  two 
verticals  will  therefore  be  the  centre  of  gravity  (Fig.  14). 

44.  To  find  the  centre  of  gravity  of  a  flat  plate  or  board  (Fig.  15), 
we  may  suspend  it  from  a  point  near  its  circumfer- 
ence, in  such  a  manner  that  it  sets  itself  in  a  ver- 
tical plane.  Let  a  plumb-line  be  at  the  same  time 
suspended  from  the  same  point,  and  made  to  leave 
its  trace  upon  the  board  by  chalking  and  "snap- 
ping" it.  Let  the  board  now  be  suspended  from 
another  point,  and  the  operation  be  repeated.  The 
two  chalk  lines  will  intersect  each  other  at  that 
point  of  the  face  which  is  opposite  to  the  centre 
of  gravity;  the  centre  of  gravity  itself  being  of 
course  in  the  substance  of  the  board. 
46.  Work  done  against  Oravity. — When  a  heavy 
body  is  raised,  work  is  said  to  be  done  against  gravity,  and  the 
amount  of  this  work  is  reckoned  by  multiplying  together  the  weight 
of  the  body  and  the  height  through  which  it  is  raised.  Horizontal 
movement  does  not  count,  and  when  a  body  is  raised  obliquely,  only 
the  vertical  component  of  the  motion  is  to  be  reckoned. 

Suppose,  now,  that  we  have  a  number  of  particles  whose  weights 


Fig.  16.— Centra  of 
OniTity  of  Board. 
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are  w^,  w^,  w^  &a,  and  let  their  heights  above  a  given  horizontal 
plane  be  respectively  A^,  Ag*  ^  &c.  We  know  by  equation  (3), 
§  23,  that  if  h  denote  the  height  of  their  centre  of  gravity  we 
have 

(wi  +  «Pi  +  &c)  h—- Wi  hi  +  iPi  hi  +  &c.  (4) 

Let  the  particles  now  be  raised  into  new  positions  in  which  their 
heights  above  the  same  plane  of  reference  are  respectively  Hj,  H.^, 
Hg  &c  The  height  H  of  their  centre  of  gravity  will  now  be  such 
that 

(wi  +  Wi  +  &c.)  H  =  tPi  Hi  +  tt)i,Hg  +  &c  (6) 

From  these  two  equations,  we  find,  by  subtraction 

(wi  +  wi+&c)  (H-X')  =  tt?i(Hi-A,)  +  «'a(H2-^)  +  &c.  (6) 

Now  Hi— Aj  is  the  height  through  which  the  particle  of  weight  Wi 
has  been  raised;  hence  the  work  done  against  gravity  in  raising  it  is 
w^  (Hj— Aj)  and  the  second  member  of  equation  (6)  therefore 
expresses  the  whole  amount  of  work  done  against  gravity.  But  the 
first  member  expresses  the  work  which  would  be  done  in  raising  all 
the  particles  through  a  uniform  height  H— 7i,  which  is  the  height 
of  the  new  position  of  the  centre  of  gravity  above  the  old.  The 
work  done  against  gravity  in  raising  any  system  of  bodies  will 
therefore  be  correctly  computed  by  supposing  all  the  system  to  be 
collected  at  its  centre  of  gravity.  For  example,  the  work  done  in 
raising  bricks  and  mortar  from  the  ground  to  build  a  chimney,  is 
equal  to  the  total  weight  of  the  chimney  multiplied  by  the  height 
of  its  centre  of  gravity  above  the  ground. 

46.  The  Centre  of  Gravity  tends  to  Descend. — When  the  forces 
which  tend  to  move  a  system  are  simply  the  weights  of  its  parts,  we 
can  determine  whether  it  is  in  equilibrium  by  observing  the  path  in 
which  its  centre  of  gravity  would  travel  if  movement  took  place. 
If  we  suppose  this  path  to  represent  a  hard  frictionless  surface,  and 
the  centre  of  gravity  to  represent  a  heavy  particle  placed  upon  it, 
the  conditions  of  equilibrium  will  be  the  same  as  in  the  actual  case. 
The  centre  of  gravity  tends  to  run  down  hill,  just  as  a  heavy  particle 
does.  There  will  be  stable  equilibrium  if  the  centre  of  gravity  is  at 
the  bottom  of  a  valley  in  its  path,  and  imstable  equilibrium  if  it  is 
at  the  top  of  a  hill.  When  a  rigid  body  turns  about  a  horizontal 
axis,  the  path  of  its  centre  of  gravity  is  a  circle  in  a  vertical  plane. 
The  highest  and  lowest  points  of  this  circle  are  the  positions  of  the 
centre  of  gravity  in  unstable  and  stable  equilibrium  respectively; 
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except  wlieoL  the  axis  traverses  the  oentre  of  gravity  itself,  in  which 
case  the  oentre  of  gravity  can  neither  rise  nor  fall,  and  the  eqtiili- 
biium  is  neutraL 

A  uniform  sphere  or  cylinder  lying  on  a  horizontal  plane  is  in 
neutral  equilibrium,  because  its  centre  of  gravity  will  neither  be 
raised  nor  lowered  by  rolling.  An  ^g  balanced  on  its  end  as  in 
Fig.  16,  is  in  imstable  equilibrium,  because  its  centre  of  gravity  is  at* 
the  top  of  a  hill  which  it  will  descend  when  the  egg  rolls  to  one  side. 
The  position  of  equilibrium  shown  in  Fig.  17  is  stable  as  regards 
rolling  to  left  or  right,  because  the  path  of  its  centre  of  gravity  in 


Fig.  16.— Unatable  Equilibrium. 


Fig.  17.— Stable  Equilibrium. 


such  rolling  would  be  a  curve  whose  lowest  point  is  that  now  occu- 
pied by  the  centre  of  gravity.  As  regards  rolling  in  the  direction  at 
right  angles  to  this,  if  the  egg  is  a  true  solid  of  resolution,  the  equih- 
brium  is  neutral. 

47.  Work  done  by  (Iravity. — When  a  heavy  body  is  lifted,  the 
Uf ting  force  does  work  against  gravity.  When  it  descends  gravity 
does  work  upon  it;  and  if  it  descends  to  the  same  position  from 
which  it  was  lifted,  the  work  done  by  gravity  in  the  descent  is 
equal  to  the  work  done  against,  gravity  in  the  lifting;  each  being 
equal  to  the  weight  of  the  body  multiplied  by  the  vertical  displace- 
ment of  its  centre  of  gravity.  The  tendency  of  the  centre  of  gravity 
to  descend  is  a  manifestation  of  the  tendency  of  gravity  to  do  work; 
and  this  tendency  is  not  peculiar  to  gravity. 

48.  Work  done  by  any  Force. — ^A  force  is  said  to  do  work  when  its 
point  of  application  moves  in  the  direction  of  the  force,  or  in  any 
direction^  making  an  acute  angle  with  this,  so  as  to  give  a  component 
displacement  in  the  direction  of  the  force;  and  the  amount  of  work 
done  is  the  product  of  the  force  by  this  oomponenti    If  F  d^oote 
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the  force,  a  tiie  displacement,  and  6  the  angle  between  the  two,  the 
work  doiK  by  F  is 

Faoos^, 

which  is  what  we  obtain  either  by  the  above  rule  or  by  multiplying 
the  whtde  displacement  by  the  effective  component  of  F,  ttiat  is  the 
component  of  F  in  the  direction  of  the  displacement.  If  the  angle 
S  is  obtuse,  cos  B  is  negative  and  the  force  F  does  negative  work.  If 
0  is  a  right  angle  F  does  no  work.  In  this  case  F  neither  assists 
nor  resists  the  displacement.  When  0  is  acute,  F  assists  the  dis- 
placement, and  would  produce  it  if  the  body  were  constrained  by 
guides  which  left  it  free  to  take  this  displacement  and  the  directly 
opposite  one,  while  preventing  aU  others. 

If  0  is  obtuse,  F  resists  the  displacement,  and  would  produce  the 
opposite  displacement  if  the  body  were  constrained  in  the  manner 
just  supposed. 

49.  Principle  of  Woert — ^If  any  number  of  forces  act  upon  a  body 
which  is  only  free  to  move  in  a  particular  direction  and  its  opposite, 
we  can  tdl  in  which  of  these  two  directions  it  will  move  by  calcu- 
lating the  work  which  each  force  would  do.  Each  force  would  do 
positive  work  when  tlie  displacement  is  in  one  direction,  and  nega- 
tive work  when  it  is  in  the  opposite  direction,  the  absolute  amounts 
of  work  being  the  same  in  both  cases  if  the  displacements  are  equal. 
The  body  will  upon  the  whole  be  urged  in  that  direction  which  gives 
an  excess  of  positive  work  over  negative.  If  no  such  excess  exists, 
but  the  amounts  of  positive  and  negative  work  are  exactly  equal, 
the  body  is  in  equilibrium.  This  principle  (which  has  been  called 
tine  principle  of  virtual  velocities,  but  is  better  called  the  prindple 
of  work)  is  often  of  great  use  in  enabling  us  to  calculate  the  ratio 
which  two  forces  applied  in  given  ways  to  the  same  body  must  have 
in  order  to  equilibrate  eadi  other.  It  applies  not  only  to  the 
'' mediaoieal  powers"  and  all  combinations  of  solid  machinery,  but 
also  to  hydrostatic  arrangements;  for  example  to  the  hydraulic 
press.  The  condition  of  equilibrium  between  two  forces  applied  to 
wiy  frictionless  machine  and  tending  to  drive  it  opposite  ways,  is 
that  in  a  small  movement  of  the  madiine  they  would  do  equal  and 
opposite  amounts  of  work.  Thus  in  the  screw-press  (Fig.  30)  the 
force  applied  to  one  of  the  handles,  multiplied  by  the  distance 
through  whidi  this  handle  moves,  will  be  equal  to  the  pressure 
which  this  force  produces  at  the  foot  of  the  screw,  multiplied  by  the 
distance  tluut  the  a^ew  travels. 
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This  is  on  the  supposition  of  no  friction.  A  frictionless  machine 
gives  out  the  same  amount  of  work  which  is  spent  in  driving  it. 
The  effect  of  friction  is  to  make  the  work  given  out  less  than  the 
work  put  in.  Much  fruitless  ingenuity  has  been  expended  upon 
contrivances  for  circumventing  this  law  of  nature  and  producing  a 
machine  which  shall  give  out  more  work  than  is  put  into  it.  Such 
contrivances  are  called  "  perpetual  motions." 

60.  General  Criterion  of  Stability. — If  the  forces  which  act  upon 
a  body  and  produce  equilibrium  remain  unchanged  in  magnitude 
and  direction  when  the  body  moves  away  from  its  position,  and 
if  the  velocities  of  their  points  of  application  also  remain  unchanged 
in  direction  and  in  their  ratio  to  each  other,  it  is  obvious  that  the 
equality  of  positive  and  negative  work  which  subsists  at  the 
beginning  of  the  motion  will  continue  to  subsist  throughout  the 
entire  motion.  The  body  will  therefore  remain  in  equilibrium 
when  displaced.     Its  equilibrium  is  in  this  case  said  to  be  neutral 

If  the  forces  which  are  in  equilibrium  in  a  given  position  of  the 
body,  gradually  change  in  direction  or  magnitude  as  the  body  moves 
away  from  this  position,  the  equality  of  positive  and  negative 
work  will  not  in  general  continue  to  subsist,  and  the  inequality  will 
increase  with  the  displacement.  If  the  body  be  displaced  with  a 
constant  velocity  and  in  a  uniform  manner,  the  rate  of  doing  work, 
which  is  zero  at  first,  will  not  continue  to  be  zero,  but  will  have  a 
value,  whether  positive  or  negative,  increasing  in  simple  proportion 
to  the  displacement.  Hence  it  can  be  shown  that  the  whole  work 
done  is  proportional  to  the  square  of  the  displacement,  for  when  we 
double  the  displacement  we,  at  the  same  time,  double  the  mean 
working  force. 

If  this  work  is  positive,  the  forces  assist  the  displacement  and  tend 
to  increase  it;  the  equilibrium  must  therefore  have  been  unstable. 

On  the  other  hand,  if  the  work  is  negative  in  all  possible  displace- 
ments from  the  position  of  equilibrium,  the  forces  oppose  the 
displacements  and  the  equilibrium  is  stable. 

61.  Illustration  of  Stability. — A  good  example  of  stable  equili- 
brium of  this  kind  is  furnished  by  Gravesande  s  apparatus  (Fig.  3) 
simplified  by  removing  the  parallelogram  and  employing  a  string 
to  support  the  three  weights,  one  of  them  F'  being  fastened  to  it  at 
a  point  A  near  its  middle,  and  the  others  P,  F  to  its  ends.  The 
point  A  will  take  the  same  position  as  in  the  figure,  and  will  return 
to  it  again  when  displaced.     If  We  take  hold  of  the  point  A  and 
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move  it  in  any  direction  whether  in  the  plane  of  the  string  or  out 
of  it,  we  feel  that  at  first  there  is  hardly  any  resistance  and  the 
smallest  force  we  can  apply  produces  a  sensible  disturbance;  but 
that  as  the  displacement  increases  the  resistance  becomes  greater. 
If  we  release  the  point  A  when  displaced,  it  will  execute  oscillations, 
which  will  become  gradually  smaller,  owing  to  friction,  and  it  will 
^finally  come  to  rest  in  its  original  position  of  equilibrium. 

The  centre  of  gravity  of  the  three  weights  is  in  its  lowest 
position  when  the  system  is  in  equilibrium,  and  when  a  small  dis- 
placement is  produced  the  centre  of  gravity  rises  by  an  amount 
proportional  to  its  square,  so  that  a  double  displacement  produces 
a  quadruple  rise  of  the  centre  of  gravity. 

In  this  illustration  the  three  forces  remain  unchanged,  and  the 
directions  of  two  of  them  change  gradually  as  the  point  A  is  moved. 
Whenever  the  circumstances  of  stable  equilibrium  are  such  that  the 
forces  make  no  abrupt  changes  either  in  direction  or  magnitude  for 
small  displacements,  the  resistance  will,  as  in  this  case,  be  propor- 
tional to  the  displacement  (when  small),  and  the  work  to  the  square 
of  the  displacement,  and  the  system  will  oscillate  if  displaced  and 
then  left  to  itself. 

62.  Stability  where  Forces  vary  abruptly  with  Position. — There 
are  other  cases  of  stable  equilibrium  which  may  be  illustrated  by 
the  example  of  a  book  lying  on  a  table.  If  we  displace  it  by  lifting 
one  edge,  the  force  which  we  must  exert  does  not  increase  with  the 
displacement,  but  is  sensibly  constant  when  the  displacement  is 
small,  and  as  a  consequence  the  work  will  be  simply  proportional 
to  the  displacement.  The  reason  is,  that  one  of  the  forces  concerned 
in  producing  equilibrium,  namely,  the  upward  pressure  of  the  table, 
changes  p^r  saZtum  at  the  moment  when  the  displacement  begins. 
In  applying  the  principle  of  work  to  such  a  case  as  this,  we  must 
employ,  instead  of  the  actual  work  done  by  the  force  which  changes 
abruptly,  the  work  which  it  would  do  if  its  magnitude  and  direction 
remained  imchanged,  or  only  changed  gradually. 

63.  Illustrations  from  Toys. — The  stability  of  the  "balancer" 
(Fig.  18)  depends  on  the  fact  that,  owing  to  the  weight  of  the  two 
leaden  balls,  which  are  rigidly  attached  to  the  figure  by  stiff  wires, 
the  centre  of  gravity  of  the  whole  is  below  the  point  of  support. 
If  the  figure  be  disturbed  it  oscillates,  and  finally  comes  to  rest  in  a 
position  in  which  the  centre  of  gravity  is  vertically  under  the  toe 
on  which  the  figure  stands. 
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The  "tumbler"  (Fig.  19)  consists  of  a  light  figure  attached  to  a 
hemisphere  of    lead,   the  centre   of  gravity  of    the   whole   being 

between  the  ceniare  of  gravity  of 
the  hemisphere  and  the  centre  of 
the  sphere  to  which  it  belongs. 
When  placed  upon  a  level  table, 
the  lowest  position  of  the  centre 
of  gravity  is  that  in  which  the 
figure  is  upright,  and  it  accord- 
ingly returns  to  this  position  when 
displaced. 

54.  Idmits  of  Stability.— In  the 
foregoing  discussion  we  have  em- 
ployed the  term  "stability"  in 
its  strict  mathematical  sense.  But 
there  are  cases  in  which,  though 
small  displacements  would  merely 
produce  small  oscillations,  larger 
displacements  would  cause  the 
body,  when  left  to  itself,  to  fall 
entirely  away  from  the  given 
position  of  equilibrium.  This  may 
be  expressed  by  saying  that  the 
equilibrium  is  stable  for  displacements  lying  within  certain  limits, 
but  unstable  for  displacements  beyond  these  limits.    The  equilibrium 


Fig.  18.— Balanoer. 


Fig  10.— Tuiublera. 


of  a  system  is  practiocdly  unstable  when  the  displacements  which 
it  is  likely  to  receive  from  accidental  disturbances  lie  beyond  its 
limits  of  stability. 
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THE  MECHANICAL  POWERS. 


66.  We  now  proceed  to  a  few  practical  applications  of  the  f ore- 
gcing  principles;  and  we  shall  begin  with  the  so-called  *'  mechanical 
powers,"  namely,  the  lever,  the  wheel  and  axle,  the  pulley,  the 
vrtdined  plome,  the  wedge,  and  the  sereiv. 

66.  Lever. — Problems  relating  to  the  lever  are  usually  most  con- 
veniently solved  by  taking  moments  round  the  fulcrum.  The 
general  condition  of  equilibrium  is,  that  the  moments  of  the  power 
and  the  weight  about  the  fulcrum  must  be  in  opposite  directions, 
and  must  be  equal.  When  the  power  and  weight  act  in  parallel 
directions,  the  conditions  of  equilibrium  are  precisely  those  of  three 
parallel  forces  (§  19),  the  third  force  being  the  reaction  of  the 
fulciTun. 

It  is  usual  to  distinguish  three  "  orders  "  of  lever.  In  levers  of 
the  first  order  (Fig.  20)  the  fulcrum  is  between  the  power  and  the 

. ;    ;  V -n 

n-       ^  c>      ^        !?) 

F«g.«L  PJ«.21.  Fig.  22.  ^^^ 

Thiee  Orden  of  Levar. 

weight.  In  those  of  the  second  order  (Fig.  21)  the  weight  is 
between  the  power  and  the  fulcrum.  In  those  of  the  third  order 
(Fig.  22)  the  power  is  between  the  weight  and  the  fulcrum. 

In  levers  of  the  second  order  (supposing  the  forces  parallel),  the 
weight  is  equal  to  the  sum  of  the  power  and  the  pressure  on  the 
fulcrum;  and  in  levers  of  the  third  order,  the  power  is  equal  to 
the  sum  of  the  weight  and  the  pressure  on  the  fulcrum;  since 
the  middle  one  of  three  parallel  forces  in  equilibrium  must  always 
be  equal  to  the  sum  of  the  other  two. 
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67.  Arms. — The  airms  of  a  lever  are  the  two  portions  of  it  inter- 
mediate, respectively,  between  the  fulcrum  and  the  power,  and 
between  the  fulcrum  and  the  weight.  If  the  lever  is  bent,  or  if, 
though  straight,  it  is  not  at  right  angles  to  the  lines  of  action  of  the 
power  and  weight,  it  is  necessary  to  distinguish  between  the  arms 
of  the  lever  as  above  defined  (which  are  parts  of  the  lever),  and  the 
arms  of  the  power  and  weight  regarded  as  forces  which  have 
moments  round  the  fulcrum.  In  this  latter  sense  (which  is  always 
to  be  understood  unless  the  contrary  is  evidently  intended),  the 
arms  are  the  perpendiculars  dropped  from  the  fulcrum  upon  the 
lines  of  action  of  the  power  and  weight. 

68.  Weight  of  Lever. — In  the  above  statements  of  the  conditions 
of  equilibrium,  we  have  neglected  the  weight  of  the  lever  itself. 
To  take  this  into  account,  we  have  only  to  suppose  the  whole 
weight  of  the  lever  collected  at  its  centre  of  gravity,  and  then  take 
its  moment  round  the  fulcrum.  We  shall  thus  have  three  moments 
to  take  account  of,  and  the  sum  of  the  two  that  tend  to  turn  the 
lever  one  way,  must  be  equal  to  the  one  that  tends  to  turn  it  the 
opposite  way. 

69.  Mechanical  Advantage. — Every  machine  when  in  action  serves 
to  transmit  work  without  altering  its  amount;  but  the/orce  which 
the  machine  gives  out  (equal  and  opposite  to  what  is  commonly 
called  the  weight)  may  be  much  greater  or  much  less  than  that  by 
which  it  is  driven  (commonly  called  the  power).  When  it  is 
greater,  the  machine  is  said  to  confer  mechanical  advantage,  and 
the  mechanical  advantage  is  measured  by  the  ratio  of  the  weight  to 
the  power  for  equilibrium.  In  the  lever,  when  the  power  has  a 
longer  arm  than  the  weight,  the  mechanical  advantage  is  equal  to 
the  quotient  of  the  longer  arm  by  the  shorter. 

60.  Wheel   and  Axle.— The   wheel  and  axle   (Fig.  23)   may  be 
regarded  as  an  endless  lever.     The  condition  of  equili- 
brium is  at  once  given  by  taking  moments  round  the 
common  axis  of  the  wheel  and  axle  (§  24).     If  we 
neglect  the  thickness  of  the  ropes,  the  condition  is  that 
the  power  multiplied  by  the  radius  of  the  wheel  must 
equal  the  weight  multiplied  by  the  radius  of  the  axle; 
but  it  is  more  exact  to  regard  the  lines  of  action  of  the 
F:g.  cs.       ^^Q  forces  as  coinciding  with  the  axes  of  the  two  ropes, 
so  that  each  of  the  two  radii  should  be  increased  by  half  the  thick- 
ness of  its  own  rope.     If  we  neglect  the  thickness  of  the  ropes,  the 
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mechanical  advantage  is  the  quotient  of  the  radius  of  the  wheel  by 
the  radius  of  the  axle. 

61.  Pulley. — ^A  pulley,  when  fixed  in  such  a  way  that  it  can  only 
turn  about  a  fixed  axis  (Fig.  24),  confers  no  mechanical  advantage. 
It  may  be  regarded  as  an  endless  lever  of  the  first  order  with  its 
two  arms  equal. 

The  arrangement  represented  in  Fig.  25  gives  a  mechanical 
advantage  of  2;  for  the  lower  or  movable  pulley  may  be  regarded 
as  an  endless  lever  of  the  second  order,  in  which  the  arm  of  the 
power  is  the  diameter  of  the  pulley,  and  the  arm  of  the  weight  is 


Fig.  24. 


Fig.  25. 


Fig.  26. 


Fig.  27. 


half  the  diameter.  The  same  result  is  obtained  by  employing  the 
principle  of  work;  for  if  the  weight  rises  1  inch,  2  inches  of  slack 
are  given  over,  and  therefore  the  power  descends  2  inches. 

62.  In  Fig,  26  there  are  six  pulleys,  three  at  the  upper  and  three 
at  the  lower  block,  and  one  cord  passes  round  them  all.  All  por- 
tions of  this  cord  (neglecting  friction)  are  stretched  with  the  same 
force,  which  is  equal  to  the  power;  and  six  of  these  portions,  parallel 
to  one  another,  support  the  weight.  The  power  is  therefore  one- 
sixth  of  the  weight,  or  the  mechanical  advantage  is  6. 

63.  In  the  arrangement  represented  in  Fig.  27,  there  are  three 
movable  pulleys,  each  hanging  by  a  separate  cord.  The  cord  which 
supports  the  lowest  puUey  is  stretched  with  a  force  equal  to  half 
the  weight,  since  its  two  parallel  portions  jointly  support  the  weight. 
The  cord  which  supports  the  next  pulley  is  stretched  with  a  force 
half  of  this,  or  a  quarter  of  the  weight;  and  the  next  cord  with  a 
force  half  of  this,  or  an  eighth  of  the  weight;  but  this  cord  is 
directly  attached  to  the  power.     Thus  the  power  is  an  eighth  of  the 
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weight,  or  the  mechanical  advmntage  is  8.  If  ihe  weight  and  the 
blodc^  to  which  it  is  attached  rise  1  inch,  the  next  blodc  rises  2 
indies,  the  next  4,  and  the  power  moves  through  8  inches.  Thus,  the 
work  done  by  the  power  is  equal  to  the  work  done  upcm  the  wei^t. 
In  all  tiiis  reasoning  we  neglect  the  weights  of  the  blocks  them- 
selves; but  it  is  not  difficult  to  take  them  into  account  when 
necessary. 

44.  Inclined  Plaue. — We  now  come  to  the  inclined  plane.    Let 
AB  (Fig.  28)  be  any  portion  of  such  a  plane,  and  let  AC  and  BC  be 
drawn  vertically  and  horizontally.     Then  AB 
is  called  the  lengthy  AC  the  height,  and   CB 
the  hose  of  the  inclined  plane.     The  force  of 
^  gravity  upon  a  heavy  body  M  resting  on  the 
plane,  may  be  represented  by  a  vertical  line 
Fig.  28.  jjp^  QXid  may  be  resolved  by  the  parallelogram 

of  forces  (§16)  into  two  components,  MT,  MN,  the  former  parallel 
and  the  latter  perpendicular  to  the  plane.  A  force  equal  and  oppo- 
site to  the  component  MT  will  suffice  to  prevent  the  body  from  slip- 
ping down  the  plane.  Hence,  if  the  power  act  parallel  to  the  plane, 
and  the  weight  be  that  of  a  heavy  body  resting  on  the  plane,  the 
power  is  to  the  weight  as  MT  to  MP;  but  the  two  triangles  MTP 
and  ACB  are  similar,  since  the  angles  at  M  and  A  are  equal,  and  the 
angles  at  T  and  C  are  right  angles;  hence  MT  is  to  MP  as  AC  to 
AB,  that  is,  as  the  height  to  the  length  of  the  plane. 

66.  The  investigation  is  rather  easier  by  the  principle  of  work 
(§  49).  The  work  done  by  the  power  in  drawing  the  heavy 
body  up  the  plane,  is  equal  to  the  power  multiplied  by  the 
length  of  the  plane.  Burti  the  work  done  upon  the  weight  is  equal 
to  the  weight  multiplied  by  the  height  through  which  it  is  raised, 
that  is,  by  the  height  of  the  plane.     Hence  we  have 

Power  X  length  of  plane  =  weight  X  height  of  plane;  or 
power  :  weight :  :  height  of  plane  :  length  of  plane. 

66.  If,  instead  of  acting  parallel  to  the  plane,  the  power  acted 
parallel  to  the  base,  the  work  done  by  the  power  would  be  the 
product  of  the  power  by  the  base;  and  this  must  be  equal  to  the 
product  of  the  weight  by  the  height;  so  that  in  this  case  the  con- 
dition of  equilibrium  would  be — 

*  The  "pulley  "  is  the  reTolving  wheeL    Tbe  pulley,  together  wflii  the  frame  in  whidi 
it  is  incloied,  constitute  the  "blook.** 
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Power  :  weight  : :  height  of  plane  :  base  of  plane. 

67.  Wedge. — In  these  investigations  we  have  neglected  friction. 
The  wedge  may  be  regarded  as  a  case  of  the  inclined  plane;  but  its 
practical  action  depends  to  such  a  large  extent  upon  friction  and 
impact^  that  we  cannot  profitably  discuss  it  here. 

68.  Screw. — The  screw  (Fig.  29)  is  also  a  case  of  the  inclined 
plane.  The  length  of  one  convolution  of  the  thread  is  the  length 
of  the  corresponding  inclined  plane,  the  step  of  the  screw,  or  distance 
between  two  successive  convolutions  (measured  parallel  to  the  axis 
of  the  screw),  is  the  height  of  the  plane,  and  the  circumference  of 


Fig  29.  Fig.  30. 

the  screw  is  the  base  of  the  plane.  This  is  easily  shown  by  cutting 
out  a  right-angled  triangle  in  paper,  and  bending  it  in  cylindrical 
fashion  so  that  its  base  forms  a  circle. 

69.  Screw  Press. — In  the  screw  press  (Fig.  30)  the  screw  is  turned 
by  means  of  a  lever,  which  gives  a  great  increase  of  mechanical 
advantage.  In  one  complete  revolution,  the  pressures  applied  to  the 
two  handles  of  the  lever  to  turn  it,  do  work  equal  to  their  sum 
multiplied  by  the  circumference  of  the  circle  described  (approxi- 
mately) by  either  handle  (we  suppose  the  two  handles  to  be  equi- 
distant from  the  axis  of  revolution);  and  the  work  given  out  by  the 
machine,  supposing  the  resistance  at  its  lower  end  to  be  constant,  is 
equal  to  this  resistance  multiplied  by  the  distance  between  the 
threads.   These  two  products  must  be  equal,  friction  being  neglected. 

^  An  impact  (for  example  a  blow  of  a  hammer)  maj  be  regarded  as  a  very  great  (and 
variable)  force  acting  for  a  very  short  time.  The  magnitude  of  an  impact  is  measured 
by  the  momentum  which  it  generates  in  the  body  struck. 
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THE  BALANCE. 


70.  General  Description  of  the  Balance. — In  the  common  balance 
(Fig.  31)  there  is  a  stiff  piece  of  metal,  A  B,  called  the  beam,  which 

turns  about  the  sharp  edge 
O  of  a  steel  wedge  form- 
ing part  of  the  beam  and 
resting  upon  two  hard  and 
smooth  supports.  There  are 
two  other  steel  wedges  at 
A  and  B,  with  their  edges 
upwards,  and  upon  these 
edges  rest  the  hooks  for 
supporting  the  scale  pans. 
The  three  edges  (called 
knife-edges)  are  parallel  to 
one  another  and  perpen- 
dicular to  the  length  of  the 
beam,  and  are  very  nearly 
in  one  plane. 

71.  Qnalities  Requisite. — The  qualities  requisite  in  a  balance 
are: 

1.  That  it  be  consistent  with  itself;  that  is,  that  it  shall  give  the 
same  result  in  successive  weighings  of  the  same  body.  This  depends 
chiefly  on  the  trueness  of  the  knife-edges. 

2.  That  it  be  just.  This  requires  that  the  distances  A  O,  O  B,  be 
equal,  and  also  that  the  beam  remain  horizontal  when  the  pans  are 
empty.  Any  inequality  in  the  distances  A  O,  0  B,  can  be  detected 
by  putting  equal  (and  tolerably  heavy)  weights  into  the  two  pans. 
This  adds  equal  moments  if  the  distances  are  equal,  but  unequal 


Fig.81.— BaUmoo. 
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moments  if  they  are  unequal,  and  the  greater  moment  will  prepon- 
derate. 

3.  Delicacy  or  sensibility  (that  is,  the  power  of  indicating  in- 
equality between  two  weights  even  when  their  difference  is  very 
small). 

This  requires  a  minimum  of  friction,  and  a  very  near  approach  to 
neutral  equilibrium  (§  40).  In  absolutely  neutral  equilibrium,  the 
smallest  conceivable  force  is  sufficient  to  produce  a  displacement  to 
the  full  limit  of  neutrality;  and  in  barely  stable  equilibrium  a  small 
force  produces  a  large  displacement.  The  condition  of  stability  is 
that  if  the  weights  supported  at  A  and  B  be  supposed  collected  at 
these  edges,  the  centre  of  gravity  of  the  system  composed  of  the 
beam  and  these  two  weights  shall  be  below  the  middle  edge  0.  The 
equilibrium  would  be  neutral  if  this  centre  of  gravity  exactly  coin- 
cided with  O;  and  it  is  necessary  as  a  condition  of  delicacy  that  its 
distance  below  0  be  very  small. 

4.  Facility  for  weighing  quickly  is  desirable,  but  must  sometimes 
be  sacrificed  when  extreme  accuracy  is  required. 

The  delicate  balances  used  in  chemical  analysis  are  provided  with 
a  long  pointer  attached  to  the  beam.  The  end  of  this  pointer  moves 
along  a  graduated  arc  as  the  beam  vibrates;  and  if  the  weights  in  the 
two  pans  are  equal,  the  excursions  of  the  pointer  on  opposite  sides 
of  the  zero  point  of  this  arc  will  also  be  equal.  Much  time  is  con- 
sumed in  watching  these  vibrations,  as  they  are  very  slow;  and  the 
more  nearly  the  equilibrium  approaches  to  neutrality,  the  slower  they 
are.  Hence  quick  weighing  and  exact  weighing  are  to  a  certain  ex- 
tent incompatible. 

72.  Double  Weighing. — Even  if  a  balance  be  not  just,  yet  if  it  be 
consistent  with  itself,  a  correct  weighing  can  be  made  with  it  in  the 
following  manner: — ^Put  the  body  to  be  weighed  in  one  pan,  and 
counterbalance  it  with  sand  or  other  suitable  material  in  the  other. 
Then  remove  the  body  and  put  in  its  place  such  weights  as  are  just 
sufficient  to  counterpoise  the  sand.  These  weights  are  evidently 
equal  to  the  weight  of  the  body.  This  process  is  called  double 
vjeighing,  and  is  often  employed  (even  with  the  best  balances)  when 
the  greatest  possible  accuracy  is  desired. 

78.  Investigation  of  Sensibility. — Let  A  and  B  (Fig.  32)  be  the 
points  from  which  the  scale-pans  are  suspended,  O  the  axis  about 
which  the  beam  turns,  and  Q  the  centre  of  gravity  of  the  beam.  If 
when  the  scale-pans  are  loaded  with  equal  weights,  we  put  into  one 
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of  them  an  excess  of  weight  p,  the  beam  will  become  inclined,  and 
will  take  a  position  such  as  A'K,  turning  through  an  angle  whidi 
we  will  call  a,  and  which  is  easily  calculated. 

In  fact  let  the  two  forces  P  and  P  +  p  act  at  A'  and  B'  respec- 
tively, where  P  denotes  the  less  of  the  two  weights,  including  the 

weight  of  the  pan.  Then  the  two 
forces  P  destroy  each  other  in  conse- 
quence of  the  resistance  of  the  axis 
0;  there  is  left  only  the  force  p 
applied  at  B',  and  the  weight  w  of 
the  beam  applied  at  Q',  the  new 
position  of  the  centre  of  gravity. 
These  two  forces  are  parallel,  and  are 
in  equilibrium  about  the  axis  O,  that 
is,  their  resultant  passes  through  the 
'^  ^^  point  0.    The  distances  of  the  points 

of  application  of  the  forces  from  a  vertical  through  O  are  therefore 
inversely  proportional  to  the  forces  themselves,  which  gives  the 
relation 

X.  Gll=j).  BTL 

But  if  we  call  half  the  length  of  the  beam  I,  and  the  distance  OG  r 
we  have 

G'R=rBina,     WL-lcoaa. 

whence  irr  sin  o  =  pi  cos  o,  and  consequently 

tano=P?.  (a) 

The  formula  (a)  contains  the  entire  theory  of  the  sensibility  of  the 
balance  when  properly  constructed.  We  see,  in  the  first  place,  that 
tan  a  increases  with  the  excess  of  weight  p,  which  was  evident  be- 
forehand. We  see  also  that  the  sensibility  increases  as  I  increases 
and  as  ir  diminishes,  or,  in  other  words,  as  the  beam  becomes  longer 
and  lighter.  At  the  same  time  it  is  obviously  desirable  that,  under 
the  action  of  the  weights  employed,  the  beam  should  be  stiff  enough 
to  undergo  no  sensible  change  of  shape.  The  problem  of  the  balance 
then  consists  in  constructing  a  beam  of  the  greatest  possible  length 
and  lightness,  which  shall  be  capable  of  supporting  the  action  of 
given  forces  without  bending. 

Fortin,  whose  balances  are  justly  esteemed,  employed  for  his  beams 
bars  of  steel  placed  edgewise;  he  thus  obtained  great  rigidity,  but 
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certainly  not  all  the  lightness  possible.  At  present  the  makers  of 
balances  employ  in  preference  beams  of  copper  or  steel  made  in  the 
form  of  a  frame,  as  shown  in  Fig  33.  They  generally  give  them  the 
shape  of  a  very  elongated  lozenge,  the  sides  of  which  are  connected 
by  bars  variously  arranged.  The  determination  of  the  best  shape  is, 
in  fact,  a  special  problem,  and  is  an  application  on  a  small  scale  of 
that  principle  of  applied  mechanics  which  teaches  us  that  hollow 
pieces  have  greater  resisting  power  in  proportion  to  their  weight 
than  solid  pieces,  and  consequently,  for  equal  resisting  power,  the 
former  are  lighter  than  the  latter.  Aluminium,  which  with  a  rigidity 
nearly  equal  to  that  of  copper,  has  less  than  one-fourth  of  its  density, 
seems  naturally  marked  out  as  adapted  to  the  construction  of  beams. 
It  has  as  yet,  however,  been  little  used. 

The  formula  (a)  shows  us,  in  the  second  place,  that  the  sensibility 
increases  as  r  diminishes;  that  is,  as  the  centre  of  gravity  approaches 
the  centre  of  suspension.  These  two  points,  however,  must  not  coin- 
cide, for  in  that  case  for  any  excess  of  weight,  however  small,  the 
beam  would  deviate  from  the  horizontal  as  far  as  the  mechanism 
would  permit,  and  would  afford  no  indication  of  approach  to  equality 
in  the  weights.  With  equal  weights  it  would  remain  in  equilibrium 
in  any  position.  In  virtue  of  possessing  this  last  property,  such  a 
balance  is  called  indifferent  Practically  the  distance  between  the 
centre  of  gravity  and  the  point  of  suspension  must  not  be  less  than 
a  certain  amoimt  depending  on  the  use  for  which  the  balance  is 
designed.  The  proper  distance  is  determined  by  observing  what 
difference  of  weights  corresponds  to  a  division  of  the  graduated  arc 
along  which  the  needle  moves.  If,  for  example,  there  are  20  divi- 
sions on  each  side  of  zero,  and  if  2  milligrammes  are  necessary  for 
the  total  displacement  of  the  needle,  each  division  will  correspond  to 
an  excess  of  weight  of  ^  or  ^^^  of  a  milligramme.  That  this  may 
be  the  case  we  must  evidently  have  a  suitable  value  of  r,  and  the 
maker  is  enabled  to  regulate  this  value  with  precision  by  means  of 
the  screw  which  is  shown  in  the  figure  above  the  beam,  and  which 
enables  him  slightly  to  vary  the  position  of  the  centre  of  gravity. 

74.  Weighing  with  Oonstant  Load. — In  the  above  analysis  we  have 
supposed  that  the  three  points  of  suspension  of  the  beam  and  of  the 
two  scale-pans  are  in  one  straight  line;  in  which  case  the  value  of 
tan  a  does  not  include  P,  that  is,  the  sensibility  is  independent  of  the 
weight  in  the  pans.  This  follows  from  the  fact  that  the  resultant 
of  the  two  forces  P  passes  through  O,  and  is  thus  destroyed,  because 
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the  axis  is  fixed.  This  would  not  be  the  case  if,  for  example,  the 
points  of  suspension  of  the  pans  were  above  that  of  the  beam;  in 
this  case  the  point  of  application  of  the  common  load  is  above  the 
point  O,  and,  when  the  beam  is  inclined,  acts  in  the  same  direction 
as  the  excess  of  weight;  whence  the  sensibility  increases  with  the 
load  up  to  a  certain  limit,  beyond  which  the  eqidlibrium  becomes 
unstable.^  On  the  other  hand,  when  the  points  of  suspension  of  the 
pans  are  below  that  of  the  beam,  the  sensibility  increases  as  the  load 
diminishes,  and,  as  the  centre  of  gravity  of  the  beam  may  in  this 
case  be  above  the  axis,  equilibrium  may  become  unstable  when  the 
load  is  less  than  a  certain  amount.  This  variation  of  the  sensibility 
with  the  load  is  a  serious  disadvantage;  for,  as  we  have  just  shown, 
the  displacement  of  the  needle  is  used  as  the  means  of  estimating 
weights,  and  for  this  purpose  we  must  have  the  same  displacement 
corresponding  to  the  same  excess  of  weight.     If  we  wish  to  employ 
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Fig.  88.— B«am  of  Balanoe. 

either  of  the  two  above  arrangements,  we  should  weigh  with  a  con- 
stant load.  The  method  of  doing  so,  which  constitutes  a  kind 
of  double  weighing,  consists  in  retaining  in  one  of  the  pans  a  weight 
equal  to  this  constant  load.  In  the  other  pan  is  placed  the  same 
load  subdivided  into  a  number  of  marked  weights.     When  the  body 

*  This  is  an  illustration  of  the  general  principle,  applicable  to  a  great  variety  o£^  philo- 
sophical apparatus,  that  a  maximum  of  sensibility  involves  a  minimimi  of  stability ;  that 
is,  a  very  near  approach  to  instability.  This  near  approach  is  usually  indicated  by  exces- 
sive slowness  in  the  oscillations  whidi  take  place  about  the  position  of  equilibriunL 
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to  be  weighed  is  placed  in  this  latter  pan,  we  must,  in  order  to  main- 
tain equilibrium,  remove  a  certain  number  of  weights,  which  evi- 
dently represent  the  weight  of  the  body. 

We  may  also  remark  that,  strictly  speaking,  the  sensibility  always 
depends  upon  the  load,  which  necessarily  produces  a  variation  in  the 
friction  of  the  axis  of  suspension.    Besides,  it  follows  from  the  nature 
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Fig.  S4.— Balance  for  ParposoB  of  Aoooraoy. 


of  bodies  that  there  is  no  system  that  does  not  yield  somewhat  even 
to  the  most  feeble  action.  For  these  reasons,  there  is  a  decided 
advantage  in  operating  with  constant  load. 

75.  Details  of  ConBtmction. — A  fundamental  condition  of  the  cor- 
rectness of  the  balance  is,  that  the  weight  of  each  pan  and  of  the 
load  which  it  contaios  should  always  act  exactly  at  the  same  point, 
and  therefore  at  the  same  distance  from  the  axis  of  suspension. 
This  important  result  is  attained  by  different  methods.  The  arrange- 
ment represented  in  Fig.  33  is  one  of  the  most  effectual.     At  the 
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extremities  of  the  beam  are  two  knife-edges,  parallel  to  the  axis  of 
rotation,  and  facing  upwards.  On  these  knife-edges  rests,  by  a 
hard  plane  surface  of  agate  or  steel,  a  stirrup,  the  front  of  which 
has  been  taken  away  in  the  figure.  On  the  lower  part  of  the  stirrup 
rests  another  knife-edge,  at  right  angles  to  the  former,  the  two  being 
together  equivalent  to  a  universal  joint  supporting  Hie  scale-pan  and 
its  contents.  By  this  arrangement,  whatever  may  be  the  position 
of  the  weights,  their  action  is  always  reduced  to  a  vertical  force  act- 
ing on  the  upper  knife-edge. 

Fig.  34  represents  a  balance  of  great  delicacy,  with  the  glass 
case  that  contains  it.  At  the  bottom  is  seen  the  extremity  of  a 
lever,  which  enables  us  to  raise  the  beam,  and  thus  avoid  wearing 
the  knife-edge  when  not  in  use.  At  the  top  may  be  remarked  an 
arrangement  employed  by  some  makers,  consisting  of  a  horizontal 
graduated  circle,  on  which  a  small  metallic  index  can  be  made  to 
travel;  its  different  displacements,  whose  value  can  be  determined 
once  for  all,  are  used  for  the  final  adjustment  to  produce  exact 
equilibrium. 

76.  Steelyard. — The  steelyard  (Fig.  35)  is  an  instrument  for 
weighing  bodies  by  means  of  a  single  weight,  P,  which  can  be  himg 

at  any  point  of  a 
graduated  arm  OB. 
As  P  is  moved  further 
from  the  fulcrum  O, 
its  moment  round  O 
increases,  and  there- 
fore the  weight  which 
must  be  hung  from 
the  fixed  point  A  to 
counterbalance  it  in- 
creases. Moreover, 
equal  movements  of 
1  p.   jg  P  along  the  arm  pro- 

duce equal  additions 
to  its  moment,  and  equal  additions  to  the  weight  at  A  produce 
equal  additions  to  the  opposing  moment.  Hence  the  divisions 
on  the  arm  (which  indicate  the  weight  in  the  pan  at  A)  must  be 
equidistant. 
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77.  Principle  of  Inertia. — ^A  body  not  acted  on  by  any  forces,  or 
only  acted  on  by  forces  which  are  in  equilibrium,  will  not  commence 
to  move;  and  if  it  be  already  in  motion  with  a  movement  of  pure 
translation,  it  will  continue  its  velocity  of  translation  unchanged,  so 
that  each  of  its  points  will  move  in  a  straight  line  with  uniform 
velocity.  This  is  Newton's  first  law  of  motion,  and  is  stated  by  him 
in  the  following  terms: — 

"  Every  body  continues  in  its  state  of  rest  or  of  uniform  motion 
in  a  straight  line,  except  in  so  far  as  it  is  compelled  by  impressed 
forces  to  change  that  state." 

The  tendency  to.continue  in  a  state  of  rest  is  manifest  to  the  most 
superficial  observation.  The  tendency  to  continue  in  a  state  of 
uniform  motion  can  be  clearly  understood  from  an  attentive  study  of 
facts.  K,  for  example,  we  make  a  pendulum  oscillate,  the  amplitude 
of  the  oscillations  slowly  decreases  and  at  last  vanishes  altogether. 
This  is  because  the  pendulum  experiences  resistance  from  the  air 
which  it  continually  displaces;  and  because  the  axis  of  suspension 
rubs  on  its  supports.  These  two  circumstances  combine  to  produce 
a  diminution  in  the  velocity  of  the  apparatus  until  it  is  completely 
annihilated.  If  the  friction  at  the  point  of  suspension  is  diminished 
by  suitable  means,  and  the  apparatus  is  made  to  oscillate  in  rocuo, 
the  duration  of  the  motion  will  be  immensely  increased. 

Analogy  evidently  indicates  that  if  it  were  possible  to  suppress 
entirely  these  two  causes  of  the  destruction  of  the  pendulum's  velo- 
city, its  motion  would  continue  for  an  indefinite  time  unchanged. 

This  tendency  to  continue  in  motion  is  the  cause  of  the  effects 
which  are  produced  when  a  carriage  or  railway  train  is  suddenly 
stopped.    The  passengers  are  thrown  in  the  direction  of  the  motion. 
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in  virtue  of  the  velocity  which  they  possessed  at  the  moment  when 
the  stoppage  occurred.  If  it  were  possible  to  find  a  brake  sufficiently 
powerful  to  stop  a  train  suddenly  at  full  speed,  the  effects  of  such  a 
stoppage  would  be  similar  to  the  effects  of  a  collision. 

Inertia  is  also  the  cause  of  the  severe  falls  which  are  often  received 
in  alighting  incautiously  from  a  carriage  in  motion;  all  the  particles 
of  the  body  have  a  forward  motion,  and  the  feet  alone  being  reduced 
to  rest,  the  upper  portion  of  the  body  continues  to  move,  and  is  thus 
thrown  forward. 

When  we  fix  the  head  of  a  hammer  on  the  handle  by  striking  the 
end  of  the  handle  on  the  ground,  we  utilize  the  inertia  of  matter. 
The  handle  is  suddenly  stopped  by  the  collision,  and  the  head  con- 
tinues to  move  for  a  short  distance  in  spite  of  the  powerful  resist- 
ances which  oppose  it. 

78.  Second  Law  of  Motion. — Newton's  second  law  of  motion  is 
that  "  Change  of  motion  is  proportional  to  the  impressed  force  and 
is  in  the  direction  of  that  force." 

Change  of  motion  is  here  spoken  of  as  a  quantity,  and  as  a  directed 
quantity.  In  order  to  understand  how  to  estimate  change  of  motion, 
we  must  in  the  first  place  understand  how  to  compound  motions. 

When  a  boat  is  sailing  on  a  river,  the  motion  of  the  boat  relative 
to  the  shore  is  compounded  of  its  motion  relative  to  the  water  and 
the  motion  of  the  water  relative  to  the  shore.  If  a  person  is  walk- 
ing along  the  deck  of  the  boat  in  any  direction,  his  motion  relative 
to  the  shore  is  compounded  of  three  motions,  namely  the  two  above 
mentioned  and  his  motion  relative  to  the  boat. 

Let  A,  B  and  C  be  any  three  bodies  or  systems.  The  motion  of 
A  relative  to  B,  compounded  with  the  motion  of  B  relative  to  C,  is 
the  motion  of  A  relative  to  C.    This  is  to  be  taken  as  the  definition 

of  what  is  meant 
by  compounding 
two  motions;  and  it 
leads  very  directly 

Kg.  8«.-Compoiition  of  Motion.  ^    j^J^^    rCSUlt    that 

two  rectilinear  motions  are  compounded  by  the  parallelogram  law. 
For  if  a  body  moves  along  the  deck  of  a  ship  from  0  to  A  (Fig.  36), 
and  the  ship  in  the  meantime  advances  through  the  distance  OB,  it 
is  obvious  that,  if  we  complete  the  parallelogram  OBCA,  the  point 
A  of  the  ship  will  be  brought  to  C,  and  the  movement  of  the  body 
in  space  will  be  from  O  to  C.     If  the  motion  along  OA  is  uniform 
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and  the  motion  of  the  ship  is  also  uniform^  the  motion  of  the 
body  through  space  will  be  a  uniform  motion  along  the  diagonal 
OC.  Hence,  if  two  component  velocities  be  represented  by  two  lines 
drawn  from  a  point,  cmd  a  parallelogram  be  constructed  on  these 
lines,  its  diagoTial  will  represent  the  resultant  velocity. 

It  is  obvious  that  if  OA  in  the  figure  represented  the  velocity  of 
the  ship  and  OB  the  velocity  of  the  body  relative  to  the  ship,  we 
should  obtain  the  same  resultant  velocity  OC.  This  is  a  general 
law;  the  interchanging  of  velocities  which  are  to  be  compounded 
does  not  affect  their  resultant. 

Now  suppose  the  velocity  OB  to  be  changed  into  the  velocity  OC, 
what  are  we  to  regard  as  the  change  of  velocity?  The  change  of 
velocity  is  that  velocity  which  compounded  with  OB  would  give  OC 
It  is  therefore  OA.  The  same  force  which,  in  a  given  time,  acting 
always  parallel  to  itself,  changes  the  velocity  of  a  body  from  OB  to 
OC,  would  give  the  body  the  velocity  0 A  if  applied  to  it  for  the  same 
time  commencing  from  rest.  Change  of  motion,  estimated  in  this 
way,  depends  only  on  the  acting  force  and  the  body  acted  on  by  the 
force;  it  is  entirely  independent  of  any  previous  motion  which  the 
body  may  possess.  No  experiments  on  forces  and  motions  inside  a 
carriage  or  steamboat  which  is  travelling  with  perfect  smoothness  in 
a  straight  course,  will  enable  us  to  detect  that  it  is  travelling  at  all. 
We  cannot  even  assert  that  there  is  any  such  thing  as  absolute  rest, 
or  that  there  is  any  difference  between  absolute  rest  and  uniform 
straight  movement  of  translation. 

As  change  of  motion  is  independent  of  the  initial  condition  of  rest 
or  motion,  so  also  is  the  change  of  motion  produced  by  one  force  act- 
ing on  a  body  independent  of  the  change  produced  by  any  other 
force  acting  on  the  body,  provided  that  each  force  remains  constant 
in  magnitude  and  direction.  The  actual  motion  will  be  that  which 
is  compounded  of  the  initial  motion  and  the  motions  due  to  the  two 
forces  considered  separately.  If  AB  represent  one  of  these  motions, 
BC  another,  and  CD  the  third,  the  actual  or  resultant  motion  will  be 
AD. 

The  change  produced  in  the  motion  of  a  body  by  two  forces  act- 
ing jointly  can  therefore  be  found  by  compounding  the  changes 
which  would  be  produced  by  each  force  separately.  This  leads  at 
once  to  the  "  parallelogram  of  forces,"  since  the  changes  of  motion 
produced  in  one  and  the  same  body  are  proportional  to  the  forces 
which  produce  them,  and  are  in  the  directions  of  these  forces. 
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In  case  any  student  should  be  troubled  by  doubt  as  to  whether 
the  "  changes  of  motion"  which  are  proportional  to  the  forces,  are  to 
be  understood  as  distances,  or  as  velocities,  we  may  remark  that  the 
law  is  equally  true  for  both,  and  its  truth  for  one  implies  its  truth 
for  the  other,  as  will  appear  hereafter  from  comparing  the  formula 
for  the  distance  8  =  y^t\  with  the  formula  for  the  velocity  v  =  ft, 
since  both  of  these  expressions  are  proportional  to  /. 

79.  Explanation  of  Second  Law  continued. — It  is  convenient  to 
distinguish  between  the  intensity  of  a  force  and  the  Tnagnitude  or 
amov/nt  of  a  force.  The  intensity  of  a  force  is  measured  by  the 
change  of  velocity  which  the  force  produces  during  the  unit  of  time; 
and  can  be  computed  from  knowing  the  motion  of  the  body  acted 
on,  without  knowing  anything  as  to  its  mass.  Two  bodies  are  said 
to  be  of  equal  Tnasa  when  the  same  change  of  motion  (whether  as 
regards  velocity  or  distance)  which  is  produced  by  applying  a  given 
force  to  one  of  them  for  a  given  time,  would  ako  be  produced  by 
applying  this  force  to  the  other  for  an  equal  time.  If  we  join  two 
such  bodies,  we  obtain  a  body  of  double  the  mass  of  either;  and  if  we 
apply  the  same  force  as  before  for  the  same  time  to  this  double  mass, 
we  shall  obtain  only  half  the  change  of  velocity  or  distance  that  we 
obtained  before.  Masses  can  therefore  be  compared  by  taking  the  in- 
verse ratio  of  the  changes  produced  in  their  velocities  by  equal  forces. 

The  velocity  of  a  body  multiplied  by  its  mass  is  called  the  momen- 
turn  of  the  body,  and  is  to  be  r^arded  as  a  directed  magnitude  hav- 
ing the  same  direction  as  the  velodty.  The  change  of  velocity,  when 
multiplied  by  the  mass  of  the  body,  gives  the  change  of  momentum; 
and  the  second  law  of  motion  may  be  thus  stated: — 

The  change  of  TnomeTitum  produced  in  a  given  time  is  propor- 
tional to  the  force  which  produces  it,  and  is  in  the  direction  of  this 
force.  It  is  independent  of  the  mass;  the  change  of  velocity  in  a 
given  time  being  inversely  as  the  mass. 

80.  Proper  Selection  of  Unit  of  Force. — If  we  make  a  proper  selec- 
tion of  units,  the  change  of  momentum  produced  in  unit  Ume  will 
be  not  only  proportional  but  numerically  equal  to  the  force  which 
produces  it;  and  the  change  of  momentum  produced  in  any  time  will 
be  the  product  of  the  force  by  the  time.  Suppose  any  units  of 
length,  time,  and  mass  respectively  to  have  been  selected.  Then  the 
unit  velocity  will  naturally  be  defined  as  the  velocity  with  which 
unit  length  would  be  passed  over  in  unit  time;  the  unit  momentum 
will  be  the  momentum  of  the  unit  mass  moving  with  this  velocity; 
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&nd  the  unit  force  will  be  that  force  which  produces  this  momentum 
in  unit  time.  We  define  the  imit  force,  then,  as  that  force  which 
cubing  for  unit  time  upon  undt  mass  prod/aces  unit  velocity. 

81.  Relation  between  Mass  and  Weight. — The  weight  of  a  body, 
strictly  speaking,  is  the  force  with  which  the  body  tends  towards 
the  earth.  This  force  depends  partly  on  the  body  and  partly  on  the 
earth.  It  is  not  exactly  the  same  for  one  and  the  same  body  at  all 
parts  of  the  earth  s  surface,  but  is  decidedly  greater  in  the  polar  than 
in  the  equatorial  regions.  Bodies  which,  when  weighed  in  a  balance 
in  vacuo,  counterbalance  each  other,  or  counterbalance  one  and  the 
same  third  body,  have  equal  weights  at  that  place,  and  will  also  be 
found  to  have  equal  weights  at  any  other  place.  Experiments  which 
we  shall  hereafter  describe  (§  89)  show  that  such  bodies  have  equal 
masses;  and  this  fact  having  been  established,  the  most  convenient 
mode  of  comparing  masses  is  by  weighing  them.  A  pound  of  iron  has 
the  same  mass  as  a  pound  of  brass  or  of  any  other  substance.  A 
pound  of  any  kind  of  matter  tends  to  the  earth  with  different  forces 
at  different  places.  The  weight  of  a  pound  of  matter  is  therefore 
not  a  definite  standard  of  force.  But  the  pound  of  matter  itself  is  a 
perfectly  definite  standard  of  mass.  If  we  weigh  one  and  the  same 
portion  of  matter  in  different  states;  tor  instance  water  in  the  states 
of  ice,  snow,  liquid  water,  or  steam;  or  compare  the  weight  of  a 
chemical  compound  with  the  weights  of  its  components;  we  find  an 
exact  equality;  hence  it  has  been  stated  that  the  mass  of  a  body  is  a 
measure  of  the  quantity  of  matter  which  it  contains;  but  though 
this  statement  expresses  a  simple  fact  when  applied  tc  the  compari- 
son of  different  quantities  of  one  and  the  same  substance,  it  expresses 
no  known  fact  of  nature  when  applied  to  the  comparison  of  different 
substances.  A  pound  of  iron  and  a  pound  of  lead  tend  to  the  earth 
with  equal  forces;  and  if  equal  forces  are  applied  to  them  both  their 
velocities  are  equally  affected.  We  may  if  we  please  agree  to  mea- 
sure "quantity  of  matter"  by  these  tests;  but  we  must  beware  of 
Aaftiiming  that  two  things  which  are  essentially  different  in  kind  can 
be  equal  in  themselves. 

82.  Third  Law  of  Motion.  Action  and  Reaction. — Forces  always 
occur  in  pairs,  every  exertion  of  force  being  a  mutual  action  between 
two  bodies.  Whenever  a  body  is  acted  on  by  a  force,  the  body 
from  which  this  force  proceeds  is  acted  on  by  an  equal  and  opposite 
force.  The  earth  attracts  the  moon,  and  the  moon  attracts  the 
earth.    A  magnet  attracts  iron  and  is  attracted  by  iron.    When  two 
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boats  are  floating  freely,  a  rope  attached  to  one  and  hauled  in  by 
a  person  in  the  other,  makes  each  boat  move  towards  the  other. 
Every  exertion  of  force  generates  equal  and  opposite  momenta  in 
the  two  bodies  affected  by  it,  since  these  two  bodies  are  acted  on  by 
equal  forces  for  equal  times. 

J£  the  forces  exerted  by  one  body  upon  the  other  are  equivalent 
to  a  single  force,  the  forces  of  reaction  will  also  be  equivalent  to  a 
single  force,  and  these  two  equal  and  opposite  resultants  will  have 
the  same  line  of  action.  We  have  seen  in  §  29  that  the  general 
resultant  of  any  set  of  forces  applied  to  a  body  is  a  wrench;  that  is 
to  say  it  consists  of  a  force  with  a  definite  line  of  action  (called  the 
aais),  accompanied  by  a  couple  in  a  perpendicular  plane.  The  reac- 
tion upon  the  body  which  exerts  these  forces  will  always  be  an  equal 
and  opposite  wrench;  the  two  wrenches  having  the  same  axis,  equal 
and  opposite  forces  along  this  axis,  and  equal  and  opposite  couples 
in  the  perpendicular  plane. 

88.  Motion  of  Centre  of  Gravity  Unaffected. — A  consequence  of  the 
equality  of  the  mutual  forces  between  two  bodies  is,  that  these 
forces  produce  no  movement  of  the  common  centre  of  gravity  of  the 
two  bodies.  For  if  A  be  the  centre  of  gravity  of  a  mass  mi,  and  B 
the  centre  of  gravity  of  a  mass  w^,  their  common  centre  of  gravity 
C  will  divide  AB  inversely  as  the  masses.  Let  the  masses  be 
originally  at  rest,  and  let  them  be  acted  on  only  by  their  mutual 
attraction  or  replusion.  The  distances  through  which  they  are 
moved  by  these  equal  forces  will  be  inversely  as  the  masses,  that  is, 
will  be  directly  as  AC  and  BC;  hence  if  A'  B'  are  their  new  positions 
after  any  time,  we  have 

AC  _  AA'  _  AC:feAA^  _  A;C 
BC  ~  BB'  ~  BC  ±  BB'  ~  B'C* 

The  line  A'B'  is  therefore  divided  at  C  in  the  same  ratio  in  which 
the  line  AB  was  divided;  hence  C  is  still  the  centre  of  gravity. 

84.  Velocity  of  Centre  of  Gravity. — If  any  number  of  masses  are 
moving  with  any  velocities,  and  in  any  directions,  but  so  that  each 
of  them  moves  uniformly  in  a  straight  line,  their  common  centre 
of  gravity  will  move  uniformly  in  a  straight  line. 

To  prove  this,  we  shall  consider  their  component  velocities  in  any 
one  direction, 

let  these  component  velocities  be        tc^        Ug        U3        &c, 
the  masses  being  wij       ma       ni^       &c, 

and  the  distances  of  the  bodies  (strictly  speaking  the  distances  of 
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their  respective  centres  of  gravity)  from  a  fixed  plane  to  which  the 
given  direction  is  normal,  be        o^         a^        a^        &c 

The  formula  for  the  distance  of  their  common  centre  of  gravity 
from  this  plane  is 

«*!  +  IBs  +  &C. 

In  the  time  <,  a^  is  increased  by  the  amount  Uit,  x^  by  tt^^,  and  so  on; 
hence  the  numerator  of  the  above  expression  is  increased  by 

and  the  value  of  i  is  increased  in  each  unit  of  time  by 

nil  +  »i«  +  &c. 

which  is  therefore  the  component  velocity  of  the  centre  of  gravity 
in  the  given  direction.  As  this  expression  contains  only  given 
constant  quantities,  its  value  is  constant;  and  as  this  reasoning 
applies  to  all  directions,  the  velocity  of  the  centre  of  gravity  must 
itself  be  constant  both  in  magnitude  and  direction. 

We  may  remark  that  the  above  formula  (2)  correctly  expresses 
the  component  velocity  of  the  centre  of  gravity  at  the  instant  con- 
sidered, even  when  Uj,  u^,  &c.,  are  not  constant. 

86.  Centre  of  Mass. — The  point  which  we  have  thus  far  been 
speaking  of  under  the  name  of  "  centre  of  gravity,"  is  more  appro- 
priately called  the  "centre  of  mass,"  a  name  which  is  at  once 
su^ested  by  formula  (1)  §  84.  When  gravity  acfe  in  parallel  lines 
upon  all  the  particles  of  a  body,  the  resultant  force  of  gravity  upon 
the  body  is  a  single  force  passing  through  this  point;  but  this  is  no 
longer  the  case  when  the  forces  of  gravity  upon  the  different  parts 
of  the  body  (or  system  of  bodies)  are  not  parallel. 

86.  Units  of  Measurement. — It  is  a  matter  of  importance,  in 
scientific  calculations,  to  express  the  various  magnitudes  with  which 
we  have  to  deal  in  terms  of  units  which  have  a  simple  relation  to 
each  other.  The  British  weights  and  measures  are  completely  at 
fault  in  this  respect,  for  the  following  reasons: — 

1.  They  are  not  a  decimal  system;  and  the  reduction  of  a 
measurement  (say)  from  inches  and  decimals  of  an  inch  to  feet  and 
decimals  of  a  foot,  cannot  be  effected  by  inspection. 

2.  It  is  still  more  troublesome  to  reduce  gallons  tocubic  feet  orinches. 

3.  The  weight  (properly  the  mass)  of  a  cubic  foot  of  a  substance 
in  lbs.,  cannot  be  written  down  by  inspection,  when  the  specific 
gravity  of  the  substance  (as  compared  with  water)  is  given. 
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87.  The  C.0.8.  System. — ^A  committee  of  the  British  Association, 
specially  appointed  to  recommend  a  system  of  units  for  general 
adoption  in  scientific  calculation,  have  recommended  that  the 
centimetre  be  adopted  as  the  unit  of  length,  the  gramme  as  the  unit 
of  ma&s,  and  the  second  as  the  unit  of  time.  We  shall  first  give  the 
rough  and  afterwards  the  more  exact  definitions  of  these  quantities. 

The  centimetre  is  approximately  ^  of  the  distance  of  either 

pole  of  the  earth  from  the  equator;  that  is  to  say  1  followed  by  9 
zeros  expresses  this  distance  in  centimetres. 

The  gramme  is  approximately  the  mass  of  a  cubic  centimetre 
of  cold  water.  Hence  the  same  number  which  expresses  the  speci- 
fic gravity  of  a  substance  referred  to  water,  expresses  also  the  mass 
of  a  cubic  centimetre  of  the  substance,  in  grammes. 

The  second  is  24  x  60  x  60  ^^  *  mean  solar  day. 

More  accurately,  the  centimetre  is  defined  as  one  hundredth  part 
of  the  length,  at  the  temperature  0**  Centigrade,  of  a  certain  stand- 
ard bar,  preserved  in  Paris,  carefully  executed  copies  of  which 
are  preserved  in  several  other  places;  and  the  gramme  is  defined  as 
one  thousandth  part  of  the  mass  of  a  certain  standard  which  is 
preserved  at  Paris,  and  of  which  also  there  are  numerous  copies 
preserved  elsewhere. 

For  brevity  of  reference,  the  committee  have  recommended  that 
the  system  of  units  based  on  the  Centimetre,  Gramme,  and  Second, 
be  called  the  C.G.S.  system. 

The  unit  of  area  in  this  system  is  the  square  centimetre. 

The  unit  of  volume  is  the  cubic  centimetre. 

The  unit  of  velocity  is  a  velocity  of  a  centimetre  per  second. 

The  unit  of  momentum  is  the  momentum  of  a  gramme  moving 
with  a  velocity  of  a  centimetre  per  second. 

The  unit  force  is  that  force  which  generates  this  momentum  in 
one  second.  It  is  therefore  that  force  which,  acting  on  a  gramme 
for  one  second,  generates  a  velocity  of  a  centimetre  per  second. 
This  force  is  called  the  dyn£,  an  abbreviated  derivative  from  the 
Greek  ivpafHQ  (force). 

The  \mit  of  work  is  the  work  done  by  a  force  of  a  dyne  working 
through  a  distance  of  a  centimetre.  It  might  be  called  the  dyne- 
centimetre,  but  a  shorter  name  has  been  provided  and  it  is  called 
the  erg,  from  the  Greek  ipyov  (work). 
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CHAPTER    VIL 


LAWS  OF  FALLING  BODIES. 


88.  Effect  of  the  Resistance  of  the  Air. — In  air,  bodies  fall  with 
unequal  velocities;  a  sovereign  or  a  ball  of  lead  falls  rapidly,  a  piece 
of  down  or  thin  paper  slowly.  It  was  formerly  thought  that  this 
difference  was  inherent  in  the  nature  of  the  materials;  but  it  is 
easy  to  show  that  this  is  not  the  case,  for  if  we  compress  a  mass 
of  down  or  a  piece  of  paper  by  rolling  it  into  a  ball,  and  compare  it 
with  a  piece  of  gold-leaf,  we  shall  find  that  the  latter  body  falls 
more  slowly  than  the  former.  The  inequality  of  the  velocities 
which  we  observe  is  due  to  the  resistance  of  the  air,  which  increases 
with  the  extent  of  surface  exposed  by  the  body. 

It  was  Galileo  who  first  discovered  the  cause  of  the  unequal 
rapidity  of  fall  of  different  bodies.  To  put  the  matter  to  the  test, 
he  prepared  small  balls  of  difierent  substances,  and  let  them  fall  at 
the  same  time  from  the  top  of  the  tower  of  Pisa;  they  struck  the 
ground  almost  at  the  same  instant.  On  changing  their  forms,  so  as 
to  give  them  very  difierent  extents  of  surface,  he  observed  that  they 
fell  with  very  unequal  velocities.  He  was  thus  led  to  the  conclusion 
that  gravity  acts  on  all  substances  with  the  same  intensity,  and  that 
in  a  vacuum  all  bodies  would  fall  with  the  same  velocity. 

This  last  proposition  could  not  be  put  to  the  test  of  experiment 
in  the  time  of  Galileo,  the  air-pump  not  having  yet  been  invented. 
The  experiment  was  performed  by  Newton,  and  is  now  well  known 
as  the  "  guinea  and  feather  "  experiment.  For  this  purpose  a  tube 
from  a  yard  and  a  half  to  two  yards  long  is  used,  which  can  be 
exhausted  of  air,  and  which  contains  bodies  of  various  densities,  such 
as  a  coin,  pieces  of  paper,  and  feathers.  When  the  tube  is  full  of 
air  and  is  inverted,  these  different  bodies  are  seen  to  fall  with  very 
unequal  velocities;  but  if  the  experiment  is  repeated  after  the  tube 
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has  been  exhausted  of  air,  no  difference  can  be  perceived  between 
the  times  of  their  descent. 

89.  Mass  and  Gravitation  Proportional. — ^This  experiment  proves 
that  bodies  which  have  equal  weights  are  equal  in  mass.  For  equal 
masses  are  defined  to  be  those  which,  when  acted  on  by  equal  forces, 
receive  equal  accelerations;  and  the  forces,  in  this  experiment,  are 
the  weights  of  the  falling  bodies. 

Newton  tested  this  point  still  more  severely  by  experiments  with 
pendulums  (Principia,  book  III.  prop.  vi.).  He  procured  two 
round  wooden  boxes  of  the  same  size  and  weight,  and  suspended 
them  by  threads  eleven  feet  long.  One  of  them  he  filled  with  wood, 
and  he  placed  very  accurately  in  the  centre  of  oscillation  of  the 
other  the  same  weight  of  gold.  The  boxes  hung  side  by  side,  and, 
when  set  swinging  in  equal  oscillations,  went  and  returned  together 
for  a  very  long  time.  Here  the  forces  concerned  in  producing  and 
checking  the  motion,  namely,  the  force  of  gravity  and  the  resistance 
of  the  air,  were  the  same  for  the  two  pendulums,  and  as  the  move- 
ments produced  were  the  same,  it  follows  that  the  masses  were 
equal.  Newton  remarks  that  a  difference  of  mass  amounting  to  a 
thousandth  part  of  the  whole  could  not  have  escaped  detection.  He 
experimented  in  the  same  way  with  silver,  lead,  glass,  sand,  salt, 
water,  and  wheat,  and  with  the  same  result.  He  therefore  infers 
that  universally  bodies  of  equal  mass  gravitate  equally  towards  the 
earth  at  the  same  place.  He  further  extends  the  same  law  to  gravi- 
tation generally,  and  establishes  the  conclusion  that  the  mutual 
gravitating  force  between  any  two  bodies  depends  only  on  their 
masses  and  distances,  and  is  independent  of  their  materials. 

The  time  of  revolution  of  the  moon  round  the  earth,  considered  in 
conjunction  with  her  distance  from  the  earth,  shows  that  the  relation 
between  mass  and  gravitation  is  the  same  for  the  material  of  which 
the  moon  is  composed  as  for  terrestrial  matter;  and  the  same  con- 
clusion is  proved  for  the  planets  by  the  relation  which  exists  between 
their  distances  from  the  sun  and  their  times  of  revolution  in  their 
orbits. 

90.  Uniform  Acceleration. — The  fall  of  a  heavy  body  furnishes  an 
illustration  of  the  second  law  of  motion,  which  asserts  that  the 
change  of  momentum  in  a  body  in  a  given  time  is  a  measure  of  the 
force  "which  acts  on  the  body.  It  follows  from  this  law  that  if  the 
same  force  continues  to  act  upon  a  body  the  changes  of  momentum 
in  successive  equal  intervals  of  time  will  be  equal.     When  a  heavy 
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body  originally  at  rest  is  allowed  to  fall,  it  is  acted  on  during  the 
time  of  its  descent  by  its  own  weight  and  by  no  other  force,  if  we 
n^lect  the  resistance  of  the  air.  As  its  own  weight  is  a  constant 
force,  the  body  receives  equal  changes  of  momentum,  and  therefore 
of  velocity,  in  equal  intervals  of  time.  Let  g  denote  its  velocity 
in  centimetres  per  second,  at  the  end  of  the  first  second.  Then  at 
the  end  of  the  next  second  its  velocity  will  be  g  +  g^  that  is  2gf;  at 
the  end  of  the  next  it  will  be  2gr+^,  that  is  3gr,  and  so  on,  the  gain 
of  velocity  in  each  second  being  equal  to  the  velocity  generated  in 
the  first  second.  At  the  end  of  t  seconds  the  velocity  will  therefore 
be  tg.  Such  motion  as  this  is  said  to  be  uniformly  accelerated,  and 
the  constant  quantity  g  is  the  measure  of  the  acceleration.  Accelera- 
tion is  defined  as  the  gain  of  velocity  per  unit  of  time. 

91.  Weight  of  a  Gramme  in  Dynes.  Value  of  g. — Let  m  denote 
the  mass  of  the  falling  body  in  grammes.  Then  the  change  of 
momentum  in  each  second  is  mg,  which  is  therefore  the  measure  of 
the  force  acting  on  the  body.  The  weight  of  a  body  of  m  grammes 
is  therefore  mg  dynes,  and  the  weight  of  1  gramme  is  g  dynes.  The 
value  of  g  varies  from  978*1  at  the  equator  to  983*1  at  the  poles; 
and  981  may  be  adopted  as  its  average  value  in  temperate  latitudes. 
Its  value  at  any  part  of  the  earth's  surface  is  approximately  given 
by  the  formula 

g  -  980-6056  -  2*5028  ooe  2\  -  -000,003*, 

in  which  X  denotes  the  latitude,  and  k  the  height  (in  centimetres) 
above  sea-level.^ 

In  §  79  we  distinguished  between  the  intensity  and  the  amount 
of  a  force.  The  amount  of  the  force  of  gravity  upon  a  mass  of  m 
grammes  is  mg  djmes.  The  intensity  of  this  force  is  g  djmes  per 
gramme.  The  intensity  of  a  force,  in  dynes  per  gramme  of  the  body 
acted  on,  is  always  equal  to  the  change  of  velocity  which  the  force 
produces  per  second,  this  change  being  expressed  in  centimetres  per 
second.  In  other  words  the  intensity  of  a  force  is  equal  to  the 
acceleration  which  it  produces.  The  best  designation  for  g  is  the 
inteTieity  of  gravity. 

92.  Distance  fallen  in  a  Given  Time. — The  distance  described  in  a 
given  time  by  a  body  moving  with  uniform  velocity  is  calculated 
by  multiplying  the  velocity  by  the  time;  just  as  the  area  of  a  rect- 
angle is  calculated  by  multiplying  its  length  by  its  breadth.  Hence 
if  we  draw  a  line  such  that  its  ordinates  AA',  BK,  &c.,  represent  the 

^  For  the  method  of  determinatioii  see  §  120. 
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velocities  with  which  a  body  is  moving  at  the  times  represented  by 
OA,  OB  (time  being  reckoned  from  the  beginning  of  the  motion),  it 

can  be  shown  that  the  whole  distance 
described  is  represented  by  the  area 
OFB  bounded  by  the  curve,  the  last 
ordinate,  and  the  base  line.  In  fact  this 
area  can  be  divided  into  narrow  strips 
(one  of  which  is  shown  at  AA',  Fig.  37) 
P»»-37.  each  of  which  may  practically  be  re- 

garded as  a  rectangle,  whose  height  represents  the  velocity  with 
which  the  body  is  moving  during  the  very  small  interval  of  time 
represented  by  its  base,  and  whose  area  therefore  represents  the 
distance  described  in  this  time. 

This  would  be  true  for  the  distance  described  by  a  body  moving 
from  rest  with  any  law  of  velocity.  In  the  case  of  falling  bodies 
the  law  is  that  the  velocity  is  simply  proportional  to  the  time;  hence 
the  ordinates  AA',  BF,  fee,  must  be  directly  as  the  abscisssB  OA, 
OB;  this  proves  that  the  line  OA'  B'  must  be  straight;  and  the  figure 
OB'  B  is  therefore  a  triangle.  Its  area  will  be  half  the  product  of 
OB  and  BB'.  But  OB  represents  the  time  t  occupied  by  the  motion, 
and  BB'  the  velocity  gt  at  the  end  of  this  time.  The  area  of  the 
triangle  therefore  represents  half  the  product  of  t  and  gt,  that  is, 
represents  ^gt\  which  is  accordingly  the  distance  described  in  the 
time  t  Denoting  this  distance  by  8,  and  the  velocity  at  the  end  of 
time  t  by  v,  we  have  thus  the  two  formulae 

v  =  gt,  (1) 

i  =  igf,  (2) 

from  which  we  easily  deduce 

9*  =  {^'  (3) 

98.  Work  spent  in  Producing  Motion. — We  may  remark,  in  pass- 
ing, that  the  third  of  these  formulae  enables  us  to  calculate  the  work 
required  to  produce  a  given  motion  in  a  given  mass.  When  a  body 
whose  mass  is  1  gramme  falls  through  a  distance  8,  the  force  which 
acts  upon  it  is  its  own  weight,  which  is  g  djrnes,  and  the  work  done 
upon  it  is  ga  ergs.  Formula  (3)  shows  that  this  is  the  same  as  ^t;* 
ergs.  For  a  mass  of  m  grammes  falling  through  a  distance  a,  the 
work  is  Jmt;^  ergs.  The  work  required  to  produce  a  velocity  v  (cen- 
timetres per  second)  in  a  body  of  Tnasa  m  (grammes)  originally  at 
rest  is  ^mv*  (orgs). 

94.  Body  thrown  Upwards. — When  a  heavy  body  is  projected  ver- 
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tically  upwards,  the  formulsB  (1)  (2)  (3)  of  §  92  will  still  apply  to 
its  motion,  with  the  following  interpretations: — 

V  denotes  the  velocity  of  projection. 

t  denotes  the  whole  time  occupied  in  the  ascent. 

s  denotes  the  height  to  which  the  body  will  ascend. 
When  the  body  has  reached  the  highest  point,  it  will  fall  back,  and 
its  velocity  at  any  point  through  which  it  passes  twice  will  be  the 
same  in  going  up  as  in  coming  down. 

96.  Eesistance  of  the  Air. — The  foregoing  results  are  rigorously 
applicable  to  motion  in  vacuo,  and  are  sensibly  correct  for  motion 
in  air  as  long  as  the  resistance  of  the  air  is  insignificant  in  compari- 
son with  the  force  of  gravity.  The  force  of  gravity  upon  a  body  is 
the  same  at  all  velocities;  but  the  resistance  of  the  air  increases  with 
the  velocity,  and  increases  more  and  more  rapidly  as  the  velocity 
becomes  greater;  so  that  while  at  very  slow  velocities  an  increase  of 
1  per  cent,  in  velocity  would  give  an  increase  of  1  per  cent,  in  the 
resistance,  at  a  higher  velocity  it  would  give  an  increase  of  2  per 
cent.,  and  at  the  velocity  of  a  cannon-ball  an  increase  of  3  per  cent.* 
The  formulae  are  therefore  sensibly  in  error  for  high  velocities. 
They  are  also  in  error  for  bodies  which,  like  feathers  or  gold-leaf, 
have  a  large  surface  in  proportion  to  their  weight. 

96.  Projectiles. — If,  instead  of  being  simply  let  fall,  a  body  is  pro- 
jected in  any  direction,  its  motion  will  be  compounded  of  the  motion 
of  a  falling  body  and  a  uniform  motion  in 
the  direction  of  projection.  Thus  if  OP 
(Fig.  38)  is  the  direction  of  projection,  and 
OQ  the  vertical  through  the  point  of  pro- 
jection, the  body  would  move  along  OP 
keeping  its  original  velocity  unchanged,  if 
it  were  not  disturbed  by  gravity.     To  find    Q  Fig.  88. 

where  the  body  will  be  at  any  time  t,  we  must 

lay  off  a  length  OP  equal  to  V^,  V  denoting  the  velocity  of  projec- 
tion,-and  must  then  draw  from  P  the  vertical  line  PR  downwards 
equal  to  igt\  which  is  the  distance  that  the  body  would  have  fallen 
in  the  time  if  simply  dropped.  The  point  R  thus  determined,  will 
be  the  actual  position  of  the  body.  The  velocity  of  the  body  at 
any  time  will  in  like  manner  be  found  by  compounding  the  initial 

*  This  IB  only  another  way  of  Baying  that  the  resistance  varies  approximately  as  the 
Telocity  when  very  small,  and  approximately  as  the  cube  of  the  velocity  for  velocities  like 
thtX  d  a  cannon-ball. 
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velocity  with  the  velocity  which  a  falling  body  would  have  acquired 
in  the  time. 

The  path  of  the  body  will  be  a  curve,  as  represented  in  the 
figure,  OP  being  a  tangent  to  it  at  O,  and  its  concavity  being  down- 
wards.   The  equations  above  given,  namely 

show  that  PR  varies  as  the  square  of  OP,  and  hence  that  the  path 
(or  trajectory  as  it  is  technicaJly  called)  is  a  parabola,  whose  axis  is 
vertical. 

97.  Time  of  Flight,  and  Range. — ^If  the  body  is  projected  from  a 
point  at  the  surface  of  the  ground  (supposed  level)  we  can  calculate 
the  time  of  flight  and  the  range  in  the  following  way. 

Let  a  be  the  angle  which  the  direction  of  projection  makes  with  the 
horizontal.  Then  the  velocity  of  projection  can  be  resolved  into 
two  components,  V  cos  a  and  V  sin  a,  the  former  being  horizontal, 
and  the  latter  vertically  upward.  The  horizontal  component  of  the 
velocity  of  the  body  is  unaffected  by  gravity  and  remains  constant. 
The  vertical  velocity  after  time  t  will  be  compounded  of  V  sin  a  up- 
wards and  gt  downwards.  It  will  therefore  be  an  upward  velocity 
V  sin  a  —  gty  or  a  downward  velocity  grt  —  V  sin  a.  At  the  highest 
point  of  its  path,  the  body  will  be  moving  horizontally  and  the  ver- 
tical component  of  its  velocity  will  be  zero;  that  is,  we  shall  have 

V8ina-pt  =  0;  whence  «=  Y^lLi 
9 

This  is  the  time  of  attaining  the  highest  point;  and  the  time  of 

flight  will  be  double  of  this,  that  is,  will  be  — ^^^• 

As  the  horizontal  component  of  the  velocity  has  the  constant 
value  V  cos  a,  the  horizontal  displacement  in  any  time  ^  is  V  cos  a 
multiplied  by  t    The  range  is  therefore 

2V*  dn  a  008  a       V  sin  2a 

or  — 

9  9 

The  range  (for  a  given  velocity  of  projection)  will  therefore  be 
greatest  when  sin  2a  is  greatest,  that  is  when  2a  =  90°  and  a =45°. 

We  shall  now  describe  two  forms  of  apparatus  for  illustrating  the 
laws  of  falling  bodies. 

98.  Horin's  Apparatus. — Morin's  apparatus  consists  of  a  wooden 
cylinder  covered  with  paper,  which  can  be  set  in  uniform  rotation 
about  its  axis  by  the  fall  of  a  heavy  weight     The  cord  which  sup- 
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ports  the  weight  is  wound  upon  a  drum,  furnished  with  a  toothed 
wheel  which  works  on  one  side  with  an  endless  screw  on  the  axis 
of  the  cylinder,  and  on  the  other  drives  an  axis  carrying  fans  which 
serve  to  regulate  the  motion. 

In  front  of  the  turning  cylinder  is  a  cylindro-conical  weight  of 
cast-iron  carrying  a  pen- 
cil whose  point  presses 
against  the  paper,  and 
having  ears  which  slide 
on  vertical  threads,  serv- 
ing to  guide  it  in  its  fall. 
By  pressing  a  lever,  the 
weight  can  be  made  to 
fall  at  a  chosen  moment. 
The  proper  time  for  this 
is  when  the  motion  of 
the  cylinder  has  become 
sensibly  uniform.  It  fol- 
lows from  this  arrange- 
ment that  during  its 
vertical  motion  the  pencil 
will  meet  in  succession 
the  different  generating 
lines^  of  the  revolving 
cylinder,  and  will  conse- 
quently describe  on  its 
surface  a  certain  curve, 
from  the  study  of  which 
we  shall  be  able  to  gather 
the  law  of  the  fall  of  the 
body  which  has  traced 
it.  With  this  view,  we 
describe  (by  turning  the 
cylinder  while  the  pencil 

is  stationary)  a  circle  passing  through  the  commencement  of  the 
curve,  and  also  draw  a  vertical  line  through  this  point.  We  cut 
the   paper  along  this  latter  line  and  develop  it   (that  is,  flatten 

*  A  cylindric  surface  could  be  swept  out  or  "generated"  by  a  straight  line  moving 
round  the  axis  and  remaining  always  parallel  to  it  The  successive  positions  of  this 
generating  line  are  called  the  "  generating  lines  of  the  cylinder." 


Fig.  so.— Morin's  Apparatus. 
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it  out  into  a  plane).     It  then  presents  the  appearance  shown  in 
Fig.  40. 

If  we  take  on  the  horizontal  line  equal  distances  at  I,  2,  S,  4,  5 
.  .  .  ,  and  draw  perpendiculars  at  their  extremities  to  meet  the 
curve,  it  is  evident  that  the  points  thus  found  are  those  which  were 
traced  by  the  pencil  when  the  cylinder  had  turned  through  the  dis- 
tances 1,  2,  3,  4,  5.     .     .     .     The  corresponding  verticals  represent 

the  spaces  traversed  in  the  times  1,  2,  3, 
4,  5.  .  .  .  Now  we  find,  as  the  figure 
shows,  that  these  spaces  are  represented 
by  the  numbers  1,  4,  9,  16,  25  .  .  .  , 
thus  verifying  the  principle  that  the  spaces 
described  are  proportional  to  the  squares 
of  the  times  employed  in  their  description. 
We  may  remark  that  the  proportionality 
of  the  vertical  lines  to  the  squares  of  the 
horizontal  lines  shows  that  the  curve  is  a 
parabola.  The  parabolic  trace  is  thus  the 
consequence  of  the  law  of  fall,  and  from 
the  fact  of  the  trace  being  parabolic 
we  can  infer  the  proportionality  of  the 
spaces  to  the  squares  of  the  times. 
The  law  of  velocities  might  also  be  verified  separately  by  Morin's 
apparatus;  we  shall  not  describe  the  method  which  it  would  be 
necessary  to  employ,  but  shall  content  ourselves  with  remarking 
that  the  law  of  velocities  is  a  logical  consequence  of  the  law  of 
spaces.^ 

99.  Atwood's  Machine. — ^Atwood's  machine,  which  afibrds  grekt 
facilities  for  illustrating  the  efiects  of  force  in  producing  motion, 
consists  essentially  of  a  very  freely  moving  pulley  over  which  a  fine 
cord  passes,  from  the  ends  of  which  two  equal  weights  can  be  sus- 
pended. A  small  additional  weight  of  flat  and  elongated  form  is 
laid  upon  one  of  them,  which  is  thus  caused  to  descend  with  uni- 
form acceleration,  and  means  are  provided  for  suddenly  removing 

'  Consider,  in  fact,  the  space  traversed  in  any  time  t ;  this  space  is  given  by  the  formula 
8  =  Kfi;  during  the  time  t-^S  the  space  traversed  will  be  K(e  +  ^)*=K«*  +  2Kt^  +  K^, 
whence  it  follows  that  the  space  traversed  during  the  time  $  after  the  time  t  is  2Kt  $  + 
K^.  The  average  velocity  during  this  time  0  is  obtained  by  dividing  the  space  by  $, 
and  is  2K^  +  K$t  which,  by  making  9  very  small,  can  be  made  to  agree  as  accurately  as 
we  please  with  the  value  2Kt.  This  limiting  value  2Kt  must  therefore  be  the  velocity  at 
the  end  of  time  t, — Z>. 


Fig  40.— Panbolio  Trace. 
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this  additional  weight  at  any  point  of  the  descent,  so  as  to  allow  the 
motion  tocontinue  from 
this  point  onward  with 
uniform  velocity. 

The  machine  is  re- 
presented in  Fig.  41. 
The  pulley  over  which 
the  string  passes  is  the 
largest  of  the  wheels 
shown  at  the  top  of  the 
apparatus.  In  order  to 
give  it  greater  freedom 
of  movement,  the  ends 
of  its  axis  are  made 
to  r^,  not  on  fixed 
supports,  but  on  the 
circumferences  of  four 
wheels  (two  at  each 
end  of  the  axis)  called 
friction-wheels,because 
their  office  is  to  dim- 
inish friction.  Two 
small  equal  weights  are 
shown,  suspended  from 
this  pulley  by  a  string 
passing  over  it.  One  of 
them  F  is  represented 
as  near  the  bottom  of 
the  supporting  pillar, 
and  the  other  P  as  near 
the  top.  The  latter  is 
resting  upon  a  small 
platform,  which  can  be 
suddenly  dropped  when 
it  is  desired  that  the 
motion  shall  commence. 
A  little  lower  down  and' 

vertically  beneath  the      ^^^^^^^    ^  ^_         -     ^ 
platform,  is  seen  a  ring,  Fig.  4i.-Atwoods  Machine. 

large  enough  to  let  the  weignt  pass  through  it  without  danger  of 
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contact.  This  ring  can  be  shifted  up  or  down,  and  clamped  at  any 
height  by  a  screw;  it  is  represented  on  a  larger  scale  in  the  margin. 
At  a  considerable  distance  beneath  the  ring,  is  seen  the  stop,  which 
is  also  represented  in  the  margin,  and  can  like  the  ring  be  clamped 
at  any  height.  The  office  of  the  ring  is  to  intercept  the  additional 
weight,  and  the  office  of  the  stop  is  to  arrest  the  descent.  The  up- 
right to  which  they  are  both  clamped  is  marked  with  a  scale  of  equal 
parts,  to  show  the  distances  moved  over.  A  dock  with  a  pendulum 
beating  seconds,  is  provided  for  measuring  the  time;  and  there  is  an 
arrangement  by  which  the  movable  platform  can  be  dropped  by  the 
action  of  the  dock  precisely  at  one  of  the  ticks.  To  measure  the 
distance  fallen  in  one  or  more  seconds,  the  ring  is  removed,  and  the 
stop  is  placed  by  trial  at  such  heights  that  the  descending  weight 
strikes  it  precisely  at  another  tick.  To  measure  the  velodty 
acquired  in  one  or  more  seconds,  the  ring  must  be  fixed  at  such  a 
height  as  to  intercept  the  additional  weight  at  one  of  the  ticks,  and 
the  stop  must  be  placed  so  as  to  be  struck  by  the  descending  weight 
at  another  tick. 

100.  Theory  of  Atwood's  Machine. — If  M  denote  each  of  the  two 
equal  masses,  in  grammes,  and  m  the  additional  mass,  the  whole 
moving  mass  (neglecting  the  mass  of  the  pulley  and  string)  is 
2M+m,  but  the  moving  force  is  only  the  weight  of  m.  The  accel- 
eration produced,  instead  of  being  gr,  is  accordingly  only  ^.^  9- 

In  order  to  allow  for  the  inertia  of  the  pulley  and  string,  a  con- 
stant quantity  must  be  added  to  the  denominator  in  the  above  for- 
mula, and  the  value  of  this  constant  can  be  determined  by  observ- 
ing the  movements  obtained  with  different  values  of  M  and  m. 
Denoting  it  by  C,  we  have 

(A) 


m  +  2M  +  C* 


as  the  expression  for  the  acceleration.  As  m  is  usually  small  in 
comparison  with  M,  the  acceleration  is  very  small  in  comparison  with 
that  of  a  freely  falling  body,  and  is  brought  within  the  limits  of 
convenient  observation.  Denoting  the  acceleration  by  a,  and  using 
V  and  8,  as  in  §  92,  to  denote  the  velocity  acquired  and  space 
described  in  time  t,  we  shall  have 

v=at,  (1) 

'  =  h<  (2) 

a.i=it-«,  (8) 
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and  each  of  these  formulsD  can  be  directly  verified  by  experiments 
with  the  machine. 

101.  nniform  Motion  in  a  Circle. — 
A  body  cannot  move  in  a  curved  path 
unless   there   be   a   force  urging  it  Fig.i2. 

towards  the  concave  side  of  the  curve.  We  shall  proceed  to  in- 
vestigate the  intensity  of  this  force  when 
the  path  is  circular  and  the  velocity  uniform. 
We  shall  denote  the  velocity  by  v,  the  radius 
of  the  circle  by  r,  and  the  intensity  of  the 
force  by  /.  Let  AB  (Figs.  42, 43)  be  a  small 
portion  of  the  path,  and  BD  a  perpendicular 
upon  AD  the  tangent  at  A.  Then,  since 
the  arc  AB  is  small  in  comparison  with 
the  whole  circumference,  it  is  sensibly  equal 
to  AD,  and  the  body  would  have  been  found 
at  D  instead  of  at  B  if  no  force  had  acted 
upon  it  since  leaving  A.  DB  is  accordingly  the  distance  due  to  the 
force;  and  if  t  denote  the  time  from  A  to  B,  we  have 

AD  =  r«  (1) 

DB  =  i/t\  (2) 

The  second  of  these  equations  gives 

._2pB 

and  substituting  for  t  from  the  first  equation,  this  becomes 

/     2DB  .  ,«. 

/=^^t^,  (3) 

But  if  An  (Fig.  43)  be  the  diameter  at  A,  and  Bm  the  perpendicular 
upon  it  from  B,  we  have,  by  Euclid,  AD*  =  mB*= Am .  mn=:2r .  Am 
sensibly,  =  2r .  DB. 

-   and  hence  by  (3) 


Fig.  43. 


Therefore  '^ 


/  = 


W 


Hence  the  force  necessary  for  keeping  a  body  in  a  circular  path 
without  change  of  velocity,  is  a  force  of  intensity  -  directed  towards 
the  centre  of  the  circle.    If  m  denote  the  mass  of  the  body,  the 


mt^ 


amount  of  the  force  will  be  — .     This  will  be  in  dynes,  if  m  be  in 

grammes,  r  in  centimetres,  and  v  in  centimetres  per  second. 

If  the  time  of  revolution  be  denoted  by  T,  and  w  as  usual  denote 
the  ratio  of  circumference  to  diameter,  the  distance  moved  in  time 
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T  is  2irr;  hence  v  =  -^,  and  another  expression  for  the  intensity  of 
the  force  will  be 

f={%)'r.  .) 

102.  Deflecting  Force  in  General. — In  general,  w^hen  a  body  is 
moving  in  any  path,  and  with  velocity  either  constant  or  varying, 
the  force  acting  upon  it  at  any  instant  can  be  resolved  into  two 
components,  one  along  the  tangent  and  the  other  along  the  normal. 
The  intensity  of  the  tangential  component  is  measured  by  the  rate 
at  which  the  velocity  increases  or  diminishes,  and  the  intensity  of 
the  normal  component  is  given  by  formula  (4)  of  last  article,  if  we 
make  r  denote  the  radius  of  curvature. 

103.  Illustrations  of  Deflecting  Force. — When  a  stone  is  swung 
round  by  a  string  in  a  vertical  circle,  the  tension  of  the  string  in 
the  lowest  position  consists  of  two  parts: — 

(1)  The  weight  of  the  stone,  which  is  mg  if  m  be  the  mass  of  the 
stone. 

(2)  The  force  m  -  which  is  necessary  for  deflecting  the  stone  from 

a  horizontal  tangent  into  its  actiial  path  in  the  neighbourhood  of  the 
lowest  point. 

When  the  stone  is  at  the  highest  point  of  its  path,  the  tension  of 
the  string  is  the  diflference  of  these  two  forces,  that  is  to  say  it  is 

and  the  motion  is  not  possible  unless  the  velocity  at  the  highest 

point  is  suflScient  to  make  -  greater  than  g. 

The  tendency  of  the  stone  to  persevere  in  rectilinear  motion  and 
to  resist  deflection  into  a  curve,  causes  it  to  exert  a  force  upon  the 

string,  of  amo'ont  m  -,  and  this  is  called  centrifugal  force.    It  is 

not  a  force  acting  upon  the  stone,  but  a  force  exerted  by  the  stone 
upon  the  string.  Its  direction  is  frcmi  the  centre  of  curvature, 
whereas  the  deflecting  force  which  acts  upon  the  stone  is  towards 
the  centre  of  curvature. 

104.  Centrifugal  Force  at  the  Equator. — Bodies  on  the  earth's 
surface  are  carried  round  in  circles  by  the  diurnal  rotation  of  the 
earth  upon  its  axis.  The  velocity  of  this  motion  at  the  equator  is 
about  46,500  centimetres  per  second,  and  the  earth's  equatorial 
radius  is  about  6*38  x  10®  centimetres.  Hence  the  value  of  -  is 
found  to  be  about  3*39.    The  case  is  analogous  to  that  of  the  stone 
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at  the  highest  point  of  its  path  in  the  preceding  article,  if  instead 
of  a  string  which  can  only  exert  a  pull  we  suppose  a  stiff  rod  which 
can  exert  a  push  upon  the  stone.     The  rod  will  be  called  upon  to 

exert  a  pull  or  a  push  at  the  highest  point  according  as  -  is  greater 

or  less  than  g.     The  force  of  the  push  in  the  latter  case  will  be 

and  this  is  accordingly  the  force  with  which  the  surface  of  the  earth 
at  the  equator  pushes  a  body  lying  upon  it.  The  push,  of  course, 
is  mutual,  and  this  formula  therefore  gives  the  apparent  weight  or 
apparent  gravitating  force  of  a  body  at  the  equator,  Tng  denoting  its 
true  gravitating  force  (due  to  attraction  alone).  A  body  falling  in 
vacuo  at  the  equator  has  an  acceleration  978*10  relative  to  the 
surface  of  the  earth  in  its  neighbourhood;  but  this  portion  of  the 
surface  has  itself  an  acceleration  of  3*39,  directed  towards  the  earth's 
centre,  and  therefore  in  the  same  direction  as  the  acceleration  of  the 
body.  The  absolute  acceleration  of  the  body  is  therefore  the  sum  of 
these  two,  that  is  981*49,  which  is  accordingly  the  intensity  of  true 
gravity  at  the  equator. 

The  apparent  weight  of  bodies  at  the  equator  would  be  nil  if  - 

were  equal  to  g.  Dividing  339  into  981 '49,  the  quotient  is  approxi- 
mately 289,  which  is  (17)^  Hence  this  state  of  things  would  exist 
if  the  velocity  of  rotation  were  about  17  times  as  fast  as  at  present. 

Since  the  movements  and  forces  which  we  actually  observe  depend 
upon  relative  acceleration,  it  is  usual  to  understand,  by  the  value  of 
g  or  the  intensity  of  gravity  at  a  place,  the  apparent  values,  unless 
the  contrary  be  expressed.  Thus  the  value  of  g  at  the  equator  is 
usually  stated  to  be  97810. 

105.  Direction  of  Apparent  Gravity. — The  total  amount  of  centri- 
fugal force  at  different  places  on  the  earth's  surface,  varies  directly 
as  their  distance  from  the  earth's  axis;  for  this  is  the  value  of  r  in 
the  formula  (5)  of  §  101,  and  the  value  of  T  in  that  formula  is  the 
same  for  the  whole  earth.  The  direction  of  this  force,  being  per- 
pendicular to  the  earth's  axis,  is  not  vertical  except  at  the  equator; 
and  hence,  when  we- compound  it  with  the  force  of  true  gravity,  we 
obtain  a  resultant  force  of  apparent  gravity  differing  in  direction  as 
well  as  in  magnitude  from  true  gravity.  What  is  always  understood 
by  a  vertical,  is  the  direction  of  apparent  gravity;  and  a  plane  per- 
pendicular to  it  is  what  is  meant  by  a  horizontal  plane. 
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THE  PENDULUM. 


106.  The  Pendalam. — When  a  body  is  suspended  so  that  it  can  turn 
ofl  about  a  horizontal  axis  which  does  not  pass  through 

its  centre  of  gravity,  its  only  position  of  stable  equi- 
librium is  that  in  which  its  centre  of  gravity  is  in 
the  same  vertical  plane  with  the  axis  and  below  it 
(§  42).  K  the  body  be  turned  into  any  other  position, 
and  left  to  itself,  it  will  oscillate  from  one  side  to  the 
other  of  the  position  of  equilibrium,  until  the  resistance 
of  the  air  and  the  friction  of  the  axis  gradually  bring 
it  to  rest.  A  body  thus  suspended,  whatever  be  its 
form,  is  called  a  pendulum.  It  frequently  consists 
of  a  rod  which  can  turn  about  an  axis  0  (Fig.  44)  at 
its  upper  end,  and  which  carries  at  its  lower  end  a 
heavy  lens-shaped  piece  of  metal  M  called  the  bob;  this 
latter  can  be  raised  or  lowered  by  means  of  the  screw 
V.  The  applications  of  the  pendulum  are  very  impor- 
tant: it  regulates  our  clocks,  and  it  has  enabled  us  to 
measure  the  intensity  of  gravity  in  different  parts  of 
the  world;  it  is  important  then  to  know  at  least  the 
fundamental  points  in  its  theory.  For  explaining 
these,  we  shall  begin  with  the  consideration  of  an 
ideal  body  called  the  simple  pevdulum. 

107.  Simple  Pendalam. — This  is  the  name  given  to  a 
pendulum  consisting  of  a  heavy  particle  M  (Fig.  45) 
attached  to  one  end  of  an  inextensible  thread  without 
weight,  the  other  end  of  the  thread  being  fixed  at  A. 
When  the  thread  is  vertical,  the  weight  of  the  particle 
Fig.  44.-p«Qdttittin.  acts  in  the  direction  of  its  length,  and  there  is  equilib- 
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OS 


Fig.  45.— Motion  of  Simple 
Peudulum. 


rium.  But  suppose  it  is  drawn  aside  into  another  position,  as  AM. 
In  this  case,  the  weight  MG  of  the  particle  can  be  resolved  into  two 
forces  MC  and  MH.  The  former,  acting  along  the  prolongation  of 
the  thread,  is  destroyed  by  the  resistance  of  the  thread;  the  other, 
acting  along  the  tangent  MH,  produces  the 
motion  of  the  particle.  This  effective  com- 
ponent is  evidently  so  much  the  greater  as 
the  angle  of  displacement  from  the  vertical 
position  is  greater.  The  particle  will  there- 
fore move  along  an  arc  of  a  circle  described 
from  A  as  centre,  and  the  force  which 
urges  it  forward  will  continually  diminish 
till  it  arrives  at  the  lowest  point  M'. 
At  M'  this  force  is  zero,  but,  in  virtue 
of  the  velocity  acquired,  the  particle  will 
ascend  on  the  opposite  side,  the  effective 
component  of  gravity  being  now  opposed 
to  the  direction  of  its  motion;  and,  inas- 
much as  the  magnitude  of  this  component 
goes  through  the  same  series  of  values  in  this  part  of  the  motion 
as  in  the  former  part,  but  in  reversed  order,  the  velocity  will,  in  like 
manner,  retrace  its  former  values,  and  will  become  zero  when  the 
particle  has  risen  to  a  point  M"  at  the  same  height  as  M.  It  then 
descends  again  and  performs  an  oscillation  from  M"  to  M  precisely 
similar  to  the  first,  but  in  the  reverse  direction.  It  will  thus 
continue  to  vibrate  between  the  two  points  M,  M"  (friction  being 
supposed  excluded),  for  an  indefinite  number  of  times,  all  the  vibra- 
tions being  of  equal  extent  and  performed  in  equal  periods. 

The  distance  through  which  a  simple  pendulum  travels  in  moving 
from  its  lowest  position  to  its  furthest  position  on  either  side,  is 
called  its  amplitude.  It  is  evidently  equal  to  half  the  complete  arc 
of  vibration,  and  is  commonly  expressed,  not  in  linear  measure,  but 
in  degrees  of  arc.  Its  numerical  value  is  of  coiu^e  equal  to  that  of 
the  angle  MAM',  which  it  subtends  at  the  centre  of  the  circle. 

The  complete  period  of  the  pendulum's  motion  is  the  time  which 
it  occupies  in  moving  from  M  to  M"  and  back  to  M,  or  more  generally, 
is  the  time  from  its  passing  through  any  given  position  to  its  next 
passing  through  the  same  position  in  the  same  direction. 

What  is  commonly  called  the  time  of  vibration,  or  the  time  of  a 
single  vibration,  is  the  half  of  a  complete  period,  being  the  time  of 
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passing  from  one  of  the  two  extreme  positions  to  the  other.  Hence 
what  we  have  above  defined  as  a  complete  period  is  often  called  a 
double  vibration. 

When  the  amplitude  changes,  the  time  of  vibration  changes  also, 
being  greater  as  the  amplitude  is  greater;  but  the  connection  between 
the  two  elements  is  very  far  from  being  one  of  simple  proportion. 
The  change  of  time  (as  measured  by  a  ratio)  is  much  less  than  the 
change  of  amplitude,  especially  when  the  amplitude  is  small;  and 
when  the  amplitude  is  less  than  about  5"^,  any  further  diminution 
of  it  has  little  or  no  sensible  efiect  in  diminishing  the  time.  For 
amaU  vihrationSy  then,  the  time  of  vibration  is  independent  of  the 
amplitude.    This  is  called  the  law  of  isochroniam. 

108.  Law  of  Aoceleration  for  Small  Vibrations. — Denoting  the 
length  of  a  simple  pendulum  by  I,  and  its  inclination  to  the  vertical 
at  any  moment  by  B,  we  see  from  Fig.  45  that  the  ratio  of  the  effective 

component  of  gravity  to  the  whole  force  of  gravity  is  j^,  that 
is  sin  0;  and  when  0  is  small  this  is  sensibly  equal  to  0  itself  as 
measured  by  ;^^-  Let  8  denote  the  length  of  the  arc  MM'  inter- 
vening between  the  lower  end  of  the  pendulum  and  the  lowest  point 
of  its  swing,  at  any  time;  then  B  is  equal  to  -J,  and  the  intensity 
of  the  effective  force  of  gravity  when  0  is  small  is  sensibly  equal  to 

gd,  that  is  to  ^.     Since  g  and  I  are  the 

same  in  all  positions  of  the  pendulum,  this 
effective  force  varies  as  8.  Its  direction 
is  always  towards  the  position  of  equilib- 
rium, so  that  it  accelerates  the  motion 
during  the  approach  to  this  position,  and 
retards  it  during  the  recess;  the  acceleration 
or  retardation  being  always  in  direct  pro- 
portion to  the  distance  from  the  position  of 
equilibrium.  This  species  of  motion  is  of 
extremely  common  occurrence.  It  is  illus- 
trated by  the  vibration  of  either  prong 
of  a  tuning-fork,  and  in  general  by  the 
motion  of  any  body  vibrating  in  one  plane* 
in  such  a  manner  as  to  yield  a  simple  musical  tone. 

109.  General  Law  for  Period. — Suppose  a  point  P  to  travel  with 
uniform  velocity  round  a  circle  (Fig.  46),  and  from  its  successive 
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Pig.  4«.— Projection  of  Ciroolftr 
Motion. 
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positions  Pj,  Pg,  &c.,  let  perpendiculars  ^iPi,  l?2P2y  ^^  be  drawn  to  a 

fixed  straight  line  in  the  plane  of  the  circle.     Then  while  P  travels 

once  round  the  circle,  its  projection  p  executes  a  complete  vibration. 

The  acceleration  of  P  is  always  directed  towards  the  centre  of  the 

circle,  and  is  equal  to  1-^)  ^  (§  101).  The  component  of  this  acceler- 
ation parallel  to  the  line  of  motion  of  p,  is  the  fraction  -  of  the  whole 
acceleration  (x  denoting  the  distance  of  p  from  the  middle  point  of 
its  path),  and  is  therefore  (  y")  ^  1^^^  ^  accordingly  the  accelera- 
tion of  p,  and  as  it  is  simply  proportional  to  a;  we  shall  denote  it  for 
brevity  by  ftx.     To  compute  the  periodic  time  T  of  a  complete 

vibration,  we  have  the  eqiiation  m=  (y)  »  which  gives 

T=^_.  (1) 

110.  Application  to  the  Pendulum. — For  the  motion  of  a  pendulum 
in  a  small  arc,  we  have 

acceleration  =  |  *, 

where  a  denotes  the  displacement  in  linear  measure.  We  must 
therefore  put  /*  =  j,  and  we  then  have 


'^=^Vi 


(2) 
9 


which  is  the  expression  for  the  time  of  a  complete  (or  double)  vibra- 
tion. It  is  more  usual  to  understand  by  the  "  time  of  vibration  "  of 
a  pendulum  the  half  of  this,  that  is  the  time  from  one  extreme 
position  to  the  other,  and  to  denote  this  time  by  T.  In  this  sense 
we  have 

(8) 


VJ- 


To  find  the  length  of  the  seconds'  pendulum  we  must  put  T  =  l. 
This  gives 

If  g  were  987  we  should  have  Z=:  100  centimetres  or  1  metre.  The 
actual  value  of  gr  is  everywhere  a  little  less  than  this.  The  length 
of  the  seconds'  pendtdum  is  therefore  everywhere  rather  less  than  a 
metre. 

111.  Simple  Harmonic  Motion. — ^Rectilinear  motion  consisting  of 
vibration   about  a  point  with   acceleration  /loj,  where  x  denotes 
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distance  from  this  point,  is  called  Simple  Harmonic  Motion,  or 
Simple  Harmonic  Vibration.     The  above  investigation  shows  that 

such  vibration  is  isochronous,  its  period  being  -^  whatever  the 

amplitude  may  be. 

To  understand  the  reason  of  this  isochronism  we  have  only  to 
remark  that,  if  the  amplitude  be  changed,  the  velocity  at  correspond- 
ing points  (that  is,  points  whose  distances  from  the  middle  point  are 
the  same  fractions  of  the  amplitudes)  will  be  changed  in  the  same 
ratio.  For  example,  compare  two  simple  vibrations  in  which  the 
values  of  fi  are  the  same,  but  let  the  amplitude  of  one  be  double  that 
of  the  other.  Then  if  we  divide  the  paths  of  both  into  the  same 
number  of  small  equal  parts,  these  parts  will  be  twice  as  great  for 
the  one  as  for  the  other;  but  if  we  suppose  the  two  points  to  start 
simultaneously  from  their  extreme  positions,  the  one  will  constantly 
be  moving  twice  as  fast  as  the  other.  The  nimiber  of  parts  described 
in  any  given  time  will  therefore  be  the  same  for  both. 

In  the  case  of  vibrations  which  are  not  simple,  it  is  easy  to  see 
(from  comparison  with  simple  vibration)  that  if  the  acceleration  in- 
creases in  a  greater  ratio  than  the  distance  from  the  mean  position, 
the  period  of  vibration  will  be  shortened  by  increasing  the  amplitude; 
but  if  the  acceleration  increases  in  a  less  ratio  than  the  distance,  as 
in  the  case  of  the  common  pendulum  vibrating  in  an  arc  of  moderate 
extent,  the  period  is  increased  by  increasing  the  amplitude. 

112.  Experimental  Investigation  of  the  Motion  of  Pendulums. — The 
preceding  investigation  applies  to  the  simple  pendulum;  that  is  to 
say  to  a  purely  imaginary  existence;  but  it  can  be  theoretically 
demonstrated  that  every  rigid  body  vibrating  about  a  horizontal 
axis  under  the  action  of  gravity  (friction  and  the  resistance  of  the 
air  being  neglected),  moves  in  the  same  manner  as  a  simple  pendu- 
lum of  determinate  length  called  the  equivalent  simple  pendulum. 
Hence  the  above  results  can  be  verified  by  experiments  on  actual 
pendulums. 

The  discovery  of  the  experimental  laws  of  the  motion  of  pendu- 
lums was  in  fact  long  anterior  to  the  theoretical  investigation. 
It  was  the  earliest  and  one  of  the  most  important  discoveries  of 
Galileo,  and  dates  from  the  year  1582,  when  he  was  about  twenty 
years  of  age.  It  is  related  that  on  one  occasion,  when  in  the 
cathedral  of  Pisa,  he  was  struck  with  the  regularity  of  the  oscilla- 
tions of  a  lamp  suspended  from  the  roof,  and  it  appeared  to  him 
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that  these  oscillations,  though  diminishing  in  extent,  preserved  the 
same  duration.  He  tested  the  fact  by  repeated  trials,  which  con- 
firmed him  in  the  belief  of  its  perfect  exactness.  This  law  of 
isochronism  can  be  easily  verified.  It  is  only  necessary  to  count 
the  vibrations  which  tate  place  in  a  given  time  with  different 
amplitudes.  The  numbers  will  be  found  to  be  exactly  the  same. 
This  will  be  found  to  hold  good  even  when  some  of  the  vibrations 
compared  are  so  small  that  they  can  only  be  observed  with  a 
telescope. 

By  employing  balls  suspended  by  threads  of  difierent  lengths, 
Galileo  discovered  the  influence  of  length  on  the  time  of  vibration. 
He  ascertained  that  when  the  length  of  the  thread  increases,  the 
time  of  vibration  increases  also;  not,  however,  in  proportion  to  the 
length  simply,  but  to  its  square  root. 

118.  Cycloidal  Pendulum. — It  is  obvious  from  §  64  that  the  effective 
component  of  gravity  upon  a  particle  resting  on  a  smooth  inclined 
plane  is  proportional  to  the  sine  of  the  inclination.  The  accelera- 
tion of  a  particle  so  situated  is  in  fact  g  sin  n,  if  a  denote  the  inclina- 
tion of  the  plane.  When  a  particle  is  guided  along  a  smooth  curve 
its  acceleration  is  expresse4  by  the  same  formula,  a  now  denoting  the 
inclination  of  the  curve  at  any  point  to  the  horizon.  This  inclina- 
tion varies  from  point  to  point  of  the  curve,  so  that  the  acceleration 
^  sin  a  is  no  longer  a  constant  quantity.  The  motion  of  a  common 
pendulum  corresponds  to  the  motion  of  a  particle  which  is  guided  to 
move  in  a  circular  arc;  and  if  x  denote  distance  from  the  lowest 
point,  measured  along  the  arc,  and  r  the  radius  of  the  circle  (or 

the  length  of  the  pendulum),  the  acceleration  at  any  point  is  gr  sin  -• 

This  is  sensibly  proportional  to  a;  so  long  as  a?  is  a  small  fraction 
of  r;  but  in  general  it  is  not  proportional  to  x,  and  hence  the  vibra- 
tions are  not  in  general  isochronous. 

To  obtain  strictly  isochronous  vibrations  we  must  substitute  for 
the  circular  arc  a  curve  which  possesses  the  property  of  having  an 
inclination  whose  sine  is  simply  proportional  to  distance  measured 
along  the  curve  from  the  lowest  point.  The  curve  which  possesses 
this  property  is  the  cycloid.  It  is  the  curve  which  is  traced  by  a 
point  in  the  circumference  of  a  circle  which  rolls  along  a  straight* 
line.  The  cycloidal  pendulum  is  constructed  by  suspending  an  ivory 
ball  or  some  other  small  heavy  body  by  a  thread  between  two 
cheeks  (Fig.  47),  on  which  the  thread  winds  as  the  ball  swings  to 
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Fig  47.— Cydoidal  Pendulum. 


either  side.     The  cheeks  must  themselves  be  the  two  halves  of  a 
cycloid  whose  length  is  double  that  of  the  thread,  so  that  each 
,  cheek  has  the  same  length  as  the 

thread.  It  can  be  demonstrated^ 
that  under  these  circumstances 
the  path  of  the  ball  will  be  a 
cycloid  identical  with  that  to 
which  the  cheeks  belong.  Ne- 
glecting friction  and  the  rigidity 
of  the  thread,  the  acceleration  in 
this  case  is  proportional  to  dis- 
tance measured  along  the  cycloid 
from  its  lowest  point,  and  hence 
the  time  of  vibration  will  be 
strictly  the  same  for  large  as  for  small  amplitudes.  It  will,  in  fact, 
be  the  same  as  that  of  a  simple  pendulum  having  the  same  length 
as  the  cycloidal  pendulum  and  vibrating  in  a  small  arc 

Attempts  have  been  made  to  adapt  the  cycloidal  pendulum  to 
clocks,  but  it  has  been  found  that,  owing  to  the  greater  amount 
of  friction,  its  rate  was  less  regular  than  that  of  the  common  pendu- 
lum. It  may  be  remarked,  that  the  spring  by  which  pendulums  are 
often  suspended  has  the  effect  of  guiding  the  pendulum  bob  in  a 
curve  which  is  approximately  cycloidal,  and  thus  of  diminishing  the 
irregularity  of  rate  resulting  from  differences  of  amplitude. 

114.  Moment  of  Inertia. — Just  as  the  mass  of  a  body  is  the 
measure  of  the  force  requisite  for  producing  unit  ficceleration  when 
the  movement  is  one  of  pure  translation;  so  the  Tnoment  of  inertiu 
of  a  rigid  body  turning  about  a  fixed  axis  is  the  measure  of  the 
couple  requisite  for  producing  unit  acceleration  of  angular  velocity. 

We  suppose  angle  to  be  measured  by  ;^^»  so  that  the  angle  turned 

by  the  body  is  equal  to  the  arc  described  by  any  point  of  it  divided 
by  the  distance  of  this  point  from  the  axis;  and  the  angular  velocity 
of  the  body  will  be  the  velocity  of  any  point  divided  by  its  distance 
from  the  axis.  The  moment  of  inertia  of  the  body  round  the  axis 
is  numerically  equal  to  the  couple  which  would  produce  unit  change 
of  angular  velocity  in  the  body  in  unit  time.  We  shall  now  show 
how  to  express  the  moment  of  inertia  in  terms  of  the  masses  of  the 
particles  of  the  body  and  their  distances  from  the  axis. 

*  Since  the  evolute  of  the  cycloid  is  an  equal  cycloid. 
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Let  ra  denote  the  mass  of  any  particle,  r  its  distance  from  the 
axis,  and  ^  the  angular  acceleration.  Then  n^  is  the  acceleration  of 
the  particle  m,  and  the  force  which  would  produce  this  acceleration 
by  acting  directly  on  the  particle  along  the  line  of  its  motion  is 
rar^.  The  moment  of  this  force  round  the  axis  would  be  mT^<p  since 
its  arm  is  r.  The  aggregate  of  all  such  moments  as  this  for  all  the 
particles  of  the  body  is  evidently  equal  to  the  couple  which  actually 
produces  the  acceleration  of  the  body.  Using  the  sign  2  to  denote 
"  the  sum  of  such  terms  as,"  and  observing  that  ^  is  the  same  for  the 
whole  body,  we  have 

Applied  couple  =  2  {7nr^4>)  =  ^  2  (mr^y  (1) 

When  ^  is  unity,  the  applied  couple  will  be  equal  to  2  {m7^)y  which 
is  therefore,  by  the  foregoing  definition,  the  moment  of  inertia  of 
the  body  round  the  axis. 

115.  Moments  of  Inertia  Bound  Parallel  Axes. — The  moment  of 
inertia  round  an  axis  thrbugh  the  centre  of  mass  is  always  less  than 
that  round  any  parallel  axis. 

For  if  r  denote  the  distance  of  the  particle  m  from  an  axis  not 
passing  through  the  centre  of  mass,  and  x  and  y  its  distances  from  two 
mutually  rectangular  planes  through  this  axis,  we  have  r*=ic*+y^ 

Now  let  two  planes  parallel  to  these  be  drawn  through  the  centre 
of  mass;  let  £  and  n  be  the  distances  of  m  from  them,  and  p  its 
distance  from  their  line  of  intersection,  which  will  clearly  be  parallel 
to  the  given  axis.  Also  let  a  and  6  be  the  distances  respectively 
between  the  two  pairs  of  parallel  planes,  so  that  a* +6^  will  be  the 
square  of  the  distance  between  the  two  parallel  axes,  which  distance 
we  will  denote  by  h    Then  we  have 

«  =  f  ±a 
a;«  =  o«  +  {«  ±  2af,  y«  =  5«  +  i?«  ±  26 17. 

2  (mf»)  =  2  {in  (a«  +  6«)}  +  2  [m  ({*  +  17*)} 
±  2a  2  (f»f)  ±  26  2  {mi)    __ 
=  A*  2«i»  +  2  (to/)*)  ±  2a^  2m  ±  26  17  2«ii. 

where  {  and  17  are  the  values  of  {  and  17  for  the  centre  of  mass.  But 
these  values  are  both  zero,  since  the  centre  of  mass  lies  on  both  the 
planes  from  which  {  and  17  are  measured.     We  have  therefore 

2  {fM^  =  A«  2»rt  +  2  {mp\  (2) 

that  is  to  say,  the  moment  of  inertia  round  the  given  axis  exceeds 
the  moment  of  inertia  round  the  parallel  axis  through  the  centre  of 


Digitized  by 


Googk 


70  THE  PENDULUM. 

mass  by  the  product  of  the  whole  mass  into  the  square  of  the  dis- 
tance between  the  axes. 

116.  Application  to  Compoand  Pendalom. — The  application  of  this 
principle  to  "the  com'poimd  pendulum  leads  to  some  results  of  great 
interest  and  importance. 

Let  M  be  the  mass  of  a  compound  pendulum,  that  is,  a  rigid  body 
free  to  oscillate  about  a  fixed  horizontal  axis.  Let  A,  as  in  the 
preceding  section,  denote  the  distance  of  the  centre  of  mass  from 
this  axis;  let  B  denote  the  inclination  of  A  to  the  vertical,  and  ^  the 
angular  acceleration. 

Then,  since  the  forces  of  gravity  on  the  body  are  equivalent  to  a 
single  force  Mgr,  acting  vertically  downwards  at  the  centre  of  mass, 
and  therefore  having  an  arm  A  sin  6  with  respect  to  the  axis,  the 
moment  of  the  applied  forces  round  the  axis  is  M.gh  sin  0;  and  this 
must,  by  §  114,  be  equal  to  ^2  (mr^.     We  have  therefore 

~mr  =  —^'  ^^^ 

If  the  whole  mass  were  collected  at  one  point  at  distance  I  from  the 
axis,  this  equation  would  become 

and  the  angular  motion  would  be  the  same  as  in  the  actual  case  if 
I  had  the  value 

I   is   evidently  the    length   of   the   equivalent    simple 
pendulum. 

117.  Convertibility  of  Centres. — Again,  if  we  introduce 
a  length  k  such  that  Wc^  is  equal  to  2  (wp*),  that  is,  to 
the  moment  of  inertia  round  a  parallel  axis  through  the 
centre  of  mass,  we  have 

1%. «.  2  (TOr«)  =  2  (m/)»)  +  A*  2m  =  Mt*  +  MA« 

and  equation  (5)  becomes 

^'=—h-=h-^^  (6) 

or]c^=(]L-k)JL^  (7) 

In  the  annexed  figure  (Fig.  48)  which  represents  a  vertical  section 
through  the  centre  of  mass,  let  G  be  the  centre  of  mass,  A  the  "centre 
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of  suspension/*  that  is,  the  point  in  which  the  axis  cuts  the  plane 
of  the  figure,  and  O  the  "  centre  of  oscillation,"  that  is,  the  point  at 
which  the  mass  might  be  collected  without  altering  the  movement. 
Then,  by  definition,  we  have  • 

I  =  AC,  A  =  AG,  therefore  Z- A  =  GO, 

SO  that  equation  (7)  signifies 

P  =  AG  .  GO.  (8) 

Since  P  is  the  same  for  all  parallel  axes,  this  equation  shows  that 
when  the  body  is  made  to  vibrate  about  a  parallel  axis  through  O, 
the  centre  of  oscillation  will  be  the  point  A.  That  is  to  say;  the 
centres  of  ausperision  and  oscillation  are  interchangeable,  and  the 
product  of  their  distances  from  the  centre  of  mass  is  1^, 

118.  If  we  take  a  new  centre  of  suspension  A'  in  the  plane  of  the 
figure,  the  new  centre  of  oscillation  O'  will  lie  in  the  production  of 
A'G,  and  we  must  have 

A'G  .  GC  =  !:>  =  AG  .  GO. 

If  A'G  be  equal  to  AG,  GO'  will  be  equal  to  GO,  and  A'O'  to  AO, 
so  that  the  length  of  the  equivalent  simple  pendulum  will  be  \m- 
changed.  A  compound  pendulum  will  therefore  vibrate  in  the 
same  time  about  aU  parallel  axes  which  are  equidistant  from  the 
centre  of  mass. 

When  the  product  of  two  quantities  is  given,  their  sum  is  least 
when  they  are  equal,  and  becomes  continually  greater  as  they 
depart  further  from  equality.  Hence  the  length  of  the  equivalent 
simple  pendulum  AO  or  AG  +  GO  is  least  when 

AG  =  GO  =  ifc, 

and  increases  continually  as  the  distance  of  the  centre  of  suspen- 
sion from  G  is  either  increased  from  k  to  infinity  or  diminished  from 
k  to  zero.  Hence,  when  a  body  vibrates  about  an  axis  which  passes 
very  nearly  through  its  centre  of  gravity,  its  oscillations  are  exceed- 
ingly slow. 

119.  Eater's  Pendulum. — The  principle  of  the  convertibility  of 
centres,  established  in  §  117,  was  discovered  by  Huygens,  and 
afibrds  the  most  convenient  practical  method  of  constructing  a 
pendulum  of  known  length.  In  Kater's  pendulum  there  are  two 
parallel  knife-edges  about  either  of  which  the  pendulum  can  be 
made  to  vibrate,  and  one  of  them  can  be  adjusted  to  any  distance 
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from  the  other.  The  pendulum  is  swung  first  upon  one  of  these 
edges  and  then  upon  the  other,  and,  if  any  dlfierence  is  detected  in 
the  times  of  vibration,  it  is  corrected  by  moving  the  adjustable  edge. 
When  the  difference  has  been  completely  destroyed,  the  distance 
between  the  two  edges  is  the  length  of  the  equivalent  simple  pendu- 
lum. It  is  necessary,  in  any  arrangement  of  this  kind,  that  the  two 
knife-edges  should  be  in  a  plane  passing  through  the  centre  of  gravity; 
also  that  they  should  be  on  opposite  sides  of  the  centre  of  gravity, 
and  at  imequal  distances  from  it. 

120.  Determination  of  the  Value  of  g, — Returning  to  the  formula  for 

the  simple  penduliun  T  =  x  \/j*  ^^  easily  deduce  from  it  gr  =  ^, 
whence  it  follows  that  the  value  of  g  can  be  determined  by  making 
a  pendulum  vibrate  and  measuring  T  and  L  T  is  determined  by 
counting  the  number  of  vibrations  that  take  place  in  a  given  time; 
I  can  be  calculated,  when  the  pendulum  is  of  regular  form,  by  the 
aid  of  formulsB  which  are  given  in  treatises  on  rigid  dynamics,  but 
its  value  is  more  easily  obtained  by  Kater*s  method,  described  above, 
founded  on  the  principle  of  the  convertibility  of  the  centres  of 
suspension  and  oscillation. 

It  is  from  penduliun  observations,  taken  in  great  numbers  at 
different  parts  of  the  earth,  that  the  approximate  formula  for  the 
intensity  of  gravity  which  we  have  given  at  §  91  has  been  deduced. 
Local  peculiarities  prevent  the  possibility  of  laying  down  any  general 
formula  with  precision;  and  the  exact  value  of  g  for  any  place  can 
only  be  ascertained  by  observations  on  the  spot. 
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CONSEKVATION   OF   ENERGY. 


121.  Definition  of  Kinetic  Energy. — We  have  seen  in  §  93  that  the 
work  which  must  be  done  upon  a  mass  of  m  grammes  to  give  it  a 
velocity  of  v  centimetres  per  second  is  ^mv^  ergs.  Though  we  have 
proved  this  only  for  the  case  of  falling  bodies,  with  gravity  as  the 
working  force,  the  result  is  true  universally,  as  is  shown  in  advanced 
treatises  on  mathematical  physics.  It  is  true  whether  the  motion 
be  rectilinear  or  curvilinear,  and  whether  the  working  force  act  in 
the  line  of  motion  or  at  an  angle  with  it. 

K  the  velocity  of  a  mass  increases  from  Vi  to  Vg,  the  work  done 
upon  it  in  the  interval  is  ^i  {v^—v^))  in  other  words,  is  the 
increase  of  imt;*. 

On  the  other  hand,  if  a  force  acts  in  such  a  manner  as  to  oppose 
the  motion  of  a  moving  mass,  the  force  will  do  negative  work,  the 
amount  of  which  will  be  equal  to  the  decrease  in  the  value  of  Jm^. 

For  example,  during  any  portion  of  the  ascent  of  a  projectile,  the 
diminution  in  the  value  of  i^mi^  is  equal  to  gm  multiplied  by  the 
increase  of  height;  and  during  any  portion  of  its  descent  the  increase 
in  ^TTvi^  is  equal  to  gm  multiplied  by  the  decrease  of  height. 

The  work  which  must  have  been  done  upon  a  body  to  give  it  its 
actual  motion,  supposing  it  to  have  been  initially  at  rest,  is  called 
the  energy  of  motion  or  the  kinetic  energy  of  the  body.  It  can  be 
computed  by  multiplying  half  the  mass  by  the  square  of  the  velocity. 

122.  Definition  of  Static  or  Potential  Energy. — When  a  body  of 
mass  m  is  at  a  height  s  above  the  ground,  which  we  will  suppose 
level,  gravity  is  ready  to  do  the  amount  of  work  gm^  upon  it  by 
making  it  fall  to  the  ground.  A  body  in  an  elevated  position  may 
therefore  be  regarded  as  a  reservoir  of  work.  In  like  manner  a 
wound-up  clock,  whether  driven  by  weights  or  by  a  spring,  has 
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work  stored  up  in  it.  In  all  these  cases  there  is  force  between  parts 
of  a  system  tending  to  produce  relative  motion,  and  there  is  room 
for  such  relative  motion  to  take  place.  There  is  force  ready  to  act, 
and  space  for  it  to  act  through.  Also  the  force  is  always  the  same 
in  the  same  relative  position  of  the  parts.  Such  a  system  possesses 
energy,  which  is  usually  called  potential.  We  prefer  to  call  it 
statical,  inasmuch  as  its  amount  is  computed  on  statical  principles 
alone.^  Statical  energy  depends  jointly  on  mutual  force  and  relative 
position.  Its  amoimt  in  any  given  position  is  the  amount  of  work 
which  would  be  done  by  the  forces  of  the  system  in  passing  from 
this  position  to  the  standard  position.  When  we  are  speaking  of 
the  energy  of  a  heavy  body  in  an  elevated  position  above  level 
ground,  we  naturally  adopt  as  the  standard  position  that  in  which 
the  body  is  lying  on  the  ground.  When  we  speak  of  the  energy  of 
a  wound-up  clock,  we  adopt  as  the  standard  position  that  in  which 
the  clock  has  completely  run  down.  Even  when  the  standard 
position  is  not  indicated,  we  can  still  speak  definitely  of  the  differ- 
ence between  the  energies  of  two  given  positions  of  a  system;  just 
as  we  can  speak  definitely  of  the  difference  of  level  of  two  given 
points  without  any  agreement  as  to  the  datum  from  which  levels 
are  to  be  reckoned. 

128.  Conservation  of  Mechanical  Energy. — When  a  frictionless 
system  is  so  constituted  that  its  forces  are  always  the  same  in  the 
same  positions  of  the  system,  the  amount  of  work  done  by  these 
forces  during  the  passage  from  one  position  A  to  another  position  B 
will  be  independent  of  the  path  pursued,  and  will  be  equal  to  minus 
the  work  done  by  them  in  the  passage  from  B  to  A.  The  earth  and 
any  heavy  body  at  its  surface  constitute  such  a  system;  the  force  of  the 
system  is  the  mutual  gravitation  of  these  two  bodies;  and  the  work 
done  by  this  mutual  gravitation,  when  the  body  is  moved  by  any 
path  from  a  point  A  to  a  point  B,  is  equal  to  the  weight  of  the  body 
multiplied  by  the  height  of  A  above  B.  When  the  system  passes 
through  any  series  of  movements  beginning  with  a  given  position 
and  ending  with  the  same  position  again,  the  algebraic  total  of  work 
done  by  the  forces  of  the  system  in  this  series  of  movements  is  zero. 
For  instance,  if  a  heavy  body  be  carried  by  a  roundabout  path  back 
to  the  point  from  whence  it  started,  no  work  is  done  upon  it  by 
gravity  upon  the  whole. 

Every  position  of  such  a  system  has  therefore  a  definite  amount 
*  That  is  to  say,  the  compatation  involves  no  reference  to  the  laws  of  motion. 
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of  statical  energy,  reckoned  with  respect  to  an  arbitrary  standard 
position.  The  work  done  by  the  forces  of  the  system  in  passing 
from  one  position  to  another  is  (by  definition)  equal  to  the  loss  of 
static  energy;  but  this  loss  is  made  up  by  an  equal  gain  of  kinetic 
energy.  Conversely  if  kinetic  energy  is  lost  in  passing  from  one 
position  to  another,  the  forces  do  negative  work  equal  to  this  loss, 
and  an  equal  amount  of  static  energy  is  gained.  The  total  energy 
of  the  system  (including  both  static  and  kinetic)  therefore  remains 
unaltered. 

An  approximation  to  such  a  state  of  things  is  exhibited  by  a 
pendulum.  In  the  two  extreme  positions  it  is  at  rest,  and  has  there- 
fore no  kinetic  energy;  but  its  statical  energy  is  then  a  maximum. 
In  the  lowest  position  its  motion  is  most  rapid;  its  kinetic  energy  is 
therefore  a  maximum,  but  its  statical  energy  is  zero.  The  difference 
of  the  statical  energies  of  any  two  positions,  will  be  the  weight  of 
the  pendulum  multiplied  by  the  difference  of  levels  of  its  centre  of 
gravity,  and  this  will  also  be  the  difference  (in  inverse  order)  between 
the  kinetic  energies  of  the  pendulum  in  these  two  positions. 

As  the  pendulum  is  continually  setting  the  air  in  motion  and  thus 
doing  external  work,  it  gradually  loses  energy  and  at  last  comes  to 
rest,  unless  it  be  supplied  with  energy  from  a  clock  or  some  other 
source.  K  a  pendulum  could  be  swung  in  a  perfect  vacuum,  with 
an  entire  absence  of  friction,  it  would  lose  no  energy,  and  would 
vibrate  for  an  indefinite  time  without  decrease  of  amplitude. 

124.  niastration  from  Pile-driving. — ^An  excellent  illustration  of 
transformations  of  energy  is  furnished  by  pile-driving.  A  large 
mass  of  iron  called  a  raTYi  is  slowly  hauled  up  to  a  height  of  several 
yards  above  the  pile,  and  is  then  allowed-  to  fall  upon  it.  During 
the  ascent,  work  must  be  supplied  to  overcome  the  force  of  gravity; 
and  this  work  is  represented  by  the  statical  energy  of  the  ram  in  its 
highest  position.  While  falling,  it  continually  loses  statical  and 
gains  kinetic  energy;  the  amount  of  the  latter  which  it  possesses 
immediately  before  the  blow  being  equal  to  the  work  which  has 
been  done  in  raising  it.  The  effect  of  the  blow  is  to  drive  the  pile 
through  a  small  distance  against  a  resistance  very  much  greater  than 
the  weight  of  the  ram;  the  work  thus  done  being  nearly  equal  to 
the  total  energy  which  the  ram  possessed  at  any  point  of  its  descent. 
We  say  nearly  equal,  because  a  portion  of  the  energy  of  the  blow  is 
spent  in  producing  vibrations. 

125.  Hindrances    to  Availability    of   Energy. — There    is    almost 
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always  some  waste  in  utilizing  energy.  When  water  turns  a  mill- 
wheel,  it  runs  away  from  the  wheel  with  a  velocity,  the  square  of 
which  multiplied  by  half  the  mass  of  the  water  represents  energy 
which  has  run  to  waste. 

Friction  again  often  consumes  a  large  amount  of  energy;  and  in 
this  case  we  cannot  (as  in  the  preceding  one)  point  to  any  palpable 
motion  of  a  mass  as  representing  the  loss.  Heat,  however,  is  pro- 
duced, and  the  energy  which  has  disappeared  as  regarded  from  a 
gross  mechanical  point  of  view,  has  taken  a  molecular  form.  Heat 
is  a  form  of  molecular  energy;  and  we  know,  from  modem  re- 
searches, what  quantity  of  heat  is  equivalent  to  a  given  amount  of 
mechanical  work.  In  the  steam-engine  we  have  the  converse 
process;  mechanical  work  is  done  by  means  of  heat,  and  heat  is 
destroyed  in  the  doing  of  it,  so  that  the  amount  of  heat  given  out 
by  the  engine  is  less  than  the  amoimt  supplied  to  it. 

The  sciences  of  electricity  and  magnetism  reveal  the  existence  of 
other  forms  of  molecular  energy;  and  it  is  possible  in  many  ways  to 
produce  one  form  of  energy  at  the  expense  of  another;  but  in  every 
case  there  is  an  exact  equivalence  between  the  quantity  of  one  kind 
which  comes  into  existence  and  the  quantity  of  another  kind  which 
simultaneously  disappears.  Hence  the  problem  of  constructing  a 
self -driven  engine,  which  we  have  seen  to  be  impossible  in  mechanics, 
is  equally  impossible  when  molecular  forms  of  energy  are  called  to 
the  inventor's  aid. 

Energy  may  be  transformed,  and  may  be  communicated  from  one 
system  to  another;  but  it  cannot  be  increased  or  diminished  in  total 
amount.  This  great  natural  law  is  called  the  principle  of  t/te  con- 
aervcUion  of  energy. 


Digitized  by 


Googk 


CHAPTEE   X. 


ELASTICITY. 


126.  Elasticity  and  its  Limits. — There  is  no  such  thing  in  nature 
as  an  absolutely  rigid  body.  All  bodies  yield  more  or  less  to  the 
action  of  force;  and  the  property  in  virtue  of  which  they  tend  to 
recover  their  original  form  and  dimensions  when  these  are  forcibly 
changed,  is  called  elasticity.  Most  solid  bodies  possess  almost  per- 
fect elasticity  for  small  deformations;  that  is  to  say,  when  distorted, 
extended,  or  compressed,  within  certain  small  limits,  they  will,  on 
the  removal  of  the  constraint  to  which  they  have  been  subjected, 
instantly  regain  almost  completely  their  original  form  and  dimen- 
sions. These  limits  (which  are  called  the  limits  of  elasticity)  are 
different  for  different  substances;  and  when  a  body  is  distorted 
beyond  these  limits,  it  takes  a  set,  the  form  to  which  it  returns 
being  intermediate  between  its  original  form  and  that  into  which  it 
was  distorted. 

When  a  body  is  distorted  within  the  limits  of  its  elasticity,  the 
force  with  which  it  reacts  is  directly  proportional  to  the  amount  of 
distortion.  For  example,  the  force  required  to  make  the  prongs  of 
a  tuning-fork  approadi  each  other  by  a  tenth  of  an  inch,  is  double 
of  that  required  to  produce  an  approach  of  a  twentieth  of  an  inch; 
and  if  a  chain  is  lengthened  a  twentieth  of  an  inch  by  a  weight  of 
1  cwt.,  it  will  be  lengthened  a  tenth  of  an  inch  by  a  weight  of  2 
cwt.,  the  chain  being  supposed  to  be  strong  enough  to  experience  no 
permanent  set  from  this  greater  weight.  Also,  within  the  limits  of 
elasticity,  equal  and  opposite  distortions,  if  small,  are  resisted  by 
equal  reactions.  For  example,  the  same  force  which  suffices  to 
make  the  prongs  of  a  tuning-fork  approach  by  a  twentieth  of  an 
inch,  will,  if  applied  in  the  opposite  direction,  make  them  separate 
by  the  same  amount. 
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127.  Isochronism  of  Small  Vibrations. — An  important  consequence 
of  these  laws  is,  that  when  a  body  receives  a  slight  distortion 
within  the  limits  of  its  elasticity,  the  vibrations  which  ensue  when 
the  constraint  is  removed  are  isochronous.  This  follows  from  §  111, 
inasmuch  as  the  accelerations  are  proportional  to  the  forces,  and  arc 
therefore  proportional  at  each  instant  to  the  deformation  at  that 
instant. 

128.  Stress^  Strain,  and  Coeffloients  of  Elasticity. — ^A  body  which, 
like  indian-rubber,  can  be  subjected  to  large  deformations  without 
receiving  a  permanent  set,  is  said  to  have  wide  limits  of  elasticity. 

A  body  which,  like  steel,  opposes  great  resistance  to  deformation, 
is  said  to  have  large  coefficients  of  elasticity. 

Any  change  in  the  shape  or  size  of  a  body  produced  by  the  appli- 
cation of  force  to  the  body  is  called  a  strain;  and  an  action  of  force 
tending  to  produce  a  strain  is  called  a  stress. 

When  a  wire  of  cross-section  A  is  stretched  with  a  force  F,  the 

longitudinal  stress  is  ^;  this  being  the  intensity  of  force  per  unit 

area  with  which  the  two  portions  of  the  wire  separated  by  any 
cross-section  are  pulling  each  other.  If  the  length  of  the  wire  when 
unstressed  is  L  and  when  stressed  L+l,  the  longitudinal  strain  is 

jj  A  stress  is  always  expressed  in  units  of  force  per  unit  of  area. 
A  strain  is  always  expressed  as  the  ratio  of  two  magnitudes  of  the 
same  kind  (in  the  above  example,  two  lengths),  and  is  therefore 
independent  of  the  units  employed. 

The  quotient  of  a  stress  by  the  strain  (of  a  given  kind)  which  it 
produces,  is  called  a  coefficient  or  modulus  of  elasticity.    In  the  above 

example,  the  quotient  -^^  is  called  Youngs  modulus  of  elasticity. 

As  the  wire,  while  it  extends  lengthwise,  contracts  laterally,  there 
will  be  another  coefficient  of  elasticity  obtained  by  dividing  the 
longitudinal  stress  by  the  lateral  strain. 

It  is  shown,  in  special  treatises,  that  a  solid  substance  may  have 
21  independent  coefficients  of  elasticity;  but  that  when  the  substance 
is  isotropiCy  that  is,  has  the  same  properties  in  all  directions,  the 
number  reduces  to  2. 

129.  Volume-elasticity. — The  only  coefficient  of  elasticity  possessed 
by  liquids  and  gases  is  elasticity  of  volume.  When  a  body  of  volume 
V  is  reduced  by  the  application  of  uniform  normal  pressure  over  its 

whole  surface  to  volume  Y—v,  the  volume-strain  is  ^  and  if  this 
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effect  is  produced  by  a  pressure  of  p  units  of  force  per  unit  of  area, 
the  elasticity  of  volume  is  the  quotient  of  the  stress  p  by  the  strain 

^  or  is  ^.     This  is  also  called  the  resistance  to  compression; 

and  its  reciprocal  -y  is  called  the  corapressihility  of  the  substance. 

In  dealing  with  gases,  p  must  be  understood  as  a  pressure  super- 
added to  the  original  pressure  of  the  gas. 

Since  a  strain  is  a  mere  numerical  quantity,  independent  of  units, 
a  coefficient  of  elasticity  must  be  expressed,  like  a  stress,  in  units  of 
force  per  unit  of  area.  In  the  C.G.S.  system,  stresses  and  coefficients 
of  elasticity  are  expressed  in  dynes  per  square  centimetre.  The 
followiog  are  approximate  values  (thus  expressed)  of  the  two  co- 
efficients of  elasticity  above  defined: — 


Toong's 

Elasticity  of 

Moduliu. 

Volmne. 

GluB  (flint\ 

60x10" 

40x10" 

Steel, 

210x10" 

180  x 10" 

Iron  (wronght), 

190x10" 

140x10" 

Iron  (cast), 

130  X 10" 

96  X  10" 

Copper, 

120x10" 

160  X 10" 

Mercmy, 

64x10" 

Water, 

2  X 10" 

Alcohol. 

1-2  X  W^ 

^ 


5| 


130.  (Ersted's  Piezometer.— The 
compression  of  liquids  has  been 
observed  by  means  of  OErsted's 
piezometer,  which  is  represented 
in  Fig.  49.  The  liquid  whose 
compression  is  to  be  observed  is 
contained  in  a  glass  vessel  6, 
resembling  a  thermometer  with 
a  very  large  bulb  and  short  tube. 
The  tube  is  open  above,  and  a 
globule  of  mercury  at  the  top 
of  the  liquid  column  serves  as  an 
index.  This  apparatus  is  placed 
in  a  very  strong  glass  Vessel  a  full 
of  water.  When  pressure  is  exerted  by  means  of  the  piston  Iclh, 
the  index  of  mercury  is  seen  to  descend,  showing  a  diminution  of 
volume  of  the  liquid,  and  showing  moreover  that  this  diminution  of 
volume  exceeds  that  of  the  containing  vessel  6.     It  might  at  first 


V^ 


Figv  49.— (Enied's  Piezometer. 
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sight  appear  that  since  this  vessel  is  subjected  to  equal  pressure 
within  and  without,  its  volume  is  unchanged;  but  in  fact,  its 
volume  is  altered  to  the  same  extent  as  that  of  a  solid  vessel  of  the 
same  material;  for  the  interior  shells  would  react  with  a  force 
precisely  equivalent  to  that  which  is  exerted  by  the  contained 
liquid. 
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131.  Friction,  Einetioal  and  Statical.^ — When  two  bodies  axe  pressed 
together  in  such  a  manner  that  the  direction  of  their  mutual  pressure 
is  not  normal  to  the  surface  of  contact,  the  pressure  can  be  resolved 
into  two  parts,  one  normal  and  the  other  tangential.  The  tangential 
component  is  called  the  fcyrce  of  friction  between  the  two  bodies. 
The  friction  is  called  kinetical  or  statical  according  as  the  bodies 
are  or  are  not  sliding  one  upon  the  other. 

As  regards  kinetical  friction,  experiment  shows  that  if  the  normal 
pressure  between  two  given  surfaces  be  changed,  the  tangential  force 
changes  almost  exactly  in  the  same  proportion;  in  other  words,  the 
ratio  of  the  force  of  friction  to  the  normal  pressure  is  nearly  constant 
for  two  given  surfaces.  This  ratio  is  called  the  coefficient  of  kinetical 
friction  between  the  two  surfaces,  and  is  nearly  independent  of  the 
velocity. 

132.  Statical  Friction.  Limiting  Angle. — It  is  obvious  that  the 
statical  friction  between  two  given  surfaces  is  zero  when  their  mutual 
pressure  is  normal,  and  increases  with  the  obliquity  of  the  pressure 
if  the  normal  component  be  preserved  constant.  The  obliquity, 
however,  cannot  increase  beyond  a  certain  limit,  depending  on  the 
nature  of  the  bodies,  and  seldom  amounting  to  so  much  as  45°.  Be- 
yond this  limit  sliding  takes  place.  The  limiting  obliquity,  that  is, 
the  greatest  angle  that  the  mutual  force  can  make  with  the  normal, 
is  called  the  limiting  angle  of  friction  for  the  two  surfaces;  and 
the  ratio  of  the  tangential  to  the  normal  component  when  the 
mutual  force  acts  at  the  limiting  angle,  is  called  the  coefficient  of 
statical  friction  for  the  two  surfaces.  The  coefficient  and  limiting 
angle  remain  nearly  constant  when  the  normal  force  is  varied. 

The  coefficient  of  statical  friction  is  in  almost  every  case  greater 
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than  the  coefficient  of  kinetical  friction;  in  other  words,  friction 
offers  more  resistance  to  the  commencement  of  sliding  than  to  the 
continuance  of  it. 

A  body  which  has  small  coefficients  of  friction  with  other  bodies 
is  called  slippery. 

138.  Coefflcient=tan  B.  Inclined  Plane. — If  6  be  the  inclination 
of  the  mutual  force  P  to  the  common  normal,  the  tangential  com- 
ponent will  be  P  sin  0,  the  normal  component  P  cos  6,  and  the  ratio 
of  the  former  to  the  latter  will  be  tan  6,  Hence  the  coefficient  of 
statical  friction  is  equal  to  the  tangent  of  the  liifniting  angle,  of 
friction. 

When  a  heavy  body  rests  on  an  inclined  plane,  the  mutual  pressure 
is  vertical,  and  the  angle  6  is  the  same  as  the  inclination  of  the 
plane.  Hence  if  an  inclined  plane  is  gradually  tilted  till  a  body 
lying  on  it  slides  under  the  action  of  gravity,  the  inclination  of  the 
plane  at  which  sliding  begins  is  the  limiting  angle  of  friction 
between  the  body  and  the  plane,  and  the  tangent  of  this  angle  is  the 
coefficient  of  statical  friction. 

Again,  if  the  inclination  of  a  plane  be  such  that  the  motion  of  a 
body  sliding  down  it  imder  the  action  of  gravity  is  neither  accelerated 
nor  retarded,  the  tangent  of  this  inclination  will  be  the  coefficient 
of  kinetical  friction. 
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184.  Hydrodynamics. — We  shall  now  treat  of  the  laws  of  force  as 
applied  to  fluids.  This  branch  of  the  general  science  of  dynamics  is 
called  hydrodynamics  {h^wp,  water),  and  is  divided  into  hydrostatics 
and  hydrokinetics.  Our  discussions  will  be  almost  entirely  confined 
to  hydrostatics. 

FLUIDS. — ^TRANSMISSION   OF  PRESSURE. 

The  naxaejluid  comprehends  both  liquids  and  gases. 

135.  No  Statical  Friction  in  Fluids. — A  fluid  at  rest  cannot  exert 
any  tangential  force  against  a  surface  in  contact  with  it;  its  pressure 
at  every  point  of  such  a  surface  is  entirely  normal.  A  slight  tangen- 
tial force  is  exerted  by  fluids  in  motion;  and  this  fact  is  expressed 
by  saying  that  all  fluids  are  more  or  less  viscous.  An  imaginary 
perfect  fluid  would  be  perfectly  free  from  viscosity;  its  pressure 
agaiiist  any  surface  would  be  entirely  normal,  whether  the  fluid 
were  in  motion  or  at  rest. 

136.  Intensity  of  Pressure. — When  pressure  is  imiform  over  an 
area,  the  total  amount  of  the  pressure,  divided  by  the  area,  is  called 
the  intensity  of  the  'pressure.  The  C.G.S.  unit  of  intensity  of 
pressure  is  a  pressure  of  a  dyne  on  each  square  centimetre  of  sur- 
face. A  rough  unit  of  intensity  frequently  used  is  the  pressure  of 
a  pound  per  square  inch.  This  unit  varies  with  the  intensity  of 
gravity,  and  has  an  average  value  of  about  69,000  C.G.S.  imits. 
Another  rough  unit  of  intensity  of  pressure  frequently  employed  is 
"  an  atmosphere  '* — that  is  to  say,  the  average  intensity  of  pressure 
of  the  atmosphere  at  the  surface  of  the  earth.  This  is  about 
1,000,000  C.G.S.  units. 
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The  single  word  "  pressure  "  is  used  sometimes  to  denote  "  amount 
of  pressure"  (which  can  be  expressed  in  dynes)  and  sometimes 
"  intensity  of  pressure"  (which  can  be  expressed  in  dynes  per  square 
centimetre).  The  context  usually  serves  to  show  which  of  these 
two  meanings  is  intended. 

137.  Pressure  the  Same  in  all  Directions. — ^The  intensity  of  pressure 
at  any  point  of  a  fluid  is  the  same  in  all  directions;  it  is  the  same 
whether  the  surface  which  receives  the  pressure  faces  upwards, 
downwards,  horizontally,  or  obliquely. 

This  equality  is  a  direct  consequence  of  the  absence  of  tangential 
force  between  two  contiguous  portions  of  a  fluid. 

For  in  order  that  a  small  triangular  prism  of  the  fluid  (its  ends 
being  right  sections)  may  be  in  equilibrium,  the  pressures  on  its 
three  faces  must  balance  each  other.  But  when  three  forces  balance 
each  other,  they  are  proportional  to  the  sides  of  a  triangle  to  which 
they  are  perpendicular;^  hence  the  amounts  of  pressure  on  the 
three  faces  are  proportional  to  the  faces,  in  other  words  the  inten- 
sities of  these  three  pressures  are  equal.  As  we  can  take  two  of 
the  faces  perpendicular  to  any  two  given  directions,  this  proves  that 
the  pressures  in  all  directions  at  a  point  are  of  equal  intensity. 

138.  Pressure  the  Same  at  the  Same  Level. — 
In  a  fluid  at  rest,  the  pressure  is  the  same 
at  all  points  in  the  same  horizontal  plane. 
This  appears  from  considering  the  equilibrium 
of  a  horizontal  cylinder  AB  (Fig.  50),  of  small 
sectional  area,  its  ends  being  right  sections. 
The  pressures  on  the  sides  are  normal,  and 
therefore  give  no  component  in  the  direction 
Pig.  60.  ^f  ^Q  length;  hence  the  pressures  on  the 

ends  must  be  equal  in  amount;  but  they  act  on  equal  areas;  there- 
fore their  intensities  are  equal. 

A  horizontal  surface  in  a  liquid  at  rest  may  therefore  be  called  a 
"  surface  of  equal  pressure." 

139.  Difference  of  Pressure  at  Different  Levels. — The  increase  of 
pressure  with  depth,  in  a  fluid  of  uniform  density,  can  be  investi- 
gated as  follows: — Consider  the  equilibrium  of  a  vertical  cylinder 
mm'  (Fig.  51),  its  ends  being  right  sections.     The  pressures  on  its 

*  Thia  is  an  obviotis  consequence  of  the  triangle  of  forces  (art.  14) ;  for  if  the  sides  of 
a  triangle  are  parallel  to  three  forces,  we  have  only  to  turn  the  triangle  through  a  right 
angle,  and  its  sides  will  then  be  perpendicular  to  the  forces. 
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Pig.  51. 


sides  are  normal,  and  therefore  horizontal.     The  only  vertical  forces 

acting  upon  it  are  its  own  weight  and  the  pressures  on  its  ends,  of 

which  it  is  to  be  observed  that  the  pressure 

on  the  upper  end  acts  downwards  and  that 

on  the  lower  end  upwards.     The  pressure  on 

the  lower  end  therefore  exceeds  that  on  the 

upper  end  by  an  amount  equal  to  the  weight 

of  the  cylinder.    If  a  be  the  sectional  area,  w 

the  weight  of  unit  volume  of  the  liquid,  and 

A  the  length  of  the  cylinder,  the  volume  of 

the  cylinder  is  ha,  and  its  weight  wha,  which 

must  be  equal  to  (p—p)  a  if  p,p'  are  the  intensities  of  pressure  on 

the  lower  and  upper  ends  respectively.     We  have  therefore 

p-p'  =  wh, 

that  is,  the  i/ncrease  of  pressure  in  descending  through  a  depth  h 
is  wL 

The  principles  of  this  and  the  preceding  section  remain  appli- 
cable whatever  be  the  shape  of  the  containing  vessel,  even  if  it  be 
such  as  to  render  a  circuitous  route  necessary  in  passing  from  one 
of  two  points  compared  to  the  other;  for  this  route  can  always  be 
made  to  consist  of  a  succession  of  vertical  and  horizontal  lines,  and 
the  preceding  principles  when  applied  to  each  of  these  lines  separ- 
ately, will  give  as  the  final  result  a  diflFerence  of  pressure  wh  for  a 
difference  of  heights  h. 

If  d  denote  the  density  of  the  liquid,  in  grammes  per  sq.  cm.,  the 
weight  of  a  cubic  cm.  will  be  gd  dynes.  The  increase  of  pressure 
for  an  increase  of  depth  h  cm.  is  therefore  ghd  dynes  per  sq.  cm. 
If  there  be  no  pressure  at  the  surface  of  the  liquid,  this  will  be  the 
actual  pressure  at  the  depth  h. 

140.  Free  Surface. — It  follows  from  these  principles  that  the  free 
surface  of  a  liquid  at  rest — that  is,  the 
stirface  in  contact  with  the  atmosphere 
— must  be  horizontal;  since  all  points  in 
this  surface  are  at  the  same  pressure.  If 
the  surface  were  not  horizontal,  but  were 
higher  at  n  than  at  n'  (Fig.  52),  the  pres- 
sures at  the  two  points  m,  m'  vertically 
beneath  them  in  any  horizontal  plane 
AB  would  be  unequal,  for  they  would  be  due  to  the  weights 
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Fig  53. 


of  unequal  columns  nm,  n'm,  and  motion  would  ensue  from  m 
towards  m'. 

The  same  conclusion  can  be  deduced  from  considering  the  equili- 
brium of  a  particle  at  the  surface,  as  M  (Fig.  53).  K  the  tangent 
plane  at  M  were  not  horizontal  there  would  be  a  component  of 

gravity  tending  to  make  the  particle 
slide  down;  and  this  tendency  would 
produce  motion,  since  there  is  no  fric- 
tion to  oppose  it. 

141.  Transmissibility  of  Pressore  in 
Floids. — Since  the  difference  of  the 
pressures  at  two  points  in  a  fluid  can 
be  determined  by  the  foregoing  prin- 
ciples, independently  of  any  knowledge  of  the  absolute  intensity 
of  either,  it  follows  that  when  increase  or  diminution  of  pres- 
sure occurs  at  one  point,  an  equal  increase  or  diminution  must 
occur  throughout  the  whole  fluid.  A  fluid  in  a  dosed  vessel 
perfectly  transmits  through  its  whole  substance  whatever  pressure 
we  apply  to  any  part.  The  changes  in  amwuTvt  of  pressure  will  be 
equal  for  all  equal  areas.  For  unequal  areas  they  will  be  propor- 
tional to  the  areas. 

Thus  if  the  two  vertical  tubes  in  Fig.  54  have  sectional  areas 
which  are  as  1  to  16,  a  weight  of  1  kilo- 
gram acting  on  the  surface  of  the  liquid 
in  the  smaller  tube  will  be  balanced  by 
16  kilograms  acting  on  the  surface  of  the 
liquid  in  the  larger. 

This  principle  of  the  perfect  transmis- 
sion of  pressure  by  fluids  appears  to  have 
been  first  discovered  and  published  by 
Stevinus;  but  it  was  rediscovered  by 
Pascal  a  few  years  later,  and  having  been 
made  generally  known  by  his  writings  is 
often  called  "  Pascal*s  principle."  In  his 
celebrated  treatise  on  the  Equilihriura  of 
Liquids,  he  says,  "If  a  vessel  full  of  water,  closed  on  all  sides,  has 
two  openings,  the  one  a  hundred  times  as  large  as  the  other,  and  if 
each  be  supplied  with  a  piston  which  fits  exactly,  a  man  pushing 
the  small  piston  will  exert  a  force  which  will  equilibrate  that  of  a 
hundred  men  pushing  the  piston  which  is  a  hundred  times  as  large. 


jiar. 


16  K 


if.  64.— Pxincipleof  the  Ilydraalio 
Preai. 


Digitized  by 


Googk 


TRANSMISSIBILITY   OF  PBESSUKE.  87 

and  will  overcome  that  of  ninety-nine.  And  whatever  may  be  the 
proportion  of  these  openings,  if  the  forces  applied  to  the  pistons  are 
to  each  other  as  the  openings,  they  will  be  in  equilibrium." 

142.  Hydraulic  Press. — This  mode  of  multiplying  force  remained 
for  a  long  time  practically  unavailable  on  accoimt  of  the  difficulty 
of  making  the  pistons  water-tight.  The  hydraulic  press  was  first 
successfully  made  by  Bramah,  who  invented  the  cupped  leather  collar 
illustrated  in  Fig.  166,  §  264.  Fig.  165  shows  the  arrangements  of 
the  press  as  a  whole.  Instead  of  pistons,  plungers  are  employed; 
that  is  to  say,  solid  cylinders  of  metal  which  can  be  pushed  down 
into  the  liquid,  or  can  be  pushed  up  by  the  pressure  of  the  liquid 
against  their  bases.  The  volume  of  liquid  displaced  by  the  advance 
of  a  plunger  is  evidently  equal  to  that  displaced  by  a  piston  of  the 
same  sectional  area,  and  the  above  calculations  for  pistons  apply  to 
plungers  as  welL  The  plungers  work  through  openings  which  are 
kept  practically  water-tight  by  means  of  the  cup-leather  arrange- 
ment. The  cup-leather,  which  is  shown  both  in  plan  and  section 
in  Fig.  166,  consists  of  a  leather  ring  bent  so  as  to  have  a  semi- 
circular section.  It  is  fitted  into  a  hollow  in  the  interior  of  the 
sides  of  the  opening,  so  that  water  leaking  up  along  the  circumfer- 
ence of  the  plunger  wiU  fill  the  concavity  of  the  leather,  and,  by 
pressing  on  it,  will  produce  a  packing  which  fits  more  tightly  as  the 
pressure  on  the  plunger  increases. 

143.  Principle  of  Work  Applicable.^-In  Fig.  54,  when  the  smaller 
piston  advances  and  forces  the  other  back,  the  volume  of  liquid 
driven  out  of  the  smaller  tube  is  equal  to  the  sectional  area  multi- 
plied by  the  distance  through  which  the  piston  advances.  In  like 
manner,  the  volume  of  liquid  driven  into  the  larger  tube  is  equal  to 
its  sectional  area  multiplied  by  the  distance  that  its  piston  is  forced 
back.  But  these  two  volumes  are  equal,  since  the  same  volume  of 
liquid  that  leaves  one  tube  enters  the  other.  The  distances  through 
which  the  two  pistons  move  are  therefore  inversely  as  their  sectional 
areas,  and  hence  are  inversely  as  the  amounts  of  pressure  applied 
to  them.  The  work  done  in  pushing  forward  the  smaller  piston  is 
therefore  equal  to  the  work  done  by  the  liquid  in  pushing  back  the 
larger.     This  was  remarked  by  Pascal,  who  says — 

"  It  is,  besides,  worthy  of  admiration  that  in  this  new  machine 
we  fijid  that  constant  rule  which  is  met  with  in  all  the  old  ones, 
such  as  the  lever,  wheel  and  axle,  screw,  &c.,  which  is  that  the 
distance  is  increased  in  proportion  to  the  force;  for  it  is  evident  that 
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as  one  of  these  openings  is  a  hundred  times  as  arge  as  the  other,  if 
the  man  who  pushes  the  small  piston  drives  it  forward  one  inch,  he 
will  drive  the  large  piston  backward  only  one-hundredth  part  of 
that  length." 

144.  Experiment  on  Upward    Pressure. — The  upward    pressure 

exerted  by  a  liquid  against  a 
horizontal  surface  facing  down- 
wards can  be  exhibited  by  the 
following  experiment.  Take  a  tube 

I       I  I  I  open  at  both  ends  (Fig.  55),  and 

^^tli«jy>;        .  keeping   the   lower  end    covered 

with  a  piece  of  card,  plunge  it  into 
water.  The  liquid  will  press  the 
card  against  the  bottom  of  the 
tube  with  a  force  which  increases 
as  it  is  plunged  deeper.  K  water 
be  now  poured  into  the  tube,  the 
card  will  remain  in  its  place  as 
long  as  the  level  of  the  liquid  is 
lower  within  the  tube  than  with- 
out; but  at  the  moment  when 
equality  of  levels  is  attained  it 
will  become  detached. 

145.  Liquids  in  Superposition. — When  one  liquid  rests  on  the  top 
of  another  of  different  density,  the  foregoing  principles  lead  to  the 
result  that  the  surface  of  demarcation  must  be  horizontal.  For  the 
free  surface  of  the  upper  liquid  must,  as  we  have  seen,  be  horizontal. 
If  now  we  take  two  small  equal  areas  n  and  n'  (Fig.  56)  in  a 
horizontal  layer  of  the  lower   liquid,  they  must  be  subjected  to 

equal  pressures.  But  these  pressures  are 
measured  by  the  weights  of  the  liquid 
cylinders  nra,  ntl;  and  these  latter  cannot 
be  equal  unless  the  points  r  and  t  at  the 
junction  of  the  two  liquids  are  at  the  same 
level  All  points  in  the  surface  of  demarca- 
tion are  therefore  in  the  same  horizontal 
plane. 

The  same  reasonmg  can  be  extended  downwards  to  any  number  of 
liquids  of  unequal  densities,  which  rest  one  upon  another,  and  shows 
that  all  the  surfaces  of  demarcation  between  them  must  be  horizontal. 


Fig.  65.— Upward  Pi 
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Fig.  57. 
Fhi&I  of  the  Four  Elements. 


An  experiment  in  illustration  of  this  result  is  represented  in  Fig. 
57.  Mercury,  water,  and  oil  are  poured  into  a  glass  jar.  The 
mercury,  being  the  heaviest,  goes  to 
the  bottom;  the  oil,  being  the  lightest, 
floats  at  the  top;  and  the  surfaces  of 
contact  of  the  liquids  are  seen  to  be 
horizontal. 

Even  when  liquids  are  employed  which 
gradually  mix  with  one  another,  as 
water  and  alcohol,  or  fresh  water  and 
salt  water,  so  that  there  is  no  definite 
surface  of  demarcation,  but  a  gradual 
increase  of  density  with  depth,  it  still 
remains  true  that  the  density  at  all 
points  in  a  horizontal  plane  is  the  same. 

146.  Two  Liquids  in  Bent  Tube. — 
If  we  pour  mercury  into  a  bent  tube 
open  at  both  ends  (Fig.  58),  and  then  pour  water  into  one  of 
the  arms,  the  heights  of  the  two  liquids  above  the  surface  of  junction 
will    be    very    unequal, 

as  shown  in  the  figure. 
The  general  rule  for  the 
equilibrium  of  any  two 
liquids  in  these  circum- 
stances is  that  their 
heights  above  the  surface 
of  junction  must  be  in- 
versely as  their  densities, 
since  they  correspond  to 
equal  pressures. 

147.  Experiment  of 
PaBcal's  Vases. — Since 
the  amount  of  pressure 
on  a  horizontal  area  A 
at  the  depth  A  in  a  liquid 
is  whX,  where  w  denotes 
the  weight  of  unit  volume 
of  the  liquid,  it  follows 
that  the  pressure  on  the  bottom  of  a  vessel  containing  liquid  is  not 
afTected   by  the  breadth  or  narrowness  of  the  upper  part  of  the 
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Fig.  58.— Equilibrium  of  Two  Fluids  in  CommunioatiDg 
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vessel,  provided  the  height  of  the  free  surface  of  the  liquid  be  given. 
Pascal  verified  this  fact  by  an  experiment  which  is  frequently  ex- 
hibited in  courses  of  physics.  The  apparatus  employed  (Fig.  59)  is 
a  tripod  supporting  a  ring,  into  which  can  be  screwed  three  vessels 
of  different  shapes,  one  widened  upwards,  another  cylindrical,  and 
the  third  tapering  upwards.     Beneath  the  ring  is  a  movable  disc 


I. TV 


Fig.  50.— Experiment  of  Patcal't  Vases. 

supported  by  a  string  attached  to  one  of  the  scales  of  a  balance. 
Weights  are  placed  in  the  other  scale  in  order  to  keep  the  disc 
pressed  against  the  ring.  Let  the  cylindrical  vase  be  mounted  on 
the  tripod,  and  filled  up  with  water  to  such  a  level  that  the  pressure 
is  just  sufficient  to  detach  the  disc  from  the  ring.  An  indicator, 
shown  in  the  figure,  is  used  to  mark  the  level  at  which  this  takes 
place.  Let  the  experiment  be  now  repeated  with  the  two  other 
vases,  and  the  disc  will  be  detached  when  the  water  has  reached  the 
same  level  as  before. 

In  the  case  of  the  cylindrical  vessel,  the  pressure  on  the  bottom 
is  evidently  equal  to  the  weight  of  the  liquid.     Hence  in  all  three 
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Fig.  60.— Total  Preatm-e. 


cases  the  pressure  on  the  bottom  of  the  vessel  is  equal  to  the  weight 
of  a  cylindrical  column  of  the  liquid,  having  the  bottom  as. its  base, 
and  having  the  same  height  as  the  liquid  in  the  vessel. 

148.  Resultant  Pressure  on  Vessel. — The  pressure  exerted  by  the 
bottom  of  the  vessel  upon  the  stand  on  which  it  rests,  consists  of  the 
weight  of  the  vessel  itself,  together  with  the  resultant  pressure  of 
the  contained  liquid  against  it.  The  actual  pressure  of  the  liquid 
against  any  portion  of  the  vessel  is  normal 
to  this  portion,  and  if  we  resolve  it  into  two 
components,  one  vertical  and  the  other  hori- 
zontal, only  the  vertical  component  need  be 
attended  to,  in  computing  the  resultant; 
for  the  horizontal  components  will  always 
destroy  one  another.  At  such  points  as 
n,  n'  (Fig.  60)  the  vertical  component  is 
downwards;  at  «  and  s'  it  is  upwards;  at 
r  and  r  there  is  no  vertical  component; 
and  at  AB  the  whole  pressure  is  vertical. 
It  can  be  demonstrated  mathematically  that 

the  resultant  pressure  is  always  equal  to  the  total  weight  of  the 
contained  liquid;  a  conclusion  which  can  also  be  deduced  from  the 
consideration  that  the  pressure  exerted  by  the  vessel  upon  the  stand 
on  which  it  rests  must  be  equal  to  its  own  weight  together  with 
that  of  its  contents. 

Some  cases  in  which  the  proof  above  indicated  becomes  especially 
obvious,  are  represented  in 
Fig.  61.  In  the  cylindrical 
vessel  ABDC,  it  is  evident 
that  the  only  pressure  trans- 
mitted to  the  stand  is  that 
exerted  upon  the  bottom, 
which  is  equal  to  the  weight 
of  the  liquid.  In  the  case 
of  the  vessel  which  is  wider 
at  the  top,  the  stand  is  subjected  to  the  weight  of  the  liquid  column 
ABSK,  which  presses  on  the  bottom  AB,  together  with  the  columns 
GHKC,  RIDS,  pressing  on  GH  and  RL;  the  sum  of  which  weights 
composes  the  total  weight  of  liquid  contained  in  the  vessel.  Finally, 
in  the  third  case,  the  pressure  on  the  bottom  AB,  which  is  equal  to 
the  weight  of  a  liquid  column  ABSK,  must  be  diminished  by  the 
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upward  pressures  on  HG  and  RL.  These  last  being  represented  by 
liquid  columns  HGCK,  RLSD,  there  is  only  left  to  be  transmitted  to 
the  stand  a  pressure  equal  to  the  weight  of  the  water  in  the  vessel 
149.  Back  Pressure  in  Discharging  Vessel. — The  same  analysis 
which  shows  that  the  resultant  vertical  pressure  of  a  liquid  against 
the  containing  vessel  is  equal  to  the  weight  of  the  liquid,  shovra  also 
that  the  horizontal  components  of  the  pressures  destroy  one  another. 
This  conclusion  is  in  accordance  with  everyday  experience.  How- 
ever susceptible  a  vessel  may  be  of  horizontal  displacement,  it  is 
not  found  to  acquire  any  tendency  to  horizontal  motion  by  being 
filled  with  a  liquid. 

When  a  system  of  forces  are  in  equilibrium,  the  removal  of  one 
of  them  destroys  the  equilibrium,  and  causes  the  resultant  of  the 
system  to  be  a  force  equal  and  opposite  to  the  force  removed. 
Accordingly  if  we  remove  an  element  of  one  side  of  the  containing 
vessel,  leaving  a  hole  through  which  the  liquid  can  flow  out,  the 
remaining  pressure  against  this  side  will  be  insufficient  to  preserve 
equilibriimi,  and  there  will  be  an  excess  of  pressure  in  the  opposite 
direction. 

This  conclusion  can  be  directly  verified  by  the  experiment  repre- 
sented in  Fig.  62.  A  tall  floating 
vessel  of  water  is  fitted  with  a  hori- 
zontal discharge-pipe  on  one  side  near 
its  base.  The  vessel  is  to  be  filled 
with  water,  and  the  discharge-pipe 
opened  while  the  vessel  is  at  rest.  As 
the  water  flows  out,  the  vessel  will  be 
observed  to  acquire  a  velocity,  at  first 
very  slow,  but  continually  increasing, 
in  the  opposite  direction  to  that  of 
the  issuing  stream. 

This  experiment  may  also  be  re- 
garded as  an  illustration  of  the  law 
of  action  and  reaction,  which  asserts 
that  momentimi  cannot  be  imparted 
to  any  body  without  equal  and  opposite  momentum  being  imparted 
to  some  other  body.  The  water  in  escaping  from  the  vessel 
acquires  horizontal  momentum  in  one  direction,  and  the  vessel  with 
its  remaining  contents  acquires  horizontal  momentum  in  the  opposite 
direction. 


Pig.  62. -Backward  Movemeirt  ol 
Discharging  VmmI. 
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The  movements  of  the  vessel  in  this  experiment  are  slow.  More 
marked  effects  of  the  same  kind  can  be  obtained  by  means  of  the 
hydraulic  tourn- 
iquet (Fig.  63), 
which  when  made 
on  a  larger  scale 
is  called  Barker's 
mill.  It  consists  of 
a  vessel  of  water 
free  to  rotate 
about  a  vertical 
axis,  and  having 
at  its  lower  end 
bent  arms  through 
which  the  water 
is  discharged  hori- 
zontally,  the 
direction  of  dis-  \ 
charge  being  ^ 
nearly  at  right 
angles  to  a  line 
joining  the  dis- 
charging orifice  to 
the  axis.  The  unbalanced  pressures  at  the  bends  of  the  tube, 
opposite  to  the  openings,  cause  the  apparatus  to  revolve  in  the 
opposite  direction  to  the  issuing  liquid. 

150.  Total  and  Resultant  Pressures.  Centre  of  Pressure. — The 
intensity  of  pressure  on  an  area  which  is  not  horizontal  is  greatest 
on  those  parts  which  are  deepest,  and  the  average  intensity  can  be 
shown  to  be  equal  to  the  actual  intensity  at  the  centre  of  gravity 
of  the  area.  Hence  if  A  denote  the  area,  h  the  depth  of  its  centre 
of  gravity,  and  w  the  weight  of  unit  volume  of  the  liquid,  the  total 
pressure  will  be  w  Ah.  Strictly  speaking,  this  is  the  pressure  due 
to  the  weight  of  the  liquid,  the  transmitted  atmospheric  pressure 
being  left  out  of  account. 

In  attaching  numerical  values  to  w,  A,  and  A,  the  same  unit  of 
length  must  be  used  throughout.  For  example,  if  h  be  expressed 
in  feet,  A  must  be  expressed  in  square  feet,  and  w  must  stand  for 
the  weight  of  a  cubic  foot  of  the  liquid. 

When  we  employ  the  centimetre  as  the  unit  of  length,  the  value 


Fig.  63  — HydraiUic  Tourniquet. 
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of  w  will  be  sensibly  1  gramme  if  the  liquid  be  water,  so  that  the 
amount  of  pressure  in  grammes  will  be  simply  the  product  of  the 
depth  of  the  centre  of  gravity  in  centimetres  by  the  area  in  square 
centimetres.  For  any  other  liquid,  the  pressure  will  be  found  by 
multiplying  this  product  by  the  specific  gravity  of  the  liquid. 

These  rules  for  computing  total  pressure  hold  for  areas  of  all 
forms,  whether  plane  or  curved;  but  the  investigation  of  the  total 
pressure  on  an  area  which  is  not  plane  is  a  mere  mathematical 
exercise  of  no  practical  importance;  for  as  the  elementary  pressures 
in  this  case  are  not  parallel,  their  sum  (which  is  the  total  pressure) 
13  not  the  same  thing  as  their  resultant. 

For  a  plane  area,  in  whatever  position,  the  elementary  pressures, 
being  everywhere  normal  to  its  plane,  are  parallel  and  give  a  resul- 
tant equal  to  their  sum;  and  it  is  often  a  matter  of  interest  to 
determine  that  point  in  the  area  through  which  the  resultant  passes. 
Thia  point  is  called  the  Centre  of  Pressure.  It  is  not  coincident 
with  the  centre  of  gravity  of  the  area  unless  the  pressure  be  of 
equal  intensity  over  the  whole  area.  When  the  area  is  not  hori- 
zontal, the  pressure  is  most  intense  at  those  parts  of  it  which  are 
deepest,  and  the  centre  of  pressure  is  accordingly  lower  down  than 
the  centre  of  gravity.  For  a  horizontal  area  the  two  centres  are 
coincident,  and  they  are  also  sensibly  coincident  for  any  plane  area 
whose  dimensions  are  very  small  in  comparison  with  its  depth  in 
the  liquid,  for  the  pressure  over  such  an  area  is  sensibly  uniform. 

161.  Construction  for  Centre  of  Pressure. — If  at  every  point  of  a 
plane  area  immersed  in  a  liquid,  a  normal  be  drawn,  equal  to  the 
depth  of  the  point,  the  normals  wiU  represent  the  intensity  of 
pressure  at  the  respective  points,  and  the  volume  of  the  solid  con- 
stituted by  all  the  normals  will  represent  the  total  pressure.    That 

normal  which  passes  through  the  centre 
of  gravity  of  this  solid  will  be  the  line 
of  action  of  the  resultant,  and  will  there- 
fore pass  through  the  centre  of  pressure. 
Thus,  if  RB  (Fig.  64)  be  a  rectangular 
surface  (which  we  may  suppose  to  be 
R-—  ~     the  surface  of  a  flood-gate  or  of  the  side 

of  a  dam),  its  lower  side  B  being  at  the 
bottom  of  the  water  and  its  upper  side 
B  at  the  top,  the  pressure  is  zero  at  R  and  goes  on  increasing  uni- 
formly to  B.     The  normals  B6,  Bd,  HA,  li,  equal  to  the  depths  of  a 


Fig.  64.— Centre  of  Pnnare. 
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series  of  points  in  the  line  BR  will  have  their  extremities  6,  rf,  h,  Z, 
in  one  straight  line.  To  find  the  centre  of  pressure,  we  must  find 
the  centre  of  gravity  of  the  triangle  RB6  and  draw  a  normal  through 
it  As  the  centre  of  gravity  of  a  triangle  is  at  one-third  of  its 
height,  the  centre  of  pressure  will  be  at  one-third  of  the  height  of 
BR  It  will  lie  on  the  line  joining  the  middle  points  of  the  upper 
and  lower  sides  of  the  rectangle,  and  will  be  at  one-third  of  the 
length  of  this  line  from  its  lower  end. 

The  total  pressure  will  be  equal  to  the  weight  of  a  quantity  of 
the  liquid  whose  volume  is  equal  to  that  of  the  triangular  prism 
constituted  by  the  aggregate  of  the  normals,  of  which  prism  the 
triangle  RB6  is  a  right  section.  It  is  not  difficult  to  show  that  the 
volume  of  this  prism  is  equal  to  the  product  of  the  area  of  the 
rectangle  by  the  depth  of  the  centre  of  gravity  of  the  rectangle,  in 
accordance  with  th^  rule  above  given. 

152.  Whirling  Vessel.  D'Alembert's  Principle. — If  an  open  vessel 
of  liquid  is  rapidly  rotated  round  a  vertical  axis,  the  surface  of  the 
liquid  assumes  a  concave  form,  as  represented  in 
Fig.  65,  where  the  dotted  line  is  the  axis  of  rota- 
tion. When  the  rotation  has  been  going  on  at  a 
uniform  rate  for  a  sufficient  time,  the  liquid  mass 
rotates  bodily  as  if  its  particles  were  rigidly 
connected  together,  and  when  this  state  of  things 
has  been  attained  the  form  of  the  surface  is  that 
of  a  paraboloid  of  revolution,  so  that  the  section 
represented  in  the  figure  is  a  parabola. 

We  have  seen  in  §  101  that  a  particle  moving 
uniformly  in  a  circle  is  acted  on  by  a  force  directed 
towards  the  centre.  In  the  present  case,  therefore, 
there  must  be  a  force  acting  upon  each  particle  of 
the  liquid  urging  it  towards  the  axis.  This  force 
is  supplied  by  the  pressure  of  the  liquid,  which 
follows  the  usual  law  of  increase  with  depth /or  aU 
points  in  the  same  vertical.  If  we  draw  a  horizon- 
tal plane  in  the  liquid,  the  pressure  at  each  point  of 
it  is  that  due  to  the  height  of  the  point  of  the  surface  vertically  over 
it.  The  pressure  is  therefore  least  at  the  point  where  the  plane  is  cut 
by  the  axis,  and  increases  as  we  recede  from  this  centre.  Consequently 
each  particle  of  liquid  receives  unequal  pressures  on  two  opposite 
sides,  being  more  strongly  pressed  towards  the  axis  than  from  it. 


Fig.  66.-RoUting  Veaael 
of  Liquid. 
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Another  mode  of  discussing  the  case,  is  to  treat  it  as  one  of 
statical  equilibrium  under  the  joint  action  of  gravity  and  a  fictitious 
force  called  centrifugal  force,  the  latter  force  being,  for  each  par- 
ticle, equal  and  opposite  to  that  which  would  produce  the  actual 
acceleration  of  the  particle.  This  so-called  centrifugal  force  is 
therefore  to  be  regarded  as  a  force  directed  radially  outwards  from 
the  axis;  and  by  compounding  the  centrifugal  force  of  each  particle 
with  its  weight  we  shall  obtain  what  we  are  to  treat  as  the  resul- 
tant force  on  that  particle.  The  form  of  the  surface  will  then  be 
determined  by  the  condition  that  at  every  point  of  the  surface  ike 
normal  must  coiTicide  with  this  reauLtoM  force;  just  as  in  a  liquid 
at  rest,  the  normals  must  coincide  with  the  direction  of  gravity. 

The  plan  here  adopted  of  introducing  fictitious  forces  equal  and 
opposite  to  those  which  if  directly  applied  to  each  particle  of  a 
system  would  produce  the  actual  accelerations,  and  then  applying 
the  conditions  of  statical  equilibrium,  is  one  of  very  frequent  appli- 
cation, and  will  always  lead  to  correct  results.  This  principle  was 
first  introduced,  or  at  least  systematically  expoimded,  by  D*Alem- 
bert,  and  is  known  as  D'Alembert  s  Principle. 
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153.  PresBure  of  Liqaids  on  Bodies  Immersed. — When  a  body  is 
immersed  in  a  liquid,  the  different  points  of  its  surface  are  sub- 
jected to  pressures  which  obey  the  rules  laid  down  in  the  preceding 
chapter.  As  these  pressures  increase  with  the  depth,  those  which 
tend  to  raise  the  body  exceed  those  which  tend  to  sink  it,  so  that 
the  resultant  effect  is  a  force  in  the  direction  opposite  to  that  of 
gravity. 

By  resolving  the  pressure  on  each  element  into  horizontal  and 
vertical  components,  it  can  be  shown  that  this  resultant  upward 
force  is  exactly  equal  to  the  weight  of  the  liquid  displaced  by  the 
body. 

The  reasoning  is  particularly  simple  in  the  case  of  a  right  cylinder 
(Fig.  66)  plunged  vertically  in  a  liquid.  It  is  evident,  in  the 
first  place,  that  if  we  consider  any  point  on  the 
sides  of  the  cylinder,  the  normal  pressure  on 
that  point  is  horizontal  and  is  destroyed  by  the 
equal  and  contrary  pressure  at  the  point  dia- 
metrically opposite;  hence,  the  horizontal  pres- 
sures destroy  each  other.  As  regards  the 
vertical  pressures  on  the  ends,  one  of  them, 
that  on  the  upper  end  AB,  is  in  a  downward 
direction,  and  equal  to  the  weight  of  the  liquid 
column  ABNN;  the  other,  that  on  the  lower  end  CD,  is  in  an 
upward  direction,  and  equal  to  the  weight  of  the  liquid  column 
CNND;  this  latter  pressure  exceeds  the  former  by  the  weight  of  the 
liquid  cylinder  ABDC,  so  that  the  resultant  effect  of  the  pressure 
is  to  raise  the  body  with  a  force  equal  to  the  weight  of  the  liquid 
displaced. 
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By  a  synthetic  process  of  reasoning,  we  may,  without  having 
recourse  to  the  analysis  of  the  different  pressures,  show  that  this 
conclusion  is  perfectly  general.  Suppose  we  have  a  liquid  mass  in 
equilibrium,  and  that  we  consider  specially  the  portion  M  (Fig.  67); 
this  portion  is  likewise  in  equilibrium.  If  we 
suppose  it  to  become  solid,  without  any  change 
in  its  weight  or  volume,  equilibrium  will  still 
subsist.  Now  this  is  a  heavy  mass,  and  as  it 
does  not  fall,  we  must  conclude  that  the  effect 
of  the  pressures  on  its  surface  is  to  produce 
a  resultant  upward  pressure  exactly  equal  to 
Fig.  er.-Prinoipie  of  its  Weight,  and  acting  in  a  line  which  passes 
through  its  centre  of  gravity.  If  we  now 
suppose  M  replaced  by  a  body  exactly  occupying  its  place,  the 
exterior  pressures  will  remain  the  same,  and  their  resultant  effect 
will  therefore  be  the  same. 

The  name  centre  of  buoyancy  is  given  to  the  centre  of  gravity  of 
the  liquid  displaced, — ^that  is,  if  the  liquid  be  uniform,  to  the  centre 
of  gravity  of  the  space  occupied  by  the  immersed  body;  and  the 
above  reasoning  shows  that  the  resultant  pressure  acts  vertically 
upwards  in  a  line  which  passes  through  this  point.  The  results  of 
the  above  explanations  may  thus  be  included  in  the  following  pro- 
position: Every  body  immersed  in  a  liquid  is  subjected  to  a  resid- 
tant  pressure  equal  to  the  weight  of  the  liquid  displaced,  and  oMimj 
vertically  upwards  through  the  centre  of  buoyancy. 

This  proposition  constitutes  the  celebrated  principle  of  Archimedes. 
The  first  part  of  it  is  often  enunciated  in  the  following  form:  Every 
body  immersed  in  a  liquid  loses  a  portion  of  its  weight  equal  to  the 
weight  of  the  liquid  displaced;  for  when  a  body  is  immersed  in  a 
liquid,  the  force  required  to  sustain  it  will  evidently  be  diminished 
by  a  quantity  equal  to  the  upward  pressure. 

154.  Experimental  Demonstration  of  the  Principle  of  Archimedes. — 
The  following  experimental  demonstration  of  the  principle  of  Archi- 
medes is  commonly  exhibited  in  courses  of  physics : — 

From  one  of  the  scales  of  a  hydrostatic  balance  (Fig.  68)  is  sus- 
pended a  hollow  cylinder  of  brass,  and  below  this  a  solid  cylinder, 
whose  volume  is  equal  to  the  interior  volume  of  the  hollow  cylinder; 
these  are  balanced  by  weights  in  the  other  scale.  A  vessel  of  water 
is  then  placed  below  the  cylinders,  in  such  a  position  that  the  lower 
cylinder  shall  be  immersed  in  it.     The  equilibrium  is  inmiediately 
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destroyed,  and  the  upward  pressure  of  the  water  causes  the  scale 
with  the  weights  to  descend.  If  we  now  pour  water  into  the  hollow 
cylinder,  equilibrium  will  gradually  be  re-established;  and  the  beam 


Fig.  68. — Bxperimental  Verification  of  Principle  of  Archimedetw 


will  be  observed  to  resume  its  horizontal  position  when  the  hollow 
cylinder  is  fidl  of  water,  the  other  cylinder  being  at  the  same  time 
completely  immersed.  The  upward  pressure  upon  this  latter  is  thus 
equal  to  the  weight  of  the  water  added,  that  is,  to  the  weight  of  the 
liquid  displaced. 

155.  Body  Immersed  in  a  Liquid. — It  follows  from  the  principle  of 
Archimedes  that  when  a  body  is  immersed  in  a  liquid,  it  is  subjected 
to  two  forces:  one  equal  to  its  weight  and  applied  at  its  centre  of 
gravity,  tending  to  make  the  body  descend;  the  other  equal  to  the 
weight  of  the  displaced  liquid,  applied  at  the  centre  of  buoyancy,  and 
tending  to  make  it  rise.  There  are  thus  three  different  cases  to  be 
considered: 

(1.)  The  weight  of  the  body  may  exceed  the  weight  of  the  liquid 
displaced,  or,  in  other  words,  the  mean  density  of  the  body  may  be 
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greater  than  that  of  the  liquid;  in  this  case,  the  body  sinks  in  the 
liquid,  as,  for  instance,  a  piece  of  lead  dropped  into  water. 

(2.)  The  weight  of  the  body  may  be  less  than  that  of  the  liquid 
displaced;  in  this  case  the  body  will  not  remain  submerged  unless 
forcibly  held  down,  but  will  rise  partly  out  of  the  liquid,  until  the 
weight  of  the  liquid  displaced  is  equal  to  its  own  weight.  This  is 
what  happens,  for  instance,  if  we  immerse  a  piece  of  cork  in  water 
and  leave  it  to  itself. 

(3.)  The  weight  of  the  body  may  be  equal  to  the  weight  of  the 
liquid  displaced;  in  this  case,  the  two  opposite  forces  being  equal, 
the  body  takes  a  suitable  position  and  remains  in  equilibrium. 

These  three  cases  are  exemplified  in  the  three  following  experi- 
ments (Fig.  69):— 

(1.)  An  egg  is  placed  in  a  vessel  of  water;  it  sinks  to  the  bottom 


Fig.  69.— Egg  Plunged  in  Fresh  and  Salt  Water. 

of  the  vessel,  its  mean  density  being  a  little  greater  than  that  of  the 
liquid. 

(2.)  Instead  of  fresh  water,  salt  water  is  employed;  the  egg  floats 
at  the  surface  of  the  liquid,  which  is  a  little  denser  than  it. 

(3.)  Fresh  water  is  carefully  poured  on  the  salt  water;  a  mixture 
of  the  two  liquids  takes  place  where  they  are  in  contact;  and  if  the 
egg  is  put  in  the  upper  part,  it  will  be  seen  to  descend,  and,  after  a  few 
oscillations,  remain  at  rest  at  such  a  depth  that  it  displaces  its  own 
weight  of  the  liquid.  In  speaking  of  the  liquid  displaced  in  this 
case,  we  must  imagine  each  horizontal  layer  of  liquid  surrounding 
the  egg  to  be  produced  through  the  space  which  the  egg  occupies; 
and  by  the  centre  of  buoyancy  we  must  understand  the  centre  of 
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gravity  of  the  portion  of  liquid  which  would  thus  take  the  place 
of  the  egg.  We  may  remark  that,  in  this  position  the  egg  is  in 
stable  equilibrium;  for,  if  it  rises,  the  upward  pressure  diminish- 
ing, its  weight  tends  to  make  it  descend  again;! if ,%b|i*^e  contrary, 
it  sinks,  the  pressure  increases  and  tends  to  mal^e  it  reascend^  :-  • ;  :. 
156.  Cartesian  Diver. — ^The  experiment  x>t^  1iihet£kfiesian'*dihei'/ 
which  is  described  in  old  treatises  on  physics,  shows  each  of  the 
different  cases  that  can  present  themselves  when  a  body  is  immersed. 
The  diver  (Fig.  70)  consists  of  a  hollow  ball,  at  the  bottom  of  which 
is  a  small  opening 
O;  a  little  porcelain 
figure  is  attached  to 
the  ball,  and  the 
whole  floats  upon 
water  contained  in 
a  glass  vessel,  the 
mouth  of  which  is 
closed  by  a  strip  of 
caoutchouc  or  a  blad- 
der. If  we  press 
with  the  hand  on 
the  bladder,  the  air 
is  compressed,  and 
the  pressure,  trans- 
mitted through  the 
different  horizontal 
layers,  condenses  the 
air  in  the  ball,  and 
causes  the  entrance 
of  a  portion  of  the 
liquid  by  the  open- 
ing 0;  the  floating 
body  becomes  heavier,  and  in  consequence  of  this  increase  of  weight 
the  diver  descends.  When  we  cease  to  press  upon  the  bladder,  the 
pressure  becomes  what  it  was  before,  some  water  flows  out  and  the 
diver  ascends.  It  must  be  observed,  however,  that  as  the  diver 
continues  to  descend,  more  and  more  water  enters  the  ball,  in  conse- 
quence of  the  increase  of  pressure,  so  that  if  the  depth  of  the  water 
exceeded  a  certain  limit,  the  diver  would  not  be  able  to  rise  again 
from  the  bottom. 


CaitwiAn  Diver. 
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If  we  suppose  that  at  a  certain  moment  the  weight  of  the  diver 
becomes  exactly  equal  to  the  weight  of  an  equal  volume  of  the  liquid, 
thar^  will  be  equilibrium;  but,  unlike  the  equilibrium  in  the  experi- 
m&t{3)  Qf\ligi4t*Acfci6n,  this  will  evidently  be  unstable,  for  a  slight 
'.movement,  either.  iu)W€g:ds  or  downwards  will  alter  the  resultant 
fOAi6's€rds*to^^sodUce*£\trther  movement  in  the  same  direction.  As 
a  consequence  of  this  instability,  if  the  diver  is  sent  down  below  a 
certain  depth  he  will  not  be  able  to  rise  again. 

167.  Relative  Positions  of  the  Centre  of  Gravity  and  Centre  of 
Buoyancy. — In  order  that  a  floating  body  either  wholly  or  partially 
immersed  in  a  liquid,  may  be  in  equilibrium,  it  is  necessary  that  its 
weight  be  equal  to  the  weight  of  the  liquid  displaced. 

This  condition  is  however  not  suflicient;  we  require,  in  addition, 
that  the  action  of  the  upward  pressure  should  be  exactly  opposite 
to  that  of  the  weight;  that  is,  that  the  centre  of  gravity  and  the 
centre  of  buoyancy  be  in  the  same  vertical  line;  for  if  this  were  not 
the  case,  the  two  contrary  forces  would  compose  a  couple,  the  effect 
of  which  would  evidently  be  to  cause  the  body  to  turn. 

In  the  case  of  a  body  completely  immersed,  it  is  further  necessary 
for  stable  equilibrium  that  the  centre  of  gravity  should  be  below  the 
centre  of  buoyancy;  in  fact  we  see,  by  Fig.  71,  that  in  any  other 
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Pig.  71.  Fig.  72. 

Relative  Poiitions  of  Centre  of  Gnivity  and  Centre  of  Preuore. 

position  than  that  of  equilibrium,  the  effect  of  the  two  forces 
applied  at  the  two  points  G  and  O  would  be  to  turn  the  body,  so  as 
to  bring  the  centre  of  gravity  lower,  relatively  to  the  centre  of 
buoyancy.  But  this  is  not  the  case  when  the  body  is  only  partially 
immersed,  as  most  frequently  happens.  In  this  case  it  may  indeed 
happen  that,  with  stable  equilibrium,  the  centre  of  gravity  is  below 
the  centre  of  pressure;  but  this  is  not  necessary,  and  in  the  majority 
of  instances  is  not  the  case.  Let  Fig.  72  represent  the  lower  part 
of  a  floating  body — ^a  boat,  for  instance.  The  centre  of  pressure 
is  at  0,  the  centre  of  gravity  at  G,  considerably  above;  if  the  body 
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is  displaced,  and  takes  the  position  shown  in  the  figure,  it  will  be 
seen  that  the  eflFect  of  the  two  forces  acting  at  0  and  at  G  is  to 
restore  the  body  to  its  former  position.  This  difference  from  what 
takes  place  when  the  body  is  completely  immersed,  depends  upon 
the  fact  that,  in  the  case  of  the  floating  body,  the  figure  of  the 
liquid  displaced  changes  with  the  position  of  the  body,  and  the 
centre  of  buoyancy  moves  towards  the  side  on  which  the  body  is 
more  deeply  immersed.  It  will  depend  upon  the  form  of  the  body 
whether  this  lateral  movement  of  the  centre  of  buoyancy  is  suflicient 
to  carry  it  beyond  the  vertical  through  the  centre  of  gravity.  The 
two  equal  forces  which  act  on  the  body  will  evidently  turn  it  to  or 
from  the  original  position  of  equilibrium,  according  as  the  new  centre 
of  buoyancy  lies  beyond  or  falls  short  of  this  vertical.^ 

168.  Advantage  of  Lowering  the  Centre  of  Gravity. — Although 
stable  equilibrium  may  subsist  with  the  centre  of  gravity  above  the 
centre  of  buoyancy,  yet  for  a  body  of  given  external  form  the 
stability  is  always  increased  by  lowering  the  centre  of  gravity;  as 
we  thus  lengthen  the  arm  of  the  couple  which  tends  to  right  the 
body  when  displaced.   It  is  on  this 

principle  that  the  use  of  ballast 
depends. 

169.  Phenomena  in  Apparent 
Contradiction  to  the  Principle  of 
Archimedes. — The  principle  of 
Archimedes  seems  at  first  sight  to 
be  contradicted  by  some  well- 
known  facts.  Thus,  for  instance,  if 
smaU  needles  are  placed  carefully  ^.^  ^_^^  ^^,^  ^^^  ,^  ^^^, 
on  the  surface  of  water,  they  will 

remain  there  in  equilibrium  (Fig.  73).     It  is  on  a  similar  principle 

^  If  a  vertical  through  the  new  centre  of  buoyancy  be  drawn  upwards  to  meet  that 
line  in  tiie  body  which  in  the  position  of  equilibrium  was  a  vertical  through  the  centre 
of  gravity,  the  point  of  intersection  is  called  the  meUtcerUre.  Evidently  when  the  forces 
tend  to  restore  tiie  body  to  the  position  of  equilibrium,  the  metacentre  is  above  the  centre 
of  gravity ;  when  they  tend  to  increase  the  displacement,  it  is  below.  In  ships  the  dis- 
tance between  these  two  points  is  usually  nearly  the  same  for  all  amounts  of  heeling,  and 
this  distance  is  a  measure  of  the  stability  of  the  ship. 

We  have  defined  the  metacentre  as  the  intersection  of  two  lines.  When  these  lines 
lie  in  different  planes,  and  do  not  intersect  each  other,  there  is  no  metacentre.  This 
indeed  is  the  case  for  most  of  the  displacements  to  which  a  floating  body  of  irregular 
shape  can  be  subjected.  There  are  in  general  only  two  directions  of  heeling  to  which 
metacentres  correspond,  and  these  two  directions  are  at  right  angles  to  each  other. 
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that   several   insects  walk  on  water  (Fig.  74),  and  that  a  great 
number  of  bodies  of  various  natures,  provided  they  be  very  Tainute, 

can,  if  we  may  so  say,  be  placed 
on  the  surface  of  a  liquid  with- 
out penetrating  into  its  interior. 
These  curious  facts  depend  on  the 
circumstance  that  the  small  bodies 
Fig.  74.— Insect  Walking  on  Water.  in  qucstiou  are  uot  wcttcd  by  the 

liquid,  and  hence,  in  virtue  of 
principles  which  will  be  explained  in  connection  with  capillarity 
(Chap,  xvi.),  depressions  are  formed  around  them  on  the  liquid 
surface,  as  represented  in  Fig.  75.  The  curvature  of  the  liquid 
surface  in  the  neighbourhood  of  the  body  is  very  distinctly  shown 
by  observing  the  shadow  cast  by  the  floating  body,  when  it  is 
illumined  by  the  sun;  it  is  seen  to  be  bordered  by  luminous  bands, 
which  are  owing  to  the  refraction  of  the  rays  of  light  in  the  portion 
of  the  liquid  bounded  by  a  curved  surface. 

The  existence  of  the  depression  about  the  floating  body  enables 

us  to  bring  the  condition  of  equilibrium  in  this 

^  p  special  case  under  the  general  enunciation  of  the 

principle  of  Archimedes.     Let   M   (Fig.  75)  be 

4^^^  i  ?        ^^^  body,  CD  the  region  of  the  depression,  and 

-  T  ;_i:_.  ^      AB  the  corresponding  portion  of  any  horizontal 

Fig.  7&  layer;  since  the  pressure  at  each  point  of  AB 

must  be  the  same  as  in  other  parts  of  the  same 

horizontal  layer,  the  total  weight  above  AB  is  the  same  as  if  M 

did  not  exist  and  the  cavity  were  filled  with  the  liquid  itself. 

We  may  thus  say  in  this  case  also  that  the  weight  of  the  floating 
body  is  equal  to  the  weight  of  the  liquid  displaced^  understanding 
by  these  words  the  liquid  which  would  occupy  the  whole  of  the 
depression  due  to  the  presence  of  the  body. 
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CHAPTER   XIV. 


DENSITY  AND   ITS  DETERMINATION. 


160.  Definitions. — By  the  absolute  density  of  a  substance  is  meant 
the  mass  of  unit  voliime  of  it.  By  the  relative  density  is  meant  the 
ratio  of  its  absolute  density  to  that  of  some  standard  substance,  or, 
what  amounts  to  the  same  thing,  the  ratio  of  the  mass  of  any  volume 
of  the  substance  in  question  to  the  mass  of  an  equal  volume  of  the 
standard  substance.  Since  equal  masses  gravitate  equally,  the  com- 
parison of  masses  can  be  eflFected  by  weighing,  and  the  relative  den- 
sity of  a  substance  is  the  ratio  of  its  weight  to  that  of  an  equal 
volume  of  the  standard  substance.  Water  at  a  specified  tempera- 
ture and  under  atmospheric  pressure  is  usually  taken  as  the  standard 
substance,  and  the  density  of  a  substance  relative  to  water  is  usually 
called  the  specific  gravity  of  the  substance. 

Let  V  denote  the  volume  of  a  substance,  M  its  mass,  and  D  its 
absolute  density;  then  by  definition,  we  have  M=:VD. 

If  8  denote  the  specific  gravity  of  a  substance,  and  d  the  absolute 
density  of  water  in  the  standard  condition,  then  D=8(Z  and  M= 

When  masses  are  expressed  in  lbs.  and  volumes  in  cubic  feet,  the 
value  of  d  is  about  62*4,  since  a  cubic  foot  of  cold  water  weighs 
about  62-4  Ibs.^ 

In  the  C.G.S.  system,  the  value  of  d  is  sensibly  unity,  since  a 
cubic  centimetre  of  water,  at  a  temperature  which  is  nearly  that  of 
the  maximum  density  of  water,  weighs  exactly  a  gramme.^ 

The  gramme  is  defined,  not  by  reference  to  water,  but  by  a 
standard  kilogramme  of  platinum,  which  is  preserved  in  Paris,  and 

^  In  round  numbers,  a  cubic  foot  of  water  weighs  1000  oz.,  which  is  62*5  Ibe. 
'  According  to  the  best  determination  yet  published,  the  mass  of  a  cubic  centimetre  of 
pure  water  at  4*"  is  1-000013,  at  3'  is  1-000004,  and  at  2"  is  -999982. 
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of  which  several  very  carefully  made  copies  are  preserved  in  other 
places.  In  the  above  statements  (as  in  all  very  accurate  statements 
of  weights),  the  weighings  are  supposed  to  be  made  in  vacuo;  for 
the  masses  of  two  bodies  are  not  accurately  proportional  to  their 
apparent  gravitations  in  air,  unless  the  two  bodies  happen  to  have 
the  same  density. 

161.  Ambiguity  of  the  word  "  Weight." — Properly  speaking,  "  the 
weight  of  a  body  "  means  the  force  with  which  the  body  gravitates 
towards  the  earth.  This  force,  as  we  have  seen,  diflFers  slightly 
according  to  the  place  of  observation.  K  m  denote  the  mass  of  the 
body,  and  g  the  intensity  of  gravity  at  the  place,  the  weight  of  the 
body  is  Tag.  When  the  body  is  carried  from  one  place  to  another 
without  gain  or  loss  of  material,  m  will  remain  constant  and  g  will 
vary;  hence  the  weight  7ng  will  vary,  and  in  the  same  ratio  as  g. 

But  the  employment  of  gravitation  units  of  force  instead  of 
absolute  units,  obscures  this  fact.  The  unit  of  measurement  varies 
in  the  same  ratio  as  the  thing  to  be  measured,  and  hence  the 
numerical  value  remains  unaltered.  A  body  weighs  the  same 
number  of  pounds  or  grammes  at  one  place  as  at  another,  because 
the  weights  of  the  pound  and  gramme  are  themselves  proportional 
to  g.  Expressed  in  absolute  units,  the  weight  of  unit  mass  is  gr,  and 
the  weight  of  a  mass  m  is  rng.  The  latter  is  m  times  the  former; 
hence  when  the  weight  of  unit  mass  is  employed  as  the  unit  of 
weight,  the  same  number  m  which  denotes  the  mass  of  a  body  also 
denotes  its  weight.  What  are  usually  called  standard  weights — 
that  is,  standard  pieces  of  metal  used  for  weighing — are  really 
standards  of  mass;  and  when  the  result  of  a  weighing  is  stated  in 
terms  of  these  standards,  (as  it  usually  is,)  the  '*  weight,"  as  thus 
stated,  is  really  the  maaa  of  the  body  weighed.  The  standard 
"  weights  "  which  we  use  in  our  balances  are  really  standard  masses. 
In  discussions  relating  to  density,  weights  are  most  conveniently 
expressed  in  gravitation  measure,  and  hence  the  words  mass  and 
weight  can  be  used  almost  indiscriminately. 

162.  Determination  of  Density  from  Weight  and  Volume. --The 
absolute  density  of  a  substance  can  be  directly  determined  by 
weighing  a  measured  volume  of  it.  Thus  if  v  cubic  centimetres  of 
it  weigh  m  grammes,  its  density  (in  grammes  per  cubic  centimetre) 

is   — .      This   method   can  be  easily  applied  to  solids  of  regular 

geometrical  forms;  since  their  volumes  can  be  computed  from  their 
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linear  measurements.  It  can  ako  be  applied  to  liquids,  by  employ- 
ing a  vessel  of  known  content.  The  bottle  usually  employed  for 
this  purpose  is  a  bottle  of  thin  glass  fitted  with  a  perforated  stopper, 
so  that  it  can  be  filled  and  stoppered  without  leaving  a  space  for 
air.  The  diflFerence  between  its  weights  when  full  and  empty  is  the 
weight  of  the  liquid  which  fills  it;  and  the  quotient  of  this  by  the 
volume  occupied  (which  can  be  determined  once  for  all  by  weighing 
the  bottle  when  filled  with  water)  is  the  density  of  the  liquid. 

The  advantage  of  employing  a  perforated  stopper  is  that  it  enables 
us  to  ensure  constancy  of  volume.  If  a  wide-mouthed  flask  were 
employed,  without  a  stopper,  it  would  be  difficult  to  pronounce 
when  the  flask  was  exactly  full.  This  source  of  inaccuracy  would 
be  diminished  by  making  the  mouth  narrower:  but  when  it  is  very 
narrow,  the  filling  and  emptying  of  the  flask  are  difficult,  and  there 
is  danger  of  forcing  in  bubbles  of  air  with  the  liquid.  When  a  per- 
forated stopper  is  employed,  the  flask  is  first  filled,  then  the  stopper 
is  inserted  and  some  of  the  liquid  is  thus  forced  up  through  the 
perforation,  overflowing  at  the  top.  When  the  stopper  has  been 
pushed  home,  all  the  liquid  outside  is  carefully  wiped  ofi*,  and  the 
liquid  which  remains  is  as  much  as  just  fills  the  stoppered  fiask 
including  the  perforation  in  the  stopper. 

In  accurate  work,  the  temperature  must  be  observed,  and  due 
allowance  made  for  its  effect  upon  volume. 

163.  Specific  Gravity  Flask  for  Solids. — The  volume  and  density  of 
a  solid  body  of  irregular  shape,  or  consisting  of  a  quantity  of  small 
pieces,  can  be  de- 
termined by  put- 
ting it  into  such 
a  bottle  (Fig.  76), 
and  weighing 
the  water  which 
it  displaces.  The 
most  convenient 
way  of  doing 
this  is  to  observe 
(1)  the  weight  of 
the  solid;  (2)  the 
weight    of    the 

bottle  full  of  water;  (3)  the  weight  of  the  bottle  when  it  contains 
the  solid,  together  with  as  much  water  as  will  fill  it  up.     If  the 


Fig.  76.— Specific  OraTity  Fliuk  for  Solids. 
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third  of  these  results  be  subtracted  from  the  sum  of  the  first  two, 
the  remainder  will  be  the  weight  of  the  water  displaced;  which, 
when  expressed  in  grammes,  is  the  same  as  the  volume  of  the  body 
expressed  in  cubic  centimetres.  The  weight  of  the  body,  divided  by 
this  remainder,  is  the  density  of  the  body. 

164.  Method  by  Weighing^  in  Water. — The  methods  of  determining 
density  which  we  are  now  about  to  describe  depend  upon  the  prin- 
ciple of  Archimedes. 

One  of  the  commonest  ways  of  determining  the  density  of  a  solid 
body  is  to  weigh  it  first  in  air  and  then  in  water  (Fig.  77)  the 


Fig.  77.— Specific  OniTity  of  Solida. 


Fig.  7S.— Specific  Gravity  of  Liquids. 


counterpoising  weights  being  in  air.  Since  the  loss  of  weight  due 
to  its  immersion  in  water  is  equal  to  the  weight  of  the  same  volume 
of  water,  we  have  only  to  divide  the  weight  in  air  by  this  loss  of 
weight.  We  shall  thus  obtain  the  relative  density  of  the  body 
as  compared  with  water — in  other  words,  the  specific  gravity  of  the 
body. 
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Thus,  from  the  observations 

Weight  in  air,         125  gm. 
Weight  in  water,   100   „ 
Loss  of  weight,        25  „ 

we  deduce 

— -  =  6  =  density. 

A  very  fine  and  strong  thread  or  fibre  should  be  employed  for  sus- 
pending the  body,  so  that  the  volume  of  liquid  displaced  by  this 
thread  may  be  as  small  as  possible. 

166.  Weighing  in  Water,  with  a  Sinker. — If  the  body  is  lighter 
than  water,  we  may  employ  a  sinker — that  is,  a  piece  of  some  heavy 
material  attached  to  it,  and  heavy  enough  to  make  it  sink.  It  is 
not  necessary  to  know  the  weight  of  the  sinker  in  air,  but  we  must 
observe  its  weight  in  water.  Call  this  a.  Let  w  be  the  weight  of 
the  body  in  air,  and  w'  the  weight  of  the  body  and  sinker  together 
in  water.  Then  v/  will  be  less  than  a.  The  body  has  an  apparent 
upward  gravitation  in  water  equal  to  8^w\  showing  that  the 
resultant  pressure  upon  it  exceeds  its  weight  by  this  amount. 
Hence  the  weight  of  the  liquid  displaced  is  w+8^w\  and  the  specific 

gravity  of  the  body  is  ^^'/_^ 

If  any  other  liquid  than  water  be  employed  in  the  methods 
described  in  this  and  the  preceding  section,  the  result  obtained  will 
be  the  relative  density  as  compared  with  that  liquid.  The  result 
must  therefore  be  multiplied  by  the  density  of  the  liquid,  in  order 
to  obtain  the  absolute  density. 

166.  Density  of  Liquid  Inferred  from  Loss  of  Weight. — The  densities 
of  liquids  are  often  determined  by  observing  the  loss  of  weight  of  a 
solid  immersed  in  them,  and  dividing  by  the  known  volume  of  the 
solid  or  by  its  loss  of  weight  in  water. 

Thus,  from  the  observations 

Weight  in  air,        200  gm 
Weight  in  liquid,    120  „ 
Weight  in  water,    110  „ 

we  deduce 

Loss  in  liquid,  80.    Loss  in  water,  00. 
Density  of  liquid,  |^  =  ?. 

A  glass  ball  (sometimes  weighted  with  mercury,  as  in  Fig.  78)  is 
the  solid  most  frequently  employed  for  such  observations. 
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167.  Measurement  of  Volumes  of  Solids  by  Loss  of  Weig^ht. — The 
volume  of  a  solid  body,  especially  if  of  irregular  shape,  can  usually 
be  determined  with  more  accuracy  by  weighing  it  in  a  liquid  than  by 
any  other  method.  If  it  weigh  w  grammes  in  air,  and  v/  grammes 
in  water,  its  volume  ]a  w—w  cubic  centimetres,  since  it  displaces 
w—w*  grammes  of  water.  The  mean  diameter  of  a  wire  can  be 
very  accurately  determined  by  an  observation  of  this  kind  for 
volume,  combined  with  a  direct  measurement  of  length.  The 
volume  divided  by  the  length  will  be  the  mean  sectional  area, 
which  is  equal  to  irr^,  where  r  is  the  radius. 

168.  Hydrometers. — The  name  hydrometer  is  given  to  a  class  of 
instruments  used  for  determining  the  densities  of  liquids  by  observ- 
ing either  the  depths  to  which  they  sink  in  the  liquids  or  the 


Fig.  79.— Nicholaon'a  Hydrometer. 

weights  required  to  be  attached  to  them  to  make  them  sink  to  a 
given  depth.  According  as  they  are  to  be  used  in  the  latter  or  the 
former  of  these  two  ways,  they  are  called  hydrometers  of  constant 
or  of  variable  immersion.  The  name  areometer  (from  apaioC)  rare) 
is  used  as  synonymous  with  hydrometer,  being  probably  borrowed 
from  the  French  name  of  these  instruments,  ar4omktre.     The  hydro- 
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meters  of  constant  immersion  most  generally  known  are  those  of 
Nicholson  and  Fahrenheit. 

169.  Nicholson's  Hydrometer. — This  instrument,  which  is  repre- 
sented in  Fig.  79,  consists  of  a  hollow  cylinder  of  metal  with  conical 
ends,  terminated  above  by  a  very  thin  rod  bearing  a  small  dish,  and 
carrying  at  its  lower  end  a  kind  of  basket.  This  latter  is  of  such 
weight  that  when  the  instrument  is  immersed  in  water  a  weight  of 
100  grammes  must  be  placed  in  the  dish  above  in  order  to  sink  the 
apparatus  as  far  as  a  certain  mark  on  the  rod.  By  the  principle  of 
Archimedes,  the  weight  of  the  instrument,  together  with  the  100 
grammes  which  it  carries,  is  equal  to  the  weight  of  the  water  dis- 
placed. Now,  let  the  instrument  be  placed  in  another  liquid,  and 
the  weights  in  the  dish  above  be  altered  until  they  are  just  sufficient 
to  make  the  instrument  sink  to  the  mark  on  the  rod.  If  the  weights 
in  the  dish  be  called  w,  and  the  weight  of  the  instrument  itself  TT, 
the  weight  of  liquid  displaced  is  now  W  +  w,  whereas  the  weight 
of  the  same  volume  of  water  was   W  +  100;   hence  the  specific 

gravity  of  the  liquid  is  ^^^' 

This  instrument  can  also  be  used  either  for  weighing  small  solid 
bodies  or  for  finding  their  specific  gravities.  To  find  the  weight  of 
a  body  (which  we  shall  suppose  to  weigh  less  than  100  grammes),  it 
must  be  placed  in  the  dish  at  the  top,  together  with  weights  just 
sufficient  to  make  the  instrument  sink  in  water  as  far  as  the  mark. 
Obviously  these  weights  are  the  difference  between  the  weight  of 
the  body  and  100  grammes. 

To  find  the  specific  gravity  of  a  solid,  we  first  ascertain  its 
weight  by  the  method  just  described;  we  then  transfer  it  from 
the  dish  above  to  the  basket  below,  so  that  it  shall  be  under 
water  during  the  observation,  and  observe  what  additional  weights 
must  now  be  placed  in  the  dish.  These  additional  weights 
represent  the  weight  of  the  water  displaced  by  the  solid;  and 
the  weight  of  the  solid  itself  divided  by  this  weight  is  the  specific 
gravity  required. 

170.  Fahrenheit's  Hydrometer. — This  instrument,  which  is  repre- 
sented in  Fig.  80,  is  generally  constructed  of  glass,  and  differs  from 
Nicholson's  in  having  at  its  lower  extremity  a  ball  weighted  with 
mercury  instead  of  the  basket.  It  resembles  it  in  having  a  dish  at 
the  top,  in  which  weights  are  to  be  placed  sufficient  to  sink  the 
instrument  to  a  definite  mark  on  the  stem. 


Digitized  by 


Googk 


112 


DENSITY   AND   ITS   DETERMINATION. 


Hydrometers  of  constant  immersion,  though  still  described  in 
text-books,  have  quite  gone  out  of  use  for  practical  work. 

171.  Hydrometers  of  Variable  Immersion. — ^These  instruments  are 
usually  of  the  forms  represented  at  A,  B,  C,  Fig.  81.  The  lower  end 
is  weighted  with  mercury  in  order  to  make  the  instrument  sink  to 
a  convenient  depth  and  preserve  an  upright  position.  The  stem  is 
cylindrical,  and  is  graduated,  the  divisions  being  frequently  marked 


F 


f 


:^.:^: 


^ 


Fig.  80.— Fahrenheit's  Hydrometer. 


Fig  81.— Forma  of  Hydrometers 


upon  a  piece  of  paper  inclosed  within  the  stem,  which  must  in  this 
case  be  of  glass.  It  is  evident  that  the  instrument  will  sink  the 
deeper  the  less  is  the  specific  gravity  of  the  liquid,  since  the  weight 
of  the  liquid  displaced  must  be  equal  to  that  of  the  instrument. 
Hence  if  any  uniform  system  of  graduation  be  adopted,  so  that  all 
the  instruments  give  the  same  readings  in  liquids  of  the  same  densi- 
ties, the  density  of  a  liquid  can  be  obtained  by  a  mere  immersion 
of  the  hydrometer — an  operation  not  indeed  very  precise,  but  very 
easy  of  execution.  These  instruments  have  thus  come  into  general 
use  for  commercial  purposes  and  in  the  excise. 

172.  General  Theory  of  Hydrometers  of  Variable  Immersion. — Let 
V  be  the  volume  of  a  hydrometer  which  is  immersed  when  the  in- 
strument floats  freely  in  a  liquid  whose  density  is  d!,  then  Yd  repre- 
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sents  the  weight  of  liquid  displaced,  which  by  the  principle  of  Archi- 
medes is  the  same  as  the  weight  of  the  hydrometer  itself.  If  V,  d! 
be  the  corresponding  values  for  another  liquid,  we  have  therefore 

V<i  =  V'<f,  or<i:<r::V':V, 

that  is,  the  density  varies  inversely  as  the  volume  immersed.  Let 
^,  d^  da-.-be  a  series  of  densities,  and  V^  Vg,  Vg-.-the  corresponding 
volumes  immersed,  then  we  have  . 

di,<is,<^...  proportional  to  _  ,  ~,  — ... 

Vi     Yj     Vf 

and  Vi,  V»  Vf...  proportional  to  — ,  3,      ... 

dx  dfi  d% 

Hence,  if  we  wish  the  divisions  to  indicate  equal  diflferences  of  den- 
sity, we  must  place  them  so  that  the  corresponding  volumes  im- 
mersed form  a  harmonical  progression.  This  implies  that  the  dis- 
tances between  the  divisions  must  diminish  as  the  densities  increase. 
The  following  investigation  shows  how  the  density  of  a  liquid 
may  be  computed  from  observations  made  with  a  hydrometer  gradu- 
ated with  equal  divisions.  It  is  necessary  first  to  know  the  divisions 
to  which  the  instrument  sinks  in  two  liquids  of  known  densities. 
Let  these  divisions  be  numbered  n^,  n^,  reckoning  from  the  top 
downwards,  and  let  the  corresponding  densities  be  di,  da.  Now  if 
we  take  for  our  unit  of  volume  one  of  the  equal  parts  on  the  stem, 
and  if  we  take  c  to  denote  the  volume  which  is  immersed  when  the 
instrument  sinks  to  the  division  marked  zero,  it  is  obvious  that  when 
the  instrument  sinks  to  the  nth  division  (reckoned  downwards  on 
the  stem  from  zero)  the  volume  immersed  is  c— -n.,  and  if  the  corre- 
sponding density  be  called  d,  then  (c  —  n)  d  is  the  weight  of  the 
hydrometer.     We  have  therefore 

(c-ih)  ci,  =  (c-na)  d»  whence  cn'^^'^A 

This  value  of  c  can  be  computed  once  for  all. 
Then  the  density  D  corresponding  to  any  other  division  N  can  be 
found  from  the  equation 

(c-N)  D  =  (c-iiO  di  which  gives  T>=^-::^di. 

173.  Beaum^'s  Hydrometers. — In  these  instruments  the  divisions 
are  equidistant.  There  are  two  distinct  modes  of  graduation,  accord- 
ing as  the  instrument  is  to  be  used  for  determining  densities  greater 
or  less  than  that  of  water.     In  the  former  case  the  instrument  is 
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called  a  salimeter,  and  is  so  constructed  that  when  unmersed  in  pure 
water  of  the  temperature  12**  Cent,  it  sinks  nearly  to  the  top  of  the 
stem,  and  the  point  thus  determined  is  the  zero  of  the  scale.  It  is 
then  immersed  in  a  solution  of  15  parts  of  salt  to  85  of 
water,  the  density  of  which  is  about  1*116,  and  the  point 
to  which  it  sinks  is  marked  15.  The  interval  is  divided 
into  15  equal  parts,  and  the  graduation  is  continued  to 
the  bottom  of  the  stem,  the  length  of  which  varies  accord 
ing  to  circumstances;  it  generally  terminates  at  the 
4\  degree  66,  which  corresponds  to  sulphuric  add,  whose 
J)  density  is  commonly  the  greatest  that  it  is  required 
to  determine.  Referring  to  the  formulae  of  last  section, 
we  have  here 

i4=a,<ii  =  l,m=15,<i,=M16; 

whence 

15x1-116     ,,,   ^        144 


Fig.  81 
Baum^ra  Sail 


•116 


=  144,  D  = 


144 -N 


When  the  instrument  is  intended  for  liquids  lighter  than  water,  it 
is  called  an  alcoholimeter.  In  this  case  the  point  to  which  it  sinks 
in  water  is  near  the  bottom  of  the  stem,  and  is 
marked  10;  the  zero  of  the  scale  is  the  point  to 
which  it  sinks  in  a  solution  of  10  parts  of  salt  to 
90  of  water,  the  density  of  which  is  about  1-085, 
the  divisions  in  this  case  being  numbered  upward 
from  zero. 

In  order  to  adapt  the  formulae  of  last  section  to 
the  case  of  graduations  numbered  upwards,  it  is 
merely  necessary  to  reverse  the  signs  of  %,  n^  and 
N;  that  is  we  must  put 


C=^ 


rfl-4l 


'^=;-T"N^' 


F!g.  8S.      Fig.  84. 

Banm^'s    Alooholi- 

meten. 


and  as  we  have  now  %=:10,  di=l,  7i2=0,  ci2=l'085 
the  formulae  give^ 


-  10  __,.  __     128 

^-^oss-^^^'-^-fisTrr 


174.  Twaddeirs  Hydrometer. — In  this  instrument  the  divisions  are 

'  On  oomparmg  the  two  formulae  f or  D  in  this  section  with  the  tables  in  the  Appendix 
to  Miller's  Chemical  Physics,  I  find  that  as  regards  the  salimeter  thej  agree  to  two  places 
of  decimals  and  veiy  nearly  to  three.  As  regards  the  alcoholimeter,  tiie  table  in  Miller 
implies  that  c  is  about  186,  which  would  make  the  density  corresponding  to  the  zero  of 
the  scale  about  1*074. 
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placed  not  as  in  Beaiun^'s,  at  equal  distances,  but  at  distances 
corresponding  to  equal  differences  of  density.  In  fact  the  specific 
gravity  of  a  liquid  is  found  by  multiplying  the  reading  by  5,  cutting 
off  three  decimal  places,  and  prefixing  imity.  Thus  the  degree  1 
indicates  specific  gravity  1*005,  2  indicates  1*010,  &c. 

175.  Oay-LuBsao's  Centesimal  Alcoholimeter. — When  a  hydrometer 
is  to  be  used  for  a  special  purpose,  it  may  be  convenient  to  adopt  a 
mode  of  graduation  different  in  principle  from  any  that  we  have 
described  above,  and  adapted  to  give  a  direct  indication  of 
the  proportion  in  which  two  ingredients  are  mixed  in  the 
fluid  to  be  examined.  It  may  indicate,  for  example,  the 
quantity  of  salt  in  sea-water,  or  the  quantity  of  alcohol  in  a 
spirit  consisting  of  alcohol  and  water.  Where  there  are 
three  or  more  ingredients  of  different  specific  gravities 
the  method  fails.  Gay-Lussac's  alcoholimeter  is  graduated 
to  indicate,  at  the  temperature  of  15°  Cent.,  the  percentage 
of  pure  alcohol  in  a  specimen  of  spirit.  At  the  top  of  the 
stem  is  100,  the  point  to  which  the  instrument  sinks  in 
pure  alcohol,  and  at  the  bottom  is  0,  to  which  it  sinks  in 
water.  The  position  of  the  intermediate  degrees  must  be 
determined  empirically,  by  placing  the  instrument  in  mix- 
tures of  alcohol  and  water  in  known  proportions,  at  the 
temperature  of  15*.  The  law  of  density,  as  depending  on  ^^m- 
the  proportion  of  alcohol  present,  is  complicated  by  the  fact 

that,  when  alcohol  is  mixed  with  water,  a  diminution  of  volume 
(accompanied  by  rise  of  temperature)  takes  place. 

176.  Specific  Gravity  of  Mixtures. — ^When  two  or  more  substances 
are  mixed  without  either  shrinkage  or  expansion  (that  is,  when  the 
volume  of  the  mixture  is  equal  to  the  sum  of  the  volumes  of  the 
components),  the  density  of  the  mixture  can  easily  be  expressed  in 
terms  of  the  quantities  and  densities  of  the  components. 

First,  let  the  volumes  Vi,  Vo,  Vg  .  .  .  of  the  components  be  given, 
together  with  their  densities  cZ^,  c^  cij  .  .  . 
Then  their  masses  (or  weights)  are  v^d^,  v^d^,  v^d^  .  .  . 
The  mass  of  the  mixture  is  the  sum  of  these  masses,  and  its  volume 
is  the  sum  of  the  volumes  Vi,  V2,v^  .  .  .  ;  hence  its  density  is 

Vjdi  +  ggij  + .  .  . 

t^  +  Vi  +  .   .   . 

Secondly,  let  the  weights  or  masses  mj,  mg,  mg  .  .  .  of  the  com- 
ponents be  given,  together  with  their  densities  di,  d2,d^  .  •  • 


V 


Fig.  «o. 
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80 


-70 


A 


Then  their  volumes  ^^  t*  ^»  ^  •  •  • 

The  volume  of  the  mixture  is  the  sum  of  these  volumes,  and  its  mass 

is  ^yii  +  m2  +  m8+  .  .  .  ;  hence  its  density  is 

177.  Graphical  Hethod  of  Qraduatioii. — When  the  points  on  the 
stem  which  correspond  to  some  five  or  six  known  densities,  nearly 
equidifferent,  have  been  determined,  the  intermediate  graduations 
can  be  inserted  with  tolerable  accuracy  by  the  graphical  method  of 
interpolation,  a  method  which  has  many  applications  in  physics 
besides  that  which  we  are  now  considering.  Suppose  A  and  B 
(Fig.  86)  to  represent  the  extreme  points,  and  I,  K,  L,  R  intermediate 

points,  all  of  which  correspond 
to  known  densities.  Erect 
ordinates  (that  is  to  say,  per- 
pendiculars) at  these  points, 
proportional  to  the  respective 
densities,  or  (which  will  serve 
our  purpose  equally  well) 
erect  ordinates  II',  KK',  LL', 
RR',  BC  proportional  to  the 
excesses  of  the  densities  at 
I,  K,  L,  R,  B  above  the  den- 
sity at  A.  Any  scale  of  equal 
parts  can  be  employed  for 
laying  off  the  ordinates,  but  it  is  convenient  to  adopt  a  scale  which 
will  make  the  greatest  ordinate  BC  not  much  greater  nor  much 
less  than  the  base-line  AB.  In  the  figure,  the  density  at  B  is 
supposed  to  be  1*80,  the  density  at  A  being  1.  The  difference 
of  density  is  therefore  '80,  as  indicated  by  the  figures  80  on  the 
scale  of  equal  parts.  Having  erected  the  ordinates,  we  must 
draw  through  their  extremities  the  curve  AI'K'L'R'C,  making  it 
as  free  from  sudden  bends  as  possible,  as  it  is  upon  the  regu- 
larity of  this  curve  that  the  accuracy  of  the  interpolation  depends. 
Then  to  find  the  point  on  the  stem  AB  at  which  any  other 
density  is  to  be  marked — ^say  1*60,  we  must  draw  through  the 
60th  division,  on  the  line  of  equal  parts,  a  horizontal  line  to 
meet  the  curve,  and,  through  the  point  thus  foimd  on  the  curve, 
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Fig.  86.— Gtmphical  Method  of  Graduation. 
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draw  an  ordinate.  This  ordinate  will  meet  the  base-line  AB  in  the 
required  point,  which  is  accordingly  marked  1-6  in  the  figure.  The 
curve  also  affords  the  means  of  solving  the  converse  problem,  that 
is,  of  finding  the  density  corresponding  to  any  given  point  on  the 
stem.  At  the  given  point  in  AB,  which  represents  the  stem,  we 
must  draw  an  ordinate,  and  through  the  point  where  this  meets  the 
curve  we  must  draw  a  horizontal  line  to  meet  the  scale  of  equal 
parts.  The  point  thus  determined  on  the  scale  of  equal  parts  indi- 
cates the  density  required,  or  rather  the  excess  of  this  density  above 
the  density  of  A. 
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178.  Liquids  tend  to  Find  their  own  Level. — When  a  liquid  is 
contained  in  vessels  communicating  with  each  other,  and  is  in 
equilibrium,  it  stands  at  the  same  height  in  the  different  parts  of 
the  system,  so  that  the  tree  surfaces  all  lie  in  the  same  horizontal 
plane.  This  is  obvious  from  the  considerations  pointed  out  in 
§§  138,  139,  being  merely  a  particular  case  of  the  more  general  law 
that  points  of  a  liquid  at  rest  which  are  at  the  same  pressure  are  at 
the  same  leveL 

In  the  apparatus  represented  in  Fig.  87,  the  liquid  is  seen  to  stand 

at  the  same  height  in 
the  principal  vessel 
and  in  the  variously 
shaped  tubes  com- 
municating with  it. 
If  oneof  these  tubes  is 
cut  off  at  a  height  less 
than  that  of  the  liquid 
in  the  principal  vessel, 
and  is  made  to  termin- 
ate ina  narrowmouth, 
^  the  liquid  will  be  seen 
to  spout  up  nearly  to 
the  level  of  that  in 

Pig.  87.-Ve«el«  In  Commanication.  ^Jj^  principal  VCSScl. 

This  tendency  of  liquids  to  find  their  own  level  is  utilized  for  the 
water-supply  of  towns.  Water  will  find  its  way  from  a  reservoir 
through  pipes  of  any  length,  provided  that  all  parts  of  them  are 
below  the  level  of  the  water  in  the  reservoir.     It  is  necessary  how- 
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ever  to  distinguish  between  the  conditions  of  statical  equilibrium 
and  the  conditions  of  flow.  If  no  water  were  allowed  to  escape 
from  the  pipes  in  a  town,  their  extremities  might  be  carried  to  the 
height  of  the  reservoir  and  they  would  still  be  kept  full.  But  in 
practice  there  is  a  continual  abstraction  of  energy,  partly  in  the 
shape  of  the  kinetic  energy  of  the  water  which  issues  from  taps, 
often  with  considerable  velocity,  and  partly  in  the  shape  of  work 
done  against  friction  in  the  pipes.  When  there  is  a  continual  draw- 
ing off  from  various  points  of  a  main,  the  height  to  which  the  water 
will  rise  in  the  houses  which  it  supplies  is  least  in  those  which  are 
most  distant  from  the  reservoir. 

179.  Water-level. — ^The  instrument  called  the  water-level  is  another 
illustration  of  the  same  principle.  It  consists  of  a  metal  tube  bb, 
bent  at  right  angles  at  its  extremities.    These  carry  two  glass  tubes 


a 


Kg.  88.— Water-lereL 

aa,  very  narrow  at  the  top,  and  of  the  same  diameter.  The  tube 
rests  on  a  tripod  stand,  at  the  top  of  which  is  a  joint  that  enables 
the  observer  to  turn  the  apparatus  and  set  it  in  any  direction.  The 
tube  is  placed  in  a  position  nearly  horizontal,  and  water,  generally 
coloured  a  little,  is  poured  in  mitil  it  stands  at  about  three-fourths  of 
the  height  of  each  of  the  glass  tubes. 

By  the  principle  of  equilibrium  in  vessels  communicating  with 
each  other,  the  surfaces  of  the  liquid  in  the  two  branches  are  in  the 
same  horizontal  plane,  so  that  if  the  line  of  the  observer's  sight  just 
grazes  the  two  surfaces  it  will  be  horizontal. 

This  is  the  principle  of  the  operation  called  levelling,  the  object  of 
which  is  to  determine  the  difference  of  vertical  height,  or  differefoce 
of  level,  between  two  given  points.  Suppose  A  and  B  to  be  the  two 
points  (Fig.  89).    At  each  of  these  points  is  fixed  a  levelling-staff. 
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Fig.  89.— Lerelllog. 


that  is,  an  upright  rod  divided  into  parts  of  equal  length,  on  which 
slides  a  small  square  board  whose  centre  serves  as  a  mark  for  the 
observer. 

The  level  being  placed  at  an  intermediate  station,  the  observer 
directs  the  line  of  sight  towards  each  levelling-staff,  and  the  mark 
is  raised  or  lowered  till  the  line  of  sight  passes  through  its  centre. 
The  marks  on  the  two  staves  are  in  this  way  brought  to  the  same 
level.    The  staff  in  the  rear  is  then  carried  in  advance  of  the  other 

the  level  is  again 
placed  between 
the  two,  and  an- 
other observation 
taken.  In  this 
way,  by  noting 
the  division  of 
the  staff  at  which 
the  sliding  mark 
stands  in  each 
case,  the  difference  of  levels  of  two  distant  stations  can  be  deduced 
from  observations  at  a  number  of  intermediate  points. 

For  more  accurate  work,  a  telescope  with  attached  spirit-level 

(§  181)  is  used,  and  the  level- 
ling staff  has  divisions  upon 
it  which  are  read  off  through 
the  telescope. 

180.  Spirit-level.— The 
spirit-level  is  composed  of 
a  glass  tube  slightly  curved, 
containing  a  liquid,  which  is  generally  alcohol,  and  which  fills  the 
whole  extent  of  the  tube,  except  a  small  space  occupied  by  an  air- 
bubble.  This  tube  is  inclosed  in  a  mounting  which  is  finnly  sup- 
ported on  a  stand. 

Suppose  the  tube  to  have  been  so  constructed  that  a  vertical 

section  of  its  upper  surface  is 
an  arc  of  a  circle,  and  suppose 
the  instrument  placed  upon  a 
horizontal  plane  (Fig.  91). 
The  air-bubble  will  take  up 
a  position  MN  at  the  highest  part  of  the  tube,  such  that  the 
arcs  MA  and  NB  are  equal    Hence  it  follows  that  if  the  level 


Fig.  90.— 8piiit-leT«L 
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Fig.  01 


be  reversed  end  for  end,  the  bubble  will  occupy  the  same  position 

in  the  tube,  the  point  N  coining  to  M,  and  vice  versa.     This  will  not 

be  the  case  if  AB  is  inclined  to  the  horizon  (Fig.  92),  for  then  the 

bubble   will  always   stand 

nearest  to  that  end  of  the  t^l 

tube  which  is  highest,  and 

will    therefore    change   its 

place  in  the  tube  when  the 

latter  is  reversed.    The  test, 

then,  of  the  horizontality  of  the  line  on  which  the  spirit-level  rests 

is,  that  after  this  operation  of  reversal  the  bubble  should  remain 

between  the  same  marks  on  the  tube.      The  maker  marks  upon 

the  tube  two  points   equidistant   from  the   centre,   the   distance 

between  them  being  equal  to  the  usual  length  of  the  bubble;  and 

the  instrument  ought  to  be  so  adjusted  that  when  the  line  on 

which  it  stands  is  horizontal,  the  ends  of  the  bubble  are  at  these 

marks. 

In  order  that  a  plane  surface  may  be  horizontal,  we  must  have 
two  lines  in  it  horizontal.     This  result  may  be  attained  in  the 


Fig.  03.— Ttfiting  the  Horixontolity  of  a  Surfiitie. 

following  manner: — The  body  whose  surface  is  to  be  levelled  is 
made  to  rest  on  three  levelling-screws  which  form  the  three  vertices 
of  an  isosceles  triangle;  the  level  is  first  placed  parallel  to  the  base 
of  the  triangle,  and,  by  means  of  one  of  the  screws,  the  bubble  is 
brought  between  the  reference-marks.  The  instrument  is  then 
placed  perpendicularly  to  its  first  position,  and  the  bubble  is  brought 
between  the  marks  by  means  of  the  third  screw;  this  second  opera- 
tion cannot  disturb  the  result  of  the  first,  since  the  plane  has  only 
been  turned  about  a  horizontal  line  as  hinge. 

181.  Telescope  with  Attached  Level. — In  order  to  apply  the  spirit- 
level  to  land-surveying,  an  apparatus  such  as  that  represented  in 
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Fig.  94  is  employed.    Upon  a  frame  AA,  movable  about  a  vertical 
axis  B,  are  placed  a  spirit-level  nn,  and  a  telescope  LL,  in  positions 

parallel  to  each  other.  The 
telescope  is  furnished  at  its 
focus  with  two  fine  wires 
crossing  one  another,  whose 
point  of  intersection  deter- 
mines the  line  of  sight  with 
great  precision.  The  appar- 
atus, which  is  provided  with 
levelling-screws  H,  rests  on  a 
tripod  stand,  and  the  observer 
is  able,  by  turning  it  about 
its  axis,  to  command  the  dif- 
ferent points  of  the  horizon.  By  a  process  of  adjustment  which 
need  not  here  be  described,  it  is  known  that  when  the  bubble 
is  between  the  marks  the  line  of  sight  is  horizontal.  By  furnishing 
the  instrument  with  a  graduated  horizontal  circle  P,  we  may  obtain 
the  azimuths  of  the  points  observed,  and  thus  map  out  contour  lines. 
Divisions  are  sometimes  placed  on  each  side  of  the  reference- 
marks  of  the  bubble,  for  measuring  small  deviations  from  horizon- 
tality.  It  is,  in  fact,  easy  to  see,  by  reference  to  Fig.  91,  that  by 
tilting  the  level  through  any  small  angle,  the  bubble  is  displaced  by 
a  quantity  proportional  to  this  angle,  at  least  when  the  curvature 
of  the  instrument  is  that  of  a  circle. 

For  determining  the  angular  value  corresponding  to  each  division 


PIf .  04.-Spirit  Itrd  with  Td«Mop«. 


F%.  95.— Gradu 


of  the  tube,  it  is  usual  to  employ  an  apparatus  opening  like  a  pair 
of  compasses  by  a  hinge  C  (Fig.  95),  on  one  of  the  legs  of  which 
I'ests,  by  two  V-shaped  supports,  the  tube  T  of  the  level     The  corn- 
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pass  is  opened  by  means  of  a  micrometer  screw  V,  of  very  regular 
action;  and  as  the  distance  of  the  screw  from  the  hinge  is  known, 
as  well  as  the  distance  between  the  threads  of  the  screw,  it  is  easy 
to  calculate  beforehand  the  value  of  the  divisions  on  the  micrometer 
head.  The  levelling-screws  of  the  instrument  serve  to  bring  the 
bubble  between  its  reference-marks,  so  that  the  micrometer  screw  is 
only  used  to  determine  the  value  of  the  divisions  on  the  tube. 
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182.  Capillarity — General  Phenomena. — ^The  laws  which  we  have 
thus  far  stated  respecting  the  levels  of  liquid  surfaces  are  subject  to 
remarkable  exceptions  when  the  vessels  in  which  the  liquids  are 
contained  are  very  narrow,  or,  as  they  are  called,  capillary  {capiUua, 
a  hair) ;  and  also  in  the  case  of  vessels  of  any  size,  when  we  consider 
the  portion  of  the  liquid  which  is  in  close  proximity  to  the  sides. 

1.  Free  Surface. — ^The  surface  of  a  liquid  is  not  horizontal  in  the 
neighbourhood  of  the  sides  of  the  vessel,  but  presents  a  very  decided 
curvature.  When  the  liquid  wets  the  vessel,  as  in  the  case  of  water 
in  a  glass  vessel  (Fig.  96),  the  surface  is  concave;  on  the  contrary 


TJ 


ng.  97. 


Fig.  OS. 


Pig.  99. 


when  the  liquid  does  not  wet  the  vessel,  as  in  the  case  of  mercury  in 
a  glass  vessel  (Fig.  97),  the  surface  is,  generally  speaking,  convex. 

2.  Capillary  Elevation  and  Depression.— \i  a  very  narrow  tube 
of  glass  be  plunged  in  water,  or  any  other  liquid  that  will  wet  it 
(Fig.  98),  it  will  be  observed  that  the  level  of  the  liquid,  instead  of 
remaining  at  the  same  height  inside  and  outside  of  the  tube,  stands 
perceptibly  higher  in  the  tube;  a  capillary  ascension  takes  place, 
which  varies  in  amount  according  to  the  nature  of  the  liquid  and 


Digitized  by 


Googk 


GENERAL  PHENOMENA. 


125 


Fig.  100. 


the  diameter  of  the  tube.  It  will  also  be  seen  that  the  liquid 
column  thus  raised  terminates  in  a  concave  surface.  If  a  glass  tube 
be  dipped  in  mercury,  which  does  not  wet  it,  it  will  be  seen,  by 
bringing  the  tube  to  the  side  of  the  vessel,  that  the  mercury  is 
depressed  in  its  interior,  and  that  it  terminates  in  a  convex  surface 
(Fig.  99). 
3.  CapiUai^  Vessels  in  Commv/rdcation  with  Others. — If  we  take 
two  bent  tubes  (Fig.  100),  each  having 
one  branch  of  a  considerable  diameter  and 
the  other  extremely  narrow,  and  pour  into 
one  of  them  a  liquid  which  wets  it,  and 
into  the  other  mercury,  the  liquid  will 
be  observed  in  the  former  case  to  stand 
higher  in  the  capillary  than  in  the  prin- 
cipal branch,  and  in  the  latter  case  to 
stand  lower;  the  free  surfaces  being  at 
the  same  time  concave  in  the  case  of  the 
liquid  which  wets  the  tubes,  and  convex 
in  the  case  of  the  mercury. 

183.  Circumstances  which  influence  Capillary  Elevation  and  Depres- 
sion.— In  wetted  tubes  the  elevation  depends  upon  the  nature  of  the 
liquid;  thus,  at  the  temperature  of  18°  Cent.,  water  rises  29*79°*"  in 
a  tube  1  millimetre  in  diameter,  alcohol  rises  12-18™™,  nitric  acid 
22-57™™,  essence  of  lavender  4*28™™,  &c.  The  nature  of  the  tube  is 
almost  entirely  immaterial,  provided  the  precaution  be  first  taken 
of  wetting  it  with  the  liquid  to  be  employed  in  the  experiment,  so 
as  to  leave  a  film  of  the  liquid  adhering  to  the  sides  of  the  tube. 

Capillary  depression,  on  the  other  hand,  depends  both  on  the 
nature  of  the  liquid  and  on  that  of  the  tube.  Both  ascension  and 
depression  diminish  as  the  temperature  increases;  for  example,  the 
elevation  of  water,  which  in  a  tube  of  a  certain  diameter  is  equal  to 
132™™  at  0°  Cent.,  is  only  106™™  at  100^ 

184.  Law  of  Diameters. — Ca/piUwt'y  elevations  and  depressions, 
when  all  other  drcumstaTices  are  the  same,  are  inversely  propor- 
tional to  the  diameters  of  the  tubes.  As  this  law  is  a  consequence 
of  the  mathematical  theories  which  are  generally  accepted  as  ex- 
plaining capillary  phenomena,  its  verification  has  been  regarded  as 
of  great  importance. 

The  experiments  of  Qay-Lussac,  which  confirmed  this  law,  have 
been  repeated,  with  slight  modifications,  by  several  observers.     The 
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method  employed  consists  essentially  in  measuring  the  capillary 
elevation  of  a  liquid  by  means  of  a  cathetometer  (Fig.  101).  The 
telescope  U  is  directed  first  to  the  top  n  of  the  column  in  the  tube, 
and  then  to  the  end  of  a  pointer  b,  which  touches  the  surface  of  the 


Fig.  101.— Verifloation  of  Law  of  DUmeien. 

liquid  at  a  point  where  it  is  horizontal.  In  observing  the  depression 
of  mercury,  since  the  opacity  of  the  metal  prevents  us  from  seeing 
the  tube,  we  must  bring  the  tube  close  to  the  side  of  the  vessel  e. 

The  diameter  of  the  tube  can  be  measured  directly  by  observing 
its  section  through  a  microscope,  or  we  may  proceed  by  the  method 
employed  by  Gay-Lussac  He  weighed  the  quantity  of  mercury 
which  filled  a  known  length  I  of  the  tube;  this  weight  w  is  that 
of  a  cylinder  of  mercury  whose  radius  x  is  determined  by  the 
equation  13*59  na?l=w,  where  x  and  I  are  in  centimetres,  and  w  in 
grammes. 

The  result  of  these  difierent  experiments  is,  that  in  the  case  of 
wetted  tubes  the  law  is  exactly  fulfiilled,  provided  that  they  be  pre- 
viously washed  with  the  greatest  care,  so  as  to  remove  all  foreign 
matters,  and  that  the  liquid  on  which  the  experiment  is  to  be  per- 
formed be  first  passed  through  them.  When  the  liquid  does  not  wet 
the  tube,  various  causes  combine  to  afiect  the  form  of  the  surface  in 
which  the  liquid  column  terminates;  and  we  cannot  infer  the  depres- 
sion from  knowing  the  diameter,  unless  we  also  take  into  considera- 
tion some  element  connected  with  the  form  of  the  terminal  surface, 
such  as  the  length  of  the  sagitta,  or  the  angle  made  with  the  sides 


Digitized  by 


Googk 


FUNDAMENTAL  PBINCIPLES.  127 

of  the  tube  by  the  extremities  of  the  curved  surface,  which  is  called 
the  angle  of  contact. 

186.  Fundamental  Laws  of  Capillary  Phenomena. — Capillary  phe- 
nomena, as  they  take  place  alike  in  air  and  in  vacuo,  cannot  be  attri- 
buted to  the  action  of  the  atmosphere.  They  depend  upon  molecular 
actions  which  take  place  between  the  particles  of  the  liquid  itself, 
and  between  the  liquid  and  the  solid  containing  it,  the  actions  in 
question  being  purely  superficial — that  is  to  say,  being  confined  to 
an  extremely  thin  layer  forming  the  external  boundary  of  the  liquid, 
and  to  an  extremely  thin  superficial  layer  of  the  solid  in  contact 
with  the  liquid.  For  example,  it  is  found  in  the  case  of  glass  tubes, 
that  the  amount  of  capillary  elevation  or  depression  is  not  at  all 
afiected  by  the  thickness  of  the  sides  of  the  tube.  The  following 
are  some  of  the  principles  which  govern  capillary  phenomena. 

1.  For  a  given  liquid  in  contact  with  a  given  solid,  with  a  definite 
intimateness  of  contact  (this  last  element  being  dependent  upon  the 
cleanness  of  the  surface,  upon  whether  the  surface  of  the  solid  has 
been  recently  washed  by  the  liquid,  and  perhaps  upon  some  other 
particulars),  there  is  (at  any  specified  temperature)  a  definite  angle 
of  contact,  which  is  independent  of  the  directions  of  the  surfaces 
with  regard  to  the  vertical 

2.  Every  liquid  behaves  aa  if  a  thin  film,  forming  its  external 
layer,  were  in  a  state  of  tension,  and  exerting  a  constant  effort  to 
contract.  This  tension,  or  contractile  force,  is  exhibited  over  the 
whole  of  the  free  surface  (that  is,  the  surface  which  is  exposed  to  air); 
but  wherever  the  liquid  is  in  contact  with  a  solid,  its  existence  is 
masked  by  other  molecular  actions.  It  is  uniform  in  all  directions 
in  the  free  surface,  and  at  all  points  in  this  surface,  being  dependent 
only  on  the  nature  and  temperature  of  the  liquid.  Its  intensity  for 
several  specified  liquids  is  given  in  tabular  form  further  on  (§  192) 
upon  the  authority  of  Van  der  Mensbrugghe.  Tension  of  this  kind 
must  of  course  be  stated  in  units  of  force  per  linear  unit,  because  by 
doubling  the  width  of  a  band  we  double  the  force  required  to  keep 
it  stretched  Mensbrugghe  considers  that  such  tension  really  exists 
in  the  superficial  layer;  but  the  majority  of  authors  (and  we  think 
with  more  justice)  regard  it  rather  as  a  convenient  fiction,  which 
accurately  represents  the  effects  of  the  real  cause.  Two  of  the  most 
eminent  writers  on  the  cause  of  capillary  phenomena  are  Laplace 
and  Dr.  Thomas  Young.  The  subject  presents  diflSculties  which 
have  not  yet  been  fully  surmounted 
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186.  Application  to  Elevation  in  Tubes. — The  law  of  diameters  is 
a  direct  consequence  of  the  two  preceding  principles;  for  if  a  denote 
the  external  angle  of  contact  (which  is  acute  in  the  case  of  mercury 
against  glass),  T  the  tension  per  unit  length,  and  r  the  radius  of 
the  tube,  then  2irrT  will  be  the  whole  amount  of  force  exerted  at 
the  margin  of  the  surface;  and  as  this  force  is  exerted  in  a  direction 
rnaking  an  angle  a  with  the  vertical,  its  vertical  component  wiU  be 
2irrT  cos  a,  which  is  exerted  in  pulling  the  tube  upwards  and  the 
liquid  downwards. 

If  tt;  be  the  weight  of  unit  volume  of  the  liquid,  then  irr^w  is  the 
weight  of  as  much  as  would  occupy  unit  length  of  the  tube;  and  if  h 
denote  the  height  of  a  column  whose  weight  is  equal  to  the  force 
tending  to  depress  the  liquid,  we  have 

irr*Air = 2irrTco8  a ; 

whence  k= — ^^  which,  when  the  other  elements  are  given,  varies 

inversely  as  r,  the  radius  of  the  tube. 

Having  regard  to  the  fact  that  the  surface  is  not  of  the  same 
height  in  the  centre  as  at  the  edges,  it  is  obvious  that  h  denotes  the 
mean  height. 

If  o  be  obtuse,  h  will  be  negative — that  is  to  say,  there  will  be 
elevation  instead  of  depression.  In  the  case  of  water  against  a  tube 
which  has  been  well  wetted  with  that  liquid,  o  is  180° — that  is  to 
say,  the  tube  is  tangential  to  the  surface.  For  this  case  the  formula 
for  h  gives 

2T 
elevation  =       .  , 

no 

Again,  for  two  parallel  vertical  plates  at  distance  u,  the  vertical  force 
of  capiUarity  for  a  unit  of  length  is  2Tcof a,  which  must  be  equal  to 
whu,  being  the  weight  of  a  sheet  of  liquid  of  height  h,  thickness  u, 
and  length  unity.     We  have  therefore 

^  _  2Tco8tt 
uw 

which  agrees  with  the  expression  for  the  depression  or  elevation  in 
a  circular  tube  whose  radius  is  equal  to  the  distance  between  these 
parallel  plates. 

The  surface  tension  always  tends  to  reduce  the  surface  to  the 
smallest  area  whidi  can  be  inclosed  by  its  actual  boundary;  and 
therefore  always  produces  a  normal  force  directed  from  the  convex 
to  the  concave  side  of  the  superficial  film.     Hence,  wherever  there  is 
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capillary  elevation  the  free  surface  must  be  concave;  wherever  there 
is  depression  it  must  be  convex. 

187.  It  follows  from  a  well-known  proposition  in  statics  (Tod- 
hunter's  Statics,  §  194),  that  if  a  cylindrical  film  be  stretched  with  a 
uniform  tension  T  (so  that  the  force  tending  to  pull  the  film  asunder 
across  any  short  line  drawn  on  the  film,  is  T  times  the  length  of  the 
line),  the  resultant  normal  pressure  (which  the  film  exerts,  for  ex- 
ample, against  the  surface  of  a  solid  internal  cylinder  over  which  it 
is  stretched)  is  T  divided  by  the  radius  of  the  cylinder. 

It  can  be  proved  that  a  film  of  any  form,  stretched  with  uniform 
tension  T,  exerts  at  each  point  a  normal  pressure  equal  to  the  sum 
of  the  pressures  which  would  be  exerted  by  two  overlapping  cylin- 
drical films,  whose  axes  are  at  right  angles  to  one  another,  and 
whose  cross  sections  are  circles  of  curvature  of  normal  sections  at 
the  point.  That  is  to  say,  if  P  be  the  normal  force  per  unit  area, 
and  r,  /  the  radii  of  curvature  in  two  mutually  perpendicular  normal 
sections  at  the  point,  then 

p-T(L.|,). 

At  any  point  on  a  curved  surface,  the  normal  sections  of  greatest  and 
least  curvature  are  mutually  perpendicular,  and  are  called  the  prin- 
cipal normal  sections  at  the  point.  If  the  corresponding  radii  of 
curvature  be  R,  R',  we  have 

P  =  T(i.^,);  (1) 

or  the  normal  force  per  vmit  area  is  equal  to  the  tension  per  unit 
length  multiplied  by  the  8um  of  the  principal  curvatures. 

In  the  case  of  capillary  depressions  and  elevations,  the  superficial 
film  at  the  free  surface  is  to  be  regarded  as  pressing  the  liquid  in- 
wards, or  pulling  it  outwards,  according  as  this  surface  is  convex  or 
concave,  with  a  force  P  given  by  the  above  formula.  The  value  of 
P  at  any  point  of  the  free  surface  is  equal  to  the  pressure  due  to  the 
height  of  a  colunm  of  liquid  extending  from  that  point  to  the  level 
of  the  general  horizontal  surface.  It  is  therefore  greatest  at  thf 
edges  of  the  elevated  or  depressed  column  in  a  tube,  and  least  in  the 

centre;  and  the  curvature,  as  measured  hy  ^  +  ^^  must  vary  in  the 

same  proportion.  If  the  tube  is  so  large  that  there  is  no  sensible 
elevation  or  depression  in  the  centre  of  the  column,  the  centre  of  the 
free  surface  must  be  sensibly  plane. 

188.  Another  consequence  of  the  formula  is,  that  in  circumstances 
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where  there  can  be  no  normal  pressure  towards  either  side  of  the 
surface, 

which  implies  that  either  the  surface  is  plane,  in  which  case  each  of 
the  two  terms  is  separately  equal  to  zero,  or  else 

E=-R';  (8) 

that  is,  the  principal  radii  of  curvature  are  equal,  and  lie  on  opposite 
sides  of  the  surface.  The  formulsB  (2),  (3)  apply  to  a  film  of  soapy 
water  attached  to  a  loop  of  wire.  If  the  loop  be  in  one  plane,  the 
film  will  be  in  the  same  plane.  K  the  loop  be  not  in  one  plane,  the 
film  cannot  be  in  one  plane,  and  will  in  fact  assume  that  form  which 
gives  the  least  area  consistent  with  having  the  loop  for  its  boundary. 
At  every  point  it  will  be  observed  to  be,  if  we  may  so  say,  concave 
towards  both  sides,  and  convex  towards  both  sides,  the  concavity 
being  precisely  equal  to  the  convexity — that  is  to  say,  equation  (3) 
is  satisfied  at  every  point  of  the  film. 

In  this  case  both  sides  of  the  film  are  exposed  to  atmospheric 
pressure.  In  the  case  of  a  common  soap-bubble  the  outside  is  ex- 
posed to  atmospheric  pressure,  and  the  inside  to  a  pressure  somewhat 
greater,  the  difierence  of  the  pressures  being  balanced  by  the  ten- 
dency of  the  film  to  contract.  Formula  (1)  becomes  for  either  the 
outer  or  inner  surface  of  a  spherical  bubble 

but  this  result  must  be  doubled,  because  there  are  two  free  surfaces; 
hence  the  excess  of  pressure  of  the  inclosed  above  the  external  air  is 

^  R  denoting  the  radius  of  the  bubble. 

The  value  of  T  for  soapy  water  is  about  1  grain  per  linear  inch; 
hence,  if  we  divide  4  by  the  radius  of  the  bubble  expressed  in  inches, 
we  shall  obtain  the  excess  of  internal  over  external  pressure  in  grains 
per  square  inch. 

The  value  of  T  for  any  liquid  may  be  obtained  by  observing  the 
amount  of  elevation  or  depression  in  a  tube  of  given  diameter,  and 
employing  the  formula 

which  follows  immediately  from  the  formida  for  A  in  §  186. 
189.  It  is  this  uniform  surface  tension,  of  which  we  have  been 
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speaking,  which  causes  a  drop  of  a  liquid  falling  through  the  air 
either  to  assume  the  spherical  form,  or  to  oscillate  about  the  spheri- 
cal form.  The  phenomena  of  drops  can  be  imitated  on  an  enlarged 
scale,  under  circumstances  which  permit  us  to  observe  the  actual 
motions,  by  a  method  devised  by  Professor  Plateau  of  Ghent.  Olive- 
oil  is  intermediate  in  density  between  water  and  alcohol.  Let  a 
mixture  of  alcohol  and  water  be  prepared,  having  precisely  the 
density  of  olive-oil,  and  let  about  a  cubic  inch  of  the  latter  be  gently 
introduced  into  it  with  the  aid  of  a  funnel  or  pipette.  It  will  as- 
sume a  spherical  form,  and  if  forced  out  of  this  form  and  then  left 
free,  will  slowly  oscillate  about  it;  for  example,  if  it  has  been  com- 
pelled to  assume  the  form  of  a  prolate  spheroid,  it  will  pass  to  the 
oblate  form,  will  then  become  prolate  again,  and  so  on  alternately, 
becoming  however  more  nearly  spherical  every  time,  because  its 
movements  are  hindered  by  friction,  until  at  last  it  comes  to  rest  as 
a  sphere. 

190.  Capillarity  furnishes  no  exception  to  the  principle  that  the 
pressure  in  a  liquid  is  the  same  at  all  points  at  the  same  depth. 
When  the  free  surface  within  a  tube  is  convex,  and  is  consequently 
depressed  below  the  plane  surface  of  the  external  liquid,  the  pres- 
sure becomes  suddenly  greater  on  passing  downwards  through  the 
superficial  layer,  by  the  amount  due  to  the  curvature.  Below  this 
it  increases  regularly  by  the  amount  due  to  the  depth  of  liquid 
passed  through.  The  pressure  at  any  point  vertically  under  the  con- 
vex meniscus^  may  be  computed,  either  by  taking  the  depth  of  the 
point  below  the  general  free  surface,  and  adding  atmospheric  pres- 
sure to  the  pressure  due  to  this  depth,  according  to  the  ordinary 
principles  of  hydrostatics,  or  by  taking  the  depth  of  the  point  below 
that  point  of  the  meniscus  which  is  vertically  over  it,  adding  the 
pressure  due  to  the  curvature  at  this  pointy  and  also  adding  atmo- 
spheric pressure. 

When  the  free  surface  of  the  liquid  within  a  tube  is  concave,  the 
pressure  suddenly  diminishes  on  passing  downwards  through  the 
superficial  layer,  by  the  amoimt  due  to  the  curvature  as  given  by 
formula  (1);  that  is  to  say,  the  pressure  at  a  very  small  depth  is  less 
than  atmospheric  pressure  by  this  amoimt.  Below  this  depth  it 
goes  on  increasing  according  to  the  usual  law,  and  becomes  equal  to 

'  The  convex  or  concaye  surface  of  the  liquid  in  a  tube  is  usually  denoted  by  the  name 
meniscus  {fjLTjtdffKos,  a  crescent),  which  denotes  a  form  approximately  resembling  that  of  a 
watch-glass. 
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aknospheric  pressure  at  that  depth  which  c(»rresponds  with  the  level 
of  the  plane  external  surface.  The  pressure  at  any  point  in  the 
liquid  within  the  tube  can  therefore  be  obtained  either  by  subtract- 
ing from  atmospheric  pressure  the  pressure*  due  to  the  elevation  of 
the  point  above  the  general  surface,  or  by  adding  to  atmospheric 
pressure  the  pressure  due  to  the  depth  below  that  point  of  the 
meniscus  which  is  on  the  same  vertical,  and  subtracting  the  pressure 
due  to  the  curvature  at  this  point. 

These  rules  imply,  as  has  been  already  remarked,  that  the  curva- 
kire  is  different  at  different  points  of  the  meniscus,  being  greatest 
where  the  elevation  or  depression  is  greatest,  namely  at  the  edges 
of  the  meniscus;  and  least  at  the  point  of  least  elevation  or  depres- 
sion, which  in  a  cylindrical  tube  is  the  middle  point. 

The  principles  just  stated  apply  to  all  cases  of  capillary  elevation 
and  depression. 

They  enable  us  to  calculate  the  force  with  which  two  parallel  ver- 
tical plates,  partially  immersed  in  a  liquid  which  wets  them,  are 
urged  towards  each  other  by  capillary  action.  The  pressure  in  the 
portion  of  liquid  elevated  between  them  is  less  than  atmospheric, 
and  therefore  is  insufficient  to  balance  the  atmospheric  pressure 
which  is  exerted  on  the  outer  faces  of  the  plates.  The  average  pres- 
sure in  the  elevated  portion  of  liquid  is  equal  to  the  actual  pressure 
at  the  centre  of  gravity  of  the  elevated  area,  and  is  less  than  atmo- 
spheric pressure  by  the  pressure  of  a  column  of  liquid  whose  height 
is  the  elevation  of  this  centre  of  gravity. 

Even  if  the  liquid  be  one  which  does  not  wet  the  plates,  they  will 
still  be  urged  towards  each  other  by  capillary  action;  for  the  inner 
faces  of  the  plates  are  exposed  to  merely  atmospheric  pressure  over 
the  area  of  depression,  while  the  corresponding  portions  of  the  ex- 
ternal faces  are  expose^  to  atmospheric  pressure  increased  by  the 
weight  of  a  portion  of  the  liquid. 

These  principles  explain  the  apparent  attraction  exhibited  by 
bodies  floating  on  a  liquid  which  either  wets  them  both  or  wets 
neither  of  them.  When  the  two  bodies  are  near  each  other  th^ 
behave  somewhat  like  parallel  plates,  the  elevation  or  depression  of 
the  liquid  between  them  being  greater  than  on  their  remote  sides. 

If  two  floating  bodies,  one  of  which  is  wetted  and  the  other  un- 
wetted  by  the  liquid,  come  near  together,  the  elevation  and  depres- 
sion of  the  liquid  will  be  less  on  the  near  than  on  the  remote  sides, 
and  apparent  repulsion  will  be  exhibited. 
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In  all  cases  of  capillary  elevation  or  depression,  the  solid  is  pulled 
downwards  or  upwards  with  a  force  equal  to  that  by  which  the 
liquid  is  raised  or  depressed.  In  applying  the  principle  of  Archi- 
medes to  a  solid  partially  immersed  in  a  liquid,  it  is  therefore  neces- 
sary (as  we  have  seen  in  §  159),  when  the  solid  produces  capillary 
depression,  to  reckon  the  void  space  thus  created  as  part  of  the  dis- 
placement; and  when  the  solid  produces  capillary  elevation,  the  fluid 
raised  above  the  general  level  must  be  redconed  as  negative  displace- 
ment, tending  to  vncrease  the  apparent  weight  of  the  solid. 

191.  Thus  far  all  the  effects  of  capillary  action  which  we  have 
mentioned  are  connected  with  the  curvature  of  the  superficial  film, 
and  depend  upon  the  principle  that  a  convex  surface  increases  and  a 
concave  surface  diminishes  the  pressure  in  the  interior  of  the  liquid. 
But  there  is  good  reason  for  maintaining  that  whatever  be  the  form 
of  the  free  surface  there  is  always  pressure  in  the  interior  due  to 
the  molecular  action  at  this  surface,  and  that  the  pressure  due  to  the 
curvature  of  the  surface  is  to  be  added  to  or  subtracted  from  a 
definite  amoimt  of  pressure  which  is  independent  of  the  curvature 
and  depends  only  on  the  nature  and  condition  of  the  liquid.  This 
indeed  follows  at  once  from  the  fact  that  capillary  elevation  can 
take  place  in  vacuo.  As  far  as  the  principles  of  the  preceding 
paragraphs  are  concerned,  we  should  have,  at  points  within  the 
elevated  column,  a  pressure  less  than  that  existing  in  the  vacuum. 
This,  however,  cannot  be;  we  cannot  conceive  of  negative  pressure 
existing  in  the  interior  of  a  liquid,  and  we  are  driven  to  conclude 
that  the  elevation  is  owing  to  the  excess  of  the  pressure  caused  by 
the  plane  surface  in  the  containing  vessel  above  the  pressure  caused 
by  the  concave  surface  in  the  capillary  tube. 

There  are  some  other  facts  which  seem  only  explicable  on  the  same 
general  principle  of  interior  pressure  due  to  surface  action, — ^facts 
which  attracted  the  notice  of  some  of  the  earliest  writers  on 
pneumatics,  namely,  that  siphons  will  work  in  vacuo,  and  that  a 
column  of  mercury  at  least  75  inches  in  length  can  be  sustained — as 
if  by  atmospheric  pressure — in  a  barometer  tube,  the  mercury  being 
boiled  and  completely  filling  the  tube. 

192.  We  have  now  to  notice  certain  phenomena  which  depend  on 
the  difference  in  the  surface  tensions  of  different  liquids,  or  of  the 
same  liquid  in  different  states. 

Let  a  thin  layer  of  oil  be  spread  over  the  upper  surface  of  a  tinn 
sheet  of  brass,  and  let  a  lamp  be  placed  underneath.    The  oil  will  be 
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observed  to  run  away  from  the  spot  directly  over  the  flame,  even 
though  this  spot  be  somewhat  lower  than  the  rest  of  the  sheet. 
This  effect  is  attributable  to  the  excess  of  surface  tension  in  the  cold 
oil  above  the  hot. 

In  like  manner,  if  a  drop  of  alcohol  be  introduced  into  a  thin 
layer  of  water  spread  over  a  nearly  horizontal  surface,  it  will  be 
drawn  away  in  all  directions  by  the  surrounding  water,  leaving  a 
nearly  dry  spot  in  the  space  which  it  occupied.  In  this  experiment 
the  water  should  be  coloured  in  order  to  distinguish  it  from  the 
alcohol. 

Again,  let  a  very  small  fragment  of  camphor  be  placed  on  the  sur- 
face of  hot  water.  It  will  be  observed  to  rush  to  and  fro,  with 
frequent  rotations  on  its  own  axis,  sometimes  in  one  direction  and 
sometimes  in  the  opposite.  These  effects,  which  have  been  a  frequent 
subject  of  discussion,  are  now  known  to  be  due  to  the  diminution  of 
the  surface  tension  of  the  water  by  the  camphor  which  it  takes  up. 
Superficial  currents  are  thus  created,  radiating  from  the  fragment  of 
camphor  in  all  directions;  and  as  the  camphor  dissolves  more  quickly 
in  some  parts  than  in  others,  the  currents  which  are  formed  are  not 
equal  in  all  directions,  and  those  which  are  most  powerful  prevail 
over  the  others  and  give  motion  to  the  fragment. 

The  values  of  T,  the  apparent  surface  tension,  for  several  liquids, 
are  given  in  the  following  table,  on  the  authority  of  Van  der  Mens- 
brugghe,  in  milligrammes  (or  thousandth  parts  of  a  gramme)  per 
millimetre  of  length.  They  can  be  reduced  to  grains  per  inch  of 
length  by  multiplying  them  by  '392;  for  example,  the  surface  ten- 
sion of  distilled  water  is  7'3  x  *392=2'86  grains  per  inch. 


Distilled  water  at  20"  Cent,    ...    7*8 

Sulphuric  ether, 1*88 

Absolute  alcohol, 2*5 

Olive-oil, 8-6 

Mercury, -lO'l 

Bisulphide  of  carbon, 3*57 


Solution  of  Marseilles  soap,  1  part  of 

soap  to  40  of  water, 2*83 

Solution  of  saponine, 4*67 

Saturated  solution  of  carbonate  of 

soda, 4*28 

Water  impregnated  with  camphor,  .  4*5 


198.  Endosmose. — Capillary  phenomena  have  undoubtedly  some 
connection  with  a  very  important  property  discovered  by  Dutrochet, 
and  called  by  him  endosmose. 

The  endosmometer  invented  by  him  to  illustrate  this  phenomenon 
consists  of  a  reservoir  v  (Fig.  102)  closed  below  by  a  membrane  6a, 
and  terminating  above  in  a  tube  of  considerable  length.  This  reser- 
voir is  filled,  suppose,  with  a  solution  of  gum  in  water,  and  is  kept 
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immersed  in  water.  At  the  end  of  some  time  the  level  of  the  liquid 
in  the  tube  will  be  observed  to  have  risen  to  n,  suppose,  and  at  the 
same  time  traces  of  gum  will  be  found  in  the  water  in  which  the 
reservoir  is  immersed.  Hence  we  conclude  that  the  two  liquids 
have  penetrated  through  the  membrane,  but  in  different  proportions; 
and  this  is  what  is  called  endosmose. 

If  instead  of  a  solution  of  gum  we  employed  water  containing 
albumen,  sugar,  or  gelatine  in  solution,  a  similar  result  would  ensue. 
The  membrane  may  be  replaced  by  a  slab  of  wood  or  of  porous  clay. 
Physiologists  have  justly  attached  very  great  importance  to  this 
discovery  of  Dutrochet.  It  explains,  in  fact,  the  interchange  of 
liquids  which  is  continually  taking  place  in  the  tissues  and  vessels 
of  the  animal  system,  as  well  as  the  absorption  of  water  by  the 
spongioles  of  roots,  and  several  similar  phenomena. 

As  regards  the  power  of  passing  through  porous  diaphragms, 
Graham  has  divided  substances  into  two  classes — crystalloids  and 
colloids  (KvXXfi.  glue).  The  former  are  sus- 
ceptible of  crystallization,  form  solutions  free 
from  viscosity,  are  sapid,  and  possess  great 
powers  of  difl^ion  through  porous  septa. 
The  latter,  including  gum,  starch,  albumen, 
&c,  are  characterized  by  a  remarkable  slug- 
gishness and  indisposition  both  to  difiusion 
and  to  crystallization,  and  when  pure  arc 
nearly  tasteless. 

Diffusion  also  takes  place  through  col- 
loidal diaphragms  which  are  not  porous, 
the  diaphragm  in  this  case  acting  as  a 
solvent,  and  giving  out  the  dissolved  mate- 
rial on  the  other  side.  In  the  important 
process  of  modem  chemistry  called  dialysis, 
saline  ingredients  are  separated  from  or- 
ganic substances  with  which  they  are 
blended,  by  interposing  a  colloidal  dia- 
phragm (De  La  Rue*s  parchment  paper) 
between  the  mixture  and  pure  water. 
The  organic  matters,  being  colloidal,  remain 
behind,  while  the  salts  pass  through,  and  can  be  obtained  in  a 
nearly  pure  state  by  evaporating  the  water. 

Gases  are  also  capable  of  difiusion  through  diaphragms,  whether 


Fig.  108.— Endotmometer. 
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porous  or  colloidal,  the  rate  of  difiusion  being  in  the  former  case 
inversely  as  the  square  root  of  the  density  of  the  gas.  Hydrogen 
diflFiises  so  rapidly  through  unglazed  earthenware  as  to  afford  oppor- 
tunity for  very  striking  experiments;  and  it  shows  its  power  of 
traversing  colloids  by  rapidly  escaping  through  the  sides  of  ii^dia- 
i-ubber  tubes,  or  through  films  of  soapy  water. 
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194.  Expansibility  of  Oases. — Gaseous  bodies  possess  a  number  of 
properties  in  common' with  liquids;  like  them,  they  transmit  pres- 
sures entire  and  in  all  directions,  according  to  the  principle  of 
Pascal;  but  they  differ  essentially  from  liquids  in  the  permanent 
repulsive  force  exerted  between  their  molecules,  in  virtue  of  which 
a  mass  of  gas  always  tends  to  expand. 

This  property,  called  the  expansibility  of  gases,  is  commonly  illus- 
trated by  the  following  experiment: — 

A  bladder,  nearly  empty  of  air,  and  tied  at  the  neck,  is  placed 
under  the  receiver  of  an 
air-pump.  At  first  the 
air  which  it  contains 
and  the  external  air 
oppose  each  other  by 
their  mutual  pressure, 
and  are  in  equilibrium. 
But  if  we  proceed  to  | 
exhaust  the  receiver, 
and  thus  diminish  the 
external  pressure,  the 
bladder  gradually  be- 
comes inflated,  and  thus 
manifests  the  tendency 
of  the  gas  which  it  con- 
tains to  occupy  a  greater 
volume. 

However  large  a  vessel  may  be,  it  can  always  be  filled  by  amy 
quantity  whoUever  of  a  gas,  which  will  always  exert  pressure  against 


ITig.  103.— ExpAnaibiUty  of  (ham. 


Digitized  by 


Googk 


138  THE  BAKOMETER. 

the  sides.  In  consequence  of  this  property,  the  name  of  elastic 
fluids  is  often  given  to  gases. 

195.  Air  has  Weight. — The  opinion  was  long  held  that  the  air  was 
without  weight;  or,  to  speak  more  precisely,  it  never  occurred  to 
any  of  the  philosophers  who  preceded  CJalileo  to  attribute  any 
influence  in  natural  phenomena  to  the  weight  of  the  air.  And  as 
this  influence  is  really  of  the  first  importance,  and  comes  into  play 
in  many  of  the  commonest  phenomena,  it  very  naturally  happened 
that  the  discovery  of  the  weight  of  air  formed  the  commencement 
of  the  modem  revival  of  physical  science. 

It  appears,  however,  that  Aristotle  conceived  the  idea  of  the 
possibility  of  air  having  w^ght,  and,  in  order  to  convince  himself 
on  this  point,  he  weighed  a  skin  inflated  and  collapsed.  As  he 
obtained  the  same  weight  in  both  cases,  he  relinquished  the  idea 
which  he  had  for  the  moment  entertained.  In  fact,  the  experiment, 
aa  he  performed  it,  could  only  give  a  negative  result;  for  if  the 
weight  of  the  skin  was  increased,  on  the  one  hand,  by  the  intro- 
duction of  a  fresh  quantity  of  air,  it  was  diminished,  on  the  other, 
by  the  corresponding  increase  in  the  upward  pressure  of  the  air 
displaced.  In  order  to  draw  a  certain  conclusion,  the  experiment 
should  be  performed  with  a  vessel  which  could  receive  within  it 
air  of  difierent  degrees  of  density,  without  changing  its  own 
volume. 

Galileo  is  said  to  have  devised  the  experiment  of  weighing  a 
globe  filled  alternately  with  ordinary  air  and  with  compressed  air. 
As  the  weight  is  greater  in  the  latter  case,  Galileo  should  have 
drawn  the  inference  that  air  is  heavy.  It  does  not  appear,  however, 
that  the  importance  of  this  conclusion  made  much  impression  on 
him,  for  he  did  not  give  it  any  of  those  developments  which  might 
have  been  expected  to  present  themselves  to  a  mind  like  his. 

Otto  Guericke,  the  illustrious  inventor  of  the  air-pump,  in  1650 
performed  the  following  experiment,  which  is  decisive: — 

A  globe  of  glass  (Fig.  104),  furnished  with  a  stop-cock,  and  of 
a  suflScient  capacity  (about  twelve  litres),  is  exhausted  of  air.  It  is 
then  suspended  from  one  of  the  scales  of  a  balance,  and  a  weight 
suflScient  to  produce  equilibrium  is  placed  in  the  other  scale.  The 
stop-cock  is  then  opened,  the  air  rushes  into  the  globe,  and  the  beam 
is  observed  gradually  to  incline,  so  that  an  additional  weight  is 
required  in  the  other  scale,  in  order  to  re-establish  equilibrium.  If 
the  capacity  of  the  globe  is  12  litres,  about  15*5  grammes  will  be 


Digitized  by 


Googk 


WEIGHT  OF  AIR. 


139 


needed,  which  gives  1*3  gramme  as  the  approximate  weight  of 
a  litre  (or  1000  cubic  centimetres) 
of  air.^ 

If,  in  performing  this  experiment, 
we  take  particular  precautions  to 
insure  its  precision,  as  we  shall 
explain  in  the  book  on  Heat,  it  will 
be  found  that,  at  the  temperature 
of  freezing  water,  and  under  the 
pressure  of  one  atmosphere,  a  litre 
of  perfectly  dry  air  weighs  1*293 
gramme.*  Under  these  circum- 
stances, the  ratio  of  the  weight  of 
a  volume  of  air  to  that  of  an  equal 

1-293 


volume  of  water  is  tk7^=^^«     Air 


1000  "  773* 

is  thus  773  times  lighter  than  water. 
By  repeating  this  experiment 
with  other  gases,  we  may  determine 
their  weight  as  compared  with  that 
of  air,  and  the  absolute  weight  of  a 
litre  of  each  of  them.  Thus  it  is 
found  that  a  litre  of  oxygen  weighs 
1*43  gramme,  a  litre  of  carbonic 
hydrogen  0*089  gramme,  &c. 


Pig.  104.— Weight  of  Air. 


acid   1*97   gramme,  a  litre  of 


*  A  cubic  foot  of  air  in  ordinary  oircmnstancefl  weighs  about  an  ounce  and  a  quarter. 

'  In  striotnees,  the  weight  in  grammes  of  a  litre  of  air  under  the  pressure  of  760 
millimetres  of  mercury  is  different  in  different  localities,  being  proportional  to  the  inten- 
sity of  gravity — not  because  the  force  of  gravity  on  the  litre  of  air  is  different,  for 
though  this  IB  true,  it  does  not  affect  the  numerical  value  of  the  weight  when  stated  in 
grammes,  but  because  the  pressure  of  760  millimetres  of  mercury  varies  as  the  intensity 
of  gravity,  so  that  more  air  ia  compressed  into  the  space  of  a  litre  as  gravity  increases. 
(§  201,  6.) 

The  weight  in  grammes  is  another  name  for  the  ma$8.  The  force  of  gravity  on  a  litre 
of  air  under  the  pressure  of  760  millimetres  Ib  proportional  to  the  square  of  the  intensity 
of  gravity. 

This  is  an  excellent  example  of  the  ambiguity  of  the  word  toeigktf  which  sometimes 
denotes  a  mass,  sometimes  a  force ;  and  though  the  distinction  is  of  no  practical  importance 
so  long  as  we  confine  our  attention  to  one  locality,  it  cannot  be  neglected  when  different 
localities  are  compared. 

Begnault*s  determination  of  the  weight  of  a  litre  of  dry  air  at  0"  Cent,  under  the  , 
pressure  of  760  millimetres  at  Paris  is  1*293187  gramme.     Gravity  at  Paris  is  to  gravity 
at  Greenwich  as  3456  to  3457.    The  corresponding  number  for  Greenwich  is  therefore 
1-293561 
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196.  Atmospheric  Pressure. — The  atmosphere  encircles  the  eartli 
with  a  layer  some  50  or  100  miles  in  thickness;  this  heavy  fluid 
mass  exerts  on  the  surface  of  all  bodies  a  pressure  entirely  analogous 
both  in  nature  and  origin  to  that  sustained  by  a  body  wholly 
immersed  in  a  liquid.  It  is  subject  to  the  fundamental  laws  men- 
tioned in  §§  137-139.  The  pressure  should  therefore  diminish  as 
we  ascend  from  the  surface  of  the  earth,  but  should  have  the  same 
value  for  all  points  in  the  same  horizontal  layer,  provided  that  the 
air  is  in  a  state  of  equilibrium.  On  account  of  the  great  compressi- 
bility of  gas,  the  lower  layers  are  much  more  dense  than  the  upper 
ones;  but  the  density,  like  the  pressure,  is  constant  in  value  for  the 


Fig.  105.— Tonioelliui  Experiment. 


same  horizontal  layer,  throughout  any  portion  of  air  in  a  state  of 
equilibrium.  Whenever  there  is  an  inequality  either  of  density  or 
pressure  at  a  given  level,  wind  must  ensue. 
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We  owe  to  Torricelli  an  experiment  which  plainly  shows  the 
pressure  of  the  atmosphere,  and  enables  us  to  estimate  its  intensity 
with  great  precision.  This  experiment,  which  was  performed  in 
1643,  one  year  after  the  death  of  Galileo,  at  a  time  when  the  weight 
and  pressure  of  the  air  were  scarcely  even  suspected,  has  immor- 
talized the  name  of  its  author,  and  has  exercised  a  most  important 
influence  upon  the  progress  of  natural  philosophy. 

197.  Torricellian  Experiment. — ^A  glass  tube  (Fig.  105)  about  a 
quarter  or  a  third  of  an  inch  in  diameter,  and  about  a  yard  in  length, 
is  completely  filled  with  mercury;  the  extremity  is  then  stopped 
with  tiie  finger,  and  the  tube  is  inverted  in  a  vessel  containing 
mercury.  K  the  finger  is  now  removed,  the  mercury  will  descend 
in  the  tube,  and  after  a  few  oscillations  will  remain  stationary  at  a 
height  which  varies  according  to  circumstances,  but  which  is  gen- 
erally about  76  centimetres,  or  nearly  30  inches.^ 

The  column  of  mercury  is  maintained  at  this  height  by  the  pres- 
sure of  the  atmosphere  upon  the  surface  of  the  mercury 
in  the  vessel.  In  fact,  the  pressure  at  the  level  ABCD 
(Fig.  106)  must  be  the  same  within  as  without  the  tube; 
so  that  the  column  of  mercury  BE  exerts  a  pressure  equal 
to  that  of  the  atmosphere. 

Accordingly,  we  conclude  from  this  experiment  of 
Torricelli  that  every  surface  eccposed  to  the  atmosphere 
sustains  a  normal  pressure  equaly  on  am,  average,  to  the 
weight  of  a  column  of  mercury  whose  base  is  this  surface, 
amd  whose  height  is  SO  inches. 

It  is  evident  that  if  we  performed  a  similar  experi- 
ment with  water,  whose  density  is  to  that  of  mercury  as 
1  :  13*59,  the  height  of  the  column  sustained  would  be 
13*59  times  as  much;  that  is,  30x13*59  inches,  or  about 
34  feet.  This  is  the  maximum  height  to  which  water 
can  be  raised  in  a  pump;  as  was  observed  by  Galileo. 

In  general  the  heights  of  columns  of  difierent  liquids 
equal  in  weight  to  a  column  of  air  on  the  same  base,  are 
inversely  proportional  to  their  densities. 

198.  Pressure  of  one  Atmosphere. — What  is  usually  adopted  in 
accurate  physical  discussions  as  the  standard  ''  atmosphere ''  of  pres- 
sure is  the  pressure  due  to  a  height  of  76  centimetres  of  pure  mercury 
at  the  temperature  zero  Centigrade,  gravity  being  supposed  to  have 

^  76  centimetres  are  29*922  inches. 
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Fig.  106. 
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the  same  intensity  which  it  has  at  Paris.  The  density  of  mercury  at 
this  temperature  is  13*596;  hence,  when  expressed  in  gravitation 
measure,  this  pressure  is  76x13*596 =1033*3  grammes  per  square 
centimetre.*  To  reduce  this  to  absolute  measure,  we  must  multiply 
by  the  value  of  g  (the  intensity  of  gravity)  at  Paris,  which  is  980*94; 
and  the  result  is  1013600,  which  is  the  intensity  of  pressure  in 
dynes  per  square  centimetre.  In  some  recent  works,  the  round 
number  a  million  dynes  per  square  centimetre  has  been  adopted  as 
the  standard  atmosphere. 

199.  Pascal's  Experiments. — It  is  supposed,  though  without  any 
decisive  proof,  that  Torricelli  derived  from  Galileo  the  definite 
conception  of  atmospheric  pressure.*  However  this  may  be,  when 
the  experiment  of  the  Italian  philosopher  became  known  in  France 
in  1644,  no  one  waa  capable  of  giving  the  correct  explanation  of  it, 
and  the  famous  doctrine  that  "  nature  abhors  a  vacuum,"  by  which 
the  rising  of  water  in  a  pump  was  accounted  for,  was  generally 
accepted.  Pascal  was  the  first  to  prove  incontestably  the  falsity  of 
this  old  doctrine,  and  to  introduce  a  more  rational  belief.  For  this 
purpose,  he  proposed  or  executed  a  series  of  ingenious  experiments, 
and  discussed  minutely  all  the  phenomena  which  were  attributed  to 
nature's  abhorrence  of  a  vacuum,  showing  that  they  were  necessary 
consequences  of  the  pressure  of  the  atmosphere. 

We  may  cite  in  particular  the  observation,  made  at  his  suggestion, 
that  the  height  of  the  mercurial  column  decreases  in  proportion  as 
we  ascend.  This  beautiful  and  dedsive  experiment,  which  is  repeated 
as  often  as  heights  are  measured  by  the  barometer,  and  which  leaves 
no  doubt  as  to  the  nature  of  the  force  which  sustains  the  mercurial 
column,  was  performed  for  the  first  time  at  Clermont,  and  on  the 
top  of  the  mountain  Puy-fle-D&me,  on  the  19th  September,  1648. 

200.  The  Barometer. — By  fixing  the  Torricellian  tube  in  a  perman- 

^  This  is  about  14*7  pounds  per  square  inch. 

'  In  the  fountains  of  the  Grand-duke  of  Tuscany  some  pumps  were  required  to  raise 
water  from  a  depth  of  from  40  to  50  feet.  When  these  were  worked,  it  was  found  that 
they  would  not  draw.  Galileo  determined  the  height  to  which  the  water  rose  in'  their 
tubes,  and  found  it  to  be  about  82  feet;  and  as  he  had  observed  and  proved  that  air  has 
weight,  he  readily  conceived  that  it  was  the  weight  of  a  column  of  the  atmosphere  which 
maintained  the  water  at  this  height  in  the  pumps.  No  very  useful  results,  however,  were 
expected  from  this  discovery,  until,  at  a  later  date,  Torricelli  adopted  and  greatly  extended 
it  Desiring  to  repeat  the  experiment  in  a  more  convenient  form,  he  conceived  the  idea 
of  substituting  for  water  a  liquid  that  is  14  times  as  heavy,  namely,  mercury,  rightly 
imagining  that  a  column  of  one-fourteenth  of  the  length  would  balance  the  force  which 
sustained  82  feet  of  water  (Biot,  Biografhit  Univenelle,  article  "Torricelli  *').-»/>. 
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ent  position,  we  obtain  a  means  of  measuring  the  amount  of  the 
atmospheric  pressure  at  any  moment;  and  this  pressure  may  be  ex- 
pressed by  the  height  of  the  column  of  mercury  which  it  supports. 
Such  an  instrument  is  called  a  barometer.  In  order  that  its  indica- 
tions may  be  accurate,  several  precautions  must  be  observed.  In  the 
first  place,  the  liquid  used  in  different  barometers 
must  be  identical;  for  the  height  of  the  column 
supported  naturally  depends  upon  the  density  of 
the  liquid  employed,  and  if  this  varies,  the  obser- 
vations made  with  different  instruments  will  not 
be  comparable. 

The  mercury  employed  is  chemically  pure, 
being  generally  made  so  by  washing  with  a  dilute 
acid  and  by  subsequent  distillation.  The  baro- 
metric tube  is  filled  nearly  full,  and  is  then  placed 
upon  a  sloping  furnace,  and  heated  till  the  mer- 
cury boUs.  The  object  of  this  process  is  to  expel 
the  air  and  moisture  which  may  be  contained  in 
the  mercurial  column,  and  which,  without  this  pre- 
caution, would  gradually  ascend  into  the  vacuum 
above,  and  cause  a  downward  pressure  of  un- 
certain amount,  which  would  prevent  the  mercury 
from  rising  to  the  proper  height. 

The  next  step  is  to  fill  up  the  tube  with  pure 
mercury,  taking  care  not  to  introduce  any  bubble 
of  air.  The  tube  is  then  inverted  in  a  cistern 
likewise  containing  pure  mercury  recently  boiled, 
and  is  firmly  fixed  in  a  vertical  position,  as  shown 
in  Fig.  107. 

We  have  thus  a  fixed  barometer;  and  in  order 
to  ascertain  the  atmospheric  pressure  at  any 
moment,  it  is  only  necessary  to  measure  the 
height  of  the  top  of  the  column  of  mercury  above 
the  surface  of  the  mercury  in  the  cistern.  One 
method  of  doing  this  is  to  employ  an  iron  rod, 
working  in  a  screw^  and  fixed  vertically  above  the 
surface  of  the  mercury  in  the  dish.  The  extremities  of  this  rqd  are 
pointed,  and  the  lower  extremity  being  brought  down  to  touch  the 
surface  of  the  liquid  below,  the  distance  of  the  upper  extremity  from 
the  top  of  the  column  of  mercury  is  measured.     Adding  to  this  the 


Fig.  107.— Barometer  in 
its  aim^ileftt  form. 
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length  of  the  rod,  which  has  previously  been  determined  once  for 
all,  we  have  the  barometric  height.  This  measurement  may  be 
effected  with  great  precision  by  means  of  the  cathetometer. 

201.  Cathetometer. — This  instrument,  which  is  so  frequently  em- 
ployed in  physics  to  measure  the 
vertical  distance  between  two  points, 
was  invented  by  Dulong  and  Petit. 

It  consists  essentially  (Fig.  108)  of 
a  vertical  scale  divided  usually  into 
half  millimetres.  This  scale  forms 
part  of  a  brass  cylinder  capable  of 
turning  very  easily  about  a  strong 
steel  axis.  This  axis  is  fixed  on  a 
pedestal  provided  with  three  levelling 
screws,  and  with  two  spirit-levels  at 
right  angles  to  each  other.  Along 
the  scale  moves  a  sliding  frame  carry- 
ing a  telescope  furnished  with  cross- 
wires,  that  is,  with  two  very  fine 
threads,  usually  spider  lines,  in  the 
focus  of  the  eye-piece,  whose  point  of 
intersection  serves  to  determine  the 
line  of  vision.  By  means  of  a  clamp 
and  slow-motion  screw,  the  telescope 
can  be  fixed  with  great  precision  at 
any  required  height.  The  telescope 
is  also  provided  with  a  spirit-level 
and  adjusting  screw.  When  the 
apparatus  is  in  correct  adjustment, 
the  line  of  vision  of  the  telescope  is 
horizontal,  and  the  graduated  scale  is 
vertical.  If  then  w^e  wish  to  measure 
the  difference  of  level  between  two 
points,  we  have  only  to  sight  them 
successively,  and  measure  the  distance 

passed  over  on  the  scale,  which  is  done  by  means  of  a  vernier 

attached  to  the  sliding  frame. 

202.  Fortin's  Barometer. — The  barometer  just  described  is  intended 
to  be  fixed;  when  portability  is  required,  the  construction  devised  by 
Fortin  (Fig.  109)  is  usually  employed.     It  is  also  frequently  om- 


Fig.  106.— Cathetoinet«r. 
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ployed  for  fixed  barometers.  The  cistern,  which  is  formed  of  a  tube 
of  boxwood,  surmounted  by  a  tube  of  glass,  is  closed  below  by  a 
piece  of  leather,  which  can  be  raised  or  lowered  by  means  of  a  screw. 
This  screw  works  in  the  bottom  of  a  brass  case,  which  incloses  the 
cistern  except  at  the  middle,  where  it  is  cut 
away  in  front  and  at  the  back,  so  as  to  leave 
the  surface  of  the  mercury  open  to  view.  The 
barometric  tube  is  encased  in  a  tube  of  brass 
with  two  slits  at  opposite  sides  (Fig.  110);  and 
it  is  on  this  tube  that  the  divisions  are  engraved, 
the  zero  point  from  which  they  are  reckoned 
being  the  lower  extremity  of  an  ivory  point 
fixed  in  the  covering  of  the  cistern.  The  tem- 
perature of  the  mercury,  which  is  required  for 
one  of  the  corrections  mentioned  in  next  section, 
is  given  by  a  thermometer  with  its  bulb  resting 
against  the  tube.     A  cylindrical 

sliding  piece  (shown  in  Fig.  110)  ^^S^,         ^^-^^Ti  ^^^Ji^ 

furnished  with  a  vernier,^  moves 
along  the  tube  and  enables  us  to 
determine  the  height  with  great 
precision.  Its  lower  edge  is  the 
zero  of  the  vernier.  The  way  in 
which  the  barometric  tube  is 
fixed  upon  the  cistern  is  worth 
notice.  In  the  centre  of  the 
upper  surface  of  the  copper  casing 
there  is  an  opening,  from  which 
rises  a  short  tube  of  the  same 
metal,  lined  with  a  tube  of  box- 
wood. The  barometric  tube  is 
pushed  inside,  and  fitted  in  with 
a  piece  of  chamois  leather,  which 
prevents  the  mercury  from  issuing,  but  does  not  exclude  the  air, 
which,  passing  through  the  pores  of  the  leather,  penetrates  into  the 
cistern,  and  so  transmits  its  pressure. 

Before  taking  an  observation,  the  surface  of  the  mercury  is  ad- 

'  The  vernier  is  an  instrument  very  largely  employed  for  measuring  the  fractions  of  a 
unit  of  length  on  any  scale.  Suppose  we  have  a  scale  divided  into  inches,  and  another 
scale  containing  nine  inches  divided  into  ten  equal  parts.    If  now  we  make  the  end  of  this 

10 


Fig.  no. 

Upper  iwrtion  of 
Barometer. 


Pig.  109. 

Cistern  of  Fortin's 

Barometer. 
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justed,  by  means  of  the  lower  screw,  to  touch  the  ivory  point.  The 
observer  knows  when  this  condition  is  fulfilled  by  seeing  the 
extremity  of  the  point  touch  its  image  in  the  mercury.  The  sliding 
piece  which  carries  the  vernier  is  then  raised  or  lowered,  until  its 
base  is  seen  to  be  tangential  to  the  upper  surface  of  the  mercurial 
column,  as  shown  in  Fig.  110.  In  making  this  adjustment,  the  back 
of  the  instrument  should  be  turned  towards  a  good  light,  in  order 
that  the  observer  may  be  certain  of  the  position  in  which  the  light 
is  just  cut  off  at  the  summit  of  the  convexity. 

When  the  instrument  is  to  be  carried  from  place  to  place,  precau- 
tions must  be  taken  to  prevent  the  mercury  from  bumping  against 
the  top  of  the  tube  and  breaking  it  The  screw  at  the  bottom  is  to 
be  turned  imtil  the  mercury  reaches  the  top  of  the  tube,  and  the 
instrument  is  then  to  be  inverted  and  carried  upside  down. 

We  may  here  remark  that  the  goodness  of  the  vacuum  in  a  bar- 
ometer, can  be  tested  by  the  sound  of  the  mercury  when  it  strikes 
the  top  of  the  tube,  which  it  can  be  made  to  do  either  by  screwing 

latter  scale,  which  is  called  the  vernier,  coincide  with  one  of  the  divisions  in  the  scale  of 
inches,  as  each  division  of  the  vernier  is  -j^  <^^  <^  i^^^  ^^  ^  evident  that  the  first  division 
on  the  scale  will  be  ^  of  an  inch  beyond  the  first  division  on  the  vernier,  the  second  on 
the  scale  ^  beyond  Uie  second  on  the  vernier,  and  so  on  until  the  ninth  on  the  scale,  which 


|41t«fCyS9flSt^( 

-• ' • • ' ■     i'    I  ■   4   '  1    S     'i-  'i 1-  i'     i'     r' 


Pig.  HI.— Vernier. 

will  exactly  coincide  with  the  tenth  on  the  vernier.  Suppose  next  that  in  measuring  any 
length  we  find  that  its  extremity  lies  between  the  degrees  5  and  6  on  the  scale;  we  bring 
the  zero  of  the  vernier  opposite  the  extremity  of  the  length  to  be  measured,  and  observe 
what  division  on  the  vernier  coincides  with  one  of  the  divisions  on  the  scale.  We  see  in 
the  figure  that  it  a  the  seventh,  and  thus  we  conclude  that  the  fraction  required  is  -^  of 
an  inch. 

If  the  vernier  consisted  of  19  inches  divided  into  20  equal  parts,  it  would  read  to  the  ^ 
of  an  inch ;  but  there  is  a  limit  to  the  precision  that  can  thus  be  obtained.  An  exact  coin- 
cidence of  a  division  on  the  vernier  with  one  on  the  scale  seldom  or  never  takes  place,  and 
we  merely  take  the  division  which  approaches  nearest  to  this  coincidence;  so  that  when 
the  difference  between  the  degrees  on  the  vernier  and  those  on  the  scale  is  very  small, 
there  may  be  so  much  uncertainty  in  this  selection  as  to  nullify  the  theoretical  precision 
of  the  instrument.  Verniers  are  also  employed  to  measure  angles ;  when  a  circle  is  divided 
into  half  degrees,  a  vernier  is  used  which  gives  i^  of  a  division  on  the  circle,  that  is,  -^ 
of  a  half  degree,  or  one  minute. — D. 
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up  or  by  inclining  the  instrument  to  one  side.  If  the  vacuum  is 
good,  a  metallic  clink  will  be  heard,  and  unless  the  contact  be  made 
very  gently,  the  tube 
will  be  broken  by  the 
sharpness  of  the  col- 
lision. If  any  air  be 
present,  it  acts  as  a 
cushion. 

In  making  observa- 
tions in  the  field,  a 
barometer  is  usually 
suspended  from  a  tri- 
pod stand  (Fig.  112) 
by  gimbals^,  so  that  it 
always  takes  a  vertical 
position. 

203.  Float  Adjust- 
ment.— In  some  barom- 
eters the  ivory  point  for 
indicating  the  proper 
level  of  the  mercury  in 
the  cistern  is  replaced 
by  a  float.  F  (Fig.  113) 
is  a  small  ivory  piston, 
having  the  float  at- 
tached to  its  foot,  and 
moving  freely  up  and 
down  between  the  two 
ivory  guides  I.  A  hori- 
zontal line  (interrupted 
by  the  piston)  is  en- 
graved on  the  two 
guides,  and  another  is 
engraved  on  the  piston, 
at  such  a  height  that  the  three  lines  form  one  straight  line  when  the 
surface  of  the  mercury  in  the  cistern  stands  at  the  zero  point  of  the 
scale. 

204.  Barometric  Corrections. — In  order  that  barometric  heights 

^  A  kind  of  universal  joint,  in  common  use  on  board  ehip  for  the  Buspension  of  com- 
passes,  lamps,  &c.     It  is  seen  in  Fig.  112,  at  the  top  of  the  tripod  stand. 


Fig.  112.— Barometer  with  Tripod  Stuxik 
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may  be  comparabte  as  measures  of  atmospheric  pressure,  certain  cor- 
rections must  be  applied. 

1.  Correction  for  Temperature,  As  mercury  expands  with  heat, 
it  follows  that  a  column  of  warm  mercury  exerts  less 
pressure  than  a  column  of  the  same  height  at  a  lower 
temperature;  and  it  is  usual  to  reduce  the  actual 
height  of  the  column  to  the  height  of  a  column  at  the 
temperature  of  freezing  water  which  would  exert  the 
same  pressure. 

Let  h  be  the  observed  height  at  temperature  f 
Centigrade,  and  h^  the  height  reduced  to  freezing- 
point.  Then,  if  m  be  the  coefficient  of  expansion  of 
mercury  per  degree  Cent.,  we  have 

Ao  (1  +  TO  t)  =  A,  whence  h^=h-hmt  nearly. 


The  value  of  m  is  g-^^^^'OOOlSOlS. 


For  temperatures 
Fahrenheit,  we  have 


-32), 


Fig.  113. 
Float  Adjustment. 


where  m  denotes  gg^= -0001001. 


But  temperature  also  affects  the  length  of  the 
clivisions  on  the  scale  by  which  the  height  of  the  mercurial  column 
is  measured.  If  these  divisions  be  true  inches  at  0°  Cent.,  then  at 
f  the  length  of  n  divisions  will  he  n  (1  +  lt)  inches,  I  denoting  the 
coefficient  of  linear  expansion  of  the  scale,  the  value  of  which  for 
brass,  the  usual  material,  is  '00001878.  If  then  the  observed  height 
h  amounts  to  n  divisions  of  the  scale,  we  have 


whence 


h^(l+mt)=h  =  n{l  +  lt)'. 


_n{l+lt)_ 
•"      l  +  mt" 


n  -  nt  (m  -  l)f  nearly ; 


that  is  to  say,  if  -n.  be  the  height  read  off  on  the  scale,  it  must  be 
diminished  by  the  correction  nt  {7n—t),t  denoting  the  temperature 
of  the  mercury  in  degrees  Centigrade.  The  value  of  m— i  is 
•0001614. 

For  temperatures  Fahrenheit,  assuming  the  scale  to  be  of  the 
correct  length  at  32°  Fahr.,  the  formula  for  the  correction  (which  is 
still  subtractive),  is  n  (<— 32)  (m— Z),  where  m— i  has  the  value 
•00008967.^ 

^  The  correction  for  temperature  is  usually  made  by  the  help  of  tables,  which  give  its 
amount  for  all  ordinary  temperatures  and  heights.     These  tables,  when  intended  for 
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2.  Correction  for  Capillarity. — In  the  preceding  chapter  we  have 
seen  that  mercury  in  a  glass  tube  undergoes  a  capillary  depression: 
whence  it  follows  that  the  observed  barometric  height  is  too  small, 
and  that  we  must  add  to  it  the  amount  of  this  depression.  In  all 
tubes  of  internal  diameter  less  than  about  f  of  an  inch  this  correction 
is  sensible;  and  its  amount,  for  which  no  simple  formula  can  be  given, 
has  been  computed,  from  theoretical  considerations,  for  various  sizes 
of  tube,  by  several  eminent  mathematicians,  and  recorded  in  tables, 
from  which  that  given  below  is  abridged.  These  values  are  appli- 
cable on  the  assumption  that  the  meniscus  which  forms  the  summit 
of  the  mercurial  column  is  decidedly  convex,  as  it  always  is  when 
the  mercury  is  rising.  When  the  meniscus  is  too  flat,  the  mercury 
must  be  lowered  by  the  foot-screw,  and  then  screwed  up  again. 

It  is  found  by  experiment,  that  the  amount  of  capillary  depression 
is  only  half  as  great  when  the  mercury  has  been  boiled  in  the  tube 
as  when  this  precaution  has  been  neglected. 

For  purposes  of  special  accuracy,  tables  have  been  computed, 
giving  the  amount  of  capillary  depression  for  difierent  degrees  of 
convexity,  as  determined  by  the  sagitta  (or  height)  of  the  meniscus, 
taken  in  conjunction  with  the  diameter  of  the  tube.  Such  tables, 
however,  are  seldom  used  in  this  country.^ 

English  barometers,  are  generally  constructed  on  the  assumption  that  the  scale  is  of  the 
c<nTeot  length  not  at  32°  Fahr.,  but  at  62*"  Fahr.,  which  is  (by  act  of  Parliament)  the 
temperature  at  which  the  British  standard  yard  (preserved  in  the  office  of  the  Exchequer) 
is  correct.  On  this  supposition,  the  length  of  n  divisions  of  the  scale  at  temperature  ^ 
Fahr.,  is 

n{l  +  l{t-62)}; 
and  by  equating  this  expression  to 

h^{l+m{t-S2)\ 
we  find 

h^  =  n{l  -  M  {t  -  d2)  +  I  {t-62)} 

=  n{l  -  (m-0  t+  (32m-  62Z)} 

=  n  |l  -  -00008967  t  +  -00265654  } ; 

which,  omitting  superfluous  decimals,  may  conveniently  be  put  in  the  form-^ 

The  correction  vanishes  when 

•09  t  -  2-56  =  0; 

that  is,  when  <  =  ?^  =  28-5. 

For  aU  temperatures  higher  than  this  the  correction  is  subtractive. 

^  The  most  complete  collection  of  meteorological  and  physical  tables,  is  that  edited  by 
Professor  Guyot,  and  published  under  the  auspices  of  the  Smithsonian  Institution,  Wash- 
ington. 
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Table  of  Gafillabt  Depressions  in  Unboiled  Tubes. 
{To  be  halved  for  BoUed^  Tubes.) 


Diameter  of 
tube  ill  inches. 

DepreeaioQ  in 
inches. 

Diameter. 

Diameter. 

Depression. 

•10 

•140 

•20 

•058 

•40 

•015 

•11 

•126 

•22 

•050 

•42 

•013 

•12 

•114 

•24 

•044 

•44 

•Oil 

•13 

•104 

•26 

•038 

•46 

•009 

•14 

•094 

•28 

•033 

•48 

•008 

•15 

•086 

•80 

•029 

•60 

•007 

•16 

•079 

•32 

•026 

•56 

•005 

•17 

•073 

•34 

•028 

•60 

•004 

•18 

•068 

•86 

•020 

•66 

•003 

•19 

•063 

•38 

•017 

•70 

•002 

3.  Correction  for  Capacity, — When  there  is  no  provision  for  ad- 
justing the  level  of  the  mercury  in  the  cistern  to  the  zero  point  of 
the  scale,  another  correction  must  be  applied.  It  is  called  the  cor- 
rection for  capacity.  In  barometers  of  this  construction,  which  were 
formerly  much  more  common  than  they  are  at  present,  there  is  a 
certain  point  in  the  scale  at  which  the  mercurial  column  stands  when 
the  mercury  in  the  cistern  is  at  the  correct  level.  This  is  called  the 
neutral  point  If  A  be  the  interior  area  of  the  tube,  and  C  the  area 
of  the  cistern  (exclusive  of  the  space  occupied  by  the  tube  and  its 
contents),  when  the  mercury  in  the  tube  rises  by  the  amount  x,  the 

mercury  in  the  cistern  falls  by  an  amount  yz=^Xy  for  the  volume  of 

the  mercury  which  has  passed  from  the  cistern  into  the  tube  is 
C  y  =  A  a?.    The  change  of  atmospheric  pressure  is  correctly  measured 

by  ^+y=(l  +  c)  ^»  ^^^  ^  ^^  ^^^  ^^®  ^  ^  denote  the  distance  of 
the  summit  of  the  mercurial  column  from  the  neutral  point,  the  cor- 
rected distance  will  be  (l  -h^)  a?,  and  the  correction  to  be  applied  to 

the  observed  reading  will  be  ^  a?,  which  is  additive  if  the  observed 

reading  be  above  the  neutral  point,  subtractive  if  below. 

It  is  worthy  of  remark  that  the  neutral  point  depends  upon  the 
volume  of  mercury.  It  will  be  altered  if  any  mercury  be  lost  or 
added;  and  as  temperature  affects  the  volume,  a  special  temperature- 
correction  must  be  applied  to  barometers  of  this  class.  The  investi- 
gation will  be  found  in  a  paper  by  Professor  Swan  in  the  PhUo- 
sophical  Magazine  for  1861. 

In  some  modem  instruments  the  correction  for  capacity  is  avoided, 
by  making  the  divisions  on  the  scale  less  than  true  inches,  in  the 
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ratio  -j^zc*  *"^^  ^®  effect  of  capillarity  is  at  the  same  time  compen- 
sated by  lowering  the  zero  point  of  the  scale.  Such  instruments,  if 
correctly  made,  simply  require  to  be  corrected  for  temperature. 

4.  Iridex  Errors, — Under  this  name  are  included  errors  of  gradua- 
tion, and  errors  in  the  position  of  the  zero  of  the  graduations.  An 
error  of  zero  makes  all  readings  too  high  or  too  low  by  the  same 
amount.  Errors  of  graduation  (which  are  generally  exceedingly 
small)  are  different  for  different  parts  of  the  scale. 

Barometers  intended  for  accurate  observation  are  now  usually 
examined  at  Kew  Observatory  before  being  sent  out;  and  a  table  is 
furnished  with  each,  showing  its  index  error  at  every  half  inch  of 
the  scale,  errors  of  capillarity  and  capacity  (if  any)  being  included 
as  part  of  the  index  error.  We  may  make  a  remark  here  once  for 
all  respecting  the  signs  attached  to  errors  and  corrections.  The 
sign  of  an  error  is  always  opposite  to  that  of  its  correction.  When 
a  reading  is  too  high  the  index  error  is  one  of  excess,  and  is  there- 
fore positive;  whereas  the  correction  needed  to  make  the  reading 
true  is  subtractive,  and  is  therefore  negative. 

5.  Reduction  to  Sea-level, — In  comparing  barometric  observations 
taken  over  an  extensive  district  for  meteorological  purposes,  it  is 
usual  to  apply  a  correction  for  difference  of  level.  Atmospheric 
pressure,  as  we  have  seen,  diminishes  as  we  ascend;  and  it  is  usual 
to  add  to  the  observed  height  the  difference  of  pressure  due  to  the 
elevation  of  the  place  above  sea-level.  The  amount  of  this  correc- 
tion is  proportional  to  the  observed  pressure.  The  law  according  to 
which  it  increases  with  the  height  will  be  discussed  in  the  next 
chapter. 

6.  Correction  for  Unequal  Intensity  of  Oravity, — When  two 
barometers  indicate  the  same  height,  at  places  where  the  intensity 
of  gravity  is  different  (for  example,  at  the  pole  and  the  equator), 
the  same  mass  of  air  is  superincumbent  over  both;  but  the  pressures 
are  unequal,  being  proportional  to  the  intensity  of  gravity  as 
measured  by  the  values  of  gr  (§  91)  at  the  two  places. 

If  A  be  the  height,  in  centimetres,  of  the  mercurial  column  at  the 
temperature  0**  Cent.,  the  absolute  pressure,  in  d3mes  per  square 
centimetre,  will  be  gA  X  13*596;  since  13*596  is  the  density  of 
mercury  at  this  temperature. 

206.  Other  kinds  of  Mercurial  Barometer. — The  Siphon  Barometer, 
which  is  represented  in  Fig.  114,  consists  of  a  bent  tube,  generally 
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of  uniform  bore,  having  two  unequal  legs.  The  longer  leg,  which 
must  be  more  than  30  inches  long,  is  closed,  while  the  shorter  leg  is 
open.  A  sufficient  quantity  of  mercury  having  been  introduced  to 
fill  the  longer  leg,  the  instrument  is  set  upright  (after  boiling  to 
expel  air),  and  the  mercury  takes  such  a  position  that  the 
difference  of  levels  in  the  two  legs  represents  the  pressure 
of  the  atmosphere. 

Supposing  the  tube  to  be  of  uniform  section,  the  mer- 
cury will  always  fall  as  much  in  one  leg  as  it  rises  in  the 
other.  Each  end  of  the  mercurial  column  therefore  rises 
or  falls  through  only  half  the  height  corresponding  to 
the  change  of  atmospheric  pressure. 

In  the  best  siphon  barometers  there  are  two  scales,  one 
for  each  leg,  as  indicated  in  the  figure,  the  divisions  on 
one  being  reckoned  upwards,  and  on  the  other  down- 
wards, from  an  intermediate  zero  point,  so  that  the  sum 
of  the  two  readings  is  the  difference  of  levels  of  the 
mercury  in  the  two  branches. 

Inasmuch  as  capillarity  tends  to  depress  both  extrem- 
ities of  the  mercurial  column,  its  effect  is  generally 
neglected  in  siphon  barometers;  but  practically  it  causes 
great  difficulty  in  obtaining  accurate  obser\^ations,  for 
according  as  the  mercury  is  rising  or  falling  its  ex- 
tremity is  more  or  less  convex,  and  a  great  deal  of  tapping  is 
usually  required  to  make  both  ends  of  the  column  assume  the  same 
form,  which  is  the  condition  necessary  for  annihilating  the  effect  of 
capillaiy  action. 

Wheel  Barometer. — The  wheel  barometer,  which  is  in  more  gen- 
eral use  than  its  merits  deserve,  consists  of  a  siphon  barometer, 
the  two  branches  of  which  have  usually  the  same  diameter.  On 
the  surface  of  the  mercury  of  the  open  branch  floats  a  small  piece 
of  iron  or  glass  suspended  by  a  thread,  the  other  extremity  of  which 
is  fixed  to  a  pulley,  on  which  the  thread  is  partly  rolled.  Another 
thread,  rolled  parallel  to  the  first,  supports  a  weight  which  balances 
the  fl<7at.  To  the  axis  of  the  pulley  is  fixed  a  needle  which  moves  on 
a  dial.  When  the  level  of  the  mercury  varies  in  either  direction, 
the  float  follows  its  movement  through  the  same  distance;  by  the 
action  of  the  counterpoise  the  pulley  turns,  and  with  it  the  needle, 
the  extremity  of  which  points  to  the  figures  on  the  dial,  marking 
the  barometric  heights.     The  mounting  of  the  dial  is  usually  placed 


Fig.  114. 
Siphon 
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in  front  of  the  tube,  so  as  to  conceal  its  presence.  The  whed 
barometer  is  a  very  old  invention,  and  was  introduced  by  the 
celebrated  Hooke  in  1683.  The  pulley  and  strings  are  sometimes 
replaced  by  a  rack  and  pinion,  as  represented  in  the  figure 
(Fig.  115). 

Besides  the  faults  incidental  to  the  siphon  barometer,  the  wheel 


0 


I 


Fig.  115  —Wheel  Barometer. 


barometer  is  encumbered  in  its  movements  by  the  friction  of  the 
additional  apparatus.  It  is  quite  unsuitable  for  measuring  the 
exact  amount  of  atmospheric  pressure,  and  is  slow  in  indicating 
changes. 

Marine  Barometer, — The  ordinary  mercurial  barometer  cannot  be 
used  at  sea  on  account  of  the  violent  oscillations  which  the  mercury 
would  experience  from  the  motion  of  the  vessel.  In  order  to  meet 
this  difficulty,  the  tube  is  contracted  in  its  middle  portion  nearly  to 
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capillary  dimensions,  so  that  the  motion  of  the  mercury  in  either 
direction  is  hindered.  An  instrument  thus  constructed  is  called  a 
marine  barometer.  When  such  an  instrument  is  used  on  land  it 
is  always  too  slow  in  its  indications. 

206.  Aneroid  Barometer  (a,  ynpoc), — This  barometer  depends  upon 
the  changes  in  the  form  of  a  thin  metallic  vessel  partially  exhausted 


Fig.  116.— Aneroid  Bftrometer. 

of  air,  as  the  atmospheric  pressure  varies.  M.  Vidie  was  the  first  to 
overcome  the  numerous  difficulties  which  were  presented  in  the  con- 
struction of  these  instruments.  We  subjoin  a  figure  of  the  model 
which  he  finally  adopted. 

The  essential  part  is  a  cylindrical  box  partially  exhausted  of  air, 
the  upper  surface  of  which  is  corrugated  in  order  to  make  it  yield 
more  easily  to  external  pressure.  At  the  centre  of  the  top  of  the 
box  is  a  small  metallic  pillar  M,  connected  with  a  powerful  steel 
spring  R.  As  the  pressure  varies,  the  top. of  the  box  rises  or  falls, 
transmitting  its  movement  by  two  levers  I  and  m,  to  a  metallic  axis 
r.  This  latter  carries  a  third  lever  t,  the  extremity  of  which  is 
attached  to  a  chain  8  which  turns  a  drum,  the  axis  of  which  bears 
the  index  needle.  A  spiral  spring  keeps  the  chain  constantly 
stretched,  and  thus  makes  the  needle  always  take  a  position  corre- 


Digitized  by 


Googk 


ANEROID.  155 

sponding  to  the  shape  of  the  box  at  the  time.  The  graduation  is 
performed  empirically  by  comparison  with  a  mercurial  barometer. 
The  aneroid  barometer  is  very  quick  in  indicating  changes,  and  is 
much  more  portable  than  any  form  of  mercurial  barometer,  being 
both  lighter  and  less  liable  to  injury.  It  is  sometimes  made  small 
enough  for  the  waistcoat  pocket.  It  has  the  drawback  of  being 
affected  by  temperature  to  an  extent  which  must  be  determined  for 
each  instrument  separately,  and  of  being  liable  to  gradual  changes 
which  can  only  be  checked  by  occasional  comparison  with  a  good 
mercurial  barometer. 

In  the  TnetaUic  barorneter,  which  is  a  modification  of  the  aneroid, 
the  exhausted  box  is  crescent-shaped,  and  the  horns  of  the  crescent 
separate  or  approach  according  as  the  external  pressure  diminishes 
or  increases. 

207.  Old  Forms  Bevived. — There  are  two  ingenious  modifications 
of  the  form  of  the  barometer,  which,  after  long  neglect,  have  recently 
been  revived  for  special  purposes. 

CourUerjxnsed  Barometer, — The  invention  of  this  instrument  is 
attributed  to  Samuel  Morland,  who  constructed  it  about  the  year 
1680.  It  depends  upon  the  following  principle: — If  the  barometric 
tube  is  suspended  from  one  of  the  scales  of  a  balance,  there  will  be 
required  to  balance  it  in  the  other  scale  a  weight  equal  to  the  weight 
of  the  tube  and  the  mercury  contained  in  it,  minxis  the  upward 
pressure  due  to  the  liquid  displaced  in  the  cistern.^  If  the  atmo- 
spheric pressure  increases,  the  mercury  will  rise  in  the  tube,  and 
consequently  the  weight  of  the  floating  body  will  increase,  while 
the  sinking  of  the  mercury  in  the  cistern  will  diminish  the  upward 
pressure  due  to  the  displacement.     The  beam  will  thus  incline  to 

^  A  complete  inveetigation  based  on  the  assumption  of  a  constant  upward  pull  at  the 
top  of  the  suspended  tube  shows  that  the  sensitiveness  of  the  instrument  depends  only  on 
the  internal  section  of  the  upper  part  of  the  tube  and  the  external  section  of  its  lower 
part  Galling  the  former  A  and  the  latter  B,  it  is  necessary  for  stability  that  B  be 
greater  than  A  (which  is  not  the  case  in  the  figure  in  the  text)  and  the  movement  of  the 
tube  will  be  to  that  of  the  mercury  in  a  standard  barometer  as  A  is  to  B  -  A.  The 
directions  of  these  movements  will  be  opposite.  If  B  -  A  is  very  small  compared  with  A, 
the  instrument  will  be  exceedingly  sensitive;  and  as  B-A  changes  sign,  by  passing 
through  zero,  the  equilibrium  becomes  unstable. 

A  curious  result  of  the  investigation  is  that  the  level  of  the  mercury  in  the  cistern  re- 
mains constant. 

In  the  instrument  represented  in  the  figure,  stability  is  probably  obtained  by  the  weight 
of  the  arm  which  carries  the  penciL 

In  King's  barograph,  B  is  made  greater  than  A  by  fixing  a  hollow  iron  drum  round 
the  lower  end  of  the  tul^. 
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the  side  of  the  barometric  tube,  and  the  reverse  movement  would 
occur  if  the  pressure  diminished.  For  the  balance  may  be  substi- 
tuted, as  in  Fig.  117,  a  lever  carrying  a  counterpoise;  the  variations 
of  pressure  will  be  indicated  by  the  movements  of  this  lever. 

Such  an  instrument  may  very  well  be  used  as  a  barograph  or  re- 
cording  barometer;    for 
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this  purpose  we  have 
only  to  attach  to  the 
lever  an  arm  with  a 
pencil,  which  is  con- 
stantly in  contact  with 
a  sheet  of  paper  moved 
uniformly  by  clock-work. 
The  result  will  be  a 
continuous  trace,  whase 
form  corresponds  to  the 
variations  of  pressure. 
It  is  very  easy  to  deter- 
mine, either  by  calcula- 
tion or  by  comparison 
with  a  standard  baro- 
meter, the  pressure  cor- 
responding to  a  given 
position  of  the  pencil  on 
the  paper;  and  thus,  if 
the  paper  is  ruled  with 
twenty-four  equidistant 
lines,  corresponding  to 
the  twenty-four  hours  of  the  day,  we  can  see  at  a  glance  what  was  the 
pressure  at  any  given  time.  An  arrangement  of  this  kind  has  been 
adopted  by  the  Abbe  Secchi  for  the  meteorograph  of  the  observatory 
at  Rome.  The  first  successful  emplopnent  of  this  kind  of  barograph 
appears  to  be  due  to  Mr.  Alfred  King,  a  gas  engineer  of  Liverpool, 
who  invented  and  constructed  such  an  instrument  in  1853,  for  the 
use  of  the  Liverpool  Observatory,  and  subsequently  designed  a  larger 
one,  which  is  still  in  use,  furnishing  a  very  perfect  record,  magnified 
five-and-a-half  times. 

Fahrenheit's  Barometer*, — Fahrenheit's  barometer  consists  of  a  tube 
bent  several  times,  the  lower  portions  of  which  contain  mercury;  the 
upper  portions  are  filled  with  water,  or  any  other  liquid,  usually 
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Fig.  117.— Counterpoised  Barometer. 
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Fig.  118. — Fahi-oiiheit's  Barometer. 


coloured  It  is  evident  that  the  atmospheric  pressure  is  balanced  by 
the  sum  of  the  differences  of  level  of  the  columns  of  mercury,  dimin- 
ished by  the  sum  of  the  corresponding  differences  for  the  columns 
of  water;  whence  it  follows  that,  by 
employing  a  considerable  number  of 
tubes,  we  may  greatly  reduce  the  height 
of  the  barometric  column.  This  circum- 
stance renders  the  instrument  interesting 
as  a  scientific  curiosity,  but  at  the  same 
time  diminishes  its  sensitiveness,  and 
renders  it  unfit  for  purposes  of  precision. 
It  is  therefore  never  used  for  the 
measurement  of  atmospheric  pressure; 
but  an  instrument  upon  the  same  prin- 
ciple has  recently  been  employed  for  the 
measurement  of  very  high  pressures,  as 
will  be  explained  in  Chap.  xix. 

208.  Photographic  Eegifltration. — Since  the  year  1847  various 
meteorological  instruments  at  the  Royal  Observatory,  Greenwich, 
have  been  made  to  yield  continuoxis  traces  of  their  indications  by  the 
aid  of  photography,  and  the  method  is  now  generally  employed  at 
meteorological  observatories  in  this  country.  The  Greenwich  system 
is  fully  described  in  the  Greenmich  Magnetical  and  Metemvlogical 
Observations  for  1847,  pp.  lxiii.-xc.  (published  in  1849). 

The  general  principle  adopted  for  all  the  instruments  is  the  same. 
The  photographic  paper  is  wrapped  round  a  glass  cylinder,  and  the 
axis  of  the  cylinder  is  made  parallel  to  the  direction  of  the  move- 
ment which  is  to  be  registered.  The  cylinder  is  turned  bj'  clock- 
work, with  uniform  velocity.  The  spot  of  light  (for  the  magnets 
and  barometer),  or  the  boundary  of  the  line  of  light  (for  the  ther- 
mometers), moves,  with  the  movements  which  are  to  be  registered, 
backwards  and  forwards  in  the  direction  of  the  axis  of  the  cylinder, 
while  the  cylinder  itself  is  turned  round.  Consequently  (as  in 
Morin's  machine.  Chap,  vii.),  when  the  paper  is  unwrapped  from  its 
cylindrical  form,  there  is  traced  upon  it  a  curve  of  which  the  abscissa 
is  proportional  to  the  time,  while  the  ordinate  is  proportional  to  the 
movement  which  is  the  subject  of  measure. 

The  barometer  employed  in  connection  with  this  system  is  a  large 
siphon  barometer,  the  bore  of  the  upper  and  lower  extremities  of  its 
arms  being  about  I'l  inch.     A  glass  float  in  the  quicksilver  of  the 
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lower  extremity  is  partially  supported  by  a  counterpoise  acting  on  a 
light  lever  (which  turns  on  delicate  pivots),  so  that  the  wire  support- 
ing the  float  is  constantly  stretched,  leaving  a  definite  part  of  the 
weight  of  the  float  to  be  supported  by  the  quicksilver.  This  lever  is 
lengthened  to  carry  a  vertical  plate  of  opaque  mica  with  a  small  aper- 
ture, whose  distance  from  the  fulcrum  is  eight  times  the  distance  of 
the  point  of  attachment  of  the  float-wire,  and  whose  movement, 
therefore  (§  205),  is  four  times  the  movement  of  the  column  of  a  cis- 
tern barometer.  Through  this  hole  the  light  of  a  lamp,  collected  by 
a  cylindrical  lens,  shines  upon  the  photographic  paper. 

Every  part  of  the  cylinder,  except  that  on  which  the  spot  of  light 
falls,  is  covered  with  a  case  of  blackened  zinc,  having  a  slit  parallel 
to  the  axis  of  the  cylinder;  and  by  means  of  a  second  lamp  shining 
through  a  small  fixed  aperture,  and  a  second  cylindrical  lens,  a  base 
line  is  traced  upon  the  paper,  which  serves  for  reference  in  subsequent 
measurements. 

The  whole  apparatus,  or  any  other  apparatus  which  serves  to  give 
a  continuous  trace  of  barometric  indications,  is  called  a  barograph; 
and  the  names  thermograph,  ma^fnetograph,  anemograph,  fee.,  are 
similarly  applied  to  other  instruments  for  automatic  registration. 
Such  registration  is  now  employed  at  a  great  number  of  observa- 
tories; and  curves  thus  obtained  are  regularly  published  in  the 
Quarterly  Reports  of  the  Meteorological  Oflice. 
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209.  Measnrement  of  Heights  by  the  Barometer. — As  the  height  of 
the  barometric  column  diminishes  when  we  ascend  in  the  atmo- 
sphere, it  is  natural  to  seek  in  this  phenomenon  a  means  of  measuring 
heights.  The  problem  would  be  extremely  simple,  if  the  air  had 
everywhere  the  same  density  as  at  the  surface  of  the  earth.  In 
fact,  the  density  of  the  air  at  sea-level  being  about  10,500  times  less 
than  that  of  mercury,  it  fpllows  that,  on  the  hypothesis  of  uniform 
density,  the  mercurial  column  would  fall  an  inch  for  every  10,500 
inches,  or  875  feet  that  we  ascend.  This  result,  however,  is  far  from 
being  in  exact  accordance  with  fact,  inasmuch  as  the  density  of  the 
air  diminishes  very  rapidly  as  we  ascend,  on  account  of  its  great 
compressibility. 

210.  Imaginary  Homogeneous  Atmosphere. — If  the  atmosphere 
were  of  uniform  and  constant  density,  its  height  would  be  approxi- 
mately obtained  by  multiplying  30  inches  by  10,500,  which  gives 
26,250  feet,  or  about  5  miles. 

More  accurately,  if  we  denote  by  H  the  height  (in  centimetres)  of 
the  atmosphere  at  a  given  time  and  place,  on  the  assumption  that 
the  density  throughout  is  the  same  as  the  observed  density  D  (in 
grammes  per  cubic  centimetre)  at  the  base,  and  if  we  denote  by  P 
the  observed  pressure  at  the  base  (in  dynes  per  square  centimetre), 
we  must  employ  the  general  formula  for  liquid  pressure  (§  139) 

P  =flf  HD,  which  gives  H  =  ^  (1) 

The  height  H,  computed  on  this  imaginary  assumption,  is  usually 
called  the  height  of  the  homogeneous  atmosphere,  corresponding  to 
the  pressure  P,  density  D,  and  intensity  of  gravity  g.  It  is  some- 
times called  the  pressv/re-height    The  pressure-height  at  any  point 
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in  a  liquid  or  gas  is  the  height  of  a  column  of  fluid,  having  the  same 
density  as  at  the  point,  which  would  produce,  by  its  weight,  the 
actual  pressure  at  the  point.  This  element  frequently  makes  its 
appearance  in  physical  and  engineering  problems. 

The  expression  for  H  contains  P  in  the  numerator  and  D  in  the 
denominator;  and  by  Boyle's  law,  which  we  shall  discuss  in  the  ensu- 
ing chapter,  these  two  elements  vary  in  the  same  proportion,  when 
the  temperature  is  constant.  Hence  H  is  not  affected  by  changes  of 
pressure,  but  has  the  same  value  at  all  points  in  the  air  at  which  the 
temperature  and  the  value  of  g  are  the  same. 

211.  Geometric  Law  of  Decrease. — The  change  of  pressure  as  we 
ascend  or  descend  for  a  short  distaTice  in  the  actual  atmosphere,  is 
sensibly  the  same  as  it  would  be  in  this  imaginary  "  homogeneous 

atmosphere;"  hence  an  ascent  of  1  centimetre  takes  off  g  of  the  total 

pressure,  just  as  an  ascent  of  one  foot  from  the  bottom  of  an  ocean 
60,000  feet  deep  takes  off  Tuhnr  ^^  ^^^  pressure. 

Since  H  is  the  same  at  all  heights  in  any  portion  of  the  air  which 
is  at  uniform  temperature,  it  follows  that  in  ascending  by  successive 
steps  of  1  centimetre  in  air  at  uniform  temperature,  each  step  takes 

off  the  same  fraction  g  of  the  current  pressure.  The  pressures  there- 
fore form  a  geometrical  progression  whose  ratio  is  1  —  g.    In  an  at- 

moapJiere  of  uniform  temperature^  neglecting  the  variation  of  g  with 
height,  the  densities  and  pressures  diminish  in  geometrical  progres- 
sion as  the  heights  increase  in  arithmetical  progression. 

212.  Computation  of  Pressure-heiglit. — For  perfectly  dry  air  at  0° 
Cent.,  we  have  the  data  (§§  195,  198), 

D  =  -0012982  when  P  =  1013600; 

which  give 

^  =  783800000  nearly. 

Taking  g  as  981,  we  have 

H  =  liif  gfftAA  -  799000  centimetrea  nearly. 

This  is  very  nearly  8  kilometres,  or  about  5  miles.  At  the  temper- 
ature f  Cent.,  we  shall  have 

H  =  799000  (1  +  -00366  t).  (2) 

Hence  in  air  at  the  the  temperature  0°  Cent.,  the  pressure  diminishes 
by  1  per  cent,  for  an  ascent  of  about  7990  centimetres  or,  say,  80 
metres.     At  20°  Cent.,  the  number  will  be  86  instead  of  80. 
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21S.  Formula  for  determining  Heights  by  the  Barometer. — ^To 
obtain  an  accurate  rule  for  computing  the  difference  of  levels  of  two 
stations  from  observations  of  the  barometer,  we  must  employ  the 
integral  calculus. 

Denote  height  above  a  fixed  level  by  x,  and  pressure  by  p.  Then 
we  have 

de  _      dp 

and  if  pi,  p^  are  the  pressures  at  the  heights  ajj,  ic^  we  deduce  by  in- 
t^ration 

Xs  -  Xi  =  H  (loge  Pi  -  logelJj). 

Adopting  the  value  of  H  from  (2),  and  remembering  that  Napierian 
logarithms  are  equal  to  common  logarithms  multiplied  by  2'3026,  we 
finally  obtain 

«,  -  »i  =  1840000  (1  +  -00366 1)  (log  ih  -  log  j)^ 

ajs  the  expression  for  the  difference  of  levels,  in  centimetres.  It  is 
usual  to  put  for  t  the  arithmetical  mean  of  the  temperatures  at  the 
two  stations. 

The  determination  of  heights  by  means  of  atmospheric  pressure, 
whether  the  pressure  be  observed  directly  by  the  barometer,  or  in- 
directly by  the  boiling-point  thermometer  (which  will  be  described 
in  Part  II.),  is  called  hypsometry  {vypo^,  height). 

As  a  rough  rule,  it  may  be  stated  that,  in  ordinary  circumstances, 
the  barometer  falls  an  inch  in  ascending  900  feet. 

214.  Diurnal  Oscillation  of  the  Barometer. — In  these  latitudes,  the 
mercurial  column  is  in  a  continual  state  of  irregular  oscillation;  but 
in  the  tropics  it  rises  and  falls  with  great  regularity  according  to  the 
hour  of  the  day,  attaining  two  maxima  in  the  twenty-four  hours. 

It  generally  rises  from  4  A.M.  to  10  A.M.,  when  it  attains  its  first 
maximum;  it  then  falls  tiU  4  P.M.,  when  it  attains  its  first  minimum; 
a  second  maximum  is  observed  at  10  P.M.,  and  a  second  minimum  at 
4  A.M.  The  hours  of  maxima  and  minima  are  called  the  tropical 
hours  (rpiina,  to  turn),  and  vary  a  little  with  the  season  of  the  year. 
The  difference  between  the  highest  maximum  and  lowest  minimum 
is  called  the  diumaP  range,  and  the  half  of  this  is  called  the  ampli- 

^  The  epithets  anntuil  and  diumcU,  when  prefixed  to  the  words  variaition,  range,  ampH- 
tude,  denote  the  period  of  the  variation  in  question ;  that  is,  the  time  of  a  complete  oscilla- 
tion. Diurnal  variation  does  not  denote  variation  from  one  day  to  another,  but  the  varia- 
ti<m  which  goes  through  its  cycle  of  values  in  one  day  of  twenty-four  hours.    Annual 
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Fig.  119. 
Curves  of  Diunutl  Variation. 


tude  of  the  diurnal  oscillation.     The  amount  of  the  former  does  not 
exceed  about  a  tenth  of  an  inch. 

The  character  of  this  diurnal  oscillation  is  represented  in  Fig.  119. 
The  vertical  lines  correspond  to  the  hours  of  the  day;  lengths  have 
been  measured  upwards  upon  them  proportional  to  the  barometric 
heights  at  the  respective  hours,  diminished  by  a  constant  quantity; 
and  the  points  thus  determined  have  been  connected  by  a  continuous 
curve.  It  will  be  observed  that  the  two  lower  curves,  one  of  which 
relates  to  Cumana,  a  town  of  Venezuela,  situated  in  about  10"*  north 
latitude,  show  strongly  marked  oscillations 
corresponding  to  the  maxima  and  minima.  In 
our  own  country,  the  regular  diurnal  oscilla- 
tion is  masked  by  irregular  fluctuations,  so 
that  a  single  day's  observations  give  no  clue 
to  its  existence.  Nevertheless,  on  taking 
observations  at  regular  hours  for  a  number  of 
consecutive  days,  and  comparing  the  mean 
18  21 24  heights  for  the  different  hours,  some  indications 
of  the  law  will  be  found.  A  month's  observa- 
tions will  be  suflScient  for  an  approximate 
indication  of  the  law;  but  observations  extending  over  some  years 
will  be  required,  to  establish  with  anything  like  precision  the  hours 
of  maxima  and  the  amplitude  of  the  oscillation. 

The  two  upper  curves  represent  the  diurnal  variation  of  the  baro- 
meter at  Padua  (lat.  45°  24')  and  Abo  (lat.  60**  56%  the  data  having 
been  extracted  from  Kaemtz's  Meteorology,  We  see,  by  inspection 
of  the  figure,  that  the  oscillation  in  question  becomes  less  strongly 
marked  as  the  latitude  increases.  The  range  at  Abo  is  less  than 
half  a  millimetre.  At  about  the  70th  degree  of  north  latitude  it 
becomes  insensible;  and  in  approaching  still  nearer  to  the  pole,  it 
appears  from  observations,  which  however  need  further  confirmation, 
that  the  oscillation  is  reversed;  that  is  to  say,  that  the  maxima  here 
are  contemporaneous  with  the  minima  in  lower  latitudes. 

There  can  be  little  doubt  that  the  diurnal  oscillation  of  the 
barometer  is  in  some  way  attributable  to  the  heat  received  from  the 
sun,  which  produces  expansion  of  the  air,  both  directly,  as  a  mere 

range  denotes  the  range  that  occurs  within  a  year.    This  role  is  universally  observed  by 
writers  of  high  scientific  authority. 

A  table,  exhibiting  the  values  of  an  element  for  each  month  in  the  year,  is  a  table  of 
annual  (not  monthly)  variation ;  or  it  may  be  more  particularly  described  as  a  table  of 
variations  from  month  to  month. 
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consequence  of  heating,  and  indirectly,  by  promoting  evaporation; 
but  the  precise  nature  of  the  connection  between  this  cause  and  the 
diurnal  barometric  oscillation  has  not  as  yet  been  satisfactorily 
established. 

215.  Irregular  Variations  of  the  Barometer. — The  height  of  the 
barometer,  at  least  in  the  temperate  zones,  depends  on  the  state  of 
the  atmosphere;  and  its  variations  often  serve  to  predict  the  changes 
of  weather  with  more  or  less  certainty.  In  this  country  the  baro- 
meter generally  falls  for  rain  or  S.W.  wind,  and  rises  for  fine  weather 
or  N.E.  wind. 

Barometers  for  popular  use  have  generally  the  words — 

Set  fair.  Fair.  Change.  Bain.        Much  rain.        Storm j. 

marked  at  the  respective  heights 

80-5  80  29-5  29  28*5  28  inche& 

These  words  must  not,  however,  be  understood  as  absolute  predic- 
tions. A  low  barometer  rising  is  generally  a  sign  of  fine,  and  a  high 
barometer  falling  of  wet  weather.  Moreover,  it  is  to  be  borne  in 
mind  that  the  barometer  stands  about  a  tenth  of  an  inch  lower  for 
every  hundred  feet  that  we  ascend  above  sea-level. 

The  connection  between  a  low  or  falling  barometer  and  wet 
weather  is  to  be  found  in  the  fact  that  moist  air  is  specifically 
lighter  than  dry,  even  at  the  same  temperature,  and  still  more  when, 
as  usually  happens,  moist  air  is  warmer  than  dry. 

Change  of  wind  usually  begins  in  the  upper  regions  of  the  aii, 
and  gradually  extends  downwards  to  the  ground;  hence  the  baro- 
meter, being  afiected  by  the  weight  of  the  whole  superincumbent 
atmosphere,  gives  early  warning. 

216.  Weather  Charts.  Isobaric  Lines. — The  extension  of  tele- 
graphic communication  over  Europe  has  led  to  the  establishment  of 
a  system  of  correspondence,  by  which  the  barometric  pressures,  at  a 
given  moment,  at  a  number  of  stations  which  have  been  selected  for 
meteorological  observation,  are  known  at  one  or  more  stations 
appointed  for  receiving  the  reports.  From  the  information  thus 
furnished,  curves  (called  isobaric  lines,  or  isobars)  are  drawn,  upon 
a  chart,  through  those  places  at  which  the  pressure  is  the  same. 
The  barometric  condition  of  an  extensive  region  is  thus  rendered 
intelligible  at  a  glance.     Plate  I.  is  a  specimen  of  one  of  these 
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charts,^  prepared  at  the  observatory  of  Paris;  it  refers  to  the  22d  of 
January,  1868.  Besides  the  isobaric  lines,  the  charts  indicate,  by 
the  system  of  notation  explained  at  the  left  of  the  figure,  the  general 
state  of  the  weather,  the  strength  of  wind,  and  state  of  the  sea.  The 
isobaric  curves  correspond  to  difierences  of  five  millimetres  (about 
0^2  inch)  of  pressure,  and  according  as  they  are  near  together  or  far 
apart  the  variation  of  pressure  in  passing  from  one  to  another  is 
more  or  less  sudden  (or  to  use  a  very  expressive  modem  phrase,  the 
barometric  gradient  is  more  or  less  steep),  just  as  the  contour  lines 
on  a  map  of  hilly  ground  approach  each  other  most  nearly  where 
the  ground  is  steepest.  Charts  on  the  same  general  plan  are  issued 
daily  from  the  Meteorological  Office  in  London. 

A  steep  barometric  gradient  tends  to  produce  a  strong  wind.  It 
will  be  observed,  however,  from  the  arrows  on  the  chart,  that  the 
direction  of  the  wind,  instead  of  being  coincident  with  the  line  of 
steepest  descent  from  each  isobar  to  the  next  below  it,  generally 
makes  a  large  angle,  considerably  exceeding  45"*,  to  the  right  of  it. 
In  the  southern  hemisphere  the  deviation  is  to  the  left  instead  of  to 
the  right.  This  law,  known  as  Buys  Ballot's,  is  found  to  hold  in 
almost  every  instance,  and  is  dependent  on  the  earth's  rotation.* 

The  isobars  frequently,  as  in  the  example  here  selected,  form 
closed  curves  encircling  a  region  of  barometric  depression.  Two 
such  centres  are  here  exhibited — one  in  the  south  of  England  and 
the  other  in  the  west  of  Russia.  Great  atmospheric  disturbances 
are  always  accompanied  by  such  centres  of  depression.  The  air,  in 
fact,  rushes  in  from  all  sides,  usually  with  a  spiral  motion,  towards 
these  centres,  the  direction  of  rotation  in  the  spiral  being,  for  the 
northern  hemisphere,  opposite  to  the  motion  of  the  hands  of  a  watch 
lying  with  its  face  upwards.  The  centrifugal  force  due  to  this 
rotation  tends  to  increase  the  original  central  depression,  and  thus 
protracts  the  duration  of  the  phenomenon. 

*  The  curves  drawn  apon  this  chart  are  isobaric  lines,  each  corresponding  to  a  particidar 
barometric  pressare,  which  is  indicated  by  the  namerak  marked  against  it.  These  denote 
the  pressure  in  millimetres  diminished  by  700.  For  example,  the  line  which  passes 
through  the  south  of  Spain  corresponds  to  the  pressure  770  millimetres ;  that  through  the 
north  of  Spain  to  765  millimetres.  The  curves  are  drawn  for  every  fifth  millimetre. 
The  smaller  numerals,  which  are  given  to  one  place  of  decimals,  indicate  the  pressures 
actually  observed  at  the  different  stations,  from  which  the  isobaric  lines  are  drawn  by 
estimation. 

The  other  symbols  refer  to  cloud,  wind,  and  sea,  and  are  explained  at  the  left  of  the  chart. 

'  The  influence  of  the  earth's  rotation  in  modifying  the  direction  of  winds  is  discussed 
in  a  paper  "  On  the  Greneral  Circulation  and  Distribution  of  the  Atmosphere,"  by  the 
editor  of  this  work,  in  the  PhUoiophieal  Magazine  for  September,  1871. 
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These  revolving  storms  are  called  cyclones.  They  attain  their 
greatest  violence  in  tropical  regions,  the  West  Indies  being  especially 
noted  for  their  destructive  effect.  They  frequently  proceed  from  the 
Gulf  of  Mexico  in  a  north-easterly  direction,  increasing  in  diameter 
as  they  proceed,  but  diminishing  in  violence.  Their  velocity  of 
translation  is  usually  from  ten  to  twenty  miles  an  hour. 

Storm- warnings  are  based  partly  upon  information  received  by 
telegraph  of  storms  that  have  actually  commenced,  and  partly  upon 
barometric  gradients.^ 

^  For  fuller  information  respecting  the  laws  of  stormB,  which  is  a  purely  modem  subject, 
and  is  continually  receiving  fresh  developments,  we  would  refer  to  Mr.  Buchan's  Handy 
Booh  of  MtUoTclogy,    See  also  the  last  chapter  of  Part  II.  of  the  present  Work. 
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217.  Boyle's  Law. — ^All  gases  exhibit  a  continual  tendency  to  ex- 
pand, and  thus  exert  pressure  against  the  vessels  in  which  they  are 
confined.  The  intensity  of  this  pressure  depends  upon  the  volume 
which  they  occupy,  increasing  as  this  volume  diminishes.  By  a 
number  of  careful  experiments  upon  thiis  point,  Boyle  and  Mariotte 
independently  established  the  law  that  this  pressure  varies  inversely 
as  the  volume,  provided  that  the  temperature  remain  constant.  As 
the  density  also  varies  inversely  as  the  volume,  we  may  express  the 
law  in  other  words  by  saying  that  at  the  same  temperature  the 
density  varies  directly  as  the  pressure.  ' 

If  V  and  V  be  the  volumes  of  the  same  quantity  of  gas,  P  and  F, 
D  and  D',  the  corresponding  pressures  and  densities,  Boyle's  law  will 
be  expressed  by  either  of  the  equations 

P_V'      P_D 

218.  Boyle's  Tube. — The  correctness  of  this  law  may  be  verified 
by  means  of  the  following  apparatus,  which  was  employed  by  both 
the  experimenters  above  named.  It  consists  (Fig.  120)  of  a  bent 
tube  with  branches  of  unequal  length;  the  long  br^ch  is  open, 
and  the  short  branch  closed.  The  tube  is  fastened  to  a  board 
provided  with  two  scales,  one  by  the  side  of  each  branch.     The 

*  Boyle,  in  his  Drfence  of  the  Doctrine  touching  the  Spring  and  Weight  of  the  Air  against 
the  Objections  of  Fraticisrua  LinuSf  appended  to  New  Erperiments,  Phynco-mechanical,  &c. 
(second  edition,  4to,  Oxford,  1662),  describes  the  two  kinds  of  apparatus  represented  in 
Figs.  120,  121  as  having  been  employed  by  him,  and  gives  in  tabular  form  the  lengths  of 
tube  occupied  by  a  body  of  air  at  various  pressures.  These  observed  lengths  he  compares 
with  the  theoretical  lengths  computed  on  the  assumption  that  volume  varies  reciprocally 
p^  pressure,  and  points  out  that  they  agree  within  the  limits  of  experimental  error. 

Mariotte's  treatise,  De  la  Nature  de  VAir^  is  stated  in  the  Biographie  UniverselU  to  have 
lieeh  published  in  1679.     (See  Preface  to  Tait's  Thermodynamics^  p.  iv.) 
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graduation  of  both  scales  begins  from  the  same  horizontal  line 
through  0,  0.  Mercury  is  first  poured  in  at  the  extremity  of  the 
long  branch,  and  by  inclining  the  apparatus  to  either  side,  and 
cautiously  adding  more  of  the  liquid  if  required,  the  mercury 
can  be  made  to  stand  at  the  same  level  in  both 
branches,  and  at  the  zero  of  both  scales.  Thus 
we  have,  in  the  short  branch,  a  quantity  of  air 
separated  from  the  external  air,  and  at  the  same 
pressure.  Mercury  is  then  poured  into  the  long 
branch,  so  as  to  reduce  the  volume  of  this  inclosed 
air  by  one-half;  it  will  then  be  found  that  the 
difference  of  level  of  the  mercury  in  the  two 
branches  is  equal  to  the  height  of  the  barometer 
at  the  time  of  the  experiment;  the  compressed  air 
therefore  exerts  a  pressure  equal  to  that  of  two 
atmospheres.  If  more  mercury  be  poured  in  so  as 
to  reduce  the  volume  of  the  air  to  one-third  or  one- 
fourth  of  the  original  volume,  it  will  be  found  that 
the  difference  of  level  is  respectively  two  or  three 
times  the  height  of  the  barometer;  that  is,  that  the 
compressed  air  exerts  a  pressure  equal  respectively 
to  that  of  three  or  four  atmospheres.  This  ex- 
periment therefore  shows  that  if  the  volume  of  the 
gas  becomes  two,  three,  or  four  times  as  small,  the 
pressure  becomes  two,  three,  or  four  times  as  great. 
This  is  the  principle  expressed  in  Boyle's  law. 

The  law  may  also  be  verified  in  the  case  where 
the  gas  expands,  and  where  its  pressure  conse- 
quently diminishes.  For  this  purpose  a  barometric 
tube  (Fig.  121),  partially  filled  with  mercury,  is 
inverted  in  a  tall  vessel,  containing  mercury  also, 
and  is  held  in  such  a  position  that  the  level  of  the 
liquid  is  the  same  in  the  tube  and  in  the  vessel. 
The  volume  occupied  by  the  gas  is  marked,  and  the  tube  is  raised; 
the  gas  expands,  its  pressure  diminishes,  and,  in  virtue  of  the  excess 
of  the  atmospheric  pressure,  a  column  of  mercury  ab  rises  in  the 
tube,  such  that  its  height,  added  to  the  pressure  of  the  expanded  air, 
is  equal  to  the  atmospheric  pressure.  It  will  then  be  seen  that  if 
the  volume  of  air  becomes  double  what  it  was  before,  the  height  of 
the  column  raised  is  one-half  that  of  the  barometer;   that  is,  the 


Fig.  120. 
Boyle's  Tube. 
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expanded  air  exerts  a  pressure  equal  to  half  that  of  the  atmosphere. 
If  the  volume  is  trebled,  the  height  of  the  column  is  two-thirds  that 
of  the  barometer;  that  is,  the  pressure  of  the 
expanded  air  is  one-third  that  of  the  atmosphere, 
a  result  in  accordance  with  Boyle's  law. 

219.  Despretz's  Experiments. — The  simplicity  of 
Boyle's  law,  taken  in  conjunction  with  its  apparent 
agreement  with  facts,  led  to  its  general  acceptance 
as  a  rigorous  truth  of  nature,  until  in  1825 
Despretz  published  an  account  of  experiments, 
showing  that  different  gases  are  unequally  com- 
pressible. He  inverted  in  a  cistern  of  mercury 
several  cylindrical  tubes  of  equal  height,  and 
filled  them  with  different  gases.  The  whole 
apparatus  was  then  inclosed  in  a  strong  glass 
vessel  filled  with  water,  and  having  a  screw  piston 
as  in  OSrsted's  piesometer  (§  130).  On  pressure 
being  applied,  the  mercury  rose  to  unequal  heights 
in  the  different  tubes,  carbonic  acid  for  example 
being  more  reduced  in  volume  than  air.  These 
experiments  proved  that  even  supposing  Boyle  s 
law  to  be  true  for  one  of  the  gases  employed, 
''uiJtoBj^duijAtn*  ^^  could  not  be  rigorously  true  for  more  than 
one. 
In  1829  Dulong  and  Arago  undertook  a  laborious  series  of  experi- 
ments with  the  view  of  testing  the  accunwy  of  the  law  as  applied  to 
air;  and  the  results  which  they  obtained,  even  when  the  pressure  was 
increased  to  twenty-seven  atmospheres,  agreed  so  nearly  with  it  as 
to  confirm  them  in  the  conviction  that,  for  air  at  least,  it  was  rigor- 
ously true.  When  re-examined,  in  the  light  of  later  researches,  the 
results  obtained  by  Dulong  and  Arago  seem  to  point  to  a  different 
conclusion. 

220.  Unequal  Compressibility  of  Different  Gases. — The  unequal 
compressibility  of  different  gases,  which  was  first  established  by 
Despretz's  experiments  above  described,  is  now  usually  exhibited  by 
the  aid  of  an  apparatus  designed  by  Pouillet  (Fig.  122).  A  is  a  cast- 
iron  reservoir,  containing  mercury  surmounted  by  oil.  In  this  latter 
liquid  dips  a  bronze  plunger  P,  the  upper  part  of  which  has  a  thread 
cut  upon  it,  and  works  in  a  nut,  so  that  the  plunger  can  be  screwed 
up  or  down  by  means  of  the  lever  L.     The  reservoir  A  communicates 
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by  an  iron  tube  with  another  cast-iron  vessel,  into  which  are  firmly 
fastened  two  tubes  TT  about  six  feet  in  length  and  yV^^  of  an  inch 
in  internal  diameter,  very  carefully  calibrated.  Equal 
volumes  of  two  gases,  perfectly  dry,  are  introduced  into 
these  tubes  through  their  upper  ends,  which  are  then 
hermetically  sealed.  The  plunger  is  then  made  to 
descend,  and  a  gradually  increasing  pressure  is  exerted, 
the  volumes  occupied  by  the  gases  are  measured,  and  it 
is  ascertained  that  no  two  gases  follow  precisely  the 
same  law  of  compression.  The  difference,  however,  is 
almost  insensible  when  the  gases  employed  are  those 
which  are  very  difficult  to  liquefy,  as  air,  oxygen, 
hydrogen,  nitrogen,  nitric  oxide,  and  marsh-gas.  But 
when  we  compare  any  one  of  these  with  one  of  the 
more  liquefiable  gases,  such  as  carbonic  acid,  cyanogen, 
or  ammonia,  the  difference  is  rapidly  and  distinctly 
manifested.  Thus,  under  a  pressure  of  twenty-five 
atmospheres,  carbonic  acid  occupies  a  volume  which  is 
only  |ths  of  that  occupied  by  air. 

221.  Regnault's  Experiments. — Boyle's  law,  therefore, 
is  not  to  be  considered  as  rigorously  exact;  but  it  is  so 

nearly  exact  that  to  demon- 
strate its  inaccuracy  for  one 
of  the  more  permanent  gases, 
and  still  more  to  determine 
the  law  of  deviation  for  each 
gas,  very  precise  methods  of 
measurement  are  necessary. 
In  ordinary  experiments  on 
compression,  and  even  in  the 
elaborate  investigations  of 
Dulong  and  Arago,  a  definite 
portion  of  gas  is  taken  and 
successively  diminished  in 
volume  by  the  application  of 
continually  increasing  pres- 
sure. In  experiments  of 
this  kind,  as  the  pressure 
increases,  the  volume  under  measurement  becomes  smaller,  and  the 
precision  with  which  it  can  be  measured  consequently  diminishes. 


Fig.  122  — PonflJet't  Apparatiu  for  ahovdng  Unequal 
Comprenibility  of  DiiTeretit  Gnaes. 
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Regnault  adopted  the  plan  of  operating  in  all  cases  upon  the  same 

\*olume  of  gas,  which  being  initially  at  different  pressures, 
was  always  reduced  to  one-half.  Tlie  pressure  was 
observed  before  and  after  this  operation,  and,  if  Boyle''s 
law  w^ere  true,  its  value  should  be  found  to  be  doubled. 
In  this  way  the  same  precision  of  measurement  is  obtained 
at  high  as  at  low  pressures. 

A  general  view  of  Regnault's  apparatus  is  given  in 
Fig.  123.  There  is  an  iron  reservoir  containing  mercury, 
furnished  at  the  top  with  a  force-pump  for  water.  The 
lower  part  of  this  reservoir  communicates  with  a  cylinder 
which  is  also  of  iron,  and  in  which  are  two  openings  to 
admit  tubes.  Communication  between  the  reservoir  and 
the  cylinder  can  be  established  or  interrupted  by  means 
of  a  stop-cock  R,  of  very  exact  workmanship.     Into  one 

of  the  openings  is  fitted  the 
lowest  of  a  series  of  glass  tubes 
A,  which  are  placed  end  to  end, 
and  firmly  joined  to  each  other 
by  metal  fittings,  so  as  to 
form  a  veiiiical  column  of 
about  twenty-five  metres  in 
height. 

The  height  of  the  mercurial 
column  in  this  long  mano- 
metric  tube  could  be  exactly 


I 


i  i 


Fig.  128.— Regnault's  Appaiaiui  tor  Twting  Boyle's  Law. 
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determined  by  means  of  reference  marks  placed  at  distances  of 
about  "95  of  a  metre,  and  by  the  graduation  on  the  tubes  forming 
the  upper  part  of  the  column.  The  mean  temperature  of  the 
mercurial  column  was  given  by  thermometers  placed  at  diflferent 
heights.  Into  the  second  opening  in  the  cylinder  fits  the  lower 
extremity  of  the  tube  B,  which  is  divided  into  millimetres,  and  also 
gauged  with  great  accuracy.  This  tube  has  at  its  upper  end  a  stop- 
cock r  which  can  open  communication  with  the  reservoir  V,  into 
which  the  gas  to  be  operated  on  is  forced  and  compressed  by  means 
of  the  pump  P. 

An  outer  tube,  which  is  not  shown  in  the  figure,  envelops  the 
tube  B,  and,  being  kept  full  of  water,  which  is  continually  renewed, 
enables  the  operator  to  maintain  the  tube  at  a  temperature  sensibly 
constant,  which  is  indicated  by  a  very  delicate  thermometer.  Before 
fixing  the  tube  in  its  place,  the  point  corresponding  to  the  middle  of 
its  volume  is  carefully  ascertained,  and  after  the  tube  has  been  per- 
manently fixed,  the  distance  of  this  point  from  the  nearest  of  the 
reference  marks  is  observed.^ 

After  these  explanatory  remarks  we  may  describe  the  mode  of 
conducting  the  experiments.  The  gas  to  be  operated  on,  after  being 
first  thoroughly  dried,  was  introduced  at  the  upper  part  of  the  tube  B, 
the  stop-cock  of  the  pump  being  kept  open,  so  as  to  enable  the  gas 
to  expel  the  mercury  and  occupy  the  entire  length  of  the  tube.  The 
force-pump  was  then  brought  into  play,  and  the  gas  was  reduced  to 
about  half  of  its  former  volume;  the  pressure  in  both  cases  being 
ascertained  by  observing  the  height  of  the  mercury  in  the  long  tube 
above  the  nearest  mark.  It  is  important  to  remark  that  it  is  not  at 
all  necessary  to  operate  alwajrs  upon  exactly  the  same  initial  volume, 
and  reduce  it  exactly  to  one-half,  which  would  be  a  very  tedious 
operation;  these  two  conditions  are  approximately  fulfilled,  and  the 
graduation  of  the  tube  enables  the  observer  always  to  ascertain  the 
actual  volumes. 

222.  Besults. — The  general  result  of  the  investigations  of  Begnault 

^  Kegnanlt's  apparatus  was  fixed  in  a  small  square  tower  of  about  fifteen  metres  in 
height,  forming  part  of  the  buildings  of  the  Collie  de  France,  and  which  had  formerly 
been  built  by  Savart  for  experiments  in  hydraulics.  The  tower  could  therefore  contain 
only  the  lower  part  of  the  manometric  column ;  the  upper  part  rose  above  the  platform  at 
the  top  of  the  tower,  resting  against  a  sort  of  mast  which  could  be  ascended  by  the  ob- 
server. The  readings  inside  the  tower  could  be  made  by  means  of  a  cathetometer,  but  this 
was  impossible  in  the  upper  portion  of  the  column,  and  for  this  reason  the  tubes  forming 
this  portion  were  graduated. — Z>. 
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is,  that  Boyle's  law  does  not  exactly  represent  the  compressibility 
even  of  air,  hydrogen,  or  nitrogen,  which,  with  carbonic  acid,  were 
the  gases  operated  on  by  him.  He  found  that  for  all  the  gases  on 
which  he  operated,  except  hydrogen,  the  product  VP  of  the  volume 
and  pressure,  instead  of  remaining  constant,  as  it  would  if  Boyle's 
law  were  exact,  diminished  as  the 'compression  was  increased.  This 
diminution  is  particularly  rapid  in  the  cases  of  the  more  liquefiable 
gases,  such  as  carbonic  acid,  at  least  when  the  experiments  are  con- 
ducted at  ordinary  atmospheric  temperatures.  The  lower  the  tem- 
perature, the  greater  is  the  departure  from  Boyle's  law  in  the  case 
of  these  gases.  For  hydrogen,  he  found  the  departure  from  Boyle's 
law  to  be  in  the  opposite  direction; — the  product  VP  increased  as 
the  gas  was  more  compressed. 

223.  Manometers  or  Pressure-gaages. — Manometers  or  pressure- 
gauges  are  instruments  for  measuring  the  elastic  force  of  a  gas  or 
vapour  contained  in  the  interior  of  a  closed  space.  This  elastic  force 
is  generally  expressed  in  units  called  atmospheres  (§  198),  and  is  often 
measured  by  means  of  a  column  of  mercury. 

When  one  end  of  the  colimin  of  mercury  is  open  to  the  air,  as  in 
Regnault's  experiments  above  described,  the  gauge  is  called  an  open 
mercurial  gauge. 

The  open  mercurial  pressure-gauge  is  often  used  in  the  arts  to 
measure  pressures  which  are  not  very  considerable.  Fig.  124  repre- 
sents one  of  its  simplest  forms.  The  apparatus  consists  of  a  box, 
generally  of  iron,  at  the  top  of  which  is  an  opening  closed  by  a  screw 
stopper,  which  is  traversed  by  the  tube  6,  open  at  both  ends,  and 
dipping  into  the  mercury  in  the  box.  The  air  or  vapour  whose 
elastic  force  is  to  be  measured  enters  by  the  tube  a,  and  presses  upon 
the  mercury.  It  is  evident  that  if  the  level  of  the  liquid  in  the  box 
is  the  same  as  in  the  tube,  the  pressure  in  the  box  must  be  exactly 
equal  to  that  of  the  atmosphere.  If  the  mercury  in  the  tube  rises 
above  that  in  the  box,  the  pressure  of  the  air  in  the  box  must  exceed 
that  of  the  atmosphere  by  a  pressure  corresponding  to  the  height  of 
the  column  raised.  The  pressures  are  generally  marked  in  atmo- 
spheres upon  a  scale  beside  the  tube. 

224.  Multiple  Branch  Manometer.— When  the  pressures  to  be  mea- 
sured are  considerable,  as  in  the  boiler  of  a  high-pressure  steam- 
engine,  the  above  instrument,  if  employed  at  all,  must  be  of  a  length 
corresponding  to  the  pressure.  If,  for  instance,  the  pressure  in  ques- 
tion is  eight  atmospheres,  the  length  of  the  tube  must  be  at  least 
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8  X  30  inches = 20  feet.  Such  an  axrangement  is  inconvenient  even  for 
stationary  machines,  and  is  entirely  inapplicable  to  movable  machines. 

Without  departing  from  the  principle  of  the  open  mercurial  pres- 
sure-gauge, namely,  the  balancing  of  the  pressure  to  be  observed 
against  the  weight  of  a  liquid  increased  by  one  atmosphere,  we  may 
reduce  the  length  of  the  instrument  by  an  artifice  already  employed 
by  Fahrenheit  in  his  barometer  (§  207). 

The  apparatus  for  this  purpose  consists  of  an  iron  tube  ABCD 


i  Mm 


Fig.  124.— Open 
Mercurial  Manometer. 


Fig  125.— Multiple  Branch  Maniimeter. 


(Fig.  125)  bent  back  upon  itself  several  times.  The  extremity  A 
communicates  with  the  boiler  by  a  stop-cock,  and  the  last  branch 
CD  is  of  glass,  with  a  scale  by  its  side. 

The  first  step  is  to  fill  the  tube  with  mercury  as  far  as  the  level 
MN.  At  this  height  are  holes  by  which  the  mercury  escapes  when 
it  reaches  them,  and  which  are  afterwards  hermetically  sealed.  The 
upper  portions  are  filled  with  water  through  openings  which  are  also 
stopped  after  the  tube  has  been  filled.  If  the  mercury  in  the  first 
tube,  which  is  in  communication  with  the  reservoir  of  gas,  falls 
through  a  distance  h,  it  will  alternately  rise  and  fall  through  the  same 
distance  in  the  other  tubes.  The  difference  of  pressure  between 
the  two  ends  of  the  gauge  is  represented  by  the  weight  of  a  column 
of  mercury  of  height  lOh  diminished  by  the  weight  of  a  column  of 
water  of  height  Sh.     Reduced  to  mercury,  the  difierence  of  pressure 

is  therefore  ICA  —  ^^  =  9*4^. 
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225.  Compre88ed-air  Manometer. — This  instrument,  which  may  as- 
sume different  forms,  sometimes  consists,  as  in  Fig.  126,  of  a  bent 
tube  AB  closed  at  one  end  a,  and  containing  within  the  space  Aa  a 
quantity  of  air,  which  is  cut  off  from  external  communication  by  a 
colimm  of  mercury.  The  apparatus  has  been  so  constructed,  that 
when  the  pressure  on  B  is  equal  to  that  of  the  atmosphere,  the  mer- 
cury stands  at  the  same  height  in  both  branches;  so  that,  under 
these  circumstances,  the  inclosed  air  is  exactly  at  atmospheric  pres- 
sure. But  if  the  pressure  increase^,  the  mercury  is  forced  into  the 
left  branch,  so  that  the  air  in  that  branch  is  compressed,  imtil  equi- 
librium is  established.  The  pressure  exerted  by 
the  gas  at  B  is  then  equal  to  the  pressure  of  the 
compressed  air,  together  with  that  of  a  column  of 
mercury  equal  to  the  difference  of  level  of  the  liquid 
in  the  two  branches.  This  pressure  is  usually 
expressed  in  atmospheres  on  the  scale  ab. 

The  graduation  of  this  scale  is  effected  empiri- 
cally in  practice,  by  placing   the   manometer  in 
communication  with  a  reservoir  of  compressed  air 
^^^air^MiuSSeSwr''^'  ^hosc  pressurc  is  givcu  by  an  open  mercurial  gauge, 
or  by  a  standard  manometer  of  any  kind. 
If  the  tube  AB  be  supposed  cylindrical,  the  graduation  can  be 
calculated  by  an  application  of  Boyle's  law. 

Let  I  be  the  length  of  the  tube  occupied  by  the  inclosed  air  when 
its  pressure  is  equal  to  that  of  one  atmosphere;  at  the  point  to  which 
the  level  of  the  mercury  rises  is  marked  the  number  1.  It  is  required 
to  find  what  point  the  end  of  the  liquid  column  should  reach  when 
a  pressure  of  n  atmospheres  is  exerted  at  B.  Let  x  be  the  height  of 
this  point  above  1 ;  then  the  volume  of  the  air,  which  was  originally  I, 

has  become  l  —  x,  and  its  pressure  is  therefore  equal  to  H  ^3^  H  being 

the  mean  height  of  the  barometer.  This  pressure,  together  with  that 
due  .to  the  difference  of  level  2x,  is  equivalent  to  n  atmospheres. 
We  have  thus  the  equation — 

H,— +  2x  =  nII, 

whence 

2a*-(nH  +  20x+  (n-l)m  =  0. 


_  nH  +  2^  :fe  V  (nH  +  2/)«  -  8  (»  -  1)  m , 

We  thus  find  two  values  of  x;  but  that  given  by  taking  the  positive 
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sign  of  the  radical  is  inadmissible;  for  if  we  put  71=1,  we  ought  to 
have  x=o,  which  will  not  be  the  case  unless  the  sign  of  the  radical 
is  negative. 

By  giving  n  the  successive  values  1^,  2,  2^,  3,  &c.,  in  this 
expression  for  x,  we  find  the  points  on  the  scale  corresponding  to 
pressures  of  one  atmosphere  and  a  half,  two  atmospheres,  &c. 

As  the  pressure  increases,  the  distance  traversed  by  the  mercury 
for  an  increment  of  pressure  equal  to  one  atmosphere  becomes 
continually  less,  and  the  sensibility  of  the  instrument  accordingly 
decreases.  This  inconvenience  is  partly  avoided  by  the  arrange- 
ment shown  in  Fig.  127.  The  branch  containing  the  air  is  made 
tapering  so  that,  as  the  mercury  rises,  equal  changes  of  volume 
correspond  to  increasing  lengths. 

226.  Metallic  Manometers. — The  fragility  of  glass  tubes,  and  the 
fact  that  they  are  liable  to  become  opaque  by  the  mercury  clinging 


Fig.  127.— Comprened  air 
Manometer. 


Fig.  128.— Bourdon's  Prewure  gaii^e. 


to  their  sides,  are  serious  drawbacks  to  their  use,  especially  in 
machines  in  motion.  Accordingly,  metallic  manometers  are  often 
employed,  their  indications  depending  upon  changes  of  form  effected 
by  the  pressure  of  gas  on  its  containing  vessel.  We  shall  here  men- 
tion only  Bourdon's  gauge  (Fig.  128).  It  consists  essentially  of  a 
copper  tube  of  elliptic  section,  which  is  bent  through  about  540"*,  as 
represented  in  the  figure.  One  of  the  extremities  communicates  by 
a  stop-cock  with  the  reservoir  of  steam  or  compressed  gas;  to  the 
other  extremity  is  attached  a  steel  needle  which  traverses  a  scale. 
When  the  pressure  is  the  same  within  and  without  the  tube  the  end 
of  the  needle  stands  at  the  mark  1 ;  but  if  the  pressure  within  the 
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tube  increases,  the  curvature  diminishes,  the  free  extremity  of  the 
tube  moves  away  from  the  fixed  extremity,  and  the  needle  traverses 
the  scale. 

227.  Mixture  of  Oases. — When  gases  of  different  densities  are 
inclosed  in  the  same  space^  experiment  shows  that,  even  under  the 

most  unfavourable  circumstances,  an 
intimate  mixture  takes  place,  so  that 
each  gas  becomes  uniformly  difiiised 
through  the  entire  space.  This  fact 
has  been  shown  by  a  decisive  ex- 
periment due  to  BerthoUet.  He  took 
two  globes  (Fig.  129)  which  could 
be  screwed  together,  and  placed  them 
in  a  cellar.  The  lower  globe  was 
filled  with  carbonic  acid,  the  upper 
globe  with  hydrogen.  Communication 
was  established  between  them,  and 
after  some  time  it  was  ascertained 
that  the  gases  had  become  uniformly 
mixed;  the  proportions  being  the 
same  in  both  globes.  Gaseous  difiu- 
sion  is  a  comparatively  rapid  process. 
The  diflusion  of  liquids,  when  not  assisted  by  gravity,  is,  on  the 
other  hand,  exceedingly  slow. 

If  several  gases  are  inclosed  in  the  same  space,  each  of  them 
exerts  the  same  pressure  as  if  the  others  were  absent,  in  other 
words,  the  pressure  exerted  by  the  mixture  is  equal  to  the  sum  of 
the  pressures  which  each  would  exert  separately.  This  is  known 
as  "Dalton's  law  for  gaseous  mixtures."  The  separate  pressures 
can  easily  be  calculated  by  Boyle's  law,  when  the  original  pressure 
and  volume  of  each  gas  are  known. 

For  example,  let  V  and  P,  V  and  F,  V  and  F'  be  the  volumes 
and  pressures  of  the  gases  which  are  made  to  pass  into  a  vessel  of 
volume  U.     The  first  gas  exerts,  when  in  this  vessel,  a  pressure 

equal  to  -^i  the  second  a  pressure  equal  to  -jj-,  the  third  a  pressure 
equal  to   -^,  and  so  on,  so  that  the  total  pressure  M  is  equal  to 

VP       VP*       V"P" 

^  +  -^  +  I^.  whence  MU  =  VP  +  VF  +  V'T". 

This  law  can  easily  be  verified  by  passing  different  volumes  of 


Fig.  129.— Hiztore  of  Guci. 
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gas  into  a  graduated  glass  jar  inverted  over  mercury,  after  having 
Urst  measured  their  volumes  and  pressures.  It  may  be  observed  that 
Boyle's  law  is  merely  a  particular  case  of  this.  It  is  what  this  law 
becomes  when  applied  to  a  mixture  of  two  portions  of  the  same 
gas. 

228.  Absorption  of  Oases  by  Liquids  and  Solids. — ^All  gases  are  to 
a  greater  or  less  extent  soluble  in  water.  This  property  is  of  con- 
siderable importance  in  the  economy  of  nature;  thus  the  life  of 
aquatic  animals  and  plants  is  sustained  by  the  oxygen  of  the  air 
which  the  water  holds  in  solution.  The  voluime  of  a  given  gas  that 
can  be  dissolved  in  water  at  a  given  temperature  is  generally  found 
to  be  approximately  the  same  at  all  pressures,^  and  the  ratio  of  this 
volume  to  that  of  the  water  which  dissolves  it  is  called  the  co- 
efficient of  aolubility,  or  of  absorption.  At  the  temperature  0° 
Cent.,  the  coefficient  of  solubility  for  carbonic  acid  is  1,  for  oxygen 
"04,  and  for  ammonia  1150. 

If  a  mixture  of  two  or  more  gases  be  placed  in  contact  with  water, 
each  gas  will  be  dissolved  to  the  same  extent  as  if  it  were  the  only 
gas  present. 

Other  liquids  as  well  as  water  possess  the  power  of  absorbing 
gases,  according  to  the  same  laws,  but  with  coefficients  of  solubility 
which  are  different  for  each  liquid. 

Increase  of  temperature  diminishes  the  coefficient  of  solubility, 
which  is  reduced  to  zero  when  the  liquid  boils. 

Some  solids,  especially  charcoal,  possess  the  power  of  absorbing 
gases.  Boxwood  charcoal  absorbs  about  nine  times  its  volume  of 
oxygen,  and  about  ninety  times  its  volume  of  ammonia.  When 
saturated  with  one  gas,  if  put  into  a  different  gas,  it  gives  up  a  por- 
tion of  that  which  it  first  absorbed,  and  takes  up  in  its  place  a 
quantity  of  the  second.  Finely-divided  platinum  condenses  on  the 
surface  of  its  particles  a  large  quantity  of  many  gases,  amounting 
in  the  case  of  oxygen  to  many  times  its  own  volume.  If  a  jet  of 
hydrogen  gas  be  allowed  to  fall,  in  air,  upon  a  ball  of  spongy 
platinum,  the  gas  combines  rapidly,  in  the  pores  of  the  metal, 
with  the  oxygen  of  the  air,  giving  out  an  amount  of  heat  which 
renders  the  platinum  incandescent  and  usually  sets  fire  to  the  jet 
of  hydrogen. 

Most  solids  have  in  ordinary  circumstances  a  film  of  air  adhering 

*  Hence  the  nuui  of  gas  absorbed  is  directly  as  the  pressure. 
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to  their  surfaces.  Hence  iron  filings,  if  carefully  sprinkled  on  water, 
will  not  be  wetted,  but  will  float  on  the  surface,  and  hence  also  the 
power  which  many  insects  have  of  running  on  the  surface  of  water 
without  wetting  their  feet.  The  film  of  air  in  these  cases  prevents 
wetting,  and  hence,  by  the  principles  of  capillarity,  produces  in- 
creased buoyancy. 


Digitized  by 


Googk 


CHAPTER  XX. 


Am-PUMP. 


229.  Air-pump. — ^The  air-pump  was  invented  by  Otto  Guericke 
about  1650,  and  has  since  undergone  some  improvements  in  detail 
which  have  not  altered  the  essential  parts  of  its  construction. 

Fig.  130  represents  the  pattern  most  commonly  adopted  in  France. 
It  contains  a  glass  or  metal  cylinder  called  the  barrel,  in  which 
a  piston  works.  This  piston  has  an  opening  through  it  which  is 
closed  at  the  lower  end  by  a  valve  S  opening  upwards.     The  barrel 


nn^tnwffliM^im^^^^ 


Pig.  130.— Air-pomp 


communicates  with  a  passage  leading  to  the  centre  of  a  brass  surface 
carefully  polished,  which  is  called  the  plate  of  the  air-pump.  The 
entrance  to  the  passage  is  closed  by  a  conical  stopper  S',  at  the  ex- 
tremity of  a  metal  rod  which  passes  through  the  piston-head  and 
works  in  it  tightly,  so  as  to  be  carried  up  and  down  with  the  motion 
of  the  piston.  A  catch  at  the  upper  part  of  the  rod  confines  its 
motion  within  very  narrow  limits,  Und  only  permits  the  stopper  to 
rise  a  small  distance  above  the  opening. 


Digitized  by 


Googk 


180  AIR-PUMP. 

Suppose  now  that  the  piston  is  at  the  bottom  of  the  cylinder,  and 
is  raised.  The  valve  S'  is  opened,  and  air  from  the  receiver  E  rushes 
into  the  cylinder.  On  lowering  the  piston,  the  valve  S'  closes  its 
opening,  the  air  which  has  entered  the  cylinder  cannot  return  into 
the  receiver,  and,  on  being  compressed,  raises  the  valve  S  in  the 
piston,  and  escapes  into  the  air  outside.  On  raising  the  piston 
again,  a  portion  of  the  air  remaining  in  the  receiver  will  pass  into 
the  cylinder,  whence  it  will  escape  on  pushing  down  the  piston,  and 
so  on. 

We  see,  then,  that  if  this  motion  be  continued,  a  fresh  portion  of 
the  air  in  the  receiver  will  be  removed  at  each  successive  stroke. 
But  as  the  quantity  of  air  removed  at  each  stroke  is  only  a  fraction 
of  the  quantity  which  was  in  the  receiver  at  the  beginning  of  the 
stroke,  we  can  never  produce  a  perfect  vacuum,  though  we  might 
approach  as  near  to  it  as  we  pleased  if  this  were  the  only  obstacle. 

280.  Theoretical  Bate  of  Exhaustion. — It  is  easy  to  calculate  the 
quantity  of  air  left  in  the  receiver  after  a  given  number  of  siarokes 
of  the  piston.  Let  V  be  the  volume  of  the  barrel,  V  that  of  the 
receiver,  and  M  the  mass  of  air  in  the  receiver  at  first.  On  raising 
the  piston,  the  air  which  occupied  the  volume  Y  occupies  a  volume 
V  +  V;  of  the  air  thus  expanded  the  volume  V  is  removed,  and  the 

volume  V  left,  being  y,    y  of  the  whole  quantity  or  mass  M.     The 
quantity  remaining  after  the  second  stroke  is  yrry  oi  that  after  the 

first,  or  is  (y/ .  y)  M;  and  after  n  strokes  fy.    yj  M.     Hence  the 

density  and  (by  Boyle's  law)  the  pressure  are  each  reduced  by  n 

strokes  to  (  ^.-y  j   of  their  original  values. 

This  calculation  gives  the  theoretical  rate  of  exhaustion  for  a 
perfect  pump.  Ordinary  pumps  come  nearly  up  to  this  standai'd 
during  the  earlier  part  of  the  process  of  exhaustion;  but  as  further 
progress  is  made,  the  imperfections  of  the  apparatus  become  more 
sensible,  and  set  a  limit  to  the  exhaustion  attainable. 

281.  Mercurial  Gauges. — To  enable  the  operator  to  observe  the 
progress  of  the  exhaustion,  the  instrument  is  usually  provided  with 
a  mercurial  gauge.  Sometimes,  as  in  Fig.  130,  this  consists  of  a 
short  siphon-barometer,  the  difference  of  levels  between  its  two 
columns  being  the  measure  of  the  pressure  in  the  receiver.  Another 
plan  is  to  have  a  straight  tube  open  at  both  ends,  and  more  than  30 
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inches  long;  its  upper  end  being  connected  with  the  receiver,  while 
its  lower  end  dips  into  a  cistern  of  mercury.  As  exhaustion  pro- 
ceeds, the  mercury  rises  in  this  tube,  and  its  height  above  the 
mercury  in  the  cistern  measures  the  difference  between  the  pressure 
in  the  receiver  and  that  in  the  external  air. 

232.  AdmisBion  Stop-cock. — After  the  receiver  has  been  exhausted 
of  air,  if  it  were  required  to  raise  it  from  the  plate,  a  very  consider- 
able force  would  be  necessary,  amounting  to  as  many  times  fifteen 
pounds  as  the  base  of  the  receiver  contained  square  inches.  This 
difficulty  is  obviated  by  having  an  admission  stop-cock  R,  which  is 
shown  in  section  above.  It  is  perforated  by  a  straight  channel, 
which,  when  the  machine  is  being  worked,  forms  part  of  the  com- 
mimicating  passage.  At  OO"*  from  the  extremities  of  this  channel  is 
another  opening  O,  forming  the  mouth  of  a  bent  passage,  leading  to 
the  external  air.  When  we  wish  to  admit  the  air  into  the  receiver, 
we  have  only  to  turn  the  stop-cock  so  as  to  bring  the  opening  0  to 
the  side  next  the  receiver;  if,  on  the  contrary,  we  turn  it  towards 
the  pump-barrel,  all  communication  between  the  pump  and  the 
receiver  is  stopped,  the  risk  of  air  entering  is  diminished,  and  the 
vacuum  remains  good  for  a  greater  length  of  time.  Tliis  precaution 
is  taken  when  we  wish  to  leave  bodies  in  a  vacuum  for  a  consider- 
able time.  Another  method  is  to  employ  a  separate  plate,  which 
can  be  detached  so  as  to  leave  the  machine  available  for  other  pur- 
poses. 

283.  Double-barrelled  Air-pump. — The  machine  just  described  has 
only  a  single  pump-barrel;  air-pumps  of  this  kind  are  sometimes 
employed,  and  are  usually  worked  by  a  lever  like  a  pump-handle. 
With  this  arrangement,  it  is  evident  that  no  air  is  expelled  in  the 
down-stroke;  and  that  the  piston,  after  having  expelled  the  air  from 
the  barrel  in  the  up-stroke,  must  descend  idle  in  order  to  prepare 
for  the  next  stroke. 

Double-barrelled  pumps  are  more  frequently  used.  An  idea  of 
their  general  arrangement  may  be  formed  from  Figs.  131,  132,  and 
133.  Fig.  133  gives  the  machine  in  perspective,  Fig.  131  is  a  section 
through  the  axes  of  the  pump-barrels,  and  Fig.  132  shows  the  manner 
in  which  communication  is  established  between  the  receiver  and  the 
two  barrels.  It  will  be  observed  that  the  two  passages  from  the 
barrels  unite  in  a  single  passage  to  the  centre  of  the  plate  p. 

Two  racks  carrying  the  pistons  CC  work  with  the  pinion  P.  This^ 
pinion  is  turned  by  a  double-handed  lever,  which  is  moved  alter- 
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Qately  in  opposite  directions.  In  this  arrangement,  when  one  piston 
ascends  the  other  descends,  and  consequently  in  each  single  stroke 
the  air  of  the  receiver  passes  into  one  or  other  pump-barrel.  A 
vacuum  is  thus  produced  by  half  the  number  of  strokes  which  would 
be  required  with  a  single-barrelled  pump.  It  has  besides  another 
advantage,  as  compared  with  the  single-barrelled  pump  above 
described.     In  that  pump  the  force  required  to  raise  the  piston 

increases  as  the  exhaus- 
tion proceeds,  and  when 
it  is  nearly  completed 
there  is  the  resistance  of 
almost  an  atmosphere  to 
be    overcome.       In     the 
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Double-barrelled  Air-pomp. 


Fig.  182. 


double-barrelled  pump,  with  the  same  construction  of  barrel,  the 
force  opposing  the  ascent  of  one  piston  is  precisely  equal,  at  the 
beginning  of  each  stroke,  to  that  which  assists  the  descent  of 
the  other.  This  equality,  however,  exists  only  at  the  beginning 
of  the  stroke;  for  the  air  below  the  descending  piston  is  compressed, 
and  its  tension  increases  till  it  becomes  equal  to  that  of  the  atmo- 
sphere and  raises  the  piston  valve.  During  the  remainder  of  the 
stroke,  the  resistance  to  the  ascent  of  the  other  piston  is  entirely 
uncompensated,  and  up  to  this  point  the  compensation  has  been 
gradually  diminishing.  But  the  more  nearly  we  approach  to  a 
perfect  vacuum,  the  later  in  the  stroke  does  this  compensation  occur. 
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The  pump,  accordingly,  becomes  easier  to  work  as  the  exhaustion 
proceeds. 

284.  Single-barrelled  Pumps  with  Double  Action.— We  do  not, 
however,  require  two  pump-barrels  in  order  to  obtain  double  action, 


Fig.  133. — Air-pump. 


as  the  same  eflFect  may  be  obtained  with  a  single  barrel.  An  arrange- 
ment for  this  purpose  was  long  ago  suggested  by  Delahire  for  water- 
pumps;  but  the  principle  has  only  lately  been  applied  to  the  con- 
struction of  air-pumps. 

Fig.  134  represents  the  single  barrel  of  the  double-acting  pump  of 
BianchL  It  will  be  seen  that  the  piston- valve  opens  into  the  hollow 
piston-rod;  a  second  valve,  also  opening  upwards,  is  placed  at  the 
top  of  the  pump-barrel.  Two  other  openings,  one  above,  the  other 
below,  serve  to  establish  communication,  by  means  of  a  bent  vertical 
tube,  between  the  pump-barrel  and  the  passage  to  the  plate.  These 
openings  are  closed  alternately  by  two  conical  stoppers  at  the  two 
extremities  of  a  metal  rod  passing  through  the  piston,  and  carried 
with  it  in  its  vertical  movement  by  means  of  friction.     When  the 
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])Lston  ascends,  as  in  the  figure,  the  upper  opening  is  closed  and  the 
lower  one  is  open;  when  the  piston  begins  to  descend,  the  opposite 
(iffect  is  immediately  produced.  Accordingly  we  see  that,  whichever 
be  the  direction  in  which  the  piston  is  moving,  the  receiver  is  being 

exhausted  of  air.  In  fact,  when  the  pis- 
ton ascends,  air  from  the  receiver  will 
enter  by  the  lower  opening,  and  the  air 
above  the  piston  will  be  gradually  com- 
pressed, and  will  finally  escape  by  the 
valve  above.  In  the  descending  move- 
ment, air  will  enter  by  the  upper  opening, 
and  the  compressed  air  beneath  the  piston 
will  escape  by  the  piston-valve.  The 
movement  of  the  piston  is  produced  by  a 
peculiar  arrangement  shown  in  Fig.  135, 
which  gives  a  general  view  of  the  ap- 
paratus. 

The  pump-barrel,  which  is  composed 
entirely  of  cast-iron,  oscillates  about  an 
axis  passing  through  its  base.  On  the 
top  are  guides  in  which  the  end  of  a 
crank  travels.  The  pump  is  worked  by  turning  a  heavy  fly- 
wheel of  cast-iron,  on  the  axis  of  which  is  a  pinion  which  drives 

a  toothed  wheel  on  the  axis  of  the 
crank.  The  end  of  the  crank  is  attached 
to  the  extremity  of  the  piston-rod.  It 
is  evident  that  on  turning  the  fly-wheel 
the  pump-barrel  will  oscillate  from  side 
to  side,  following  the  motions  of  the 
crank,  and  the  piston  will  alternately 
ascend  and  descend  in  the  barrel,  the 
length  of  which  should  be  equal  to  the 
diameter  of  the  circle  described  by  the 
end  of  the  crank. 

235.  English  forms  of  Air-pump. — 
Some  of  the  drawbacks  to  the  single- 
barrelled  pump  are  obviated  by  inserting 
a  valve,  opening  upwards,  in  the  top  of  the  barrel  as  at  U,  Fig.  136. 
The  top  of  the  piston  is  thus  relieved  from  atmospheric  pressure, 
and  the  operation  of  pumping  does  not  become  more  laborious  as 


Fig.  134. 
Barrel  of  Bi&uchi'a  Air  pump. 
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the  exhaustion  proceeds,  but  less  laborious,  the  diflerence  being  most 
marked  when  the  receiver  is  small. 

In  the  up-stroke,  the  piston- valve  V  keeps  shut,  and  the  air  above 
the  piston  is  pushed  out  of  the  barrel  through  the  valve  U.  In  the 
down-stroke,  U  is  kept  closed  by  the  preponderance  of  atmospheric 
pressure  outside,  and  V  opens,  allowing  the  air  to  pass  up  through 
it  as  the  piston  descends  to  the  bottom  of  the  barrel.  When  the 
exhaustion  is  far  advanced,  U  does  not  open  till  the  piston  has 
nearly  reached  the  top.     This  is  a  simple  and  good  form  of  pump. 

Another  form  very  much  in  use  in  this  country  is  the  double-act- 
ing pump  of  Professor  T.  Tate,  the  working  parts  of  which  are 
shown  in  Fig.  137.  CD  is  the  barrel;  A  and  B  are  two 
solid  pistons  rigidly  connected  by  a  rod,  and  moved  by 
the  piston-rod  AH,  which  passes  through  a  stuflSng- 
box  S.  W  are  valves  in  the  two  ends  of  the  barrel, 
both  opening  outwards,  and  R  is  a  passage  leading 
from  the  middle  of  the  cylinder  to  the  receiver.  The 
distance  between  the  extreme  faces  of  the  pistons  is 
about  |ths  of  an  inch  less  than  half  the  length  of  the 
cylinder.  The  volume  of  air  expelled  at  each  single 
stroke  is  thus  about  half  the  volume  of  the  cylinder. 
Tat^^.p^p.  "^^"^  figure  and  description  are  in  accordance  with 

the  original  account  of  the  pmnp  given  by  the  inventor 
in  the  Philosophical  Magazine,  It  is  now  usual  to  replace  the  two 
pistons  by  a  single  piston  of  great  thickness,  its  two  faces  being  as 
far  apart  as  the  extreme  faces  of  the  two  pistons  in  the  figure.  It 
is  also  usual  to  make  the  barrel  horizontaL 

The  valves  of  these  pumps,  and  of  most  English  pumps  are  "  silk 
valves."  They  consist  of  a  short  and  narrow  slit  in  a  thin  plate  of 
brass,  with  a  flap  of  oiled  silk  secured  at  both  ends  to  the  plate,  in 
such  a  position  that  its  central  portion  covers  the  slit.  When  the 
pressure  of  the  air  is  greater  on  the  further  side  of  the  plate  than 
on  the  side  where  the  silk  is,  the  flap  is  slightly  lifted  and  the  air 
gets  through ;  but  excess  of  pressure  on  the  near  side  presses  the  flap 
down  over  the  slit  and  makes  it  air-tight. 

286.  Various  Experiments  with  the  Air-pump. — ^At  the  time  when 
the  air-pump  was  invented,  several  experiments  were  devised  to 
show  the  effects  of  a  vacuum,  some  of  which  have  become  classical; 
and  are  iisually  repeated  in  courses  of  experimental  physics. 

Burst  Bladder. — On  the  plate  of   an  air-pump   (Fig.   138)   is 
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placed  a  glass  cylinder  open  at  the  bottom,  and  having  a  piece  of 
bladder  or  thin  indian-rubber  tightly  stretched  over  the  top.  As 
the  exhaustion  proceeds,  this  bends  inwards  in  consequence  of  the 
atmospheric  pressure  above  it,  and  finally  bursts  with  a  loud  report. 

Magdebv/rg  Hemispheres, — We  take  two  hemispheres  (Fig.  139), 
which  can  be  exactly  fitted  on  each  other;  their  exact  adjustment 
is  further  assisted  by  a 
projecting  internal  rim, 
which  is  smeared  with 
lard.  The  apparatus  is 
exhausted  of  air  through 
the  medium  of  the  stop- 
cock attached  to  one  of  the 
hemispheres ;  and  when 
a  vacuum  has  been  pro- 
duced, it  will  be  found 
that  a  considerable  force 
is  required  to  separate 
the  two  parts,  this  force 
increasing  with  the  size 
of  the  hemispheres. 

This  resistance  to  sep- 
aration is  due  to  the  normal  exterior  pressure  of  the  air  on  every 
point  of  the  surfaee,  a  pressure  which  is  coxmterbalanced  by  only 
a  very  feeble  pressure  from  the  interior.  In  order  to  estimate 
the  resultant  effect  of  these  different  pressures,  let  us  suppose 
that  one  hemisphere  is  vertically  over  the  other,  and  that  the 
external  surface  is  cut  into  a  series  of  steps, — that  is  to  say,  of 
alternate  vertical  and  horizontal  elements.  It  is  evident  that  the 
pressure  urging  either  hemisphere  towards  the  other  will  be  simply 
the  sum  of  the  pressures  upon  its  horizontal  elements;  and  this  sum 
is  identical  with  the  pressure  which  would  be  exerted  upon  a  cir- 
cular area  equal  to  the  common  base  of  the  hemispheres.  For 
example,  if  this  area  is  10  square  inches,  and  the  external  pressure 
exceeds  the  internal  by  14  lbs.  to  the  inch,  the  hemispheres  will  be 
pressed  together  with  a  force  of  140  lbs. 

Fountain  in  Vclcuo, — The  apparatus  for  this  experiment  consists 
of  a  bell-shaped  vessel  of  glass  (Fig.  140),  the  base  of  which  is  pierced 
by  a  tube  fitted  with  a  stop-cock  which  enables  us  to  exhaust  the 
vessel  of  air.     If,  after  a  vacuum  has  been  produced,  we  place  the 


Fig.  139. 
Mxigdebui^  Hemiiphere. 
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lower  end  of  the  tube  in  a  vessel  of  water,  and  open  the  stop-cock, 
the  liquid,  being  pressed  externally  by  the  atmosphere,  mounts  up 
the  tube  and  ascends  in  a  jet  into  the  interior  of  the  vessel.  This 
experiment  is  often  made  in  the  oppasite  manner.  Under  the 
receiver  of  the  air-pump  is  placed  a  vial  partly  filled  with  water, 

and  having  its  cork 
pierced  by  a  tube 
open  at  both  ends, 
the  lower  end  being 
beneath  the  surface 
of  the  water.  As  the 
exhaustion  proceeds, 
the  air  in  the  vial, 
by  its  excess  of  pres- 
sure, acts  upon  the 
liquid  and  makes  it 
issue  in  a  jet. 

237.  Limit  to  the 
Action  of  the  Air- 
pump. — We  have  said 
above  (§230)  that  the 
air-pump  does  not 
continue  the  process 
of  rarefaction  indefi- 
nitely, but  that  at  a 
certain  stage  its  eflfect 
ceases,  and  the  pressure  of  the  air  in  the  receiver  undergoes  no 
further  diminution.  If  the  pump  is  very  badly  made,  this  pres- 
sure is  considerable;  but  even  with  the  most  perfect  machines  it  is 
always  sensible.  A  pump  such  as  we  have  described  may  be  con- 
sidered good  if  it  reduces  the  pressure  of  the  air  in  the  receiver  to 
a  tenth  of  an  inch  of  mercury.  A  fiftieth  of  an  inch  is  perhaps  the 
lowest  limit. 

Leakage. — This  limit  to  the  action  of  the  machine  is  due  to  vari- 
ous causes.  In  the  first  place,  there  is  frequently  leakage  at  different 
parts  of  the  apparatus;  and  although  at  the  beginning  of  the  opera- 
tion the  quantity  of  air  which  thus  enters  is  small  in  comparison 
with  that  which  is  pumped  out,  still,  as  the  exhaustion  proceeds,  the 
air  enters  faster,  on  account  of  the  diminished  internal  pressure,  and 
at  the  same  time  the  quantity  expelled  at  each  stroke  becomes  less. 


Fig.  140.  -  Fountain  in  Vacuo. 
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SO  that  at  length  a  point  is  reached  at  which  the  inflow  and  outflow 
are  equal. 

In  order  to  prevent  leakage  as  far  as  possible,  the  plate  of  the 
pump  and  the  base  of  the  receiver  must  be  truly  plane  so  as  to  fit 
accurately;  the  base  of  the  receiver  must  be  ground  (that  is  rough- 
ened) and  must  be  well  greased  before  pressing  it  down  on  the  plate. 
The  piston  must  also  be  well  lubricated  with  oil. 

Space  untraversed  by  Piston. — ^Another  reason  of  imperfect 
exhaustion  is  that,  after  aU  possible  precautions,  a  space  is  still  left 
between  the  bottom  of  the  pump-barrel  and  the  lower  surface  of  the 
piston  when  the  latter  is  at  the  end  of  its  downward  stroke.  It  is 
evident  that  at  this  moment  the  air  contained  in  this  untraversed 
space  is  of  the  same  tension  as  the  atmosphere.  On  raising  the 
piston,  this  air  is  indeed  rarefied;  but  it  still  preserves  a  certain 
tension,  and  it  is  evident  that  when  the  air  in  the  receiver  has  been 
brought  to  this  stage  of  rarefaction,  the  machine  wiU  cease  to  pro- 
duce any  efiect. 

If  t;  is  the  volume  of  this  space,  and  V  the  volume  of  the  pump- 
barrel,  the  air,  which  at  volume  v  has  a  pressure  H  equal  to  that  of 

the  atmosphere,  will  have,  at  volume  V,  a  pressure  H  ^    This  gives 

the  limit  to  the  action  of  the  machine  as  deduced  from  the  consider- 
ation of  the  untraversed  space. 

Air  given  out  by  Oil. — Finally,  perhaps  the  most  important 
cause,  and  the  most  difficult  to  remedy,  is  the  absorption  of  air  by 
the  oil  used  for  lubricating  the  pistons.  This  oil  is  poured  on  the 
top  of  the  piston,  but  the  pressure  of  the  external  air  forces  it  be- 
tween the  piston  and  the  barrel,  whence  it  falls  in  greater  or  less 
quantity  to  the  bottom  of  the  barrel,  where  it  absorl^  air,  and  par- 
tially yields  it  up  at  the  moment  when  the  piston  begins  to  rise, 
thus  evidently  tending  to  derange  the  working  of  the  machine.  It 
has  been  attempted  to  get  rid  of  untraversed  space  by  employing  a 
kind  of  piston  of  mercury.  This  has  also  the  advantage  of  fitting 
the  barrel  more  accurately,  and  thus  preventing  the  entrance  of  air. 
The  use  of  oil  is  at  the  same  time  avoided,  and  we  thus  escape  the 
injurious  effects  mentioned  above.  We  proceed  to  describe  two 
machines  founded  upon  this  principle. 

238.  Kravogrs  Air-pump. — This  contains  a  hollow  glass  cylinder 
AB  (Fig.  141)  tapering  at  the  upper  end,  and  surmounted  by  a  kind 
of  funnel.     The  piston  is  of  the  same  shape  as  the  cylinder,  and  is 
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covered  with  a  layer  of  mercury,  whose  depth  over  the  point  of  the 
piston  is  about  ^V**^  of  an  inch  when  the  piston  is  at  the  bottom  of  its 
stroke,  but  is  nearly  an  inch  when  the  piston  rises  and  fills  the 


Pig.  141.— KraTogl's  Air-pump. 


funnel-shaped  cavity  in  which  the  pump-barrel  terminates.  A 
small  interval,  filled  by  the  liquid,  is  left  between  the  barrel  and  the 
piston;  but  at  the  bottom  of  the  barrel  the  piston  passes  through 
a  leather  box  carefully  made,  so  as  to  be  perfectly  air-tight. 

The  air  from  the  receiver  enters  through  the  lateral  opening  e,  and 
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is  driven  before  the  mercury  into  the  funnel  above.  With  the  air 
passes  a  certain  quantity  of  mercury,  which  is  detained  by  a  steel 
valve  c  at  the  narrowest  part  of  the  funnel.  This  valve  rises  auto- 
matically when  the  surface  of  the  mercury  is  at  a  distance  of  about 
half  an  inch  from  the  funnel,  and  falls  back  into  its  former  position 
when  the  piston  is  at  the  end  of  its  upward  stroke.  In  the  down- 
ward stroke,  when  the  mercury  is  again  half  an  inch  from  the  fimnel. 
the  valve  opens  again  and  allows  a  portion  of  the  mercury  to  pass. 

The  effect  of  this  arrangement  is  easily  imderstood;  there  is  no 
"  untraversed  space,"  the  presence  of  the  mercury  above  and  around 
the  piston  causes  a  very  complete  fit,  and  excludes  the  external  air; 
and  hence  the  machine,  when  well  made,  is  very  effective. 

When  this  is  the  case,  and  when  the  mercury  used  in  the  apparatus 
is  perfectly  dry,  a  vacuum  of  about  tJtt^  of  an  inch  can  be  obtained. 
The  dryness  of  the  mercury  is  a  very  important  condition,  for  at 
ordinary  temperatures  the  elastic  force  of  the  vapour  of  water  has  a 
very  sensible  value.  If  we  wish  to  employ  the  full  powers  of  the 
machine,  we  must  have,  between  the  vessel  to  be  exhausted  of  air 
and  the  pump-barrel,  a  desiccating  apparatus. 

The  arrangement  of  the  valve  e  is  peculiar.  It  is  of  a  conical 
form,  so  as,  in  its  lowest  position,  to  permit  the  passage  of  air  coming 
from  the  receiver.  Its  ascent  is  produced  by  the  pressure  of  the 
mercury,  which  forces  it  against  the  conical  extremity  of  the  passage, 
and  the  liqufd  is  thus  prevented  from  escaping. 

The  figure  represents  a  double-barrelled  machine  analogous  to  the 
ordinary  air-pump.  Besides  the  pinion  working  with  the  racks  of 
the  pistons,  there  is  a  second  smaller  pinion,  not  shown  in  the  figure, 
which  governs  the  movements  of  the  valves  c.  All  the  parts  of  this 
machine,  as  the  stop-cocks,  valves,  pipes,  &c.,  must  be  of  steel,  to 
avoid  the  action  which  the  mercury  would  have  upon  any  other 
metal 

289.  Geissler's  Machine. — Geissler,  of  Bonn,  invented  a  mercurial 
air-pump,  in  which  the  vacuum  is  produced  by  commimication 
of  the  receiver  with  a  Torricellian  vacuum.  Fig.  142  represents 
this  machine  as  constructed  by  Alvergniat.  It  consists  of  a  vertical 
tube,  serving  as  a  barometric  tube,  and  communicating  at  the  bottom, 
by  means  of  a  caoutchouc  tube,  with  a  globe  which  serves  as  the 
cistern. 

At  the  top  of  the  tube  is  a  three-way  stop-cock,  by  which  com- 
mtmication  can  be  established  either  with  the  receiver  to  the  left,  or 
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with  a  funnel  to  the  right,  which  latter  has  an  ordinary  stop-cock 
at  the  bottom.  By  means  of  another  siop-cock  aa  the  left,  com- 
munication with  the  receiver  can  be  opened  or  dosed.     These  stop- 

^^  cocks  are  made  entirely 

of  glass.  The  machine 
works  in  the  foUowing 
manner;  communication 
being  established  with 
the  funnel,  the  globe 
which  ser\'es  as  dstem 
is  raised,  and  placed,  as 
shown  in  the  figure,  at 
a  higher  level  than  the 
stop-cock  of  the  funnel. 
By  the  law  of  equili- 
brium in  communicat- 
ing vessels,  the  mercury 
fills  the  barometric  tube, 
the  neck  of  the  funnel, 
and  part  of  the  funnel 
itself.  If  the  communi- 
cation between  the  fun- 
nel and  tube  be  now 
stopped,  and  the  globe 
lowered,  a  Torricellian 
vacuum  is  produced  in 
the  upper  part  of  the 
vertical  tube. 

Communication  is  now 
opened  with  the  re- 
ceiver; the  air  rushes 
into  the  vacuum, and  the 
column  of  mercury  falls 
a  little.  Communication 
is  now  stopped  between 
the  tube  and  receiver,  and  opened  between  the  tube  and  the  funnel, 
the  simple  stop-cock  of  the  funnel  being,  however,  left  shut.  If  at 
this  moment  the  globe  is  replaced  in  the  position  shown  in  the 
figure,  the  air  tends  to  escape  by  the  funnel,  and  it  is  easy  to  allow 
it  to  do  so.    Thus,  a  part  of  the  air  of  the  receiver  has  been  removed. 


Fig.  ]42.-Gei»«Ier'B  Machina 
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and  the  apparatus  is  in  the  same  position  as  at  the  beginning.  The 
operation  described  is  equivalent  to  a  stroke  of  the  piston  in  the 
ordinary  machine,  and  this  process  must  be  repeated  till  the  receiver 
is  exhausted. 

As  the  only  mechanical  parts  of  this  machine  are  glass  stop-cocks, 
which  are  now  executed  with  great  perfection,  it  is  capable  of  giving 
very  good  results.  With  dry  mercury  a  vacuum  of  ^-fiyth  of  an  inch 
may  very  easily  be  obtained.  The  working  of  the  machine,  how- 
ever, is  inconvenient,  and  becomes  exceedingly  laborious  when  the 
receiver  is  large.  It  is  therefore  employed  directly  only  for  pro- 
ducing a  vacuum  in  very  small  vesseLs;  when  the  spaces  to  be 
exhausted  of  air  are  at  all  large,  the  operation  is  begim  with  the 
ordinary  machine,  and  the  mercurial  air-pump  is  only  employed  to 
render  the  vacuum  thus  obtained  more  perfect. 

240.  Sprengers  Air-pump. — This  instrument,  which  may  be  re- 
garded as  an  improvement  upon  Geissler's,  is  represented  in  its 
simplest  form  in  Fig.  143.  cd  is  a  glass  tube  longer  than  a  baro- 
meter tube,  down  which  mercury  is  allowed  to  fall  from  the  fimnel 
A.  Its  lower  end  dips  into  the  glass  vessel  B,  into  which  it  is  fixed 
by  means  of  a  cork.  This  vessel  has  a  spout  at  its  side,  a  few  milli- 
metres higher  than  the  lower  end  of  the  tube.  The  first  portions 
of  mercury  which  run  down  will  consequently  close  the  tube,  and 
prevent  the  possibility  of  air  entering  it  from  below.  The  upper 
part  of  cd  branches  off  at  x  into  a  lateral  tube  communicating  with 
the  receiver  R,  which  it  is  required  to  exhaust.  A  convenient 
height  for  the  whole  instrument  is  6  feet.  The  funnel  A  is 
supported  by  a  ring  as  shown  in  the  figure,  or  by  a  board  with  a 
hole  cut  in  it.  The  tube  cd  consists  of  two  parts,  connected  by  a 
piece  of  india-rubber  tubing,  which  can  be  compressed  by  a  clamp 
so  as  to  keep  the  tube  closed  when  desired.  As  soon  as  the  mercury 
is  allowed  to  run  down,  the  exhaustion  begins,  and  the  whole  length 
of  the  tube,  from  xtod,ia  seen  to  be  filled  with  cylinders  of  mercury 
separated  by  cylinders  of  air,  all  moving  downwards.  Air  and 
mercury  escape  through  the  spout  of  the  bulb  B,  which  is  above  the 
basin  H,  where  the  mercury  is  collected.  This  has  to  be  poured 
back  from  time  to  time  into  the  funnel  A,  to  pass  through  the  tube 
again  and  again  until  the  exhaustion  is  completed. 

As  the  exhaustion  is  progressing,  it  will  be  noticed  that  the  inclosed 
air  between  the  mercury  cylinders  becomes  less  and  less,  until  the 
lower  part  of  cd  presents  the  aspect  of  a  continuous  column  of  mer- 

18 


Digitized  by 


Googk 


194 


AIR-PUMP. 


cury  about  30  inches  high.  Towards  this  stage  of  the  operation  a 
considerable  noise  begins  to  be  heard,  similar  to  that  of  a  shaken 
water-hammer,  and  common  to  all  liquids  shaken  in  a  vacuum.  The 
operation  may  be  considered  completed  when  the  column  of  mercury 
does  not  inclose  any  air,  and  when  a  drop  of  mercury  falls  upon  the 
top  of  this  column  without  inclosing  the  slightest  air-bubble.     The 

height  of  this  column  now 
corresponds  exactly  with  the 
height  of  the  column  of  mer- 
cury in  a  barometer;  or,  what 
is  the  same,  it  represents  a 
barometer  whose  vacuum  is 
the  receiver  R  and  connecting 
tube. 

Dr.  Sprengel  recommends  the 
employment  of  an  auxiliary 
air-pump  of  the  ordinary  kind, 
to  commence  the  exhaustion, 
when  time  is  an  object,  as  with- 
out this  from  20  to  30  minutes 
are  required  to  exhaust  a 
receiver  of  the  capacity  of  half 
a  litre.  As,  however,  the  em- 
ployment of  the  auxiliary  pump 
involves  additional  connections 
and  increased  leakage,  it  should 
be  avoided  when  the  best  pos- 
sible exhaustion  is  desired.  The 
fall  tube  must  not  exceed  about 
a  tenth  of  an  inch  in  diameter, 
and  special  precautions  must 
be  employed  to  make  the  india- 
rubber  connections  air-tight.  (See  Chemical  Journal  for  1865,  p.  9.) 
By  this  instrument  air  has  been  reduced  to  laoiooo^ti  of  atmo- 
spheric density,  and  the  average  exhaustion  attainable  by  its  use  is 
about  one-millionth,  which  is  equivalent  to  '00003  of  an  inch  of 
mercury. 

241.  Double  Exhaustion. — In  the  mercurial  machines  just  described 
there  is  no  "  imtraversed  space,"  as  the  liquid  completely  expels  all 
the  air  from  the  pump-barrel.     These  machines  are  of  very  recent 


Fig.  143.  -  SprengeVs  Air-pump^ 
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invention.  Babinet  long  before  introduced  an  arrangement  for  the 
purpose,  not  of  getting  rid  of  this  space,  but  of  exhausting  it  of  air. 
For  this  purpose,  when  the  machine  ceases  to  work  with  the  ordi- 
nary arrangement,  the  communication  of  the  receiver  with  one  of 
the  pimip-barrek  is  shut  off,  and  this  barrel  is  employed  to  exhaust 
the  air  from  the  other.  This  change  is  effected  by  means  of  a  stop- 
cock at  the  point  of  junction  of  the  passages  leading  from  the  two 
barrels  (Fig.  144).  The  stop-cock  has  a  T-shaped  aperture,  the  point 
of  intersection  of  the  two  branches  being  in  constant  communication 
with  the  receiver.  In  a  dif- 
ferent plane  from  that  of  the  HIT  f\  HTfT  II 
T-shaped  aperture  is  another 
aperture  mn,  which,  by  means 
of    the    tube     I,    establishes  . .  MWx 'i^~ 


communication    between    the       i  If  ""^^f^^^^^p"^^ 

pump-barrel  B  and  the  com-        [ 

municating    passage    of    the 

pump-barrel    A.      From    this 

explanation  it  will  be  seen  that 

if  the  stop-cock  be  turned  as 

shown  in  the  first  figure,  the      Imiii'-       n^ diiiiL—flLB-, 

two  pump-barrels    both  com-  u^  |j:TA,-^rfe^%r^..§^p=:^^ 


municate   with    the    receiver,        |/  .,^"3SSS"Wv'-^''^/^^we^-'^^ 
and  the  operation  proceeds  in 
the  ordinary  manner.     But  if     Pig.  u4.— Babinet**  Doubij-exhauBting  stoiM»ck. 
the  stop-cock  be  turned  through 

a  quarter  of  a  revolution,  as  shown  in  the  second  figure,  the  pump- 
barrel  B  alone  communicates  with  the  receiver,  while  it  is  itself 
exhausted  of  air  by  the  barrel  A. 

It  is  easy  to  express  by  a  formula  the  effect  of  this  double  exhaus- 
tion. Suppose  the  pump  to  have  ceased,  under  the  ordinary  method 
of  working,  to  produce  any  farther  exhaustion,  the  air  in  the  receiver 

has  therefore  reached  a  tension  nearly  equal  to  H;~  (§  237).     At  this 

moment  the  stop-cock  is  turned  into  its  second  position.  When  the 
piston  B  descends,  the  piston  A  rises,  and  the  air  of  the  "untraversed 
space"  in  B  is  drawn  into  A  and  rarefied.  During  the  inverse 
operation,  the  air  in  A  is  prevented  from  returning  to  B,  and  thus 
the  rarefied  air  from  B,  becoming  still  further  rarefied,  will  draw  a 
fresh  quantity  of  air  from  the  receiver.     This  air  will  then  be  driven 
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into  A,  where  it  will  be  compressed  by  the  descending  movement  of 
the  piston,  and  will  find  its  way  into  the  air  outside.^ 

This  double  exhaustion  will  itself  cease  to  work  when  air  ceases  to 
pass  from  the  pump-barrel  B  into  the  pump-barrel  A.  Now  when 
the  piston  in  this  latter  is  raised,  the  elastic  force  of  the  air  which 

was  contained  in  its  "  untra versed  space  "  is  equal  to  H^  for,  on  the 

last  opening  of  the  valve,  the  air  in  this  space  escaped  into  the  atmo- 
sphere. On  the  other  hand,  when  the  piston  in  B  is  at  the  end  of 
its  upward  stroke,  the  tension  of  the  air  is  the  same  as  in  the  receiver. 
Let  this  be  denoted  by  x.  When  the  piston  in  B  descends,  the  air  is 
compressed  into  the  "  untraversed  space  "  and  the  passage  leading  to 
A.     Let  the  volume  of  this  passage  be  t     Then  the  tension  will 

increase,  and  become  x  ^-^.     When  the  machine  ceases  to  produce 

any  farther  effect,  this  tension  cannot  be  greater  than  that  in  the 

pump-barrel  A,  which  is  H^^;  we  have  thus,  to  determine  the  limit 

to  the  action  of  the  pump,  the  equation 

X  -^^  =  H^  whence 

242.  Air-pump  with  Free  Piston. — ^We  shall  describe  one  more 
air-pump  (Fig.  145),  constructed  by  Deleuil,  and  founded  upon  an 
interesting  principle.  We  know  that  gases  possess  a  remarkable 
power  of  adhesion  for  solids,  so  that  a  body  placed  in  the  atmo- 
sphere may  be  considered  as  covered  with  a  very  thin  coat  of  air, 
forming,  so  to  speak,  a  permanent  envelope.  On  account  of  this  cir- 
cumstance, gases  find  very  great  diflSculty  in  moving  in  vely  narrow 
spaces.     This  is  the  principle  of  the  "  air-pump  with  free  piston." 

The  piston  P  (Fig.  146),  which  is  composed  entirely  of  metal,  is  of 
considerable  length;  and  on  its  outer  surface  is  a  series  of  parallel 
circular  grooves  very  close  together.  It  does  not  touch  the  pump- 
barrel  at  any  point;  but  the  distance  between  the  two  is  very  small, 
about  '001  of  an  inch.  This  free  piston  is  surrounded  by  a  cushion 
of  air,  which  forms  its  only  stufl^g,  and  is  suflicient  to  enable  the 
machine  to  work  in  the  ordinary  manner,  notwithstanding  the  per- 

^  It  will  be  observed  that  during  the  process  of  double  exhaustion  the  piston  of  B  be- 
haves like  a  solid  piston ;  its  valve  never  opens,  because  the  pressure  below  it  is  always 
less  than  atmospheric 
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manent  communication  between  tlie  upper  and  lower  surfaces  of  the 
piston.  This  machine  gives  a  vacuum  about  as  good  as  is  obtainable 
by  ordinary  pumps,  and  it  has  the  important  advantages  of  not 

requiring  oil,  and  of  having  less 
friction.  It  consequently  wears 
better,  and  is  less  liable  to  the 
development  of  heat,  which  is  a 
frequent  source  of  annoyance  in 
air-pumps.  It  is  single-barrelled 
with  double  action,  like  Bianchi's. 
The  two  openings  S  and  S'  are 
to  admit  air  from  the  receiver; 
they  are  closed  and  opened  alter- 
nately by  conical  stoppers  at  the 
end  of  the  rod  T,  which  passes 
through  the  piston,  and  is  carried 
with  it  by  friction  in  its  move- 
ment. They  communicate  with 
tubeb  which  unite,  at  R',  with  a 
tube  leading  from  the  receiver. 
A  and  A'  are  valves  for  the  expul- 
sion of  the  air,  which  escapes  by 
tubes  uniting  at  R.  The  alternate 
movement  of  the  piston  is  produced 
by  what  is  called  Delahire's  gearing. 
This  depends  on  the  principle,  that 
when  a  circle  rolls  imthout  sliding 
in  the  interior  of  another  circle  oj 
dovble  the  diameter,  any  point  on 
the  drcvi/mfei^ence  of  the  rolling 
circle  describes  a  diamieter  qf  the  fixed  circle.  In  order  to  utilize 
this  property,  the  end  of  the  piston-rod  is  jointed  to  the  extremity 
of  a  piece  of  metal  which  is  rigidly  attached  to  the  pinion  P,  the 
ioint  being  exactly  oppasite  the  circumference  of  the  pinion.  This 
latter  is  driven  by  a  fly-wheel  with  suitable  gearing,  and  works 
with  the  fixed  wheel  E,  which  is  toothed  on  the  inside.  Thus  the 
piston  will  freely,  and  without  any  latei*al  effort,  describe  a  vertical 
line,  the  length  of  the  stroke  being  equal  to  the  diameter  of  the  fixed 
wheel. 

243.  Compressing  Pump. — It  can  easily  be  seen  from  the  descrip- 


Fig.  140. 
PUton  and  Barrel  of  D«leaira  Air-pump. 
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tion  of  the  air-pump,  that  if  the  expulsion- valves  were  connected 
with  a  tube  communicating  with  a  reservoir,  the  air  removed  by  the 
pump    would    be    forced 


into  this  reservoir.     This 
communication    is   estab- 
lished in  the  instrument 
just  described.     If,  there- 
fore, R'  be  made  to  com- 
municate with  the  exter- 
nal air,  this  air  will  be 
continually  drawn   in  at 
that  point  and  forced  out 
into    the    reservoir    con- 
nected with  R,  so  that  the 
instrument  will  act  as  a  compress- 
ing pump.     The  compressing-pump 
is  thus  seen  to  be  the  same  instru- 
ment  as   the   air-pump,   the   only 
difference  being  that  the  receiver 
is  connected  with  the  expulsion-valves,  instead  of 
with  the  exhaustion- valves;  it  is  thus,  so  to  speak, 
the  air-pump  reversed.     This  fact  can  be  very  well 
seen  in  the  structure  of  a  small  pump  frequently 
employed   in   the   laboratory,   and  represented  in 
Fig.  147. 

At  the  bottom  of  the  pump-barrel  are  two  valves, 
communicating  with  two  separate  reservoirs,  that 
on  the  left  being  an  admission- valve,  and  that  on 
the  right  an  expulsion- valve. 

When  the  piston  is  raised,  rarefaction  is  produced  in  the  reservoir 
to  the  left;  and  when  it  is  pushed  down,  the  air  in  the  reservoir 
to  the  right  is  compressed. 

In  Fig.  148  is  represented  a  compressing-pump  often  employed. 
At  the  bottom  of  the  pump-barrel  is  a  valve  h  opening  downward; 
in  a  lateral  tube  is  an  admission- valve  a  opening  inward.  The 
position  of  these  valves  is  shown  in  the  figure.  They  are  conical 
metal  stoppers,  fitted  with  a  rod  passing  through  a  hole  in  a  small 
plate  behind,  an  arrangement  which  prevents  the  valve  from  over- 
turning. The  rod  is  surrounded  by  a  small  spiral  spring,  which  keeps 
the  valve  pressed  against  the  opening.     If  the  lower  part  of  the 


Fig.  148. 
CondenBiug  Pump. 
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pump-barrel  be  screwed  upon  a  reservoir,  at  each  upward  stroke  of 
the  piston  the  barrel  will  be  filled  with  air  through  the  valve  a, 
and  at  every  downward  stroke  this  air  will  be  forced  into  the 
reservoir. 

K  the  lateral  tube  be  made  to  communicate  with  a  bladder  or 
gas-holder  filled  with  any  gas,  this  gas  will  be  forced  into  the 
reservoir,  and  compressed. 

244.  Calculation  of  the  Effect  of  the  Instrument. — ^The  density  of 
the  compressed  air  after  a  given  number  of  strokes  of  the  piston 
may  easily  be  calculated.  If  v  be  the  volume  of  the  pump-barrel, 
and  V  that  of  the  reservoir;  at  each  stroke  of  the  piston  there  is 
forced  into  the  reservoir  a  volume  of  air  equal  to  that  of  the  pump- 
barrel;  which  gives  a  volume  nv  at  the  end  of  n  strokes.  The  air 
in  the  reservoir,  accordingly,  which  when  at  atmospheric  pressure 
had  density  D,  and  occupied  a  volume  V  +  nv,  will,  when  the  volume 

is  reduced  to  V,  have  the  density  D  — y^>  and  the  pressure  will,  by 

Boyle's  law,  be    -^^  atmospheres. 

If  this  formula  were  rigorously  applicable  in  all  cases,  there 
would  be  no  limits  to  the  pressure  attainable,  except  those  depend- 
ing on  the  strength  of  the  reservoir  and  the  motive  power  available. 

But,  in  fact,  the  untraversed  space  left  below  the  piston,  when 
at  the  end  of  its  downward  stroke,  sets  a  limit  to  the  action  of  the 
instrument,  just  as  in  the  common  air-pump.  For  when  the  air  in 
the  barrel  is  reduced  from  the  volume  of  the  barrel  v  to  that  of  the 

imtraversed  space  v\  its  tension  becomes  H^'  and  this  air  cannot 

pass  into  the  resei-voir  unless  the  tension  of  the  air  in  the  reservoir 
is  less  than  this  quantity.  This  is  accordingly  the  utmost  limit  of 
compression  that  can  be  attained. 

We  must,  however,  carefully  distinguish  between  the  efiects  of 
untraversed  space  in  the  air-pump  and  in  the  compression-pump. 
In  the  first  of  these  instruments  the  object  aimed  at  is  to  rarefy 
the  air  to  as  great  a  degree  as  possible,  and  untraversed  space 
must  consequently  be  regarded  as  a  defect  of  the  most  serious 
importance. 

The  object  of  the  condensing-pump,  on  the  contrary,  is  to  com- 
press the  air,  not  indefinitely,  but  up  to  a  certain  point.  Thus,  for 
instance,  one  pump  is  intended  to  give  a  compression  of  five  atmo- 
spheres, another  of  ten,  &c.     In  each  of  these   cases  the   maker 
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provides  that  this  limit  shall  be  reached,  and  the  untraversed 
space  has  no  injurious  effect  beyond  increasing  the  number  of 
strokes  required  to  produce  the  desired  amount  of  condensation. 

245.  Various  Contrivances  for  producing  Compression. — In  order  to 
expedite  the  process  of  compression,  several  pumps  such  as  we  have 


Fig.  149.— Connected  Pumi». 

described  are  combined,  which  may  le  done  in  various  ways.  Fig. 
149  represents  the  system  employed  by  Regnault  in  his  investiga- 
tions connected  with  Boyle's  law  and  the  elastic  force  of  vapour.  It 
consists  of  three  pumps,  the  piston-rods  of  which  are  jointed  to  three 
cranks  on  a  horizontal  axle,  by  means  of  three  connecting-rods.  This 
axle,  which  carries  a  fly-wheel,  is  turned  by  means  of  one  or  two 
handles.  The  different  admission- valves  are  in  communication  with 
a  single  reservoir  in  connection  with  the  external  air,  and  the  com- 
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pressed  gas  is  forced  into  another  reservoir  which  is  in  communication 
with  the  experimental  apparatus. 

A  serious  obstacle  to  the  working  of  these  instruments  is  the  heat 
generated  by  the  compression  of  the  air,  which  expands  the  different 
parts  of  the  instrument  unequally,  and  often  renders  the  piston  bo 
tight  that  it  can  scarcely  be  driven.  In  some  of  these  instruments 
which  are  employed  in  the  arts,  this  inconvenience  is  lessened  by 
keeping  the  lower  valves  covered  with  water,  which  has  the  addi- 
tional advantage  of  getting  rid  of  "untraversed  space."  In  this 
way  a  pressure  of  forty  atmospheres  may  easily  be  obtained  with 
air.  Air  may  also  be  compressed  directly,  without  the  intervention 
of  pumps,  when  a  sufficient  height  of  water  can  be  obtained.  It  is 
only  necessary  to  lead  the  liquid  in  a  tube  to  the  bottom  of  a 
reservoir  containing  air.  This  air  will  be  compressed  until  its 
pressure  exceeds  that  of  the  atmosphere  by  the  amount  due  to  the 
height  of  the  summit  of  the  tube.  It  is  by  a  contrivance  of  this 
kind  that  compressed  air  has  been  obtained  for  driving  the  boring- 
machines  employed  in  the  great  Alpine  tunnels. 

246.  Practical  Applications  of  the  Air-pump  and  of  Compressed  Air. 
— Besides  the  use  made  of  the  air-pump  and  the  compression-pump 
in  the  laboratory,  these  instruments  are  variously  employed  in  the 
arts. 

The  air-pump  is  employed  by  sugar-refiners  to  lower  Ihe  boiling 
point  of  the  syrup.  Compression-pumps  are  used  by  soda-water 
manufacturers  to  force  the  carbonic  acid  into  the  reservoirs  contain- 
ing the  water  which  is  to  be  aerated.  The  small  apparatus  described 
above  (Fig.  148)  is  sufficient  for  this  purpose;  it  is  only  necessary 
to  fill  the  side-vessel  with  carbonic  add,  and  to  pour  a  certain 
quantity  of  water  into  the  reservoir  below.  Compressed  air  has  for 
several  years  been  employed  to  assist  in  laying  the  foundations  of 
bridges  in  rivers  where  the  sandy  nature  of  the  soil  requires  very 
deep  excavations.  Large  tubes  called  caissons,  in  connection  with 
a  condensing  pump,  are  gradually  let  down  into  the  river;  the  air  by 
its  pressure  keeps  out  the  water,  and  the  workmen,  who  are  admitted 
into  the  apparatus  by  a  sort  of  lock,  are  thus  enabled  to  walk  on 
dry  ground 

In  pneumatic  despatch  tubes,  which  have  recently  been  established 
in  many  places,  a  kind  of  train  is  employed,  consisting  of  a  piston 
preceded  by  boxes  containing  the  despatches.  By  exhausting  the 
air  at  the  forward  end  of  the  tube,  or  forcing  in  compressed  air  at 
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the  other  end,  the  train  is  blown  through  the  tube  with  great 
velocity. 

The  atmospheric  railway,  which  was  for  a  few  years  in  existence, 
was  worked  upon  the  same  principle:  an  air-tight  piston  travelled 
through  a  fixed  tube,  and  was  connected  by  an  ingenious  arrange- 
ment with  a  train  above. 

Excavating  machines  driven  by  compressed  air  are  coming  into 
extensive  use  in  mining  operations.  They  have  the  advantage  of 
assisting  ventilation,  inasmuch  as  the  compressed  air,  which  at  each 
stroke  of  the  machine  escapes  into  the  air  of  the  mine,  cools  as  it 
expands. 

In  the  air-gun,  the  bullet  is  projected  by  a  portion  of  compressed 
air  which,  on  pulling  the  trigger,  escapes  into  the  barrel  from  a 
reservoir  in  which  it  has  been  artificially  compressed. 

We  may  add  that  the  large  machines  employed  in  iron-works  for 
supplying  air  to  the  furnaces,  are  really  compression-pumps. 
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247.  The  Baroscope. — The  principle  of  Archimedes,  explained  in 
Chap.  XIII.,  applies  to  all  fluids,  whether  liquid  or  gaseous.  Hence 
the  resultant  of  the  whole  pressure  of  the  atmosphere  on  the  surface 
of  a  body  is  equal  to  the  weight  of  the  air  displaced.  The  force 
required  to  support  a  body  in  air,  is  less  than  the  force  required  to 
support  it  in  vacuo,  by  this  amount.  This  principle  is  illustrated 
by  the  baroscope  (Fig.  150). 

This  is  a  kind  of  balance,  the  beam  of  which  supports  two  balls  of 
very  unequal  sizes,  which  balance  each  other  in  the  air.  If  the  ap- 
paratus is  placed  under  the  receiver 
of  an  air-pump,  after  a  few  strokes 
of  the  piston  the  beam  will  be  seen 
to  incline  towards  the  larger  ball, 
and  the  inclination  will  increase  as 
the  exhaustion  proceeds.  The  reason 
is  that  the  air,  before  it  was  pumped 
out,  produced  an  upward  pressure, 
which  was  greater  for  the  htrge 
than  for  the  small  ball,  on  account 
of  its  greater  displacement;  and  this 
disturbing  force  is  now  removed. 
If  after  exhausting  the  air,  car- 
bonic acid,  which  is  heavier  than  air,  were  admitted  at  atmospheric 
pressure,  the  large  ball  would  be  subjected  to  a  greater  increase  of 
upward  pressure  than  the  small  one,  and  the  beam  would  incline  to 
the  side  of  the  latter. 

248.  BalloonB. — Suppose  a  body  to  be  lighter  than  an  equal  volume 
of  air,  then  this  body  will  rise  in  the  atmosphere.     For  example,  if 


Fig.  150.— Baroscope. 
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we  fill  soap-bubbles  with  hydrogen  (Fig.  151),  and  shake  them  off 
from  the  end  of  the  tube  at  which  they  are  formed,  they  will  be  seen, 
if  sufficiently  large,  to  ascend  in  the  air.  This  curious  experiment 
is  due  to  the  philosopher  Cavallo,  who  announced  it  in  1782.^ 

The  same  principle  applies   to   balloons,  which  essentially  con- 
sist of  an  envelope  inclosing  a  gas   lighter  than  air.     In  conse- 


Fig.  151.— Ajceut  of  Soap-bubbles  fiUed  with  Hydxxjgen. 

quence  of  this  difference  of  density,  we  can  always,  by  taking  a 
sufficiently  large  volume,  make  the  weight  of  the  gas  and  containing 
envelope  less  than  that  of  the  air  displaced.  In  this  case  the  balloon 
will  ascend. 

The  invention  of  balloons  is  due  to  the  brothers  Joseph  and  Ste- 
phen Montgolfier.  The  balloons  made  by  them  were  globe-shaped, 
and  constructed  of  paper,  or  of  paper  covered  with  cloth,  the  air  in- 
side being  rarefied  by  the  action  of  heat.     It  is  curious  to  remark 

*  The  first  idea  of  a  balloon  must  be  attributed  to  Francisco  de  Lana,  who,  about 
1670,  proposed  to  exhaust  the  air  in  globes  of  copper  of  sufficient  size  and  thinness  to  weigh 
less,  under  there  .-vinditions,  than  the  air  displaced.  The  experiment  was  not  tried,  and 
would  certainly  not  have  succeeded,  for  the  pressure  of  the  atmosphere  would  have  caused 
the  globes  to  collapse.  The  theory,  however,  was  thoroughly  understood  by  the  author, 
who  made  an  exact  calculation  of  the  amount  of  force  tending  to  make  the  globes  ascend. 
—2). 
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that  in  their  first  attempts  they  employed  hydrogen  gas,  and  showed 
that  balloons  filled  with  this  gas  could  ascend.  But  as  the  hydrogen 
readily  escaped  through  the  paper,  the  flight  of  the  balloons  was 
short,  and  thus  the  use  of  hydrogen  was  abandoned,  and  hot  air  was 
alone  employed. 

The  name  montgolfiirea  is  still  often  applied  to  fire-balloons.    They 
generally  consist  of  a  paper  envelope  with  a  wide  opening  below, 


Fig.  152.— Firo  balloon  of  Pilatre  da  Roxior. 

in  the  centre  of  which  is  a  sponge  held  in  a  wire  frame.  The  sponge 
is  dipped  in  spirit  and  ignited,  when  the  balloon  is  to  be  sent  up. 

The  first  public  experiment  of  the  ascent  of  a  balloon  was  per- 
formed at  Annonay  on  the  5th  June,  1783.  On  October  21st  of  the 
same  year,  Pilatre  de  Rozier  and  the  Marquis  d'Arlandes  achieved 
the  first  aerial  voyage  in  a  fire-balloon,  represented  in  our  figure. 

Charles  proposed  to  reintroduce  the  use  of  hydrogen  by  employing 
an  envelope  less  permeable  to  the  gas.  This  is  usually  made  of  silk 
varnished  on  both  sides,  or  of  two  sheets  of  silk  with  a  sheet  of 
india-rubber  between.  Instead  of  hydrogen,  coal-gas  is  now  gener- 
ally employed,  on  account  of  its  cheapness  and  of  the  facility  with 
which  it  can  be  procured. 
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249. — The  lifting  power  of  a  balloon  is  the  difference  between  its 
weight  and  that  of  the  air  displaced.  It  is  easy  to  compare  the 
three  modes  of  inflation  in  this  respect. 

A  cubic  metre  of  air  weighs  about I'SOO  kilogramme. 

A  cubic  metre  of  hydrogen  '089  „ 

A  cubic  metre  of  coal-gas   about  '750  „ 

A  cubic  metre  of  air  heated  to  200°  Cent '760  „ 

We  thus  see  that  the  lifting  power  per  cubic  metre  with  hydrogen 
is  1*211,  and  with  coal-gas  or  hot  air  about  '500  kilogramme. 
If,  for  instance,  the  total  weight  to  be  raised  is  estimated  at  1500 
kilogrammes,  the  volume  of  a  balloon  filled  with  hydrogen  capable 

of  raising  the  weight  will  be  p^jo  =  1239  cubic  metres.     If  coal-gas 

were  employed,  the  required  volume  would  be  -:gg^  =  2727  cubic 

metres. 

The  car  in  which  the  aeronauts  sit  is  usually  made  of  wicker-work 
or  whalebone.  It  is  sustained  by  cords  attached  to  a  net-work 
(Fig.  153)  covering  the  entire  upper  half  of  the  balloon,  so  as  to 
distribute  the  weight  as  evenly  as  possible.  The  balloon  terminates 
below  in  a  kind  of  neck  opening  freely  into  the  air.  At  the  top 
there  is  another  opening  in  the  inside,  which  is  closed  by  a  valve 
held  to  by  a  spring.  Attached  to  the  valve  is  a  cord  which  passes 
through  the  interior  of  the  balloon,  and  hangs  above  the  car  within 
reach  of  the  hand  of  the  aeronaut. 

When  the  aeronaut  wishes  to  descend,  he  opens  the  valve  for  a 
few  moments  and  allows  some  of  the  gas  to  escape.  An  important 
part  of  the  equipment  consists  of  sand-bags  for  ballast,  which  are 
gradually  emptied  to  check  too  rapid  descent.  In  the  figure  is 
represented  a  contrivance  called  a  parachute,  by  means  of  which  the 
descent  is  sometimes  effected.  This  is  a  kind  of  large  umbrella  with 
a  hole  at  the  top,  from  the  circimiference  of  which  hang  cords  sup- 
porting a  small  car.  WTien  the  parachute  is  left  to  itself,  it  opens 
out,  and  the  resistance  of  the  air,  acting  upon  a  large  surface, 
moderates  the  rate  of  descent.  The  hole  at  the  top  is  essential  to 
safety,  as  it  affords  a  regular  passage  for  air  which  would  otherwise 
escape  from  time  to  time  from  under  the  edge  of  the  parachute,  thus 
producing  oscillations  which  might  prove  fatal  to  the  aeronaut. 

Balloons  are  not  fully  inflated  at  the  commencement  of  the 
ascent;  but  the.  inclosed  gas  expands  as  the  pressure  diminishes 
outside.      The  lifting  power  thus  remains  nearly  constant  until 
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the  balloon  has  risen  so  high  as  to  be  fully  inflated.  Suppose,  for 
instance,  that  the  atmospheric  pressure  is  reduced  by  one-half, 
the  volume  of  the  balloon  will  then  be  doubled;  it  will  thus  dis- 
place a  volume  of  air  twice 
as  great  as  before,  but  of 
only  half  the  density,  so  that 
the  buoyancy  will  remain 
the  same.  This  conclusion, 
however,  is  not  quite  exact, 
because  the  solid  parts  of 
the  balloon  do  not  expand 
like  the  ga.s,  and  the  weight 
of  air  displaced  by  them 
accordingly  diminishes  as  the 
balloon  rises.  If  the  balloon 
continues  to  ascend  after  it 
is  completely  inflated,  its  lift- 
ing power  diminishes  rapidly, 
becoming  zero  when  a  stra- 
tum of  air  is  reached  in 
which  the  weight  of  the 
volume  displaced  is  equal  to 
that  of  the  balloon  itself. 
It  is  carried  past  this  stratum 
in  the  first  instance  in  vir- 
tue of  the  velocity  which  it 
has  acquired,  and  finally 
comes  to  rest  in  it  after  a 
number  of  oscillations. 
260.  Height  Attainable. — The  pressure  of  the  air  in  the  stratum  of 
equilibrium  can  be  calculated  as  follows: 

Let  V  be  the  volume  of  gas  which  the  balloon  can  contain  when 
fully  inflated. 
V  the  volume,  and  w  the  weight,  of  the  solid  parts,  including 

the  aeronauts  themselves. 
^  the  density  of  the  gas  at  the  standard  pressure  and  tem- 
perature, and  D  the  density  of  air  under  the  same  condi- 
tions. 
Then  if  P  denote  the  standard  pressure,  and  p  the  pressure  in  the 
stratum  of  equilibrium,  the  density  of  the  gas  when  this  stratum 


Fig.  1&8.— Balloon  with  Car  and  Parachate. 
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has  been  reached  will  be  yi,  and  the  density  of  the  air  will  be  pD. 

Equating  the  weight  of  the  air  displaced  to  that  of  the  floating  body, 
we  have 

whence  p  can  be  determined. 

251.  Effect  of  the  Air  npon  the  Weight  of  Bodies. — The  upward 
pressure  of  the  air  impairs  the  exactness  of  weighings  obtained  even 
with  a  perfectly  true  balance,  tending,  by  the  principle  of  the  baro- 
scope, to  make  the  denser  of  two  equal  masses  preponderate.  The 
stamped  weights  used  in  weighing  are,  strictly  speaking,  standards  of 
mass,  and  will  equilibrate  any  equal  masses  in  vacuo;  but  in  air  the 
equilibrium  will  be  destroyed  by  the  greater  upward  pressure  of  the 
air  upon  the  larger  and  less  dense  body.  When  the  specific  gravities 
of  the  weights  and  of  the  body  weighed  are  known,  it  is  easy  from 
the  apparent  weight  to  deduce  the  true  weight  (that  is  to  say,  the 
mass)  of  the  body. 

Let  X  be  the  real  weight  (or  mass)  of  a  body  which  balances  a 
standard  weight  of  w  grammes  when  the  weighing  is  made  in  air. 
Let  d  be  the  density  of  the  body,  i  that  of  the  standard  weight,  and 
a  the  density  of  the  air.    Then  the  weight  of  air  displaced  by  the 

body  is  ^aj,  and  the  weight  of  air  displaced  by  the  standard  weight 
is  *m    Hence  we  have 

0 

a  a 


1  - 


Let  us  take,  for  instance,  a  piece  of  sulphur  whose  weight  has  been 
found  to  be  100  grammes,  the  weights  being  of  copper,  the  density 
of  which  is  8*8.     The  density  of  sulphur  is  2. 
We  have,  by  applying  the  formula, 


,  =  10ojl  +  j55(|-^3)|=10O-O6 


grammes. 


We  see  then  that  the  difference  is  not  altogether  insensible.  It 
varies  in  sign,  as  the  formula  shows,  according  as  c2  or  ^  is  the 
greater.    When  the  density  of  the  body  to  be  weighed  is  less  than 

14 
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that  of  the  weights  used,  the  real  weight  is  greater  than  the 
apparent  weight;  if  the  contrary,  the  case  is  reversed.  If  the  body 
to  be  weighed  were  of  the  same  density  as  the  weights  used,  the  real 
and  apparent  weights  would  be  equal.  We  may  remark,  that  in 
determining  the  ratio  of  the  weights  of  two  bodies  of  the  same 
density,  by  means  of  standard  weights  which  are  all  of  one  material, 
we  need  not  concern  ourselves  with  the  effect  of  the  upward  pressure 
of  the  air;  as  the  correcting  factor,  which  has  the  same  value  for 
both  cases,  will  disappear  in  the  quotient 
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252.  Machines  for  raising  water  have  been  known  from  very  early 
ages,  and  the  invention  of  the  common  pump  is  pretty  generally 
ascribed  to  Ctesibius,  teacher  of  the  celebrated  Hero  of  Alexandria; 
but  the  true  theory  of  its  action  was  not  understood  till  the  time  of 
Galileo  and  Torricelli. 

258.  Beason  of  the  Rising  of  Water  in  Pumps. — Suppose  we  take  a 
tube  with  a  piston  at  the  bottom  (Fig.  154),and  immerse  the  lower 
end  of  it  in  water.     The  raising  of  the 
piston  tends  to  produce  a  vacuum  below  it, 
and  the  atmospheric  pressure,  acting  upon 
the  external  surface  of  the  liquid,  compels 
it  to  rise  in  the  tube  and  follow  the  upward 
motion  of  the  piston.     This  upward  move- 
ment of  the  water  would  take  place  even 
if  some  air  were  interposed  between  the 
piston  and  the  water;  for  on  raising  the 
piston,  this  air  would  be  rarefied,  and  its 
pressure  no  longer  balancing  that  of  the 
atmosphere,  this  latter  pressure  would  cause 
the  liquid   to  ascend  in  a  column  whose 
weight,  added  to  the  pressure  of  the  air 
below  the  piston,  would  be  equal  to  the 
atmospheric  pressure.     This  is  the  principle  ^- 
on  which  water  rises  in  pumps.     These  in-  p 
struments   have  a  considerable  variety  of  ""^"^         =-^  '        ^ 

forms,  of  which  we  shall   describe   the  most  Fig.  im.— Principle  of  Snotionpump. 

important  types. 

254.  Suction-pump. — ^The  suction-pump  (Fig.  155)  consists  of  a 
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cylindrical  pump-barrel  traversed  by  a  piston,  and  communicating 
by  means  of  a  smaller  tube,  called  the  suction-tube,  with  the  water 
in  the  pump- well.  At  the  junction  of  the  piunp-barrel  and  the  tube 
is  a  valve  opening  upward,  called  the  suction-valve,  and  in  the 
piston  is  an  opening  closed  by  another  valve,  also  opening  upward. 

Suppose  now  the  suction-tube  to  be  filled  with  air  at  the  atmo- 
spheric pressure,  and  the  water  consequently  to  be  at  the  same  level 

inside  the  tube  and  in  the  welL     Suppose 
the  piston  to  be  at  the  end  of  its  downward 
^^^^^M^^iP  stroke,  and  to  be  now  raised.     This  motion 

^^^^-^"^  -^  tends  to  produce  a  vacuum  below  the  pis- 

I  r*  ^  ,  A  ton,  hence  the  air  contained  in  the  suc- 
tion-tube  will  open  the  suction-valve,  and 
rush  into  the  pump-barrel.  The  elastic 
force  of  this  air  being  thus  diminished,  the 
atmospheric  pressure  will  cause  the  water 
to  rise  in  the  tube  to  a  height  such  that 
the  pressure  due  to  this  height,  increased 
by  the  pressure  of  the  air  inside,  will  ex- 
actly counterbalance  the  pressure  of  the 
atmosphere.  If  the  piston  now  descends, 
the  suction- valve  closes,  the  water  remains 
at  the  level  to  which  it  has  been  raised, 
and  the  air,  being  compressed  in  the  barrel, 
opens  the  piston-valve  and  escapes.  At 
the  next  stroke  of  the  piston,  the  water 
will  rise  still  fiuiher,  and  a  fresh  portion 
of  air  will  escape. 

If,  then,  the  length  of  the  suction-tube 
is  less  than  about  30  feet,  the  water  will,  after  a  certain  number 
of  strokes  of  the  piston,  be  able  to  reach  the  suction-valve  and  rise 
into  the  pump-barrel.  When  this  point  has  been  reached  the 
action  changes.  The  piston  in  its  downward  stroke  compresses 
the  air,  which  escapes  through  it,  but  the  water  also  passes 
through,  so  that  the  piston  when  at  the  bottom  of  the  pump-barrel 
will  have  above  it  all  the  water  which  has  previously  risen 
into  the  barrel.  If  the  piston  be  now  raised,  supposing  the 
total  height  to  which  it  is  raised  to  be  not  more  than  34  feet  above 
the  level  of  the  water  in  the  well,  as  should  always  be  the  case, 
the  water  will  follow  it  in  its  upward  movement,  and  will  fill  the 
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pump-barrel.  In  the  downward  stroke  this  water  will  pass  up 
through  the  piston-valve,  and  in  the  following  upward  stroke  it 
will  be  discharged  at  the  spout.  A  fresh  quantity  of  water  will  by 
this  time  have  risen  into  the  pump-barrel,  and  the  same  operations 
will  be  repeated. 

We  thus  see  that  from  the  time  when  the  water  has  entered  the 
pump-barrel,  at  each  upward  stroke  of  the  piston  a  volume  of  water 
is  ejected  equal  to  the  contents  of  the  pump-barrel. 

In  order  that  the  water  may  be  able  to  rise  into  the  pump-barrel, 
the  suction- valve  must  not  be  more  than  34  feet  above  the  level  of 
the  water  in  the  well,  otherwise  the  water  would  stop  at  a  certain 
point  of  the  tube,  and  could  not  be  raised  higher  by  any  farther 
motion  of  the  piston. 

Moreover,  in  order  that  the  working  of  the  pump  may  be  such 
as  we  have  described,  that  is,  that  at  each  upward  stroke  of  the 
piston  a  quantity  of  water  may  be  removed  equal  to  the  vcliune  of 
the  pump-barrel,  it  is  necessary  that  the  piston  when  at  the  top  of 
its  stroke  should  not  be  more  than  34  feet  above  the  water  in  the 
well 

255.  Effect  of  untraversed  space. — If  the  piston  does  not  descend 
to  the  bottom  of  the  barrel,  it  is  possible  that  the  water  may 
fall  short  of  rising  to  the  suction-valve,  even  though  the  total 
height  reached  by  the  piston  be  less  than  34  feet.  When  the 
piston  is  at  the  end  of  its  downward  stroke,  the  air  below  it  in 
the  barrel  is  at  atmospheric  pressure;  and  when  the  limit  of 
working  has  been  reached,  this  air  will  expand  during  the  upward 
stroke  until  it  fills  the  barrel.  Its  pressure  will  now  be  the  same  as 
that  of  the  air  in  the  top  of  the  suction-tube;  and  if  this  pressure 
be  equivalent  to  h  feet  of  water,  the  height  to  which  water  can  be 
drawn  up  will  be  only  34— A  feet. 

Example.  The  suction- valve  of  a  pump  is  at  a  height  of  27  feet 
above  the  surface  of  the  water,  and  the  piston,  the  entire  length  of 
whose  stroke  is  7*8  inches,  when  at  the  lowest  point  is  3*1  inches 
from  the  fixed  valve;  find  whether  the  water  will  be  able  to  rise 
into  the  pump-barrel. 

When  the  piston  is  at  the  end  of  its  downward  stroke,  the  air 
below  it  in  the  barrel  is  at  the  atmospheric  pressure;  when  the 
piston  is  raised  this  air  becomes  rarefied,  and  its  pressure,  by  Boyle's 

law,  becomes  ^^  that  of  the  atmosphere;  this  pressure  can  therefore 
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3*1 

balance  a  column  of  water  whose  height  is  34  x  ^^  feet,  or  9*67 

feet.  Hence,  the  maximum  height  to  which  the  water  can  attain  is 
34  —  9-67  feet  =  24*33  feet;  and  consequently,  as  the  suction-tube 
is  27  feet  long,  the  water  will  not  rise  into  the  pump-barrel,  even 
supposing  the  pump  to  be  perfectly  free  from  leakage. 

Practically,  the  pump-barrel  should  not  be  more  than  about  25 
feet  above  the  surface  of  the  water  in  the  well;  but  the  spout  may 
be  more  than  34  feet  above  the  barrel,  as  the  water  after  rising 
above  the  piston  is  simply  pushed  up  by  the  latter,  an  operation 
which  is  independent  of  atmospheric  pressure.  Pumps  in  which 
the  spout  is  at  a  great  height  above  the  barrel  are  commonly  called 
lift'pv/mps,  but  they  are  not  essentially  different  from  the  suction- 
pump. 

266.  Porce  necessary  to  raise  the  Piston. — The  force  which  must 
be  expended  in  order  to  raise  the  piston,  is  equal  to  the  weight  of  a 
column  of  water,  whose  base  is  the  section  of  the  piston,  and  whose 
height  is  that  to  which  the  water  is  raised.  Let  S  be  the  section  of 
the  piston,  P  the  atmospheric  pressure  upon  this  area,  h  the  height 
of  the  column  of  water  which  is  above  the  piston  in  its  present 
position,  and  h'  the  height  of  the  column  of  water  below  it;  then 
the  upper  surface  of  the  piston  is  subjected  to  a  pressure  equal  to 
P  -h  SA;  the  lower  face  is  subjected  to  a  pressure  in  the  opposite 
direction  equal  to  P  —  SA',  and  the  entire  downward  pressure  is 
represented  by  the  difference  between   these   two,  that  is,  by  S 

(h  +  hy 

The  same  conclusion  would  be  arrived  at  even  if  the  water  had 
not  yet  reached  the  piston.  In  this  case,  let  I  be  the  height  of  the 
column  of  water  raised;  then  the  pressure  below  the  piston  is 
P  --  S  ?;  the  pressure  above  is  simply  the  atmospheric  pressure  P, 
and,  consequently,  the  difference  of  these  pressures  acts  downward, 
and  its  value  is  S  i. 

257.  Efficiency  of  Pumps. — From  the  results  of  last  section  it 
follows  that  the  force  required  to  raise  the  piston,  multiplied  by 
the  height  through  which  it  is  raised,  is  equal  to  the  weight  of 
water  discharged  multiplied  by  the  height  of  the  spout  above  the 
water  in  the  well.  This  is  an  illustration  of  the  principle  of  work 
(§  49).  As  this  result  has  been  obtained  from  merely  statical  con- 
siderations, and  on  the  hjrpothesis  of  no  friction,  it  presents  too 
favourable  a  view  of  the  actual  efficiency  of  the  pump. 
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Besides  the  friction  of  the  solid  parts  of  the  mechanism,  there  is 
work  wasted  in  generating  the  velocity  with  which  the  fluid,  as  a 
whole,  is  discharged  at  the  spout,  and  also  in  producing  eddies  and 
other  internal  motions  of  the  fluid.  These  eddies  are  especially  pro- 
duced at  the  sudden  enlargements  and  contractions  of  the  passages 
through  which  the  fluid  flows.  To  these  drawbacks  must  •  be  added 
loss  from  leakage  of  water,  and  at  the  commencement  of  the  opera- 
tion from  leakage  of  air,  through  the  valves  and  at  the  circum- 
ference of  the  piston.  In  com- 
mon household  pumps,  which  are 
generally  roughly  made,  the  effi- 
dency  may  be  as  small  as  "25  or 
•3;  that  is  to  say,  the  product  of 
the  weight  of  water  raised,  and 


Pig.  15«. 


Soction-pomp. 


Fig  157. 


the  height  through  which  it  is  raised,  may  be  only  '25  or  '3  of  the 
work  done  in  driving  the  pump. 

In  Figs.  156  and  157  are  shown  the  means  usually  employed  for 
working  the  piston.     In  the  first  figure  the  upward  and  downward 
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movement  of  the  piston  is  effected  by  means  of  a  lever.  The  second 
figure  represents  an  arrangement  often  employed,  in  which  the 
alternate  motion  of  the  piston  is  effected  by  means  of  a  rotatory 
motion.  For  this  purpose  the  piston-rod  T  is  joined  by  means  of 
the  connecting-rod  B  to  the  crank  C  of  an  axle  turned  by  a  handle 
attached  to  the  fly-wheel  V. 

258.  Porcing-pump. — The  forcing-pump  consists  of  a  pump-barrel 
dipping  into  water,  and  having  at  the  bottom  a  valve  opening  up- 
ward. In  communication  with 
the  pump-barrel  is  a  side- 
tube,  with  a  valve  at  the  point 
of  junction,  opening  from  the 
barrel  into  the  tube.  A  solid 
piston  moves  up  and  down  the 
pump-barrel,  and  it  is  evident 
that  when  this  piston  is  raised, 
water  enters  the  barrel  by  the 
lower  valve,  and  that  when 
the  piston  descends,  this  water 
is  forced  into  the  side-tube. 
The  greater  the  height  of 
this  tube,  the  greater  will  be 
the  force  required  to  push  the  piston  down,  for  the  resistance  to  be 
overcome  is  the  pressure  due  to  the  column  of  water  raised. 

The  forcing-pump  most  frequently  has  a  short  suction-pipe  leading 
from  the  reservoir,  as  represented  in  Fig.  159.  In  this  case  the 
water  is  raised  from  the  reservoir  into  the  barrel  by  atmospheric 
pressure  during  the  up-stroke,  and  is  forced  from  the  barrel  into  the 
ascending  pipe  in  the  down-stroke. 

269.  Plunger. — When  the  height  to  which  the  water  is  to  be  forced 
is  very  considerable,  the  different  parts  of  the  pump  must  be  very 
strongly  made  and  fitted  together,  in  order  to  resist  the  enormous 
pressure  produced  by  the  column  of  water,  and  to  prevent  leakage. 
In  this  case  the  ordinary  piston  stuffed  with  tow  or  leather  washers 
cannot  be  used,  but  is  replaced  by  a  solid  cylinder  of  metal  called  a 
jdunger.  Fig.  160  represents  a  section  of  a  pump  thus  constructed. 
The  plunger  is  of  smaller  section  than  the  barrel,  and  passes  through 
a  stufl5ng-box  in  which  it  fits  air-tight.  The  volume  of  water  which 
enters  the  barrel  at  each  up-stroke,  and  is  expelled  in  the  down- 
stroke,  is  the  same  as  the  volume  of  a  length  of  the  plunger  equal 


Fig.  158.— Forcing-pump. 
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to  the  length  of  stroke;  and  the  hydrostatic  pressure  to  be  overcome 

is  proportional  to  the  section  of  the  plunger,  not  to  that  of  the 

bairel.     As   the   operation 

proceeds,  air    is    set    free 

from  the  water,  and  would 

eventually  impede   the 

working  of  the  pump  were 

it  not  permitted  to  escape. 

For  this  purpose  the  plunger 

is  pierced  with  a  narrow 

passage,   which   is   opened 

from  time  to  time  to  blow 

out  the  air. 

The  drainage  of  deep 
mines  is  usually  effected 
by  a  series  of  pumps.  The 
water  is  first  raised  by 
one  pump  to  a  reservoir, 
into  which  dips  the  suction- 
tube  of  a  second  pump, 
which  sends  the  water  up 
to  a  second  reservoir,  and 
so  on.     The  piston-rods  of  the  different  pumps  are  all  joined  to  a 


'P 

-f 

^S: 

Fig.  159.  Fig.  100. 

8  lotion  and  Force  Pnmp. 


Fig.  161.— Fire  engine. 

single  rod  called  the  apear,  which  receives  its  motion  from  a  steam- 
engine. 
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260.  Fire-engine. — The  ordinary  fire-engine  is  formed  by  the  union 
of  two  forcing-pumps  which  play  into  a  common  reservoir,  contain- 
ing in  its  upper  portion  (called  the  air-chamber)  air  compressed  by 
the  working  of  the  engine.  A  tube  dips  into  the  water  in  this 
reservoir,  and  to  the  upper  end  of  this  tube  is  screwed  the  leather 
hose  through  which  the  water  is  discharged  The  piston-rods  are 
jointed  to  a  lever,  the  ends  of  which  are  raised  and  depressed  alter- 
nately, so  that  one  piston  is  ascending  while  the  other  is  descending. 
Water  is  thus  continually  being  forced  into  the  common  reservoir 
except  at  the  instant  of  reversing  stroke,  and  as  the  compressed  air 
in  the  air-chamber  performs  the  part  of  a  reser- 
voir of  work  (nearly  analogous  to  the  fly-wheel), 
the  discharge  of  water  from  the  nozzle  of  the 
hose  is  very  steady. 

The  engine  is  sometimes  supplied  with  water 
by  means  of  an  attached  cistern  (as  in  Fig.  162) 
into  which  water  is  poured;  but  it  is  more 
usually  furnished  with  a  suction-pipe  which 
renders  it  self-feeding. 

261,  Double-acting  Pumps. — These  pumps,  the 
invention  of  which  is  due  to  Delahire,  are  often 
employed  for  household  purposes.  They  consist 
of  a  pump-barrel  W  (Fig.  162),  with  four  open- 
ings in  it.  A,  A',  B,  B'.  The  openings  A  and  B' 
are  in  communication  with  the  suction-tube  C; 
A'  and  B  are  in  communication  with  the  ejec- 
tion-tube C  The  four  openings  are  fitted  with 
four  valves  opening  all  in  the  same  direction, 
that  is,  from  right  to  left,  whence  it  follows 
that  A  and  B'  act  as  suction- valves,  and  A'  and 
B  as  ejection- valves,  and,  consequently,  in  whichever  direction  the 
piston  may  be  moving,  the  suction  and  ejection  of  water  are  taking 
place  at  the  same  time. 

262.  Centrifugal  Pumps. — Centrifugal  pumps,  which  have  long 
been  used  as  blowers  for  air,  and  have  recently  come  into  extensive 
use  for  purposes  of  drainage  and  irrigation,  consist  mainly  of  a  flat 
casing  or  box  of  approximately  circular  outline,  in  which  the  fluid 
is  made  to  revolve*  by  a  rotating  propeller  furnished  with  fans  or 
blades.  These  extend  from  near  the  centre  outwards  to  the  circum- 
ference of  the  propeller,  and  are  usually  curved  backwards.     The 
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Pig.  162. 
Double-action  Pump. 
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fluid  between  them,  in  virtue  of  the  centrifugal  force  generated  by 
its  rotation,  tends  to  move  outwards,  and  is  allowed  to  pass  off 
through  a  large  conduit  which  leaves  the  case  tangentially. 


Pig.  163.~Coiitrifagal  Purap. 


The  first  part  of  Fig.  163  is  a  section  of  the  propeller  and  casing, 
C  being  a  central  opening  at  which  the  fluid  enters,  and  D  the 
conduit  through  which  it  escapes.  The  second  part  of  the  figure 
represents  a  small  pump  as  mounted  for  use.     The  largest  class  of 


Fig.  164 Jet  Pomp, 


centrifugal  pumps  are  usually  immersed  in  the  water  to  be  pumped, 
and  revolve  horizontally. 

263.  Jet-pomp. — The  jet-pump  is  a  contrivance  by  Professor 
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James  Thomson  for  raising  water  by  means  of  the  descent  of  other 
water  from  above,  the  common  outfall  being  at  an  intermediate  level. 
Its  action  somewhat  resembles  that  of  the  blast-pipe  of  the  locomo- 
tive. The  pipe  corresponding  to  the  locomotive  chimney  must  have 
a  narrow  throat  at  the  place  where  the  jet  enters,  and  must  thence 
widen  very  gradually  towards  its  outlet,  which  is  immersed  in  the 
outfall  water  so  as  to  prevent  any  admission  of  air  during  the 
pumping.  The  water  is  drawn  up  from  the  low  level  through  a 
suction-pipe,  terminating  in  a  chamber  surrounding  the  jet-nozzle. 

Fig.  164  represents  the  pump  in  position,  the  jet-nozzle  with  its 
surroundings  being  also  shown  separately  on  a  larger  scale. 

The  action  of  the  jet-pump  is  explained  by  the  following  consider- 
ations. 

Suppose  we  have  a  horizontal  pipe  varying  gradually  in  sectional 
area  from  one  point  to  another,  and  completely  filled  by  a  liquid 
flowing  steadily  through  it.  Since  the  same  quantity  of  liquid  passes 
all  cross-sections  of  the  pipe,  the  velocity  will  vary  inversely  as  the 
sectional  area.  Those  portions  of  the  liquid  which  are  passing  at 
any  moment  from  the  larger  to  the  smaller  parts  of  the  pipe  are 
being  accelerated,  and  are  therefore  more  strongly  pushed  behind 
than  in  front;  while  the  opposite  is  the  case  with  those  which  are 
passing  from  smaller  to  larger.  Places  of  large  sectional  area  are 
therefore  places  of  small  velocity  and  high  pressure,  and  on  the  other 
hand,  places  of  small  area  have  high  velocity  and  low  pressure. 
Pressure,  in  such  discussions  as  this,  is  most  conveniently  expressed 
by  preasure-heighty  that  is,  by  the  height  of  an  equivalent  column 
of  the  liquid.  Neglecting  friction,  it  can  be  shown  that  if  Vj,  v^  be 
the  velocities  at  two  points  in  the  pipe,  and  Aj,  h^  the  pressure- 
heights  at  these  points, 

r.«  -  vi*  =  2flr  (A,  -  u 

g  denoting  the  intensity  of  gravity.     The  change  in  pressure-height 

.J 
is  therefore  equal  and  opposite  to  the  change  in  -^'     This  is  for  a 

horizontal  pipe. 

In  an  ascending  or  descending  pipe,  there  is  a  further  change  of 
pressure-height,  equal  and  opposite  to  the  change  of  actual  height. 

Let  H  be  the  pressure-height  at  the  free  surfaces,  that  is,  the 
height  of  a  column  of  water  which  would  balance  atmospheric  pres- 
sure; 
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k  the  diflFerence  of  level  between  the  jet-nozzle  and  the  free 
surface  above  it. 

I  the  difference  of  level  between  the  jet-nozzle  and  the  free 
surface  of  the  water  which  is  to  be  raised. 

V  the  velocity  with  which  the  liquid  rushes  through  the  jet- 
nozzle, 
then    the    pressure-height   at    the   jet-nozzle   may   be    taken   as 

H  +  A;  —  2^;  and  if  this  be  less  than  H  —  i  the  water  will  be  sucked 

up.    The  condition  of  working  is  therefore  that 

H  -  Z  be  greater  than  H  +  i  -  5-,  or 
r-  greater  than  k  +  lf 

where  it  will  be  observed  that  k  +  lis  the  difference  of  levels  of  the 
highest  and  lowest  free  surfaces. 

264.  Hydraulic  Press. — The  hydraulic  press  (Fig.  165)  consists  of  a 
suction  and  force  pump  aa  worked  by  means  of  a  lever  turning  about 
an  axis  O.     The  water  drawn  from  the  reservoir  BB  is  forced  along 


Fig.  165.— Bramah  PnaB. 

the  tube  CC  into  the  cistern  V.  In  the  top  of  the  cistern  is  an  open- 
ing through  which  moves  a  heavy  metal  plunger  AA.  This  carries 
on  its  upper  end  a  large  plate  BTB',  upon  which  are  placed  the  objects 
to  be  pressed.  Suppose  the  plunger  A  to  be  in  its  lowest  position 
when  the  pump  begins  to  work.  The  cistern  first  begins  to  fill  with 
water;  then  the  pressure  exerted  by  the  plunger  of  the  pump  is 
transmitted,  according  to  the  principles  laid  down  in  §  141,  to  the 
bottom  of  the  plunger  A;  which  accordingly  rises,  and  the  objects  to 
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be  pressed,  being  intercepted  between  the  plate  and  the  top  of  a  fixed 
frame,  are  subjected  to  the  transmitted  pressure.  The  amount  of 
this  pressure  depends  both  on  the  ratio  of  the  sections  of  the  pistons, 
and  on  the  length  of  the  lever  used  to  work  the  force-pump.  •  Sup- 
pose, for  instance,  that  the  distance  of  the  point  m,  where  the  hand 
is  applied,  from  the  point  O,  is  equal  to  twelve  times  the  distance 
10,  and  suppose  the  force  exerted  to  be  equal  to  fifty  pounds.  By 
the  principle  of  the  lever  this  is  equivalent  to  a  force  of  50  x  12  at 

the  point  I;  and  if  the  section  of  the  piston 
A  be  at  the  same  time  100  times  that  of  the 
piston  of  the  pump,  the  pressure  trans- 
mitted to  A  will  be  50  X  12  X  100  =  60,000 
pounds.  These  are  the  ordinary  conditions 
of  the  press  usually  employed  in  workshops. 
By  drawing  out  the  pin  which  serves  as  an 
axis  at  0,  and  introducing  it  at  0',  we  can 
increase  the  mechanical  advantage  of  the 
lever. 

Two  parts  essential  to  the  working  of  the 
hydraulic  press  are  not  represented  in  the 
figure.  These  are  a  safety-valve,  which 
opens  when  the  pressure  attains  the  limit 
which  is  not  to  be  exceeded;  and,  secondly, 
a  tap  in  the  tube  C,  which  is  opened  when 
we  wish  to  put  an  &ad  to  the  action  of  the 
press.  The  water  then  runs  oflT,  and  the  piston  A  descends  again  to 
the  bottom  of  the  cistern. 

The  hydraulic  press  was  clearly  described  by  Pascal,  and  at  a  still 
earlier  date  by  Stevinus,  but  for  a  long  time  remained  practically 
useless;  because  as  soon  as  the  pressure  began  to  be  at  all  strong, 
the  water  escaped  at  the  surface  of  the  piston  A.  Bramah  invented 
the  cupped  leather  collar,  which  prevents  the  liquid  from  escaping, 
and  thus  enables  us  to  utilize  all  the  power  of  the  machine.  It  con- 
sists of  a  leather  ring  AA  (Fig.  166),  bent  so  as  to  have  a  semicir- 
cular section.  This  is  fitted  into  a  hollow  in  the  interior  of  the  sides 
of  the  cistern,  so  that  water  passing  between  the  piston  and  cylinder 
will  fill  the  concavity  of  the  cupped  leather  collar,  and  by  pressing 
on  it  will  produce  a  packing  which  fits  more  tightly  as  the  pressure 
on  the  piston  increases. 

The  hydraulic  press   is  very  extensively  employed   in  the  arts. 


Fig.  166.— Cnp-laaiher. 
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It  is  of  great  power,  and  may  be  constructed  to  give  pressures  of 
two  or  three  hundred  tons.  It  is  the  instrument  generally  employed 
in  cases  where  veiy  great  force  is  required,  as  in  testing  anchors  or 
raising  very  heavy  weights.  It  was  used  for  raising  the  sections  of 
the  Britannia  tubular  bridge,  and  for  launching  the  Great  Eastern. 
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266.  K  an  opening  is  made  in  the  side  of  a  vessel  containing 
water,  the  liquid  escapes  with  a  velocity  which  is  greater  as  the 
surface  of  the  liquid  in  the  vessel  is  higher  above  the  orifice,  or  to 
employ  the  usual  phrase,  as  the  head  of  liquid  is  greater.  This  point 
in  the  dynamics  of  liquids  was  made  the  subject  of  experiments  by 
Torricelli,  and  the  result  arrived  at  by  him  was  that  the  velocity  of 
efflux  is  equal  to  that  which  would  be  acquired  by  a  body  falling 
freely  from  the  upper  surface  of  the  liquid  to  the  centre  of  the 
orifice.    If  A  be  this  height,  the  velocity  of  efflux  is  given  by  the 

formula  

»=  \fYgk' 

This  is  called  ToiTicelli's  theorem.  It  supposes  the  orifice  to  be 
small  compared  with  the  horizontal  section  of  the  vessel,  and  to  be 
exposed  to  the  same  atmospheric  pressure  as  the  upper  surface  of  the 
liquid  in  the  vessel. 

It  may  be  deduced  from  the  principle  of  conservation  of  energy; 
for  the  escape  of  a  mass  m  of  liquid  involves  a  loss  mgh  of  energy 
of  position,  and  must  involve  an  equal  gain  of  energy  of  motion. 
But  the  gain  of  energy  of  motion  is  ^mv*;  hence  we  have 

\mi^  —  mgh,  «*  =  2gk, 

The  form  of  the  issuing  jet  will  depend,  to  some  extent,  on  the 
form  of  the  orifice.  If  the  orifice  be  a  round  hole  with  sharp  edges, 
in  a  thin  plate,  the  flow  through  it  will  not  be  in  parallel  lines,  but 
the  outer  portions  will  converge  towards  the  axis,  producing  a  rapid 
narrowing  of  the  jet.  The  section  of  the  jet  at  which  this  conver- 
gence ceaSes  and  the  flow  becomes  sensibly  parallel,  is  called  the 
contracted  vein  or  vena  contractor  The  pressure  within  the  jet  at 
this  part  is  atmospheric,  whereas  in  the  converging  part  it  is  greater 
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than  atmospheric;  and  it  is  to  the  contracted  vein  that  Torricelli's 
formula  properly  applies,  v  denoting  the  velocity  at  the  contracted 
vein,  and  h  the  depth  of  its  central  point  below  the  free  surface  of 
the  liquid  in  the  vessel. 

266.  Area  of  Contracted  Vein.  Proude's  Case. — A  force  is  equal  to 
the  momentum  which  it  generates  in  the  unit  of  time.  Let  A 
denote  the  area  of  an  orifice  through  which  a  liquid  issues  horizon- 
tally, and  a  the  area  of  the  contracted  vein.  From  the  equality  of 
action  and  reaction  it  follows  that  the  resultant  force  which  ejects 
the  issuing  stream  is  equal  and  opposite  to  the  resultant  horizontal 
force  exerted  on  the  vessel.  The  latter  may  be  taken  as  a  first 
approximation  to  be  equal  to  the  pressure  which  would  be  exerted 


N 


/ 


/I, 


on  a  plug  closing  the  orifice,  that  is 
to  ghA  if  the  density  of  the  liquid  be 
taken  as  unity. 

The  horizontal  momentum  gener- 
ated in  the  water  in  one  second  ic 
the  product  of  the  velocity  v  and  the 
mass  ejected  in  one  second  The 
volume  ejected  in  one  second  is  va. 
This  is  equal  to  the  mass,  since  the 
density  is  unity,  and  hence  the 
momentum  is  v^a,  that  is,  2gha. 
Equating  this  last  expression  for  the 
momentum  to  the  foregoing  expres- 
sion for  the  force,  we  have 

2gha  =  ghA 

that  is,  the  area  of  the  contracted 
vein  is  half  the  area  of  the  orifice. 

Mr.  Froude  has  pointed  out  that  this  reasoning  is  strictly  correct 
when  the  liquid  is  discharged  through  a  cylindrical  pipe  projecting 
inwards  into  the  vessel  and  terminating  with  a  sharp  edge  (Fig.  167); 
and  he  has  verified  the  result  by  accurate  experiments  in  which  the 
jet  was  discharged  vertically  downwards.  The  direction  of  flow  in 
different  parts  of  the  jet  is  approximately  indicated  by  the  arrows 
and  dotted  lines  in  the  figure;  and,  on  a  larger,  scale  1^  those  in 
Fig.  168,  in  which  the  sections  of  the  orifice  and  of  the  contracted 
vein  are  also  indicated  by  the  lines  marked  D  and  d.  We  may 
remark  that  since  liquids  press  equally  in  all  directions,  there  can 

15 


Fig.  167. 
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be  no  material  difference  between  the  velocities  of  a  vertical  and 
of  a  horizontal  jet  at  the  same  depth  below  the  free  surface. 

867.  Contracted  Vein  for  Orifice  in  Thin  Plate. — When  the  liquid 

is  simply  discharged  through  a  hole 
cut  in  the  side  of  the  vessel  and 
bounded  by  a  sharp  edge,  the  direc- 
tion of  flow  in  diflferent  parts  of  the 
#'.,.    \  /  /  ^    stream  is  shown  by  the  arrows  and 

'I  ''     ■  '  '      ^      dotted  lines  in  Fig.  169.    The  pres- 

sure on  the  sides,  in  the  neighbour- 
hood of  the  orifice,  is  less  than  that 
due  to  the  depth,  because  the  curved 
form  of  the  lines  of  flow  implies  (on 
the  principles  of  centrifugal  force) 
^*«  ^^-  a  smaller  pressure  on  their  concave 

than  on  their  convex  side.      The  pressure  around   the  orifice   is 
therefore  less  than  it  would  be  if  the  hole  were  plugged.     The 
unbalanced  horizontal  pressure  on  the  vessel  (if  we  suppose  the 
side  containing  the  jet  to  be  vertical)  will  therefore  exceed  the 
statical  pressure  on  the  plug  grAA,  since  the  removal  of  the  plug  not 
only  removes  the  pressure  on  the  plug  but  also  a  portion  of  the 
pressure  on  neighbouring  parts.     This  unbalanced  force, 
which  is  greater  than  ghA,  is  necessarily  equal  to  the 
momentum  generated  per  second  in  the  liquid,  which  is 
still  represented  by  the  expression  v^a  or  2gha\   hence 
— ."-  \      ^gha  is  greater  than  ghK,   or  a   is    greater  than   J  A. 
y"'^..     Reasoning  similar  to  this  applies  to  all  ordinary  forms  of 
^C  orifice.     The  peculiarity  of  the  case  investigated  by  Mr. 

Froude  consists  in  the  circumstance  that  the  pressure  on 
the  parts  of  the  vessel  in  the  neighbourhood  of  the  orifice 
Fig.  i6».    ig  normal  to  the  direction  of  the  jet,  and  any  changes  in 
its  amount  which  may  be  produced  by  unplugging  the  orifice  have 
therefore  no  influence  upon  the  pressures  on  the  vessel  in  or  opposite 
to  the  direction  of  the  jet.^ 

268.  Apparatus  for  Illustration. — In  the  preceding  investigations, 

^  This  section  and  the  preceding  one  are  based  on  two  communications  read  before 
the  Philosophical  Society  of  Glasgow,  February  23d  and  March  Slst,  1876;  one  being 
an  extract  from  a  letter  from  Mr.  Froude  to  Sir  William  Thomson,  and  the  other  a  com- 
munication from  Professor  James  Thomson,  to  whom  we  are  indebted  for  the  accompany- 
ing illustrations. 
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no  account  is  taken  of  friction.  When  experiments  are  conducted 
on  too  small  a  scale,  friction  may  materially  diminish  the  velocity; 
and  further,  if  the  velocity  te  tested  by  the  height  or  distance  to 
which  the  jet  will  spout,  the  resistance  of  the  air  will  diminish  this 
height  or  distance,  and  thus  make  the  velocity  appear  less  than  it 
really  is. 

Fig.  170  represents  an  apparatus  frequently  employed  for  illustrat- 


Fig.  170.— Apparatus  for  verifying  TorTioelli's  Theorem. 

ing  some  of  the  consequences  of  Torricelli's  theorem.  An  upright 
cylindrical  vessel  is  pierced  on  one  side  with  a  number  of  orifices  in 
the  same  vertical  line,  which  can  be  opened  or  closed  at  pleasure. 
A  tap  placed  above  the  vessel  supplies  it  with  water,  and,  with  the 
help  of  an  overflow  pipe,  maintains  the  surface  at  a  constant  level, 
which  is  as  much  above  the  highest  orifice  as  each  orifice  is  above 
that  next  below  it.  The  liquid  which  escapes  is  received  in  a  trough, 
the  edge  of  which  is  graduated     A  travelling  piece  with  an  index 
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line  engraved  on  it  slides  along  the  trough;  it  carries,  as  shown  in 
one  of  the  separate  figures,  a  disc  pierced  with  a  circular  hole,  and 
capable  of  being  turned  in  any  direction  about  a  horizontal  axis  pass- 
ing through  its  centre.  In  this  way  the  disc  can  always  be  placed 
in  such  a  position  that  its  plane  shall  be  at  right  angles  to  the  liquid 
jet,  and  that  the  jet  shall  pass  freely  and  exactly  through  its  centre. 
The  index  line  then  indicates  the  range  of  the  jet  with  considerable 
precision.  This  range  is  reckoned  from  the  vertical  plane  containing 
the  orifices,  and  is  measured  on  the  horizontal  plane  passing  through 
the  centre  of  the  disc  The  distance  of  this  latter  plane  below  the 
lowest  orifice  is  equal  to  that  between  any  two  consecutive  orifices. 

The  jet,  consisting  as  it  does  of  a  series  of  projectiles  travelling  in 
the  same  path,  has  the  form  of  a  parabola. 

Let  a  he  the  range  of  the  jet,  b  the  height  of  the  orifice  above  the 
-centre  of  the  ring,  and  v  the  velocity  of  discharge,  which  we  assume 
to  be  horizontal.  Then  if  ^  be  the  time  occupied  by  a  particle  of 
the  liquid  in  passing  from  the  orifice  to  the  ring,  we  have  to  express 
that  a  is  the  distance  due  to  the  horizontal  velocity  v  in  the  time  t, 
and  that  b  is  the  vertical  distance  due  to  gravity  acting  for  the  same 
time.     We  have  therefore 

a  =  vt 

whence  ^  =  -^  =  — ,  t^  =  7-^. 
^       g  26 

But  according  to  Torricelli*s  theorem,  if  A  be  the  height  of  the  sur- 
face of  the  water  above  the  orifice,  we  have  v^  =  2gh;  and  comparing 
this  with  the  above  value  of  v^  we  deduce 

g  =  2A,a«  =  46A. 

One  consequence  of  this  last  formula  is,  that  if  the  values  of  b  and 
h  be  interchanged,  the  value  of  a  will  remain  unaltered.  This 
amounts  to  saying  that  the  highest  orifice  will  give  the  same  range 
as  the  lowest,  the  highest  but  one  the  same  as  the  lowest  but  one, 
and  so  on;  a  result  which  can  be  very  accurately  verified. 

If  we  describe  a  semicircle  on  the  line  b+h,  the  length  of  ah  ordi- 
nate erected  at  the  point  of  junction  of  b  and  h  is  j^bh,  a^d  since 
<*  —i>J^h  =2^5^,  it  follows  that  the  range  is  double  of  this  ordinate. 
This  is  on  the  hypothesis  of  no  friction.  Practically  it  is  less  than 
double.  The  greatest  ordinate  of  the  semicircle  is  the  central  one, 
and  accordingly  the  greatest  range  is  given  by  the  central  orifice. 
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269.  Efflux  from  Air-tight  Space. — When  the  air  at  the  free  sur- 
face of  the  liquid  in  a  vessel  is  at  a  different  pressure  from  the 
air  into  which  the  liquid  is  discharged,  we  must  express  this  differ- 
ence of  pressures  by  an  equivalent  column  of  the 
liquid,  and  the  velocity  of  efflux  will  be  that  due 
to  the  height  of  the  surface  above  the  orifice 
increased  or  diminished  by  this  column.  Efflux 
will  cease  altogether  when  the  pressure  on  the 
free  surface,  together  with  that  due  to  the  height 
of  the  free  surface  above  the  orifice,  is  equal  to 
the  pressure  outside  the  orifice;  or  if  efflux  continue 
under  such  circumstances  it  can  only  do  so  by  the 
admission  of  bubbles  of  air.  This  explains  the 
action  of  vent-pegs. 

Pipette. — This  is  a  glass  tube  (Fig.  171)  open  at 
both  ends,  and  terminating  below  in  a  small  taper- 
ing spout.  If  water  be  introduced  into  the  tube, 
either  by  aspiration  or  by  direct  immersion  in 
water,  and  if  the  upper  end  be  closed  with  the 
finger,  the  efflux  of  the  liquid  will  cease  almost  "  UL-Pipette 
instantly.  On  admitting  the  air  above,  the 
efflux  will  begin  again,  and  can  again  be  stopped  at  pleasure. 

The  Magic  Funnel. — This  funnel  is  double,  as  is  shown  in  Fig. 
172.  Near  the  handle  is  a 
small  opening  by  which  the 
space  between  the  two  fun- 
nels communicates  with  the 
external  air.  Another  open- 
ing connects  this  same  space 
with  the  tube  of  the  inner 
funnel.  If  the  interval  be- 
tween the  two  funnels  bo 
filled  with  any  liquid,  this 
liquid  will  run  out  or  will 
cease  to  flow  according  as 
the  upper  hole  is  open  or 
closed.  The  opening  and 
closing  of  the  hole  can  be  easily  effected  with  the  thumb  of  the  hand 
holding  the  funnel  without  the  knowledge  of  the  spectator.  This 
device  has  been  known  from  very  early  times. 


Fig.  172.— Magic  FunneL 
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The  instrument  may  be  used  in  a  still  more  curious  manner.  For 
this  purpose  the  space  inside  is  secretly  filled  with  highly-coloured 
wine,  which  is  prevented  from  escaping  by  closing  the  opening  above. 

Water  is  then  poured  into  the  central  funnel,  and  escapes  either 
by  itself  or  mixed  with  wine,  according  as  the  thumb  closes  or  opens 
the  orifice  for  the  admission  of  air.  In  the  second  case,  the  water 
being  coloured  with  the  wine,  it  will  appear  that  wine  alone  is 
issuing  from  the  funnel;  thus  the  operator  will  appear  to  have  the 
power  of  making  either  water  or  wine  flow  from  the  vessel  at  his 
pleasure. 

The  Ineochaustible  Bottle, — The  inexhaustible  bottle  (Fig.  173)  is 
a  toy  of  the  same  kind.     It  is  an  opaque  bottle  of  sheet-iron  or 


Fig.  178.— Inexhuns'.tble  Bottle. 

gutta-percha,  containing  within  it  five  small  vials.  These  communi- 
cate with  the  exterior  by  five  small  holes,  which  can  be  closed  by  the 
five  fingers  of  the  hand.  Each  vial  has  also  a  small  neck  which 
passes  up  the  large  neck  of  the  bottle.  The  five  vials  are  filled  with 
five  difibrent  liquids,  any  one  of  which  can  be  poured  out  at  pleasure 
by  uncovering  the  corresponding  hole. 

270.  Intermittent  Fountain. — The  intermittent  fountain  is  an 
apparatus  analogous  to  the  preceding,  except  that  the  interruptions 
in  the  efilux  are  produced  automatically  by  the  action  of  the  instru- 
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inent,  without  the  intervention  of  the  operator.  It  consists  of  a  globe 
V  (Fig.  174),  which  can  be  closed  air-tight  by  means  of  a  stopper,  and 
is  in  communication  with  efflux  tubes  a,  which  discharge  into  a  basin 
B,  having  a  small  hole  o  in  its  bottom  for  permitting  the  water  to 
escape  into  a  lower  basin  C. 
A  central  tube  t,  open  at  both 
ends,  extends  nearly  to  the  top 
of  the  globe,  and  nearly  to  the 
bottom  of  the  basin  B. 

Suppose  the  globe  to  be  filled 
with  water,  the  basins  being 
empty.  Then  the  water  will 
flow  from  the  efflux  tubes  a, 
while  air  will  pass  up  through 
the  central  tube.  As  the  water 
issues  from  the  efflux  tubes 
much  faster  than  it  escapes 
through  the  opening  o,  the  level 
rises  in  the  basin  B  till  the 
lower  end  of  the  tube  t  is 
covered.  The  pressure  of  the 
air  in  the  upper  part  of  the 
globe  then  rapidly  diminishes, 
and  the  efflux  from  the  tubes 
a  is  stopped.  But  as  the  water 
continues  to  escape  from  the 
basin  B  through  the  opening  o,  the  bottom  of  the  tube  t  is  again 
uncovered,  the  liquid  again  issues  from  the  efflux  tubes,  and  the 
same  changes  are  repeated. 

271.  Siphon. — The  siphon  is  an  instrument  in  which  a  liquid, 
under  the  combined  action  of  its  own  weight  and  atmospheric  pres- 
sure, flows  first  up-hill  and  then  down-hill,  but  always  in  such  a  way 
as  to  bring  about  a  lowering  of  the  centre  of  gravity  of  the  whole 
liquid  mass. 

In  its  simplest  form,  it  consists  of  a  bent  tube,  one  end  of  which 
is  immersed  in  the  liquid  to  be  removed,  while  the  other  end  either 
discharges  into  the  air,  at  a  lower  level  than  the  surface  of  the  liquid 
in  the  vessel,  as  in  Fig.  175,  or  dips  into  the  liquid  of  a  receiving 
vessel,  the  surface  of  this  liquid  being  lower  than  that  of  the  liquid 
in  the  discharging  vessel. 


Fig.  174.— Intermittent  Fouiitaiu. 
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We  shall  discuss  the  latter  case,  and  shall  denote  the  difference  of 
levels  of  the  two  surfaces  by  A,  while  the  height  of  a  column  of  the 
liquid  equivalent  to  atmospheric  pressure  will  be  denoted  by  H. 

Let  the  siphon  be  full  of  liquid,  and  imagine  a  diaphragm  to  be 
drawn  across  it  at  any  point,  so  as  to  prevent  flow.     Let  this  dia- 


■  t^rij/rL:. 


Fig.  175.— Siphon. 


phragiTi  be  at  a  height  x  above  the  higher  of  the  two  free  surfaces, 
and  at  a  height  y  above  the  lower,  so  that  we  have 

y  -x  =  h. 

The  pressure  on  the  side  of  the  diaphragm  next  the  higher  free  sur- 
face will  be  H  —  ic,  (pressure  being  expressed  in  terms  of  the  equiva- 
lent liquid  column,)  and  the  pressure  on  the  other  side  of  the  dia- 
phragm will  be  H  —  y,  which  is  less  than  the  former  by  y  —  aj,  that 
is  by  h.  The  diaphragm  therefore  experiences  a  resultant  force  due 
to  a  depth  h  of  the  liquid,  urging  it  from  the  higher  to  the  lower  free 
surface,  and  if  the  diaphragm  be  removed,  the  liquid  will  be  pro- 
pelled in  this  direction. 

In  practice,  the  two  legs  of  the  siphon  are  usually  of  unequal 
length,  and  the  flow  is  from  the  shorter  to  the  longer;  but  this  is  by 
no  means  essential,  for  by  a  sufficiently  deep  immersion  of  the  long 
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leg,  the  direction  of  flow  may  be  reversed.  The  direction  of  flow 
depends  not  on  the  lengths  of  the  legs,  but  on  the  levels  of  the  two 
free  surfaces. 

If  the  liquid  in  the  discharging  vessel  falls  below  the  end  of  the 
siphon,  or  if  the  siphon  is  lifted  out  of  it,  air  enters,  and  the  siphon 
is  immediately  emptied  of  liquid.  If  the  liquid  in  the  receiving 
vessel  is  removed,  so  that  the  discharging  end  of  the  siphon  is  sur- 
rounded by  air,  as  in  the  figure,  the  flow  will  continue,  unless  aii 
bubbles  up  the  tube  and  breaks  the  liquid  column.  This  interrup- 
tion is  especially  liable  to  occur  in  large  tubes.  It  can  be  prevented 
by  bending  the  end  of  the  siphon  round,  so  as  to  discharge  the 
liquid  in  an  ascending  direction.  To  adapt  the  foregoing  investi- 
gation to  the  case  of  a  siphon  discharging  into  air,  we  have  only  to 
substitute  the  level  of  the  discharging  end  for  the  level  of  the  lower 
free  surface,  so  that  y  will  denote  the  depth  of  the  discharging  end 
below  the  diaphragm,  and  h  its  depth  below  the  surface  of  the  liquid 
which  is  to  be  drawn  oS. 

As  the  ascent  of  the  liquid  in  the  siphon  is  due  to  atmospheric 
pressure  on  the  upper  free  sur- 
face, it  is  necessary  that  the 
highest  point  of  the  siphon  (if 
intended  for  water)  should  not 
be  more  than  about  33  feet 
above  this  surface. 

272.  Starting  the  Siphon.— In 
order  to  make  a  siphon  begin 
working,  we  must  employ  means 
to  fill  it  with  the  liquid.  This 
can  sometimes  be  done  by  dip- 
ping it  in  the  liquid,  and  then 
placing  it  in  position  while  the 
ends  are  kept  closed;  or  by  in- 
serting one  end  in  the  liquid 
which  we  wish  to  remove,  and 
sucking  at  the  other.  It  is  usu- 
ally more  convenient  to  apply  suction  by  means  of  a  side  tube, 
as  in  Fig.  176,  this  tube  being  sometimes  provided  with  an 
enlargement  to  prevent  the  liquid  from  entering  the  mouth.  One 
end  of  the  siphon  is  inserted  in  the  liquid  which  is  to  be  removed, 
while  the  other  end  is  stopped,  and  the  operator  applies  suction  at 


Fig.  176.— starting  the  SipLon. 
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the  side  tube  till  the  liquid  flows  over.     In  siphons  for  commercial 
purposes,  the  suction  is  usually  produced  by  a  pump. 

273.  Siphon  for  Snlphnric  Acid. — Fig.  177  represents  a  siphon  used 
for  transferring  sulphuric  acid  from  one  vessel  to  another.  The 
long  branch  is  first  filled  with  sulphuric  acid.  This  is  effected  by 
means  of  two  funnels  (which  can  be  plugged  at  pleasure)  at  the 
bend  of  the  tube.  One  of  these  admits  the  liquid,  and  the  other 
suffers  the  air  to  escape.      The  two  funnels  are  then  closed,  and 

the  tap  at  the  lower  end 
of  the  tube  is  opened  so  as  to 
allow  the  liquid  to  escape. 
The  air  in  the  short  branch 
follows  the  acid,  and  becomes 
rarefied;  the  acid  behind  it 
rises,  and  if  it  passes  the  bend, 
the  siphon  will  be  started,  for 
each  portion  of  the  liquid 
which  issues  from  the  tube  will 
draw  an  equal   portion  from 

Fig.  177.-8iphon  for  Sulphuric  Add.  ^j^^  ^j^^^^  ^  ^j^^  j^^^  ^^^ 

To  insure  the  working  of  the  sulphuric  acid  siphon,  it  is  not  suffi- 
cient to  have  the  vertical  height  of  the  long  branch  greater  than  that 
of  the  short  branch;  it  is  farther  necessary  that  it  should  exceed  a 
certain  limit,  which  depends  upon  the  dimensions  of  the  siphon  in 
each  particular  case.  In  order  to  calculate  this  limit,  we  must 
remark  that  when  the  liquid  begins  to  flow,  its  height  diminishes  in 
the  long  and  increases  in  the  short  branch;  if  these  two  heights 
should  become  equal,  there  would  be  equilibrium.  We  see,  then, 
that  in  order  that  the  siphon  may  work,  it  is  necessary  that  when 
the  liquid  rises  to  the  bend  of  the  tube,  there  should  be  in  the  long 
branch  a  column  of  liquid  whose  vertical  height  is  at  least  equal  to 
that  of  the  short  branch,  which  we  shall  denote  by  A,  and  the  actual 
length  of  the  short  branch  from  the  surface  of  the  liquid  in  which 
it  dips  to  the  summit  of  the  bend  by  K.  Then  if  a  be  the  inclina- 
tion of  the  long  branch  to  the  vertical,  and  L  the  length  of  the  long 
branch,  which  we  suppose  barely  sufficient,  the  length  of  the  column 
of  liquid  remaining  in  the  long  branch  will  be  h  sec  «.  The  air 
which  at  atmospheric  pressure  H  occupied  the  length  A',  now  under 
the  pressure  H  —  A  occupies  a  length  L  —  A  sec  a;  hence  by  Boyle's 
law,  we  have 
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HA'  =  (H  -  A)  (L  -  A  sec  a),  whence  L  =  A  aec  a  + 


HA' 
H-A' 


Fig.  178.—Vafle  of  Tantalus. 


In  this  formula  H  denotes  the  height  of  a  column  of  sulphuric  acid 
whose  pressure  equals  that  of  the  atmosphere. 

274.  Cup  of  Tantalus. — The  siphon  may  be  employed  to  produce 
the  intermittent  flow  of  a  liquid.  Suppose,  for  instance,  that  we 
have  a  cup  (Fig.  178)  in  whidi  is 
a  bent  tube  rising  to  a  height  n, 
and  with  the  short  branch  termi- 
nating near  the  bottom  of  the 
cup,  while  the  long  branch  passes 
through  the  bottom.  If  liquid  be 
poured  into  the  cup,  the  level  will 
gradually  rise  in  the  short  branch 
of  the  bent  tube,  till  it  reaches 
the  summit  of  the  bend,  when  the 
siphon  will  begin  to  discharge  the 
liquid.  If  the  liquid  then  escapes 
by  the  siphon  faster  than  it  is 

poured  into  the  vessel,  the  level  of  the  liquid  in  the  cup  will  gradu- 
ally fall  below  the  termination  of  the  shorter  branch.  The  siphon 
will  then  empty  itself,  and  will  not  recommence  its  action  till  the 
liquid  has  again  risen  to  the  level  of  the  bend. 

The  siphon  may  be  concealed  in  the  interior  of  the  figure  of  a 
man  whose  mouth  is  just  above  the  top  of  the  siphon.  If  water  be 
poured  in  very  slowly,  it  will  continually  rise  nearly  to  his  lips  and 
then  descend  again.  Hence  the  name.  Instead  of  a  bent  tube  we 
may  employ,  as  in  the  first  figure,  a  straight  tube  covered  by  a  bell- 
glass  left  open  below;  in  this  case  the  space  between  the  tube  and 
the  bell  takes  the  place  of  the  shorter  leg  of  the  siphon. 

It  is  to  an  action  of  this  kind  that  natural  intermittent  springs  are 
generally  attributed.  Suppose  a  reservoir  (Fig.  179)  to  communicate 
with  an  outlet  by  a  bent  tube  forming  a  siphon,  and  suppose  it  to 
be  fed  by  a  stream  of  water  at  a  slower  rate  than  the  siphon  is  able 
to  discharge  it.  When  the  water  has  reached  the  bend,  the  siphon 
will  become  charged,  and  the  reservoir  will  be  emptied;  flow  will 
then  cease  until  it  becomes  charged  again. 

275.  Mariotte's  Bottle. — This  is  an  apparatus  often  employed  to  ob- 
tain a  uniform  flow  of  water.  Through  the  cork  at  the  top  of  the 
bottle  (Fig.  180)  passes  a  straight  vertical  tube  open  at  both  ends,  and 
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in  one  side  of  the  bottle  near  the  bottom  is  a  second 'opening  furnished 
with  a  horizontal  efflux  tube  6  at  a  lower  level  than  the  lower 
end  of  the  vertical  tube.  Suppose  that  both  the  bottle  and  the 
vertical  tube  are  in  the  first  instance  full  of  water,  and  that  the 
efflux  tube  is  then  opened.  The  liquid  flows  out,  and  the  vertical 
tube  is  rapidly  emptied.  Air  then  enters  the  bottle  through  the 
vertical  tube,  and  bubbles  up  from  its  lower  end  a  through  the 
liquid  to  the  upper  part  of  the  bottle.  As  soon  as  this  process 
begins,  the  velocity  of  efflux,  which  up  to  this  point  has  been 
rapidly  diminishing  (as  is  shown  by  the  diminished  range  of  the 


Fig.  179.— Intermitteut  Spring. 

jet),  becomes  constant,  and  continues  so  till  the  level  of  the  liquid 
has  fallen  to  a,  after  which  it  again  diminishes.  During  the  time 
of  constant  flow,  the  velocity  of  efflux  is  that  due  to  the  height  of 
a  above  6,  and  the  air  in  the  upper  part  of  the  bottle  is  at  less  than 
atmospheric  pressure,  the  difierence  being  measured  by  the  height 
of  the  surface  of  the  liquid  above  a.  Strictly  speaking,  since  the 
air  enters  not  in  a  continuous  stream  but  in  bubbles,  there  must  be 
slight  oscillations  of  velocity,  keeping  time  with  the  bubbles,  but 
they  are  scarcely  perceptible. 

Instead  of  the  vertical  tube,  we  may  have  a  second  opening  in  the 
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side  of  the  bottle,  at  a  higher  level  than  the  first;  as  shown  in  Fig. 
180.  Air  will  enter  through  the  pipe  a,  which  is  fitted  in  this  upper 
opening,  and  the  liquid  will  issue  at  the  lower  pipe  6,  with  a  constant 
velocity  due  to  the  height  of  a  above  b. 

Mariotte's  bottle  is  sometimes  used  in  the  laboratory  to  produce 


Fig.  180.— Mariotte's  Bottle. 


the  uniform  flow  of  a  gas  by  employing  the  water  which  escapes  to 
expel  the  gas.  We  may  also  draw  in  gas  through  the  tube  of 
Mariotte's  bottle;  in  this  case,  the  flow  of  the  water  is  uniform,  but 
the  flow  of  the  gas  is  continually  accelerated,  since  the  space  occupied 
by  it  in  the  bottle  increases  uniformly,  but  the  density  of  the  gas  in 
this  space  continually  increases. 
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Parallelogram  of  Velocities,  and  Parallelogram  or  Forces. 

1.  A  ship  sails  through  the  water  at  the  rate  of  10  miles  per  hoar,  and  a  ball 
rolls  across  the  deck  in  a  direction  perpendicular  to  the  course,  at  the  same  rate. 
Find  the  velocity  of  the  ball  i-elative  to  the  water. 

2.  The  wind  blows  from  a  point  intermediate  between  N.  and  E.  The  nor- 
therly component  of  its  velocity  is  5  miles  per  hour,  and  the  easterly  component 
is  12  miles  per  hour.    Find  the  total  velocity. 

3.  The  wind  is  blowing  due  N.E.  with  a  velocity  of  10  mUes  an  hour.  Find 
the  northerly  and  easterly  components. 

4.  Two  forces  of  6  and  8  units  act  upon  a  body  in  lines  which  meet  in  a  point 
and  are  at  right  angles.     Find  the  magnitude  of  their  resultant. 

5.  Two  equal  forces  of  100  units  act  upon  a  body  in  lines  which  meet  in  a 
point  and  are  at  right  angles.     Find  the  magnitude  of  their  resultant. 

6.  A  force  of  100  units  acts  at  an  inclination  of  45**  to  the  horizon.  Eesolve 
it  into  a  horizontal  and  a  vertical  component. 

7.  Two  equal  forces  act  in  lines  which  meet  in  a  point,  and  the  angle  between 
their  directions  is  120°.     Show  that  the  resultant  is  equal  to  either  of  the  forces. 

8.  A  body  is  pulled  north,  south,  east,  and  west  by  four  strings  whose  direc- 
tions meet  in  a  point,  and  the  forces  of  tension  in  the  strings  are  equal  to  10,  15, 
20,  and  32  lbs.  weight  respectively.  Show  that  the  resultant  is  equal  to  13  lbs. 
weight 

9.  Five  equal  forces  act  at  a  point,  in  one  place.  The  angles  between  the  fii^t 
and  second,  between  the  second  and  third,  between  the  third  and  fourth,  and 
between  the  fourth  and  fifth,  are  each  60°.    Find  their  resultant. 

10.  If  tf  be  the  angle  between  the  directions  of  two  forces  P  and  Q  acting  at  a 
jKiint,  and  R  be  their  resultant,  show  that* 

R«  =  P«  +  Q«  +  2PQ  COS  ft 

11.  Show  that  the  resultant  of  two  equal  forces  P,  acting  at  an  angle  0,  is 
2P  cos  il 

Parallel  Forces,  and  Centre  of  Gravity. 

10*.  A  straight  rod  10  ft.  long  is  supported  at  a  point  3  ft.  from  one  end. 
What  weight  hung  from  this  end  will  be  supported  by  12  lbs.  hung  from  the 
other,  the  weight  of  the  rod  being  neglected  ? 

11*.  Weights  of  15  and  20  lbs.  are  hung  from  the  two  ends  of  a  straight  rod 
70  in.  long.  Find  the  point  about  which  the  rod  will  balance,  its  own  weight 
being  neglected. 
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12.  A  weight  of  100  Ibe.  is  slung  from  a  pole  which  rests  on  the  shoulders  of 
two  men,  A  and  B.  The  distance  between  the  points  where  the  pole  presses  their 
shoulders  is  10  ft.,  and  the  point  where  the  weight  is  slung  is  4  ft  from  the  point 
where  the  pole  presses  on  A's  shoulder.  Find  the  weight  borne  by  each,  the 
weight  of  the  pole  being  neglected. 

13.  A  uniform  straight  lever  10  ft  long  balances  at  a  point  3  ft.  from  one  end, 
when  12  lbs.  are  hung  from  this  end  and  an  unknown  weight  from  the  other. 
The  lever  itself  weighs  8  lbs.    Find  the  unknown  weight 

14.  A  straight  lever  6  ft.  long  weighs  10  lbs.,  and  its  centre  of  gravity  is  4  ft 
from  one  end.  What  weight  at  this  end  will  support  20  lbs.  at  the  other,  when 
the  lever  is  supported  at  1  ft  distanoe  from  the  latter? 

15.  Two  equal  weights  of  10  lbs.  each  are  hung  one  at  each  end  of  a  straight 
lever  6  ft.  long,  which  weighs  5  lbs.;  and  the  lever,  thus  weighted,  balances  about 
a  point  3  in.  distant  from  the  centre  of  its  length.     Find  its  centre  of  gravity. 

16.  A  uniform  lever  10  ft  long  balances  about  a  point  1  ft  from  one  end, 
when  loaded  at  that  end  with  50  lbs.     Find  the  weight  of  the  lever.  » 

17.  A  straight  lever  10  ft  long,  when  unweighted,  balances  about  a  point  4  ft 
from  one  end ;  but  when  loaded  with  20  lbs.  at  this  end  and  4  lbs.  at  the  other, 
it  balances  about  a  point  3  ft.  from  the  end.     Find  the  weight  of  the  lever. 

18.  A  lever  is  to  be  cut  from  a  bar  weighing  3  lbs.  per  ft  What  must  be  its 
length  that  it  may  balance  about  a  point  2  ft  from  one  end,  when  weighted  at 
this  end  with  50  Ibe.?  (The  solution  of  this  question  involves  a  quadratic  equa- 
tion.) 

19.  A  lever  is  supported  at  its  centre  of  gravity,  which  is  nearer  to  one  end 
than  to  the  other.  A  weight  P  at  the  shorter  arm  is  balanced  by  2  lbs.  at  the 
longer ;  and  the  same  weight  P  at  the  longer  arm  is  balanced  by  18  lbs.  at  the 
shorter.     Find  P. 

20.  Weights  of  2,  3,  4  and  5  lbs.  are  hung  at  points  distant  respectively  1,  2, 
3  and  4  ft.  from  one  end  of  a  lever  whose  weight  may  be  neglected.  Find  the 
point  about  which  the  lever  thus  weighted  will  balance.  (This  and  the  following 
questions  are  best  solved  by  taking  moments  round  the  end  of  the  lever.  The 
sum  of  the  moments  of  the  four  weights  is  equal  to  the  moment  of  their  resul- 
tant) 

21.  Solve  the  preceding  question,  supposing  the  lever  to  be  5  ft  long,  uniform, 
and  weighing  2  lbs. 

22.  Find,  in  position  and  magnitude,  the  resultant  of  two  parallel  and  oppo- 
sitely directed  forces  of  10  and  12  units,  their  lines  of  action  being  1  yard  apart 

23.  A  straight  lever  without  weight  is  acted  on  by  four  parallel  forces  at  the 
following  distances  from  one  end : — 

At  1  ft.,  a  force  of  2  units,  acting  upward& 
At  2  ft.,        „         8     „  „      downwards. 

At  S  ft,        „         4     „  „      upwards. 

At  4  ft,        „         5     „  „      downwards. 

Where  must  the  fulcrum  be  placed  that  the  lever  may  be  in  equilibrium,  and 
what  will  be  the  pressure  against  the  fulcrum? 

24.  A  straight  lever,  turning  freely  about  an  axis  at  one  end,  is  acted  on  by 
four  parallel  forces,  namely — 
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A  downward  force  of  3  Ibe.  at  1  ft.  from  axis. 
A  downward  force  of  5      „      3  ft.         i, 
An  upward  force  of     4      „      2  ft.         ^ 
An  upward  force  of    d'     „      4  ft.         „ 

What  must  be  the  weight  of  the  lever  that  it  may  be  in  equilibrium,  its  centre  of 
gravity  being  3  ft.  from  the  axial 

25.  In  a  pair  of  nut-crackers,  the  nut  is  placed  one  inch  from  the  hinge,  and 
the  hand  is  applied  at  a  distance  of  six  inches  from  the  hinge.  How  much 
pressure  must  be  applied  by  the  hand,  if  the  nut  requires  a  pressure  of  13  lbs.  tu 
break  it,  and  what  will  be  the  amount  of  the  pressure  on  the  hinges  ? 

26.  In  the  steelyard,  if  the  horizontal  distance  between  the  fulcrum  and  the 
knife-edge  which  supports  the  body  weighed  be  3  in.,  and  the  movable  weight  be 
7  lbs.,  how  far  must  the  latter  be  shifted  for  a  difference  of  1  lb.  in  the  body 
weighed  ? 

27.  The  head  of  a  hammer  weighs  20  lbs.  and  the  handle  2  lbs.  The  distance 
between  their  respective  centres  of  gravity  is  24  inches.  Find  the  distance  of  the 
centre  of  gravity  of  the  hammer  from  that  of  the  head. 

28.  One  of  the  four  triangles  into  which  a  square  is  divided  by  its  diagonals  is 
removed.  Find  the  distance  of  the  centre  of  gravity  of  the  remainder  from  the 
intersection  of  the  diagonals. 

29.  A  square  is  divided  into  four  equal  squares  and  one  of  these  is  removed. 
Find  the  distance  of  the  centre  of  gravity  of  the  remaining  portion  from  the 
centre  of  the  original  square. 

30.  Find  the  centre  of  gravity  of  a  sphere  1  decimetre  in  radius,  having  in  its 
interior  a  spherical  excavation  whose  centre  is  at  a  distance  of  5  centimetres  from 
the  centre  of  the  large  sphere  and  whose  radius  is  4  centimetres. 

31.  Weights  P,  Q,  R,  S  are  hung  from  the  comers  A,  B,  C,  D  of  a  uniform 
square  plate  whose  weight  is  W.  Find  the  distances  from  the  sides  A£,  AD  of 
the  point  about  which  the  plate  will  balance. 

32.  An  isosceles  triangle  stands  upon  one  side  of  a  square  as  base,  the  altitude 
of  the  triangle  being  equal  to  a  side  of  the  square.  Show  that  the  distance  of  the 
centre  of  the  whole  figure  from  tlie  opposite  side  of  the  square  is  j^  of  a  side  of  the 
square. 

33.  A  right  cone  stands  upon  one  end  of  a  right  cylinder  as  base,  the  altitude 
of  the  cone  being  equal  to  the  height  of  the  cylinder.  Show  that  the  distance  of 
the  centre  of  the  whole  volume  from  the  opposite  end  of  the  cylinder  is  \l  of  the 
height  of  the  cylinder. 

Work  and  Stability. 

34.  A  body  consists  of  three  pieces,  whose  masses  are  as  the  numbers  1,  3,  9; 
and  the  centres  of  these  masses  are  at  heights  of  2,  3,  and  5  cm.  above  a  cei*taiu 
level.     Find  the  height  of  the  centre  of  the  whole  mass  above  this  level. 

35.  The  body  above-mentioned  is  moved  into  a  new  position,  in  which  the 
heights  of  the  centres  of  the  three  masses  are  1,  3,  and  7  cm.  Find  the  new 
height  of  the  centre  of  the  whole  mass. 

36.  Find  the  work  done  against  gravity  in  moving  the  body  from  the  first 
position  into  the  second ;  employing  as  the  unit  of  work  the  work  done  in  raising 
the  smallest  of  the  three  pieces  through  1  cm. 

16 
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37.  Find  the  portions  of  this  work  done  in  moving  each  of  the  three  pieces. 

38.  The  dimensions  of  a  rectanguhir  block  of  stone  of  weight  W  are  AB  =  a, 
AC  =  6,  AD  =  c,  and  the  edges  AB,  AC  are  initially  horizontal.  How  mach 
work  is  done  against  gravity  in  tilting  the  stone  round  the  edge  AB  until  it 
balances. 

39.  A  chain  of  weight  W  and  length  I  hangs  freely  by  its  upper  end  which  is 
attached  to  a  drum  upon  which  the  chain  can  be  wound,  the  diameter  of  the  drum 
being  small  compared  with  L  Compute  the  work  done  against  gravity  in  winding 
up  two-thirds  of  the  chain. 

40.  Two  equal  and  similar  cylindrical  vessels  with  their  bases  at  the  same 
level  contain  water  to  the  respective  heights  A  and  H  centimetres,  the  area  of 
either  base  being  a  sq.  cm.  Find,  in  gramme-centimetres,  the  work  done  by 
gravity  in  equalizing  the  levels  when  the  two  vessels  are  connected. 

41.  Two  forces  acting  at  the  ends  of  a  rigid  rod  without  weight  equilibrate 
each  other.  Show  that  the  equilibrium  is  stable  if  the  forces  are  pulling  outwards 
and  unstable  if  they  are  pushing  inwards. 

42.  Two  equal  weights  hanging  from  the  two  ends  of  a  string,  which  passes 
over  a  fixed  pulley  without  friction,  balance  one  another.  Show  that  the  equili- 
brium is  neutral  if  the  string  is  without  weight,  and  is  unstable  if  the  string  is 
heavy. 

43.  Show  that  a  uniform  hemisphere  resting  on  a  horizontal  plane  has  two 
positions  of  stable  equilibrium.     Has  it  any  positions  of  unstable  equilibrium  ? 

Inclined  Plane,  &c. 

44.  On  an  inclined  plane  whose  height  is  ^  of  its  length,  what  power  acting 
parallel  to  the  plane  will  sustain  a  weight  of  112  lbs.  resting  on  the  plane  without 
friction  ] 

45.  The  height,  base,  and  length  of  an  inclined  plane  are  as  the  numbers  3, 
4,  5.  What  weight  will  be  sustained  on  the  plane  without  friction  by  a  power  of 
100  lbs.  acting  (a)  parallel  to  the  base,  (6)  parallel  to  the  plane? 

46.  Find  the  ratio  of  the  power  applied  to  the  pressure  produced  in  a  screw- 
press  without  friction,  the  power  being  applied  at  the  distance  of  1  ft  from  the 
axis  of  the  screw,  and  the  distance  between  the  threads  being  J  in. 

47.  In  the  system  of  pulleys  in  which  one  cord  passes  round  all  the  pulleys, 
its  different  portions  being  parallel,  what  power  will  sustain  a  weight  of  2240  lbs. 
without  friction,  if  the  number  of  cords  at  the  lower  block  be  6? 

48.  A  balance  has  unequal  arms,  but  the  beam  assumes  the  horizontal  position 
when  both  scale-pans  are  empty.  Show  that  if  the  two  apparent  weights  of  a 
body  are  observed  when  it  is  placed  first  in  one  pan  and  then  in  the  other,  the 
true  weight  will  be  found  by  multiplying  these  together  and  taking  the  square 
root. 

Force,  Mass,  and  Velocity. 
The  motion  is  fuppoted  to  be  rectiliruar. 

49.  A  force  of  1000  dynes  acting  on  a  certain  mass  for  one  second  gives  it  a 
velocity  of  20  cm.  per  sec.    Find  the  mass  in  grammes. 

50.  A  constant  force  acting  on  a  mass  of  12  gm.  for  one  sec.  gives  it  a  velocity 
of  6  cm.  per  sec.     Find  the  force  in  dynes. 
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51.  A  force  of  490  dynes  acts  on  a  mass  of  70  gm.  for  one  sec.  Find  the 
velocity  generated. 

52.  In  the  preceding  example,  if  the  time  of  action  be  increased  to  5  sec,  what 
will  be  the  velocity  generated? 

In  the  following  exampUt  the  unit  of  momentum  rtftrrti  to  is  the  momentum  qf  a  gramme  moving 
vnth  a  velocity  of  a  centimetre  per  second, 

53.  What  is  the  momentum  of  a  mass  of  15  gm.  moving  with  a  velocity  of 
translation  of  4  cm.  per  sec.? 

54.  What  force,  acting  upon  the  mass  for  1  sec,  would  produce  this  velocity? 
56.  What  force,  acting  upon  the  mass  for  10  sec,  would  produce  the  same 

velocity? 

56.  Find  the  force  which,  acting  on  an  unknown  mass  for  12  sec,  would  pro- 
duce a  momentum  of  84. 

57.  Two  bodies  initially  at  rest  move  towards  each  other  in  obedience  to 
mutual  attraction.  Their  masses  are  respectively  1  gm.  and  100  gm.  If  the  force 
of  attraction  be  y^  of  a  dyne,  find  the  velocity  acquired  by  each  mass  in  1  sec. 

58.  A  gim  is  suspended  by  strings  so  that  it  can  swing  freely.  Compare  the 
velocity  of  discharge  of  the  bullet  with  the  velocity  of  recoil  of  the  gun;  the 
masses  of  the  gun  and  bullet  being  given,  and  the  mass  of  the  powder  being 
neglected. 

59.  A  bullet  fired  vertically  upwards,  enters  and  becomes  imbedded  in  a  block 
of  wood  falling  vertically  overhead ;  and  the  block  is  brought  to  rest  by  the  im- 
pact If  the  velocities  of  the  bullet  and  block  immediately  before  collision  were 
respectively  1500  and  100  ft.  per  sec,  compare  their  masses. 

Falling  Bodies  and  Projectiles. 

Assuming  that  a  falling  body  acquires  a  velocity  of  980  cm.  per  sec.  by  falling 
for  1  sec,  find : — 

60.  The  velocity  acquired  in  ^  of  a  second. 

61.  The  distance  passed  over  in  |^  sec 

62.  The  distance  that  a  body  must  fall  to  acquire  a  velocity  of  980  cm.  per  sec. 

63.  The  time  of  rising  to  the  highest  point,  when  a  body  is  thrown  vertically 
-upwards  with  a  velocity  of  6860  cm.  per  sec 

64.  The  height  to  which  a  body  will  rise,  if  thrown  vertically  upwards  with  a 
velocity  of  490  cm.  per  sec 

65.  The  velocity  with  which  a  body  must  be  thrown  vertically  upwards  that 
it  may  rise  to  a  height  of  200  cm. 

66.  The  velocity  that  a  body  will  have  after  ^  sec,  if  thrown  vertically  up- 
wards with  a  velocity  of  300  cm.  per  sec. 

67.  The  point  that  the  body  in  last  question  will  have  attained. 

68.  The  velocity  that  a  body  will  have  after  2^  sees.,  if  thrown  vertically  up- 
wards with  a  velocity  of  800  cm.  per  sec. 

69.  The  point  that  the  body  in  last  question  will  have  reached. 

Assuming  that  a  falling  body  acquires  a  velocity  of  32  ft.  per  sec.  by  falling  for 
1  sec,  find : — 

70.  The  velocity  acquired  in  12  sec. 

71.  The  distance  fallen  in  12  sec. 
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72.  The  distance  that  a  body  rnuat  fall  to  acquire  a  velocity  of  10  ft.  per  sec. 

73.  The  time  of  rising  to  the  highest  point,  when  a  body  is  thrown  vertically 
upwards  with  a  velocity  of  160  ft.  per  sec. 

74.  The  height  to  which  a  body  will  rise,  if  thrown  vertically  upwards  with  a 
velocity  of  32  ft  per  sec. 

75.  The  velocity  with  which  a  body  must  be  thrown  vertically  upwards  that 
it  may  rise  to  a  height  of  25  ft. 

76.  The  velocity  that  a  body  will  have  after  3  sec,  if  thrown  vertically  up- 
wards with  a  velocity  of  100  ft.  per  sec. 

77.  The  height  that  the  body  in  last  question  will  have  ascended. 

78.  The  velocity  that  a  body  will  have  after  1^  sec,  if  thrown  vertically  down- 
wards with  a  velocity  of  30  ft.  per  sec 

79.  The  distance  that  the  body  in  last  question  will  have  described. 

80.  A  body  is  thrown  horizi  ntally  from  the  top  of  a  tower  100  m.  high  with 
a  velocity  of  30  metres  per  sec    When  and  where  will  it  strike  the  ground? 

81.  Two  bodies  are  successively  dropped  from  the  same  point,  with  an  interval 
of  ^  of  a  second.    When  will  the  distance  between  them  be  one  metre) 

82.  Show  that  if  x  and  y  are  the  horizontal  and  vertical  co-ordinates  of  a  pro- 
jectile referred  to  the  point  of  projection  as  origin,  their  values  after  time  t  are 

as  =  y<C06a,sf  =  ytBina-|  g^, 

83.  Show  that  the  equation  to  the  trajectory  is 

and  that  if  Y  and  «  can  be  varied  at  pleasure,  the  projectile  can  in  general  be 
made  to  traverse  any  two  given  points  in  the  same  vertical  plane  with  the  point 
of  projection. 

Atwood's  Machinb. 

Two  weights  are  connected  by  a  cord  passing  over  a  pulley  as  in  Atwood's 
machine,  friction  being  neglected,  and  also  the  masses  of  the  pulley  and  cord ; 
find:— 

84.  The  acceleration  when  one  weight  is  double  of  the  other. 

85.  The  acceleration  when  one  weight  is  to  the  other  as  20  to  21. 
Taking  g  as  980,  in  terms  of  the  cm.  and  sec,  find : — 

86.  The  velocity  acquired  in  10  sec,  when  one  weight  is  to  the  other  as  39 
to  41. 

87.  The  velocity  acquired  in  moving  through  50  cm.,  when  the  weights  are  as 
19  to  21. 

88.  The  distance  through  which  the  same  weights  must  move  that  the  velocity 
acquired  may  be  double  that  in  last  question. 

89.  The  distance  through  which  two  weights  which  are  as  49  to  51  must  move 
that  they  may  acquire  a  velocity  of  98  cm.  per  sec 
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£n£rot  and  Work. 


90.  Express  in  ergs  the  kinetic  energy  of  a  mass  of  50  gm.  moving  with  a 
velocity  of  60  cm.  per  sec. 

91.  Express  in  ergs  the  work  done  in  raising  a  kilogram  throagh  a  height  of 
1  metre,  at  a  place  where  g  \a  981. 

92.  A  mass  of  123  gm.  is  at  a  height  of  2000  cm.  above  a  level  floor.  Find  its 
enei^  of  position  estimated  with  respect  to  the  floor  as  the  standard  level  (g 
being  981). 

93.  A  body  is  thrown  vertically  upwards  at  a  place  where  g  is  980.  If  the 
velocity  of  projection  is  9800  cm.  per  sec  and  the  mass  of  the  body  is  22  gm., 
find  the  energy  of  the  body's  motion  when  it  has  ascended  half  way  to  its  maximum 
height     Also  find  the  work  done  against  gravity  in  this  part  of  the  ascent. 

94.  The  height  of  an  inclined  plane  is  12  cm.,  and  the  length  24  cm.  Find 
the  work  done  by  gravity  upon  a  mass  of  1  gm.  in  sliding  down  this  plane  (^ 
being  980),  and  the  velocity  with  which  the  body  will  reach  the  bottom  if  there 
be  no  friction. 

95.  If  the  plane  in  last  question  be  not  frictionless,  and  the  velocity  on 
reaching  the  bottom  be  20  cm.  per  sec,  find  how  much  energy  is  consumed  in 
friction. 

96.  Find  the  work  expended  in  discharging  a  bullet  whose  mass  is  30  gm. 
with  a  velocity  of  40,000  cm.  per  sec;  and  the  number  of  such  bullets  that  will 
be  discharged  with  this  velocity  in  a  minute  if  the  rate  of  working  is  7460 
million  ergs  per  sec.  (one  horse-power). 

97.  One  horse-power  being  defined  as  650  foot-pounds  per  sec. ;  show  that  it 
is  nearly  equivalent  to  8*8  cubic  ft.  of  water  lifted  1  ft.  high  per  sec  (A  cubic 
foot  of  water  weighs  62^  lbs.  nearly.  A  foot-pound  is  the  work  done  against 
gravity  in  lifting  a  pound  through  a  height  of  1  ft.) 

98.  How  many  cubic  feet  of  water  will  be  raised  in  one  hour  from  a  mine 
200  ft.  deep,  if  the  rate  of  pumping  be  15  horse-power? 


Cbntrifuqal  Force. 

99.  What  must  be  the  radius  of  curvature,  that  the  centrifugal  force  of  a 
body  travelling  at  30  miles  an  hour  may  be  one-tenth  of  the  weight  of  the  body ; 
g  being  981,  and  a  mile  an  hour  being  44*7  cm.  per  sec? 

100.  A  heavy  particle  moves  freely  along  a  frictionless  tube  which  forms  a 
vertical  circle  of  radius  a.  Find  the  velocity  which  the  particle  will  have  at  the 
lowest  point,  if  it  all  but  comes  to  rest  at  the  highest.  AJso  find  its  velocity  at 
the  lowest  point  if  in  passing  the  highest  point  it  exerts  no  pressure  against  the 
tube.  [Use  the  principle  that  what  is  lost  in  energy  of  position  is  gained  in 
energy  of  motion.] 

101.  Show  that  the  total  intensity  of  centrifugal  force  due   to  the  earth's 

2ir 
rotation,  at  a  place  in  latitude  7i,  is  a;'  E  cos  X,  (u  denoting  ^,   and  E  the 

earth's  radius ;  that  the  vertical  component  (tending  to  diminish  gravity)  is  ^ 
B  cos'  X,  and  that  the  horizontal  component  (directed  from  the  pole  towards  the 
equator)  is  en'  B  cos  x  sin  A. 
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Pendulum,  and  Moment  of  Inertia. 

101*.  The  length  of  the  seconds  pendulum  at  Greenwich  is  99*413  cm.;  find 
the  length  of  a  pendulum  which  makes  a  single  vibration  in  1^  sec 

102.  The  weight  of  a  fly-wheel  is  M  grammes,  and  the  distance  of  the  inside 
of  the  rim  from  the  axis  of  revolution  is  B  centims.  Supposing  this  distance  to 
be  identical  with  k  (§  117),  find  the  moment  of  inertia. 

If  a  force  of  F  dynes  acts  steadily  upon  the  wheel  at  an  arm  of  a  centims., 
what  will  be  the  value  of  the  angular  velocity  ^  after  the  lapse  of  t  seconds  from 
the  commencement  of  motion? 

103.  For  a  uniform  thin  rod  of  length  a,  swinging  about  a  point  of  suspension 
at  one  end,  the  moment  of  inertia  is  the  mass  of  the  rod  multiplied  by  \a\ 
Find  the  length  of  the  equivalent  simple  pendulum ;  also  the  moment  of  inertia 
round  a  parallel  axis  through  the  centre  of  the  rod. 

104.  At  what  point  in  its  length  must  the  rod  in  last  question  be  suspended 
to  give  a  minimum  time  of  vibration :  and  at  what  point  must  it  be  suspended  to 
give  the  same  time  of  vibration  as  if  suspended  at  one  end? 

105.  Show  that  if  P  be  the  mass  of  the  pulley  in  Atwood's  machine,  r  its 
radius,  and  Pit*  its  moment  of  inertia,  the  value  of  C  in  §  100  will  be  P  - 
plu9  the  mass  of  the  string.     [The  mass  of  the  friction- wheels  is  neglected.] 

106.  A  body  moves  with  constant  velocity  in  a  vertical  circle,  going  once 
round  per  second ;  and  its  shadow  is  cast  upon  level  ground  by  a  vertical  sun. 
Find  the  value  of  ^  (§  111)  for  the  shadow,  using  the  centimetre  and  second  as 
units. 

107.  What  is  the  value  of  ^  for  one  of  the  prongs  of  a  C  tuning-fork  which 
makes  512  complete  vibrations  per  second? 


Pressure  of  LiQuiDa 

Find,  in  gravitation  measure  (grammes  per  sq.  cm.),  atmospheric  pressure 
being  neglected : — 

108.  The  pressure  at  the  depth  of  a  kilometre  in  sea- water  of  density  1*025. 

109.  The  pressure  at  the  depth  of  65  cm.  in  mercury  of  density  13*59. 

110.  The  pressure  at  the  depth  of  2  cm.  in  mercury  of  density  13*59  sur- 
mounted by  3  cm.  of  water  of  unit  density,  and  this  again  by  Ij  cm.  of  oil  of 
density  '9. 

Find,  in  centimetres  of  mercury  of  density  13*6,  atmospheric  pressure  being 
included,  and  the  barometer  being  supposed  to  stand  at  76  cm.: — 

111.  The  pressure  at  the  depth  of  10  metres  in  water  of  unit  density. 

112.  The  pressure  at  the  depth  of  a  mile  in  sea- water  of  density  1*026,  a  mile 
being  160933  cm. 

Find,  in  dynes  per  square  centimetre,  taking  g  as  981  :— 

113.  The  pressure  due  to  1  cm.  of  mercury  of  density  13*596. 
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114.  The  pressure  due  to  a  foot  of  water  of  unit  density,  a  foot  being 
30-48  cm. 

115.  The  pressure  due  to  the  weight  of  a  layer  a  metre  thick,  of  air  of  density 
•00129. 

116.  At  what  depth,  in  brine  of  density  I'l,  is  the  pressure  the  same  as  at  a 
depth  of  33  feet  in  water  of  unit  density? 

117.  At  what  depth,  in  oil  of  density  *9,  is  the  pressure  the  same  as  at  the 
depth  of  10  inches  in  mercury  of  density  13*596? 

118.  With  what  value  of  g  will  the  pressure  of  3  cm.  of  mercury  of  density 
13-596  be  4  X  10*? 

Find,  in  grammes  weight,  the  amount  of  pressure  (atmospheric  pressure  being 
neglected) : — 

119.  On  a  triangular  area  of  9  sq.  cul  immersed  in  naphtha  of  density  -848 ; 
the  centre  of  gravity  of  the  triangle  being  at  the  depth  of  6  era. 

120.  On  a  rectangular  area  12  cm.  long,  and  9  cm.  broad,  immersed  in  mercury 
of  density  13-596 ;  its  highest  and  lowest  comers  being  at  depths  of  3  cm.  and  7 
cm.  respectively. 

121.  On  a  circular  area  of  10  cm.  radius,  immersed  in  alcohol  of  density  *791, 
the  centre  of  the  circle  being  at  the  depth  of  4  cm. 

122.  On  a  triangle  whose  base  is  5  cm.  and  altitude  6  cm.,  the  base  being  at 
the  uniform  depth  of  9  cm.,  and  the  vertex  at  the  depth  of  7  cm.,  in  water  of  unit 
density. 

123.  On  a  sphere  of  radius  r  centimetres,  completely  immersed  in  a  liquid  of 
density  d ;  the  centre  of  the  sphere  being  at  the  depth  of  k  centimetrea  [The 
amount  of  pressure  in  this  case  is  not  the  resultant  pressure.] 


Density,  and  Principle  of  Archimedes. 
Denjitiu  art  to  he  expressed  in  grammes  per  cubic  ceiUimetre, 

124.  A  rectangular  block  of  stone  measures  86  x  37  x  16  cm.,  and  weighs 
120  kilogrammes.    Find  its  density. 

125.  A  specific-gravity  bottle  holds  100  gm.  of  water,  and  180gm.  of  sulphuric 
acid.    Find  the  density  of  the  acid. 

126.  A  certain  volume  of  mercury  of  density  13-6  weighs  216  gm.,  and  the 
same  volume  of  another  liquid  weighs  14*8  gm.     Find  the  density  of  this  liquid. 

127.  Find  the  mean  section  of  a  tube  16  cm.  long,  which  holds  1  gm.  of  mercury 
of  density  13*6. 

128.  A  bottle  filled  with  water,  weighs  212  gm.  Fifty  grammes  of  filings  are 
thrown  in,  and  the  water  which  flows  over  is  removed,  still  leaving  the  bottle 
just  filled.    The  bottle  then  weighs  254  gm.     Find  the  density  of  the  filings. 

129.  Find  the  density  of  a  body  which  weighs  58  gm.  in  air,  and  46  gm.  in 
water  of  unit  density. 

130.  Find  the  density  of  a  body  which  weighs  63  gm.  in  air,  and  35  gm.  in  a 
liquid  of  density  -85. 
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131.  A  glass  ball  loses  33  gm.  when  weighed  in  water,  and  loses  6  gm.  more 
when  weighed  in  a  saline  solution.     Find  the  density  of  the  solution. 

132.  A  body,  lighter  than  water,  weighs  102  gm.  in  air ;  and  when  it  la  im- 
mersed in  water  by  the  aid  of  a  sinker,  the  joint  weight  is  23  gm.  The  sinker 
alone  weighs  60  gm.  in  water.     Find  the  density  of  the  body. 

133.  A  piece  of  iron,  when  plunged  in  a  vessel  full  of  water,  makes  10  grammes 
run  over.  When  placed  in  a  vessel  full  of  mercmy  it  floats,  displacing  78 
gi-ammes  of  mercury.  Required  the  weight,  volume,  and  specific  gravity  of 
the  iron. 

134.  Find  the  volume  of  a  solid  which  weighs  357  gm.  in  air,  and  253  gm.  in 
water  of  unit  density. 

135.  Find  the  volume  of  a  solid  which  weighs  458  gm.  in  air,  and  409  gm.  in 
brine  of  density  1*2. 

136.  How  much  weight  will  a  body  whose  volume  is  47  cubic  cm.  lose,  by 
weighing  in  a  liquid  whose  density  is  2*5? 

137.  Find  the  weights  in  air,  in  water,  and  in  mercury,  of  a  cubic  cm.  of  gold 
of  density  19*3. 

138.  A  wire  1293  cm.  long  loses  508  gm.  by  weighing  in  water.  Find  its 
mean  section,  and  mean  radius. 

139.  A  copper  wire  2156  cm.  long  weighs  158  gm.  in  air,  and  140  gm.  in 
water.    Find  its  volume,  density,  mean  section,  and  mean  radius. 

140.  What  will  be  the  weights,  in  air  and  in  water,  of  an  iron  wire  1000  cm. 
long  and  a  millimetre  in  diameter,  its  density  being  7*7? 

141.  How  much  water  will  be  displaced  by  1000  c.c.  of  oak  of  density  '9, 
floating  in  equilibrium  ? 

142.  A  ball,  of  density  20  and  volume  3  cc,  is  surmounted  by  a  cylindrical 
stem,  of  density  2*5,  of  length  12  cm.,  and  of  cross  section  ^  sq.  cm.  What  length 
of  the  stem  will  be  in  air  when  the  body  floats  in  equilibrium  in  mercury  of 
density  13-6? 

143.  A  hollow  closed  cylinder,  of  mean  density  '4  (including  the  hollow  space), 
is  weighted  with  a  ball  of  volume  5,  and  mean  density  2.  What  must  be  the 
volume  of  the  cylinder,  that  exactly  half  of  it  may  be  immei'sed,  when  the  body 
is  left  to  itself  in  water? 

144.  A  long  cylindrical  tube,  constructed  of  flint  glass  of  density  3,  is  closed 
at  both  ends,  and  is  found  to  have  the  property  of  remaining  at  whatever  depth 
it  is  placed  in  water.     If  the  mass  of  the  ends  can  be  neglected,  show  that  the 

ratio  of  the  internal  to  the  external  radius  is  a/    -y 

145.  A  glass  bottle  provided  with  a  stopper  of  the  same  material  weighs  120 
gm.  when  empty.  When  it  is  immersed  in  water,  its  apparent  weight  is  10  gm., 
but  when  the  stopper  is  loosened  and  the  water  let  in,  its  apparent  weight  is  80 
gm.     Find  the  density  of  the  glass  and  the  capacity  of  the  bottle. 

.  146.  A  hydrometer  sinks  to  a  certain  depth  in  a  fluid  of  density  '8;  and  if 
100  gm.  be  placed  upon  it,  it  sinks  to  the  same  depth  in  water.  Find  the  weight 
of  the  hydrometer. 

147.  Find  the  mean  density  of  a  combination  of  8  parts  by  voliime  of  a  sub- 
stance of  density  7,  with  19  of  a  substance  of  density  3. 
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148.  !Find  the  mean  density  of  a  combination  of  8  parts  by  weight  of  a  sub- 
stance of  density  7,  with  19  of  a  substance  of  density  3. 

149.  What  volume  of  fir,  of  density  '5,  must  be  joined  to  3  c.e.  of  iron,  of 
density  7'1,  that  the  mean  density  of  the  whole  may  be  unity? 

150.  What  mass  of  fir,  of  density  -5,  must  be  joined  to  300  gm.  of  iron,  of 
density  7*1,  that  the  mean  density  of  the  whole  may  be  unity? 

151.  Two  parts  by  volume  of  a  liquid  of  density  '8,  are  mixed  with  7  of  water, 
and  the  mixture  shrinks  in  the  ratio  of  21  to  20.     Find  its  density. 

152.  A  piece  of  iron  of  density  7'5  floats  in  mercury  of  density  13*5,  and  is 
completely  covered  with  water  which  rests  on  the  top  of  the  mercury.  How  much 
of  the  iron  is  immersed  in  the  mercury? 

153.  Two  liquids  are  mixed.  The  total  volume  is  3  litres,  with  a  sp.  gr.  of 
0-9.    The  sp.  gr.  of  the  first  liquid  is  1*3,  of  the  second  0*7.     Find  their  volumes. 

154.  What  volume  of  platinum  of  density  21*5  must  be  attached  to  a  litre  of 
iron  of  density  7*5  that  the  system  may  float  freely  at  all  depths  in  mercury  of 
density  13*5? 

155.  What  must  be  the  thickness  of  a  hollow  sphere  of  platinum  with  an  ex- 
ternal radius  of  1  decim.,  that  it  may  barely  float  in  water? 

156.  A  sphere  of  cork  of  density  *24,  3  cm.  in  radius,  is  weighted  with  a 
sphere  of  gold  of  density  19'3.  What  must  be  the  radius  of  the  latter  that  the 
system  may  barely  float  in  alcohol  of  density  '8? 

157.  An  alloy  of  gold  and  silver  has  density  D.  The  density  of  gold  is  c?,  that 
of  silver  d\  Find  the  proportions  by  weight  of  the  two  metals  in  tie  alloy,  sup- 
posing that  neither  expansion  nor  contraction  occurs  in  its  formation. 

158.  A  mixture  of  gold,  of  density  19'3,  with  silver,  of  density  10*5,  has  the 
density  18.  Assuming  that  the  volume  of  the  alloy  is  the  sum  of  the  volumes  of 
its  components,  find  how  many  parts  of  gold  it  contains  for  one  of  silver— (a)  by 
volume;  (6)  by  weight 

159.  A  body  weighs  gVL  dynes  in  air  of  density  A,  gm  in  water,  and  gx  in 
vacuo.     Find  x  in  terms  of  M,  w,  and  A. 


Capillaritt. 

160.  A  horizontal  disc  of  glass  is  held  up  by  means  of  a  film  of  water  between 
it  and  a  similar  disc  of  the  same  or  a  larger  size  above  it. 

If  R  denote  the  radius  of  the  lower  disc, 

d  the  distance  between  the  discs,  which  is  very  small  compared  with  R, 

T  the  surface  tension  of  water, 

show  that  the  weight  of  the  lower  disc  together  with  that  of  the  water 

2T»R* 
between  the  discs  is  approximately  equal  to  — ^ — 

[The  disc  of  water  will  be  concave  at  the  edge,  and  the  radius  of  curvature  of 
the  concavity  may  l^  taken  as  \i^ 

161.  The  surface-tension  of  water  at  20"  C.  is  81  dynes  per  linear  centim. 
How  high  will  water  be  elevated  by  capillary  action  in  a  wetted  tube  whose  dia- 
meter is  half  a  millimetre? 
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162.  How  much  will  mercury  be  depressed  by  capillary  action  in  a  glass  tube 
of  half  a  millimetre  diameter,  the  surface-tension  of  mercury  at  20"  C.  being  418 
dynes  per  cm.,  its  density  13*54,  and  the  cosine  of  the  angle  of  contact  '7031 

163.  Show  by  the  method  of  §  186  that  the  capillary  elevation  or  depression 
will  be  the  same  in  a  square  tube  as  in  a  circular  tube  whose  diameter  is  equal  to 
a  side  of  the  square. 

164.  Two  equal  discs  in  a  vertical  position  have  a  film  of  water  between 
them  sustained  by  capillary  action.  Show  that  if  the  water  at  the  lowest  point 
is  at  atmospheric  pressure,  the  water  at  the  centre  of  the  discs  is  at  a  pressure  less 
than  atmospheric  by  rg  dynes  per  sq.  cm.,  r  being  the  common  radius  of  the 
discs  in  cm.;  and  that  the  discs  are  pressed  together  with  a  force  of  «•  i^g  dynes. 


Barometer,  and  Boyle's  Law. 

165.  A  bent  tube,  having  one  end  open  and  the  other  closed,  contains  mercury 
which  stands  20  cm.  higher  in  the  open  than  in  the  closed  branch.  Compare  the 
pressure  of  the  air  in  the  closed  branch  with  that  of  the  external  air;  the  baro- 
meter at  the  time  standing  at  75  cm. 

166.  The  cross  sections  of  the  open  and  closed  branches  of  a  siphon  barometer 
are  as  6  to  1.  What  distance  will  the  mercury  move  in  the  dosed  branch,  when 
a  normal  barometer  alters  its  reading  by  1  inchi 

167.  If  the  section  of  the  closed  limb  of  a  siphon  barometer  is  to  that  of  the 
open  limb  as  a  to  5,  show  that  a  rise  of  1  cm.  in  the  mercury  in  the  closed  limb 

coiTesponds  to  a  rise  of  — r —  cm.  of  the  theoretical  barometer. 

168.  Compute,  in  dynes  per  sq.  cm.,  the  pressure  due  to  the  weight  of  a  column 
of  mercury  76  cm.  high  at  the  equator,  where  g  is  978,  and  at  the  pole,  where  g 
is  983. 

169.  The  volumes  of  a  given  quantity  of  mercury  at  0°  C.  and  100'  C.  are  as 
1  to  1*0182.  Compute  the  height  of  a  column  of  mercury  at  100',  which  will 
produce  the  same  pressure  as  76  cm.  of  mercury  at  0®. 

170.  The  volumes  of  a  given  mass  of  mercury,  at  0°  and  20*,  are  as  1  to  1*0036. 
Find  the  height  reduced  to  0°,  when  the  actual  height  (in  true  centimetres),  at  a 
temperature  of  20°,  is  76*2. 

171.  In  performing  the  Torricellian  experiment  a  little  air  is  left  above  the 
mercury.  If  this  air  expands  a  thousandfold,  what  difference  will  it  make  in  the 
height  of  the  column  of  mercury  sustained  when  a  normal  barometer  reads 
76cm.1 

172.  In  performing  the  Torricellian  experiment,  an  inch  in  length  of  the  tuba 
is  occupied  with  air  at  atmospheric  pressure,  before  the  tube  is  inverted.  After 
the  inversion,  this  air  expands  till  it  occupies  15  inches,  while  a  column  of 
mercury  28  inches  high  is  sustained  below  it.     Find  the  true  barometric  height. 

173.  The  mercury  stands  at  the  same  level  in  the  open  and  in  the  closed  branch 
of  a  bent  tube  of  uniform  section,  when  the  air  confined  at  the  closed  end  is  at 
the  pressure  of  30  inches  of  mercury,  which  is  the  same  as  the  pressure  of  the 
external  air.  Express,  in  atmospheres,  the  pressure  which,  acting  on  the  surface 
of  the  mercury  in  the  open  oranch,  compresses  the  confined  air  to  half  its  original 
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volume,  and  at  the  same  time  maintaina  a  difference  of  6  inches  in  the  levels  of 
the  two  mercurial  columns. 

174.  At  what  pressure  (expressed  in  atmospheres)  will  common  air  have  the 
same  density  which  hydrogen  has  at  one  atmosphere ;  their  densities  when  com- 
pared at  the  same  pressure  being  as  1276  to  88*4? 

176.  Two  volumes  of  oxygen,  of  density  •00141,  are  mixed  with  three  of 
nitrogen,  of  density  "00124.  Find  the  density  of  the  mixture — (a)  if  it  occupies 
five  volumes;  (6)  if  it  is  reduced  to  four  volumes. 

176.  The  mass  of  a  cub.  cm.  of  air,  at  the.  temperature  0"  C,  and  at  the  pressure 
of  a  million  dynes  to  the  square  cm.,  is  *0012759  gramme.  Find  the  mass  of  a 
cubic  cm.  of  air  at  0**  C,  under  the  pressure  of  76  cm.  of  mercury--(a)  at  the  pole, 
where  g  is  983*1 ;  (6)  at  the  equator,  where  g  is  978*1 ;  (c)  at  a  place  where  g  is 
981. 

177.  Show  that  the  density  of  air  at  a  given  temperature,  and  under  the 
pressure  of  a  given  colunm  of  mercury,  is  greater  at  the  pole  than  at  the  equator 
by  about  1  part  in  196 ;  and  that  the  gravitating  force  of  a  given  volume  of  it 
is  greater  at  the  pole  than  at  the  equator  by  about  1  part  in  98. 

178.  A  cylindrical  test-tube,  1  decim.  long,  is  plunged,  mouth  downwards, 
into  mercury.  How  deep  must  it  be  plunged  that  the  volume  of  the  inclosed  air 
may  be  diminished  by  one-half? 

179.  The  pressure  indicated  by  a  siphon  barometer  whose  vacuum  is  defective 
is  750  mm.,  and  when  mercuiy  is  poured  into  the  open  branch  till  the  barometric 
chamber  is  reduced  to  half  its  former  volume,  the  pressure  indicated  is  740  mm. 
Deduce  the  true  pressure. 

180.  Aji^open  manometer,  formed  of  a  bent  tube  of  iron  whose  two  branches 
are  parallel  and  vertical,  and  of  a  glass  tube  of  larger  size,  contains  mercury  at 
the  same  level  in  both  branches,  this  level  being  higher  than  the  junction  of  the 
iron  with  the  glass  tube.  What  must  be  the  ratio  of  the  sections  of  the  two 
tubes,  that  the  mercuiy  may  ascend  half  a  metre  in  the  glass  tube  when  a  pres- 
sure of  6  atmospheres  is  exerted  in  the  opposite  branch? 

181.  A  curved  tube  has  two  vertical  legs,  one  having  a  section  of  1  sq.  cm.,  the 
other  of  10  sq.  cm.  Water  is  poured  in,  and  stands  at  the  same  height  in  both 
legs.  A  piston,  weighing  5  kilogrammes,  is  then  allowed  to  descend,  and  press 
with  its  own  weight  upon  the  surface  of  the  liquid  in  the  larger  leg.  Find  the 
elevation  thus  produced  in  the  surface  of  the  liquid  in  the  smaller  leg. 

Pumps,  &c. 

182.  The  sectional  area  of  the  small  plunger  in  a  Bramah  press  is  1  sq.  cm., 
and  that  of  the  larger  100  sq.  cm.  The  lever  handle  gives  a  mechanical  advan- 
tage of  6.  What  weight  will  the  large  plunger  sustain  when  1  cwt.  is  hung  from 
the  handle? 

183.  The  diameter  of  the  small  plunger  is  half  an  inch;  that  of  the  larger 
1  foot.  The  arms  of  the  lever  handle  are  3  in.  and  2  ft.  Find  the  total  mechan- 
ical advantage. 

184.  Find,  in  grammes  weight,  the  force  required  to  sustain  the  piston  of  a 
suction-pump  without  friction,  if  the  radius  of  the  piston  be  16  cm.,  the  depth 
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from  it  to  the  surface  of  the  water  in  the  well  600  cm.,  and  the  height  of  the 
column  of  water  above  it  50  cm.  Show  that  the  answer  does  not  depend  on  the 
size  of  the  pipe  which  leads  down  to  the  welL 

185.  Two  vessels  of  water  are  connected  by  a  siphon.  A  certain  point  P  in 
its  interior  is  10  cm.  and  30  cm.  respectively  above  the  levels  of  the  liquid  in  the 
two  vessels.  The  pi^essure  of  the  atmosphere  is  1000  grammes  weight  per  sq.  cm. 
Find  the  pressure  which  wiU  exist  at  P — (a)  if  the  end  which  dips  in  the  uppei* 
vessel  be  plugged;  {b)  if  the  end  which  dips  in  the  lower  vessel  be  plugged. 

186.  If  the  receiver  has  double  the  volume  of  the  barrel,  find  the  density  of 
the  air  remaining  after  10  strokes,  neglecting  leakage,  &c 

187.  Air  is  forced  into  a  vessel  by  a  compression  pump  whose  barrel  has  ^^th 
of  the  volume  of  the  vessel.  Compute  the  density  <^  the  air  in  the  vessel  after 
20  strokes. 

188.  In  the  pump  of  Fig.  136  show  that  the  excess  of  the  pressure  on  the  upper 
above  that  on  the  lower  side  of  the  piston,  at  the  end  of  the  first  np-stroke,  is 

V 
y     y,  of  an  atmosphere  [in  the  notation  of  §  230];  and  hence  that  the  first 

stroke  is  more  laborious  with  a  small  than  with  a  large  receiver. 

189.  In  Tate's  pump  show  that  the  pressure  to  be  overcome  in  the  first  stroke 
is  nearly  equal  to  an  atmosphere  during  the  greater  part  of  the  stroke ;  and  that, 
when  half  the  air  has  been  expelled  from  the  receiver,  the  pressure  to  be  over- 
come varies,  in  different  parts  of  the  stroke,  from  half  an  atmosphere  to  an  atmo- 
sphere. 


ANSWERS  TO  EXAMPLES. 

Ex.  1.  14-14.  Ex.  2.  13.  Ex.  3.  7*07  each.  Ex!  4.  10.  Ex.  5.  141  4. 
Ex.  6.  70*7  each.  Ex.  7.  Introduce  a  force  equal  and  opposite  to  the  resultant. 
Then  we  have  three  forces  making  angles  of  120^  with  each  other.  Ex.  9.  Equal 
to  one  of  the  forces. 

Ex.  10*.  28.  Ex.  11*.  40  in.  from  smaller  weight  Ex.  12.  60  lbs.  by  A, 
40  lbs.  by  B.  Ex.  13.  2f  lbs.  Ex.  14.  2  lbs.  Ex.  1ft.  16  in.  from  centre. 
Ex.  16.  12^  lbs.  Ex.  17.  32  lbs.  Ex.  18.  10*4  ft  nearly.  Ex.  19.  6  lbs.  Ex. 
20.  2f  ft  from  end.  Ex.  21.  2J|.  Ex.  22.  2  units  acting  at  distance  of  5  yards 
from  the  greater  force.  Ex.  23.  6  ft  from  the  end ;  pressure  2  units.  Ex.  24. 
4|  lbs.  Ex.  25.  2^  lbs.,  lOJ  lbs.  Ex.  26.  ?  in.  Ex.  27.  2^^  in.  Ex.  28.  J  of 
side  of  square.  Ex.  29.  ^  of  diagonal  of  large  square.  Ex.  30.  ^^  ^^™*  ^^^ 
centre  of  large  sphere.  Ex.  31.  Denoting  side  of  square  by  a,  distance  from  AB 
•    _iW  +  R  +  S  ,.^         -         ._.      JW  +  Q  +  R 

^«  wTpTqTrTs^  ^"^«^  ^°^  ^^  ^  wTpT~qTr  ^• 

Ex.  34.  4^  cm.  Ex.  35.  5ft  cm.  Ex.  36.  17.  Ex.  37.  -1,  0,  +  ia  Ex. 
38.  iW  (V(6«  +  c2)-c).    Ex.  39.  ^W^.    Ex.  40.  ^  (H-^)«. 
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Ex.  44.  14  lbs.  Ex.  46.  (a)  133i  ^ba.;  (b)  166  J  lbs.  Ex.  46.  1  to  603  nearly. 
Ex.  47.  373J. 

Ex.  49.  60.  Ex.  60.  72.  Ex.  61.  7  cm.  per  sec.  Ex.  52.  36.  Ex.  63.  60. 
Ex.  64.  60  dynes.  Ex.  66.  6  dynes.  Ex.  66.  7  dynes.  Ex.  67.  Smaller  mass 
1^,  larger  ydhnr  <^™*  P^^  i^^*  ^^  ^^-  Inversely  as  masses  of  bullet  and  gun. 
Ex.  69.  Mass  of  bullet  is  ^  of  mass  of  block. 

Ex.  60.  98  cm.  per  sec  Ex.  61.  4*9  cm.  Ex.  62.  490  cm.  Ex.  63.  7  sec. 
Ex,  64.  122i  cm.  Ex.  66.  626  cm.  per  sec.  Ex.  66.  6  cm.  per  sec.  upwards. 
Ex.  67.  46*9  cm.  above  point  of  projection.  Ex.  68.  1650  cm.  per  sec.  downwards. 
Ex.  69.  1062J  cm.  below  starting  point  Ex.  70.  384  ft.  per  sec,  Ex.  71.  2304  ft 
Ex.  72.  l^  ft  Ex.  73.  6  sec  Ex.  74.  16  ft  Ex.  76.  40  ft  per  sec  Ex.  76. 
4  ft  per  sec  upwards.  Ex.  77.  156  ft  Ex.  78.  78  ft  per  sec  Ex.  79.  81  ft 
Ex.  80.  After  4-52  sec  At  135-6  m.  from  tower.  Ex.  81.  After  -41  sec  from 
dropping  of  second  body. 

Ex.  84.  i  g.  Ex.  86.  fj  g.  Ex.  86.  246  cm.  per  sec  Ex.  87.  70  cm.  per 
sec    Ex.  88.  200  cm.    Ex.  89.  245  cm. 

Ex.  90.  90,000  ergs.  Ex.  91.  98,100,000  ergs.  Ex,  92.  241,326,000  ergs. 
Ex.  93.  628,220,000  ergs  each.  Ex.  94.  11,760  ergs;  V  23520  =  153-4  cm.  per  sec 
Ex.  96.  11,660  ergs.  Ex.  96.  24x  10^  ergs  in  each  discharge.  Not  quite  19 
discharges  per  min.    Ex.  98.  2376  nearly. 

Ex.  99.  18330  cm.  or  about  600  ft    Ex.  100.  2  V^,  V  5^ 
Ex,  101*  223-679  cm.    Ex.  102.  MR«,  ^.    Ex.  103.  |a;  mass  of  rod  multi- 
plied by  t^o*.    Ex.  104.  At  either  of  the  two  points  distant  —i=  from  centre ;  at 

either  of  the  two  points  distant  ^  from  centre.    Ex.  106.  (2«-)*  =  39*48.    Ex.  107. 
(102^1  «-)2  =  10360000. 


Ex.  108.  102500.  Ex.  109.  883*36.  Ex.  110.  31-63.  Ex.  111.  149-5.  Ex. 
112.  12217.  Ex.  113.  13338.  Ex.  114.  29901.  Ex.  115.  126*6.  Ex.  116.  30. 
Ex.  117.  12  ft.  7  in.  Ex.  118.  980*68.  Ex.  119.  45*79.  Ex.  120.  7342.  Ex. 
121.  994.    Ex.  122.  126.    Ex.  123.  Avt^kd. 

Ex.  124.  2*357.  Ex.  125.  1*8.  Ex.  126.  *932.  Ex.  127.  '0046  sq.  cm.  Ex. 
128.  6-25.  Ei.  129.  ^,  Ex.  130.  1*9126.  Ex.  131.  1^.  Ex.  132.  }J.  Ex. 
133.  10  cub.  cm.,  78  gra.,  7*8.  Ex.  134.  104.  Ex.  135.  40*83.  Ex.  136.  117*5. 
Ex.  137.  19-3,  18*3,  6*7.  Ex.  138.  "393  sq.  cm.,  *354  cm.  Ex.  139.  18,  8*777, 
-00836  sq.  cm.,  -0516  cm.  Ex.  140.  60*48,  52*62.  Ex.  141.  900  cc  Ex.  142. 
5*56  cm.  Ex.  143.  50  cc  Ex.  145.  3,  70  cc  Ex.  146.  400  gm.  Ex.  147. 
4^  =  4*186.  Ex.  148.  3^  =  3*6115,  Ex.  149.  36*6  cc  Ex.  150.  257*7  gm. 
Ex.  151.  1*0033.    Ex.  152.  Jf  of  the  iron.    Ex.  153.  1  lit  of  first,  2  lit  of  second. 

Ex.  164.  f  of  a  litre  Ex.  155.  1-^^  decim.  =  *158  cm.  Ex.  166.  ^^-f^" 
"935  cm.  Ex.  157.  Gold  :  silver  :  =  ^'"^  •  g-^'  Ex.  158.  (a)  5*77,  {b)  10*6. 
Ex.  169.  ^:^- 
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Ex.  161.  6-6  cm.  nearly.    Ex.  162.  1*77  cm. 

Ex.  165.  If.  Ex.  166.  f  in.  Ex.  168.  1010564, 1015730.  Ex.  169.  77-3832. 
Ex.  170.  75-93.  Ex.  171.  "076.  Ex.  172.  30  in.  Ex.  173.  2^.  Ex.  174.  -0693. 
Ex.  175.  (a)  -001308,  (b)  -001635.  Ex.  176.  (a)  "0012961,  (6)  -0012895,  (c)  -0012933. 
Ex.  177.  d  varies  as  ff,  and  therefore  ffd  varies  as  ^.  Ex.  178.  Its  top  must  be 
76-6  =  71  cm.  deep.    Ex.  179.  760  hl    Ex.  180.  33  to  5.    Ex.  181.  454^  cm. 

Ex.  182.  30  tons.  Ex.  183.  4608.  Ex.  184.  459600  nearly.  Ex.  185.  (a)  970. 
(b)  990  gm.  wt  per  sq.  cm.  Ex.  186.  ^  of  an  atmosphere,  nearly.  Ex.  187.  3 
atmospheres. 
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Absorptkm  of  gases,  177. 
Accekntion  defined,  51. 
Air,  weight  of,  138,  139. 

—  pump,  179. 

—  chamber,  ai8. 

—  film,  adherent,  177. 
Alcoholimeters,  1x4,  115. 
Amplitude  of  vibration,  63. 
Aneroid,  154. 

Annual  and  diurnal  rariations,  x6i. 
Archimedes*  principle,  97. 
Aristotle's  experiment,  138. 
Arithmetical  lever,  xa. 
Ascent  in   capillary  tubes,    124, 

X95,  138. 

Atmosphere,  14a 

—  standard  of  pressure,  141. 
Attractions,  apparent,  X33. 
Atwood's  machine,  57. 
Axis  of  couple,  14. 

—  of  wrendi,  15. 

Balwnet's  air-pump.  196. 

Back-pressure  on  discharging  ves- 
sel, 9a,  aas,  aa6. 

Balance,  34-40. 

Ballooos,  ao4-ao8. 

Barker's  mill,  93. 

Barographs,  156,  X58. 

Barometer,  X42. 

— ,  correcUons  of,  148-X5X. 

Barometric  measurement  of 
heights,  X59-16X. 

—  prediction,  163. 
Baroscope,  304. 
Beaume's  hydrometers,  113. 
Bianchi's  air-pump,  183. 
Bladder,  burst,  187. 
Bourdon's  gauge,  X75. 
Boyle's  law,  x66. 

—  tube,  x6d, 
Bramah  press,  aaa. 

Bubbles  filled  with  hydrogen,  005. 
— i  tension  and  pressure  in.  X30. 
Buoyancy,  centre  of,  98,  loa 
Buys  Ballot's  law,  164. 

Caissons,  aoa. 

Camphor,  movements  of,  134. 

Capillarity,  134-134. 

Cartesian  diver,  loi. 

Cathetometer,  144. 

Centre  of  buoyancy,  98,  xoo. 

—  of  gravity,  x7-ax. 

by  experiment,  aa. 

,  velocity  of,  46. 

—  of  mass,  47. 

—  of  oscillation,  71. 

—  of  parallel  forces,  10,  17. 

—  of  pressure,  93. 
Centrifugal  force,  60,  95. 

—  pump,  8 19. 
C.G.S.  system,  48. 
Change  of  momentum,  4a. 

—  of  motion,  4a. 


Charts  of  weather,  X63. 

Circular  motion,  59. 

Qearance,  u*  untravetsed  space, 

X89,  9x3. 
CoeflRdents  of  elasticity,  79. 

—  of  friction,  8x. 
Colloids,  X3S. 

Communicating  vessels,  zx8,  135. 
Component  along  a  line,  x6. 
Components,  7. 
Compressed-air  machines,  aoa. 
Compressibility,  79. 
Compressing  pump,  X99. 
Conservation  of  energy,  74-76. 
Constant  load,  weighing  with,  37. 
Contracted  vein,  335. 
Contractile  film,  X87-X30,  X33, 134. 
Convertibility  of  centres,  70. 
Corrections  of  barometer,  148-15Z. 
Counterpoised  barometer,  155. 
Couple,  X3. 

Crystalloids,  X35. 
Cupped-Ieather  collar,  saa. 
Cyclmdal  pendulum,  67. 
Cyclones,  165. 

lyAlembert's  principle,  96. 

Deflecting  force,  60. 

Deleuil's  air-pump,  X96. 

Density,  absolute  and  relative,  X05. 

— ,  determination  of,  106-zxa. 

— ,  table  of,  xii. 

Depression,  capillary,    134,   135, 

Z38. 

Despretz's  experiments  on  Boyle*.* 

law,  x68. 
Dialysis,  135. 
Diameters,  law  of,  135. 
DiflTusion,  X35. 

Displaced  liquid  defined,  xoo. 
Diurnal  barometric  curve,  x6z. 
Diver,  Cartesian,  xot. 
Double-acting  ptunps,  183,  ax8. 
Double-barrelled  air-pump,  z8x. 
Double  exhaustion,  194. 

—  weighing,  35. 
Drops,  X3x. 
Dynamics,  a. 
Dynamometer,  4. 
Dyne,  48. 

Efficiency  of  pumps,  3x4. 
Efflux  of  liquids,  324. 

from  air-tight  spaces,  339. 

Egg  in  water,  xoo. 

Elasticity,  77-8a 

Elevation,  capillary,  134-138. 

Endosmose,  134. 

Energy,  conservation  of,  74-76. 

Energy,  kinetic,  73. 

— ,  static  or  potential,  73. 

English  air-pumps,  X84. 

Equilibrium,  4. 

Equivalent  simple  pendulum,  66. 

Erg,  48. 


Errors  and  corrections,  signs  of, 

X5X. 
Exhaustion,  limit  of,  188. 
— ,  rate  of,  180. 
Expansibility  of  gases,  137. 

Fahrenheit's  bcurometer,  156. 

—  hydrometer,  xxi. 
Fall  in  vacuo,  49. 
Falling  bodies,  53. 
Film  ^  air  on  solids,  Z77. 
Films,  tension  in,  X37-X30, 133, 134. 
Fire-engine,  ax8. 
Float-adjustment    of  barometer, 

Floatation,  xo3. 

Floating  needles,  103. 

Fluid,  perfect,  83. 

Force,  3. 

— ,  amount  of,  44. 

— ,  intensity  of,  44. 

— ,  unit  o^  44,  48. 

Fordng-pump,  a  16. 

Fortin's  barometer,  X44. 

Fotmtain  in  vacuo,  187. 

— f  intermittent,  330. 

Free-piston  air-pump,  196. 

Friaion,  8x,  83.  ** 

—  in  connection  with  conservation 

of  energy,  76. 
Froude  on  contracted  vein,  335. 

Galileo  on  falling  bodies,  49. 

—  on  suction  by  pumps,  143. 
Gases,  expansibility  of,  137. 
Geissler's  air-pump,  X9X. 
Geometric   decrease  of  pressure 

upwards,  x6o. 
Gimbals,  147. 
Gradient,  barometric,  164. 
Gramme,  X05. 

Graphicad  interpolation,  xi6. 
Gravesande's  apparattis,  7. 
Gravitation  imits  of  force,  4,  106. 
Gravity,  apparent  and  true,  61. 
— ,  centre  of,  x7-ai. 

,  its  velocity,  46. 

— ,  formula  for  its  intensity,  51. 

—  measured  by  pendulums,  77. 

—  proportional  to  mass,  50. 
Gmnea-and-feather     experiment, 

49- 

Head  of  liquid,  334. 

Heights  measured  by  barometer, 

X59-16X. 
Hemispheres,  Magdeburg,  187. 
Homogeneous   atmosphere,    X59, 

t6o. 
"  Horizontal  *  defined,  17. 
Horse-power,  xi. 
Hydraulic  press,  87,  sax. 

—  tourniquet,  93. 
Hydrodynamics,  83. 
Hydrogen,  bubbles  filled  with,  205. 
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Hydroldnetics,  83. 
Hydrometers,  110-117. 
Hydrostatics,  83. 
Hypcometric  formula,  161. 

Immersed  bodies,  98. 

Inclined  plane,  32. 

Index  enrors  and  corrections,  151. 

Inertia,  41. 

— ,  moment  of.  68. 

Inexhaustible  bottle,  330. 

Insects  walking  on  water,  104. 

Intermittent  fountain,  33a 

Isobars,  163. 

Isochronous  Tibrations,  66,  78. 

Jet-pump,  319. 
Jets,  liquid,  334. 

Rater's  pendulum,  71. 
Kinetic  eneigy,  73. 
Kinetics,  4. 

King's  barograph,  155,  J56. 
Krarogrs  air-pump,  190. 

Laws  of  motion,  41-45. 

Levels,  1 19-133. 

Lever,  39. 

Limit  to  acdon  of  air-pump,  188. 

Liquids  find  their  own  level,  xi8. 

—  in  superposition,  88. 

Magdeburg  hemispheres,  187. 
Magic  funnel,  339. 
Manometers,  173-175. 
Marine  barometer,  153. 
^     Mariotte's  bottle,  335. 

—  law,  166. 

—  tube,  i66. 
Mass,  44,  45. 

—  and  gravitation   proportional, 

50- 
— ,  centre  of,  47. 
Mechanical  advantage,  30. 

—  powers,  39-33. 
Mechanics,  3. 
Meniscus,  131. 
Metacentre,  103. 
Metallic  barometer,  155. 
Mixtures,  density  of,  1 15. 

—  of  gases,  176, 
Moduli  of  elasticity,  78. 
Moment  of  couple,  13. 

—  offeree  about  point,  xi. 

—  of  inertia,  68. 
Momentum,  44. 
Morin's  apparatus,  55. 
Motion,  laws  of,  41-45. 
Motions,  composition  of,  43. 
Mountain-barometer,    theory    of, 

X59-16X. 
Multiple-tube  barometer,  157. 
manometer,  173. 

Natural  history  and  natural  phi- 
losophy, X. 

Needles  floating,  X03. 

Newton's  experiments  with  pen- 
dulums, 50.  ' 

—  laws  of  motion,  41-45. 
Nicholson's  hydrometer,  ixx. 


(Ersted's  piezometer,  79. 
Oscillation,  centre  of,  71. 

Parachute,  307. 
Paradox,  hydrostatic,  91. 
Parallel  forces,  9-14. 
Parallelogram  of  forces,  7,  43. 

—  of  velocities,  43. 
Parallelepiped  of  forces,  8. 
Pascal's  mountain  experiment,  143. 

—  principle,  86. 

—  vases,  89. 
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PKEFACE  TO  THE  PBESENT  EDITION  OF 
PAET  n. 


The  present  edition  of  this  Part  has  been  completely  recast,  and 
the  treatment  of  several  subjects  will  be  found  more  complete  and 
consecutive  than  in  previous  editions. 

The  subject  of  Heat  as  a  measurable  Quantity  is  introduced  at  a 
much  earlier  stage  than  before,  the  chapter  on  Calorimetry  being 
placed  immediately  after  those  on  Thermometry  and  Expansion. 
Latent  Heat  and  Heat  of  Combination  are  not  now  included  in  this 
chapter,  but  are  treated  later  in  connection  with  the  subjects  of 
Fusion,  Vaporitotion,  and  Thermo-dynamics. 

Among  the  new  matter,  may  be  mentioned: — ^An  ijivestigation  of 
the  temperature  of  minimum  apparent  volume  of  water  in  a  glass 
envelope; 

An  account  of  Guthrie's  results  on  the  freezing  of  brine; 

A  proof  that  the  pressure  of  vapour  in  the  air  at  any  time  is  equal 
to  the  maximum  pressure  for  the  dew-point; 

Descriptions  of  Dines'  hygrometer,  and  of  Symons*  Snowdon 
rain-gauge; 

A  full  explanation  of  ^DifFusivity"  or  "Thermometric  Conduc- 
tivity;" 

Some  recent  results  on  the  conductivity  of  rocks,  and  on  the  con- 
ductivity of  water; 

A  note  on  the  mathematical  discussion  of  periodical  variations  of 
underground  temperature; 

A  proof  of  the  formula  for  the  efficiency  of  a  perfect  thermo- 
dynamic engine; 

Several  investigations  relating  to  the  two  specific  heats  of  a  gas, 
and  to  adiabatic  changes  in  gases,  liquids,  and  solids; 
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IV  1>REFAC«. 

A  description  of  the  modem  Gas  Engine. 

Every  chapter  has  been  carefully  revised,  with  a  view  to  clear- 
ness, accuracy,  and  consolidation;  and  the  result  has  been  that,  with 
the  exception  of  Melloni's  experiments,  and  the  Steam  Engine,  the 
treatment  of  nearly  every  subject  has  been  materially  changed. 

The  collection  of  Examples  at  the  end  of  the  volume  has  been 
enlarged  and  re-arranged;  and  the  answers  are  appended. 

J.  D.  E. 

Belfast,  November j  1880, 


NOTE   PREFIXED   TO   FIRST   EDITION. 

In  the  present  volume,  the  chapter  on  Thermo-dynamics  is  almost 
entirely  the  work  of  the  editor.  Large  portions  of  the  chapters  on 
Conduction  and  on  Terrestrial  Temperatures  have  also  been  re- 
written; and  considerable  additions  have  been  made  in  connection 
with  Hygrometry,  the  Theory  of  Exchanges,  the  Specific  Heats  of 
Grases,  and  the  Motion  of  Glaciers.  Minor  additions  and  modifica- 
tions have  been  numerous,  and  will  easily  be  detected  by  comparison 
with  the  similarly  numbered  sections  in  the  original. 

The  nomenclature  of  units  of  heat  which  &as  been  adopted,  is 
borrowed  from  Prof.  G.C.  Foster  s  article  "Heat"  in  Watts' Dictionary 
of  Chemistry, 
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EEDUCTION  OF  FRENCH  TO  ENGLISH  MEASURES. 


Length. 
1  millimetre  =  '03937  inch,  or  about  -f^  inch. 
1  c©ntimetre=  '3937  inch, 
1  decimetre =3  "937  inch. 
1  metre=39-37  inch=3-281  ft. =1-0936  yd. 
1  kilometre =1093*6  yds.,  or  about  f  mile. 
More  accurately,  1  metre =39  •870432  in. 
=3-2808693  ft. =1*09362311  yd. 

Area. 

1  sq.  millim.  = -00155  8(j.  in. 

1  sq.  centim.  =  '155  sq.  in. 

1  sq.  decim.  =15-6  sq.  in. 

1  sq.  metre  =  1550  sq.  in.  =  10*764  sq.  ft.  = 

1-196  sq.  yd. 

Volume. 

1  cub.  miUim.  =  000061  cub.  in. 

1  cub.  centim.  =  *061025  cub.  in. 

1  cub.  dedm.  =61 '0254  cub.  in. 

cub.  metre =61025  cub.  in.  =35-3156  cub. 

ft.  =  1-308  cub.  yd. 


The  litre  (used  for  liquids)  is  the  snrae  as 
the  cubic  decimetre,  and  is  equal  to  1*7617 
pint,  or  -22021  gallon. 

Mass  and  Weight. 

1  milligramme  =  -01543  grain, 

1  gramme        =15'432  grain. 

1  ldlogramme= 15432  grains =2 '205  lbs.  avoir. 

More  accurately,  the  kilogramme  is 

2*20462125  lbs. 

Miscellaneous. 

1  gramme  per  sq.  centim.      =2*0481  lbs.  per 

sq.  ft. 
1  kilogramme  per  sq.  centim.  =14*223  lbs.  per 
sq.  in. 
1  kilogrammetre =7*2331  foot-pounds. 
1  force  de  cheval=75  kUogrammetres  per 
second,  or  542^  foot-pounds  per  second  nearly, 
whereas  1  horse-power  (English) =550  foot- 
poimds  per  second. 


REDUCTION  TO  C.G.S.   MEASURES.     (See  page  48.) 
[em,  denotes  centimetre  (s);  gm,  denotes  gramme(8).] 


Length. 

1  inch  =2*54  centimetres,  nearly. 

1  foot  =80*48  centimetres,  nearly. 

1  yard  =91  -44  centimetres,  nearly. 

1  statute  mile =160933  centimetres,  nearly. 
More  accurately,  1  iuch= 2-5399772  oenti- 
metree. 

Area. 


1  sq.  inch  =6*45  sq.  cm.,  nearly. 
1  sq.  foot  =929  sq.  cm.,  nearly. 
1  sq.  yard =8361  sq.  cm.,  nearly. 
1  sq.  mile  =2*59  x  lO^®  sq.  cm.,  nearly. 

VOLUBfB. 

1  cub.  inch  =16*39  cub.  cm.,  nearly. 
1  cub.  foot  =23316  cub.  cm.,  nearly. 


1  cub.  yard=764536  cub.  cm.,  nearly. 
1  gallon      =4541  cub.  cm.,  nearly. 

Mass. 

1  grain  ^  =  -0648  gramme,  nearly. 
1  oz.  avoir. =28 '35  gramme,  nearly. 
1  lb.  avoir.  =453*6  gramme,  nearly. 
1  ton  =1  '016  X 10^  gramme,  nearly 

More  accurately,  1  lb.  avoir. =453*59265  gm. 

Velocity. 

1  mile  per  hour         =44*704  cm.  per  sec 
1  kilometre  per  hour=27'7  cm.  per  sec. 

Density. 

1  lb.  per  cub.  foot   =  -016019  gm.  per  cub, 

cm. 
62*4  lbs.  per  cub.  ft.  =1  gm.  per  cwb.  cm. 

((  2 
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Force  (assuming  ^ = 981 ).    { See  p.  48. ) 
Weigh  t  of  1  grain      =  63  '57  dynes,  nearly. 

loz.  avoir. =278  x  ll>*  dynes,  nearly. 
1  lb.  avoir. =4-45  x  l<)*dynes,nearly. 
1  ton  =  9  '97  X 10*  dy  ne8,nearly. 
1  gramme  =981  dynes,  nearly. 
1  kilogramme  =  9*81  x  10*  dynes, 
nearly. 

Work  (assuming  ^ = 981).    (See  p.  48. ) 
1  foot-pound  =1-356  x  lO'  eigs,  nearly. 

1  kilogrammetre     =9*81  x  l(f  eigs,  nearly. 
Work  in  a  second  \ 

by  one  theoretical  V  =7*46  x  10*  ergs,  nearly. 
"  horse."  j 


Stress  (assuming  ^=981). 

1  lb.  per  sq.  ft.        =479  dynes  per  sq.  cm., 

nearly. 
1  lb.  per  Hq.  inch      =6*9  x  10*  dynes  per  sq. 

cm.,  nearly. 
1  kilog.  per  eq.  cm. =9*81  x  10*  dynes  per  sq. 

cm.,  nearly. 

760  mm.  of  mercury  at  0**C. = 1 -014  X  10«  dynes 

per  sq.  cm.,  nearly. 

80  inches  of  piercury  at  0**  C.=10163x  lU" 

dynes  per  sq.  cm.,  nearly. 

1  inch  of  mercury  at  0**  C.  =8-388  x  10*  dynes 

per  sq.  cm.,  nearly. 


TABLE  OF  CONSTANTS. 

The  velocity  acquired  in  falling  for  one  second  in  vacuo,  in  any  part  of  Qreat  Britain,  is 
about  322  feet  per  second,  or  9  "SI  metres  per  second. 

TUo  pressure  of  one  atmosphere,  or  760  millimetres  (29*922  inches)  of  mercury,  is  I'OSS 
kilogramme  per  sq.  centimetre,  or  1473  lbs.  per  square  inch. 

The  weight  of  a  litre  of  dry  air,  at  this  pressure  (at  Paris)  and  0*  C,  is  1-293  gramme. 

The  weight  of  a  cubic  centimetre  of  water  is  about  1  gramme. 

The  weight  of  a  cubic  foot  of  water  is  about  62*4  lbs. 

The  equivalent  of  a  unit  of  heat,  in  gravitation  units  of  energy,  is — 

772  for  the  foot  and  Fahrenheit  degree. 
1390  for  the  foot  and  Centigrade  degree. 

424  for  the  metre  and  Centigrade  degree. 
42400  for  the  centimetre  and  Centigrade  degree. 

In  absolute  units  of  energy,  the  equivalent  is— 

41*6  millions  for  the  centimetre  and  Centigrade  degree ; 

or  1  gramme-degree  is  equivalent  to  41*6  million  ergs. 
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HEAT. 

CHAPTER     XXIV, 

THEKMOMETKT. 

276.  Heat — Cold. — The  words  heat  and  cold  express  sensations  so 
well  known  as  to  need  no  explanation;  but  these  sensations  are 
modified  by  subjective  causes,  and  do  not  furnish  an  invariable  cri- 
terion of  objective  reality.  In  fact,  we  may  often  see  one  person 
suffer  from  heat  while  another  complains  of  cold.  Even  for  the  same 
person  the  sensations  of  heat  and  cold  are  comparative.  A  tempera- 
ture of  50**  Fahr.  suddenly  occurring  amid  the  heat  of  summer  pro- 
duces a  very  decided  sensation  of  cold,  whereas  the  same  temperature 
in  winter  has  exactly  the  opposite  effect.  We  may  mention  an  old 
experiment  upon  this  subject, which  is  at  once  simple  and  instructive. 
If  we  plunge  one  hand  into  water  at  32""  Fahr.,  and  the  other  into 
water  at  about  100^;  and  if  after  having  left  them  some  time  in  this 
position  we  immerse  them  simultaneously  in  water  at  70**,  they  will 
experience  very  different  sensations.  The  hand  which  was  formerly 
in  the  cold  water  now  experiences  a  sensation  of  heat;  that  which 
was  in  the  hot  water  experiences  a  sensation  of  cold,  though  both  are 
in  the  same  medium.  This  plainly  shows  that  the  sensations  of  heat 
and  cold  are  modified  by  the  condition  of  the  observer,  and  conse- 
quently cannot  serve  as  a  sure  guide  in  the  study  of  calorific  phe- 
nomena. Recourse  must  therefore  be  had  to  some  more  constant 
standard  of  reference,  and  such  a  standard  is  furnished  by  the  ther- 
mometer. 

277.  Temperature. — If  several  bodies  heated  to  different  degrees  are 
placed  in  presence  of  each  other,  an  interchange  of  heat  takes  place 
between  them,  by  which  they  undergo  modifications  of  opposite 
kinds;  those  that  are  hottest  grow  cooler,  and  those  that  are  coldest 
grow  warmer;  and  after  a  longer  or  shorter  time  these  inverse  phe- 
nomena cease  to  take  place,  and  the  bodies  come  to  a  state  of  mutual 

17 
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equilibrium.  They  are  then  said  to  be  at  the  same  temperature.  K 
a  source  of  heat  is  now  brought  to  act  upon  them,  their  temperature 
is  said  to  rise;  if  they  are  left  to  themselves  in  a  colder  medium,  they 
all  grow  cold,  and  their  temperature  is  said  to  fall.  Two  bodies  are 
said  to  have  the  same  temperature  if  when  they  are  pUiced  in  contact 
no  heat  passes  from  the  one  to  the  other.  K  when  two  bodies  are 
placed  in  contact  heat  passes  from  one  to  the  other,  that  which  gives 
heat  to  the  other  is  said  to  have  the  higher  temperature.  Heat 
always  tends  to  pass  from  bodies  of  higher  to  those  of  lower  tem- 
perature. 

278.  Expansion. — ^At  the  same  time  that  bodies  imdergo  these 
changes  in  temperature,  which  may  be  verified  by  the  different 
impressions  which  they  make  upon  our  organs,  they  are  subjected 
to  other  modifications  which  admit  of  direct  measurement,  and  which 
serve  as  a  means  of  estimating  the  changes  of  temperature  themselves. 
These  modifications  are  of  different  kinds,  and  we  shall  have  occasion 
to  speak  of  them  all  in  the  course  of  this  work;  but  that  which  is 
especially  used  as  the  basis  of  thermometric  measurement  is  change  of 
volume.  In  general,  when  a  body  is  heated,  it  increases  in  volume; 
and,  on  the  other  hand,  when  it  is  cooled  its  volume  diminishes.  The 
expansion  of  bodies  under  the  action  of  heat  may  be  illustrated  by 
the  following  experiments. 

1.  Solid  Bodies. — We  take  a  ring  through  which  a  metal  sphere 


Fig.  181.— Gravetande's  Bing. 


just  passes.  This  latter  is  heated  by  holding  it  over  a  spirit-lamp, 
and  it  is  found  that  after  this  operation  it  wiQ  no  longer  pass  through 
the  ring.  Its  volume  has  increased.  If  it  is  now  cooled  by  immer- 
sion in  water,  it  resimies  its  former  volume,  and  will  again  pass 
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through  the  ring.  If,  while  the  sphere  was  hot,  we  had  heated  the 
ring  to  about  the  same  degree,  the  ball  would  still  have  been  able  to 
pass,  their  relative  dimensions  being  unaltered.  This  little  apparatus 
is  called  Oraveaande's  Ring. 

2.  Liquids. — ^A  liquid,  as  water  for  instance,  is  introduced  into  the 

\ 


jKig.  182.— Expansion  of  liquidflb 


Fig  188.— Expuuion  of  QaBen 


-apparatus  shown  in  Fig.  182,  so  as  to  fill  at  once  the  globe  and  a 
portion  of  the  tube  as  far  as  a.  The  instrument  is  then  immersed  in 
a  vessel  containing  hot  water,  and  at  first  the  extremity  of  the  liquid 
column  descends  for  an  instant  to  b;  but  when  the  experiment  has 
continued  for  some  time,  the  liquid  rises  to  a  point  a'  at  a  con- 
siderable height  above.  This  twofold  phenomenon  is  easily  explained. 
The  globe,  which  receives  the  first  impression  of  heat,  increases  in 
volume  before  any  sensible  change  can  take  place  in  the  temperature 
of  the  liquid.    The  liquid  consequently  is  unable  to  fill  the  entire 
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capacity  of  the  globe  and  tube  up  to  the  original  mark,  and  thus 
the  extremity  of  the  Kquid  column  is  seen  to  fall.  But  the  liquid, 
receiving  in  its  turn  the  impression  of  heat,  expands  also,  and  as  it 
passes  the  original  mark,  we  may  conclude  that  it  not  only  expands, 
but  expands  more  than  the  vessel  which  contains  it. 

3.  Oases. — The  globe  in  Fig.  183  contains  air,  which  is  separated 
from  the  external  air  by  a  small  liquid  index.  We  have  only  to 
warm  the  globe  with  the  hands  and  the  index  will  be  seen  to  be 
pushed  quickly  upwards,  thus  showing  that  gases  are  exceedingly 
expansible. 

279.  General  Idea  of  the  Thermometer. — Since  the  volume  of  a 
body  is  changed  by  heat,  we  may  specify  its  temperature  by  stating 
its  volume.  And  the  body  will  not  only  indicate  its  own  tempera- 
ture by  this  means,  it  will  also  exhibit  the  temperature  of  the  bodies 
by  which  it  is  surrounded,  and  which  are  in  equili- 
brium of  temperature  with  it.  Any  body  which 
gives  quantitative  indications  of  temperature  may 
be  called  a  thermometer. 

280.  Choice  of  the  Thermometric  Substance. — As 
the  expansions  of  different  substances  are  not 
exactly  proportional  to  one  another,  it  is  necessary 
to  select  some  one  substance  or  combination  of  sub- 
stances to  furnish  a  standard;  and  the  standard 
usually  adopted  is  the  apparent  expansion  of  mer- 
cury in  a  graduated  glass  vessel.  The  instrument 
which  exhibits  this  expansion  is  called  the  mercu- 
rial thermometer.  It  consists  essentially,  as  shown 
in  Fig.  184,  of  a  tube  of  very  small  diameter,  called 
the  stem^  terminating  in  a  reservoir  which,  whatever 
its  shape,  is  usually  called  the  hulb.  The  reservoir 
and  a  portion  of  the  tube  are  filled  with  mercury. 
If  the  temperature  varies,  the  level  of  the  liquid 
will  rise  or  fall  in  the  tube,  and  the  points  at 
which  it  stands  can  be  identified  by  means  of  a 
scale  attached  to  or  engraved  on  the  tube. 

281.  Construction  of  the  Hercurial  Thermometer. — ^The  construction 
of  an  accurate  mercurial  thermometer  is  an  operation  of  great  delicacy, 
and  comprises  the  following  processes. 

1.  Choice  of  the  Tube, — The  first  object  is  to  procure  a  tube  of  as 
uniform  bore  as  possible.     In  order  to  test  the  uniformity  of  the 


I 


184.— Mercari*! 
lennomsten. 
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bore,  a  small  column  of  mercury  is  introduced  into  the  tube,  and  the 
length  which  it  occupies  in  different  pi^  of  the  tube  is  measured. 
If  these  lengths  are  not  equal,  the  tube  is  not  of  uniform  bore.  When 


i 


I 


fig.  186w— Introduction  of  the  Mercury. 


a  thermometer  of  great  precision  is  required,  the  tube  is  caM/rated; 
that  is,  divided  into  parts  of  equal  volume,  by  marking  upon  it  the 
lengths  occupied  by  the  column  in  its  different  positions. 

When  a  suitable  tube  has  been  obtained,  a  reservoir  is  either  blown 


Pig.  186.>-Fumace  for  heating  Thermometers. 


at  one  end  or  attached  by  melting,  the  former  plan  being  usually 
preferable. 

2.  iTitrodvA^tion  of  the  Mercury. — At  the  upper  end  of  the  tube  a 
temporary  bulb  is  blown,  and  drawn  out  to  a  point,  at  which  there  is 
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a  small  opening.  This  bulb,  and  also  the  permanent  bulb,  are  gently 
heated,  and  the  point  is  then  immersed  in  a  vessel  containing  mer- 
cury (Fig.  185).  The  air  within  the  instrument,  growing  cold> 
diminishes  in  expansive  force,  so  that  a  quantity  of  mercury  is  forced 
into  the  temporary  bulb  by  the  pressure  of  the  atmosphere.  The 
instrument  is  then  set  upright,  and  by  alternate  heating  and  cooling 
of  the  permanent  bulb,  a  large  portion  of  the  mercury  is  caused  to 
descend  into  it  from  the  bulb  at  the  top.  The  instrument  is  theti 
laid  in  a  sloping  position  on  a  special  furnace  (Fig.  186)  till  the  mer- 
cury boils.  The  vapour  of  the  boiling  mercury  drives  out  the  air, 
and  when  the  mercury  cools  it  forms  a  continuous  column,  filling 
the  permanent  bulb  and  tube.  If  any  bubbles  of  air  are  seen,  the 
operation  of  boiling  and  cooling  is  repeated  until  they  are  expelled. 

3.  Determination  of  the  Fixed  Points. — The  instrument,  under 
these  conditions,  and  with  any  scale  of  equal  parts  marked  on  the 
tube,  would  of  course  indicate  variations  of  temperature,  but  these 
indications  would  be  arbitrary,  and  two  thermometers  so  constructed 
would  in  general  give  different  indications. 

Ip  order  to  insure  that  the  indications  of  different  thermometers 

may  be  identical,  it  has  been  agreed  to 
adopt  two  standard  temperatures,  which 
can  easily  be  reproduced  and  main- 
tained for  a  considerable  time,  and  to 
denote  them  by  fixed  numbers.  These 
two  temperatures  are  the  freezing- 
point  and  boiling-point  of  water;  or  to 
speak  more  strictly,  the  temperature 
of  melting  ice,  and  the  temperature 
of  the  steam  given  off  by  water  boil- 
ing under  average  atmospheric  pres- 
sure. It  has  been  observed  that  if  the 
thermometer  be  surrounded  with  melt- 
ing ice  (or  melting  snow),  the  mercury, 
under  whatever  circumstances  the  ex- 
periment is  performed,  invariably  stops  at  the  same  point,  and 
remains  stationary  there  as  long  as  the  melting  continues.  This 
then  is  a  fixed  temperature.  On  the  Centigrade  scale  it  is  called 
zero,  on  Fahrenheit's  scale  32°. 

In  order  to  mark  this  point  on  a  thermometer,  it  is  surrounded  by 
melting  ice,  which  is  contained  in  a  perforated  vessel,  so  as  to  allow 


Fig.  187.— DetenniDAtlon  of  Freezing- 
point 
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the  water  produced  by  melting  to  escape.  When  the  level  of  the 
mercury  ceases  to  vary,  a  mark  is  made  on  the  tube  with  a  fine 
diamond  at  the  extremity  of  the  mercurial  column.  This  is  frequently 
called  for  brevity  the  freezing-point 


Fig.  18a— Determination  of  Boiling-point 

It  has  also  been  observed  that  if  water  be  made  to  boil  in  an  open 
metallic  vessel,  under  average  atmospheric  pressure  (76  centimetres, 
or  29*922  inches),  and  if  the  thermometer  be  plunged  into  the  steam, 
the  mercury  stands  at  the  same  point  during  the  entire  time  of 
ebullition,  provided  that  the  external  pressure  does  not  change.  This 
second  fixed  temperature  is  called  100**  in  the  Centigrade  scale  (whence 
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the  name),  and  212**  on  Fahrenheit's  scale.  In  order  to  mark  this 
second  point  on  the  thermometer,  an  apparatus  is  employed  which 
was  devised  by  Qay-Lussac,  and  perfected  by  Regnault.  It  consists 
of  a  copper  boiler  (Fig.  188)  containing  water  which  is  raised  to 
ebullition  by  means  of  a  furnace.  The  steam  circulates  through  a 
double  casing,  and  escapes  by  a  tube  near  the  bottom.  The  ther- 
mometer is  fixed  in  the  interior  casing,  and  when  the  mercury  has 
become  stationary,  a  mark  is  made  at  the  point  at  which  it  stops, 
which  denotes  what  is  commonly  called  for  brevity  the  boUing-point. 

A  small  manometric  tube,  open  at  both  ends,  serves  to  show,  by 
the  equality  of  level  of  the  mercury  in  its  two  branches,  that  the 
ebullition  is  taking  place  at  a  pressure  equal  to  that  which  prevails 
externally,  and  consequently  that  the  steam  is  escaping  with  sixffi- 
cient  freedom.  It  froauently  happens  that  the  external  pressure  is 
not  exactly  760  millimetres,  in  which  case  the  boiling-point  should  be 
placed  a  little  above  or  a  little  below  the  point  at  which  the  mer- 
cury remains  stationary,  according  as  the  pressure  is  less  or  greater 
than  this  standard  pressure.  When  the  difference  on  either  side  is 
inconsiderable,  the  position  of  the  boiling-point  may  be  roughly  cal- 
culated by  the  rule,  that  a  difference  of  27  millimetres  in  the  pres- 
sure causes  a  difference  of  1'  in  the  temperatiire  of  the  steam  pro- 
duced.    We  shall  return  to  this  point  in  Chap,  xxxii. 

It  now  only  remains  to  divide  the  portion  of  the  instrument  between 
the  freezing  and  boiling  points  into  equal  parts  corresponding  to 
43ingle  degrees,  and  to  continue  the  division  beyond  the  fixed  points. 
Below  the  zero  point  are  marked  the  numbers  1,  2,  3,  &c  These 
temperatures  are  expressed  with  the  sign  — .  Thus  the  tempera- 
ture of  17°  below  zero  is  written  — 17*. 

282.  Acljustment  of  the  Quantity  of  Heronry. — In  order  to  avoid 
complicating  the  above  explanation,  we  have  omitted  to  consider  an 
operation  of  great  importance,  which  should  precede  those  which  we 
have  just  described.    This  is  the  determination  of  the  volume  which 


Fig.  180. 

must  be  given  to  the  reservoir,  in  order  that  the  instrument  may  have 
the  required  range.  When  the  reservoir  is  cylindrical,  this  is  easily 
effected  in  the  following  manner.  Suppose  we  wish  the  thermometer 
to  indicate  temperatures  comprised  between  — 20°  and  130°  Cent.,  so 
that  the  range  is  to  be  150°;  the  reservoir  is  left  open  at  O  (Fig.  189), 
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and  is  filled  through  this  opening,  which  is  then  hermetically  sealed. 

The  instrument  is  then  immersed  in  two  baths  whose  temperatures 

differ,  say,  by  50**,  and  the  mercury  rises  through  a  distance  m  m'. 

This  length,  if  the  quantity  of  mercury  in  the  reservoir  be  exactly 

sufficient,  should  be  the  third  part  of  the  length  of  the  stem.    The 

quantity  of  mercury  in  the  reservoir  is  always  taken  too  large  at 

first,  so  that  it  has  only  to  be  reduced,  and  thus  the 

space  traversed  by  the  liquid  is  at  first  too  great. 

Suppose  it  to  be  equal  to  f  ths  of  the  length  of  the 

stem.    The  degrees  will  then  be  too  long,  in  the 

ratio  |:J=:|-;  that  is,  the  reservoir  is  |-  of  what  it 

should  be.    We  therefore  measure  off"  ^ths  of  the 

length  of  the  reservoir,  beginning  at  the  end  next 

the  stem;  this  distance  is  marked  by  a  line,  and  the 

end  0  is  then  broken  and  the  mercury  suffered  to 

escape.     The  glass  is  then  melted  down  to  the 

marked  line,  and  the  reservoir  is  thus  brought  to 

the  proper  dimensions.    It  only  remains  to  regulate 

the  quantity  of  mercury  admitted,  by  making  it 

fill  the  tube  at  the  highest  temperature  which  the 

instrument  is  intended  to  indicate. 

If  the  reservoir  were  spherical,  which  is  a  shape 
generally  ill  adapted  for  delicate  thermometers,  the 
foregoing  process  would  be  inapplicable,  and  it  would 
be  necessary  to  determine  the  proper  size  by  trial. 

288.  Thermometric  Scales. — In  the  Centigrade 
scale  the  freezing-point  is  marked  0**,  and  the  boil- 
ing-point 100**.  In  R&Lwm/wr's  scale,  which  is  still 
popularly  used  on  the  Continent,  the  freezing-point 
is  also  marked  0®,  but  the  boiling-point  is  marked 
80®.  Hence,  5  degrees  on  the  former  scale  are  equal 
to  4  on  the  latter,  and  the  reduction  of  temperatures 
from  one  of  these  scales  to  the  other  can  be  effected 
by  multiplying  by  \  or  f . 

For  example,  tiie  temperature  75**  Centigrade  is  the  same  as  Q(y* 
Reaumur,  since  75  x  i=60;  and  the  temperature  36**  R^umur  is  the 
same  as  45**  Centigrade,  since  36  xf =45. 

The  relation  between  either  of  these  scales  and  that  of  Fahrenheit 
is  rather  more  complicated,  inasmuch  as  Fahrenheit's  zero  is  not  at 
freezing-point,  but  at  32  of  his  degrees  below  it 


ill 


Fig.  190 
Thermometric  Scalee. 
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As  regards  intervals  of  temperature;  180  degrees  Fahrenheit  are 
equal  to  100  Centigrade,  or  to  80  Reaumur,  and  hence,  in  lower 
terms,  9  degrees  Fahrenheit  are  equal  to  5  Centigrade,  or  to  4 
R^umur. 

The  conversion  of  temperatures  themselves  (as  distinguished  from 
intervals  of  temperature)  will  be  best  explained  by  a  few  examples. 

Example  1.  To  find  what  temperatures  on  the  other  two  scales 
are  equivalent  to  the  temperature  50**  Fahrenheit. 

Subtracting  32,  we  see  that  this  temperature  is  18  Fahrenheit 
degrees  above  freezing-point,  and  as  this  interval  is  equivalent  to 
18  X  f ,  that  is  10  Centi^^e  degrees,  or  to  18  X  i,  that  is  8  R^umur 
degrees,  the  equivalent  temperatures  are  respectively  10**  Centigrade 
and  8"*  R^iumur. 

Example  2.  To  find  the  degree  on  Fahrenheit's  scale,  which  is 
equivalent  to  the  temperature  25°  Centigrade. 

An  interval  of  25  Centigrade  degrees  is  equal  to  25  x  |^,  that  is 
45  Fahrenheit  degrees,  and  the  temperature  in  question  is  above 
freezing-point  by  this  amount.  The  number  denoting  it  on  Fahren- 
heit's scale  is  therefore  32-h45,  that  is  77°. 

The  rules  for  the  conversion  of  the  three  thermometric  scales  may 
be  summed  up  in  the  following  f ormute,  in  which  F,  C,  and  R  denote 
equivalent  temperatures  expressed  in  degrees  of  the  three  scales: — 

C=|R=|(r-82). 
R={C  =  4(F-32). 

It  is  usual,  in  stating  temperatures,  to  indicate  the  scale  referred  to 
by  the  abbreviations  Fahr,,  Cent,  Rdan.,  or  more  briefly  by  the 
initial  letters  F.,  C,  R 

284.  Displacemeiit  of  the  Zero  Point. — ^A  thermometer  left  to  itself 
after  being  made,  gradually  undergoes  a  contraction  of  the  bulb, 
leading  to  a  uniform  error  of  excess  in  its  indications.  This  pheno- 
menon is  attributable  to  molecular  change  in  the  glass,  which  has,  so 
to  speak,  been  tempered  in  the  construction  of  the  instrument,  and 
to  atmospheric  pressure  on  the  exterior  of  the  bulb,  which  is  unre- 
sisted by  the  internal  vacuum.  *  The  change  is  most  rapid  at  first, 
and  usually  becomes  insensible  after  a  year  or  so,  unless  the  thermo- 
meter is  subjected  to  extreme  temperatures.  Its  total  amount  is 
usually  about  half  a  degree.  On  account  of  this  change  it  is  advis- 
able not  to  graduate  a  thermometer  till  some  time  after  it  has  been 
sealed. 
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286.  Sensibility  of  the  Thermometer. — The  power  of  the  instrument 
to  detect  very  small  differences  of  temperature  may  be  regarded  as 
measured  by  the  length  of  the  degrees,  which  is  proportional  to  the 
capacity  of  the  bulb  directly  and  to  the  section  of  the  tube  inversely 
(§  299). 

Quickness  of  action,  on  the  other  hand,  requires  that  the  bulb  be 
small  in  at  least  one  of  its  dimensions,  so  that  no  part  of  the  mercury 
shall  be  far  removed  from  the  exterior,  and  also  that  the  glass  of  the 
bulb  be  thin. 

Quickness  of  action  is  important  in  measuring  temperatures  which 
vary  rapidly.  It  should  also  be  observed  that,  as  the  thermometer, 
in  coming  to  the  temperature  of  any  body,  necessarily  causes  an 
inverse  change  in  the  temperature  of  that  body,  it  follows  that  when 
the  mass  of  the  body  to  be  investigated  is  very  small,  the  thermo- 
meter itself  should  be  of  extremely  small  dimensions,  in  order  that 
it  may  not  cause  a  sensible  variation  in  the  temperature  which  is  to 
be  observed. 

286.  Alcohol  Thermometer. — In  the  construction  of  thermometers, 
other  liquids  may  be  introduced  instead  of  mercury;  and  alcohol  is 
very  frequently  employed  for  this  purpose. 

Alcohol  has  the  disadvantage  of  being  slower  in  its  action  than 
mercury,  on  account  of  its  inferior  conductivity;  but  it  can  be  em- 
ployed for  lower  temperatures  than  mercury,  as  the  latter  congeals 
at* — 39**  Cent.  ( — 38**  Fahr.),  whereas  the  former  has  never  congealed 
at  any  temperature  yet  attained. 

If  an  alcohol  thermometer  is  so  graduated  as  to  make  it  agree 
with  a  mercurial  thermometer  (which  is  the  usual  practice),  its 
degrees  will  not  be  of  equal  length,  but  will  become  longer  as  we 
ascend  on  the  scale.  If  mercury  is  regarded  as  expanding  equally 
at  all  temperatures,  alcohol  must  be  described  as  expanding  more  at 
high  than  at  low  temperatures. 

287.  Self-registering  Thermometers. — It  is  often  important  for 
meteorological  purposes  to  have  the  means  of  knowing  the  highest 
or  the  lowest  temperature  that  occurs  during  a  given  interval.  In- 
struments intended  for  this  purpose  are  called  maximum  and  mini- 
mum thermometers. 

The  oldest  instrument  of  this  class  is  Six*8  (Fig.  191),  which  is 
at  once  a  maximum  and  a  minimum  thermometer.  It  has  a  large 
cylindrical  bulb  C  filled  with  alcohol,  which  also  occupies  a  portion 
of  the  tube.   The  remainder  of  the  tube  is  partly  filled  with  mercury. 
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which  occupies  a  portion  of  the  tube  shaped  like  the  letter  U,  one 
extremity  of  the  mercurial  column  being  in  contact  with  the  alcohol 
already  mentioned,  while  the  other  extremity  is  in  contact  with  a 
second  column  of  alcohol;  and  beyond  this  there  is  a  small  space 
occupied  only  with  air,  so  as  to  leave  room  for  the  expansion  of  the 
liquids.  When  the  alcohol  in  the  bulb  ex- 
pands, it  pushes  the  mercurial  column  before 
it,  and  when  it  contracts  the  mercurial 
column  follows  it.  The  extreme  points 
reached  by  the  two  ends  of  the  mercurial 
column  are  registered  by  a  pair  of  light 
steel  indices  c,  d  (shown  on  an  enlarged  scale 
at  K),  which  are  pushed  before  the  ends  of 
the  column,  and  then  are  held  in  their  places 
by  springs,  which  are  just  strong  enough  to 
prevent  slipping,  so  that  the  indices  do  not 
follow  the  mercury  in  its  retreat.  One  of 
the  indices  d  registers  the  maximum  and  the 
other  c  the  minimum  temperature  which  haa 
occurred  since  the  instrument  was  last  set. 
The  setting  consists  in  bringing  the  indices 
into  contact  with  the  ends  of  the  mercurial 
column,  and  is  usually  effected  by  means  of 
a  magnet.  This  instrument  is  now,  on 
account  of  its  complexity,  little  used.  It 
possesses,  however,  the  advantages  of  being 
equally  quick  (or  slow)  in  its  action  for 
maximum  and  minimum  temperatures,  which 
is  an  important  property  when  these  tem- 
peratures are  made  the  foundation  for  the  computation  of  the  mean 
temperature  of  the  interval,  and  of  being  better  able  than  most 
of  the  self-registering  thermometers  to  bear  slight  jolts  without 
disturbance  of  the  indices. 

Rutherford^  8  self -registering  thermometers  are  frequently  moimted 
together  on  one  frame,  as  in  Fig.  192,  but  are  nevertheless  distinct 
instruments.  His  minimum  thermometer,  which  is  the  only  mini- 
mum thermometer  in  general  use,  has  alcohol  for  its  fluid,  and  is 
always  placed  with  its  tube  horizontal,  or  nearly  so.  In  the  fluid 
column  there  is  a  small  index  n  of  glass  or  enamel,  shaped  like  a 
dumb-belL 
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When  contraction  occurs,  the  index,  being  wetted  by  the  liquid,  is 
forced  backwards  by  the  contractile  force  of  the  superficial  film  which 
forms  the  extremity  of  the  liquid  column  (§  185);  but  when  expansion 
takes  place  the  index  remains  stationary  in  the  interior  of  the  liquid. 
Hence  the  minimum  temperature  is  indicated  by  the  position  of  the 


Fig.  19S.— Bntherford'i  Mazlmiun  and  Minttrnim  Thermometen. 


forward  end  of  the  index.    The  instnmient  is  set  by  inclining  it  so 
as  to  let  the  index  slide  down  to  the  end  of  the  liquid  column. 

The  only  way  in  which  this  instrument  is  liable  to  derangement, 
is  by  a  portion  of  the  spirit  evaporating  from  the  column  and  becom- 
ing condensed  in  the*  end  of  the  tube,  which  usually  terminates  in  a 
small  bulb.  When  the  portion  thus  detached  is  large,  or  when  the 
column  of  spirit  becomes  broken  into  detached  portions  by  rough 
usage  in  travelling,  "let  the  thermometer  be  taken  in  the  hand  by 
the  end  farthest  from  the  bulb,  raised  above  the  head,  and  then 
forcibly  swung  down  towards  the  feet;  the  object  being,  on  the  prin- 
ciple of  centrifugal  force,  to  send  down  the  detached  portion  of  spirit 
till  it  imites  with  the  column.  A  few  throws  or  swinging  strokes 
will  generally  be  sufficient;  after  which  the  thermometer  should  be 
placed  in  a  slanting  position,  to  allow  the  rest  of  the  spirit  still 
adhering  to  the  sides  of  the  tube  to  drain  down  to  the  column.  But 
another  method  must  be  adopted  if  the  portion  of  spirit  in  the  top  of 
the  tube  be  small.  Heat  should  then  be  applied  slowly  and  cautiously 
to  the  end  of  the  tube  where  the  detached  portion  of  spirit  is  lodged; 
this  being  turned  into  vapour  by  the  heat  will  condense  on  the  sur- 
face of  the  unbroken  column  of  spirit.  Care  should  be  taken  that 
the  heat  is  not  too  quickly  applied.  .  .  .  The  best  and  safest  way  to 
apply  the  requisite  amount  of  heat,  is  to  bring  the  end  of  the  tube 
slowly  down  towards  a  minute  flame  from  a  gas-burner;  or  if  gas  is 
not  to  be  had,  a  piece  of  heated  metal  will  serve  instead."^ 

Rutherford's  maodmum  thermometer  is  a  mercurial  thermometer 
with  the  stem  placed  horizontally,  and  with  a  steel  index  c  in  the 
tube,  outside  the  mercurial  column.     When  expansion  occur?,  the 

*  Buchan*8  Handy  Book  of  Mdeordoffy,  p.  62. 
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index^  not  being  wetted  by  the  liquid,  is  forced  forwards  by  the  con- 
tractile force  of  the  superficial  film  which  forms  the  extremity  of  the 
liquid  column  (§  185);  but  when  contraction  takes  place,  the  index 
remains  stationary  outside  the  liquid.  Hence  the  maximum  tem- 
perature is  indicated  by  the  position  of  the  backward  end  of  the 
index.  The  instrument  is  set  by  bringing  the  index  into  contact 
with  the  end  of  the  liquid  column,  an  operation  which  is  usually 
effected  by  means  of  a  magnet. 

This  thermometer  is  liable  to  get  out  of  order  after  a  few  years*  use, 
by  chemical  action  upon  the  surface  of  the  index,  which  causes  it  to 
become  wetted  by  the  mercury,  and  thus  renders  the  instrument 
useless. 

Phillips'  maximum  thermometer  (invented  by  Professor  Phillips, 
the  eminent  geologist,  and  made  by  Casella)  is  recommended  for  use 
in  the  official  Inatrudiona  for  TakiTig  Meteorological  Observations, 
drawn  up  by  Sir  Henry  James  for  the  use  of  the  Royal  Engineers. 
It  is  a  mercurial  thermometer  not  deprived  of  air.   It  has  an  exceed- 
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Fig.  19a.— Phlllipft'  Maiimnm  Thermometer. 

ingly  fine  bore,  and  the  mercurial  column  is  broken  by  the  insertion 
of  a  small  portion  of  air.  The  instrument  is  set  by  reducing  this 
portion  of  air  to  the  smallest  dimensions  which  it  can  be  made  to 
assume,  and  is  placed  in  a  horizontal  position.  When  the  mercury 
expands,  it  pushes  forwards  this  intervening  air  and  the  detached 
coliunn  of  mercury  beyond  it;  but  when  contraction  takes  place  the 
intervening  air  expands,  and  the  detached  column  remains  unmoved. 

The  detached  column  is  not  easily  shaken  out  of  its  place,  and 
when  the  bore  of  the  tube  is  made  sufficiently  narrow  the  instrument 
may  even  be  used  in  a  vertical  position,  a  property  which  is  often  of 
great  service. 

In  Negretti  and  Zambra*s  maximum  thermometer  (Fig.  194),which 
is  employed  at  the  Eoyal  Observatory,  Greenwich,  there  is  an 
obstruction  in  the  bent  part  of  the  tube,  near  the  bulb,  which 
barely  leaves  room  for  the  mercury  to  pass  when  forced  up  by 
expansion,  and  is  sufficient  to  prevent  it  from  returning  when  the 
bulb  cools. 
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The  objection  chiefly  urged  against  this  thermometer  is  the  extreme 
mobility  of  the  detached  colimm,  which  renders  it  very  liable  to 


Fig.  191— Negretti'i  MftTlmnm  Thermometer. 


accidental  displacement;  but  in  the  hands  of  a  skilful  observer  this 
is  of  no  moment.  Dr.  Balfour  Stewart  (Elementary  Treatise  on 
Heat,  p.  20,  21),  says: — "  When  used,  the  stem  of  this  instrument 
ought  to  be  inclined  downwards.  ...  It  does  not  matter  if  the 
column  past  the  obstruction  go  down  to  the  bottom  of  the  tube;  for 
when  the  instrument  is  read,  it  is  gently  tilted  up  until  this  detached 


d. 


column  flows  back  to  the  obstruction,  where  it  is  arrested, 
and  the  end  of  the  column  will  then  denote  the  maximum 
temperature.  In  resetting  the  instrument,  it  is  necessary 
to  shake  the  detached  column  past  the  obstruction  in  order 
to  fill  up  the  vacancy  left  by  the  contraction  cff  the  fluid 
after  the  maximum  had  been  reached." 

Deep-sea  and  Well  Thermometers. — Self -registering 
thermometers  intended  for  observing  at  great  depths  in 
water  should  be  inclosed  in  an  outer  case  of  glass  herme- 
tically sealed,  the  intervening  space  being  occupied  wholly 
or  partly  by  air,  so  that  the  pressure  outside  may  not  be 
transmitted  to  the  thermometer.  A  thermometer  not  thus 
prot^ted  gives  too  high  a  reading,  because  the  compres- 
sion of  the  bulb  forces  the  liquid  up  the  tube.  Thu  instru- 
ment represented  in  Fig.  195  was  designed  by  Sir  Wm. 
Thomson  for  the  Committee  on  Underground  Temperature 
appointed  by  the  British  Association.  A  is  the  protecting 
case,  B  the  Phillips'  thermometer  inclosed  in  it,  and  sup- 
ported by  three  pieces  of  cork  ccc.  A  small  quantity  of 
spirit  8  occupies  the  lower  part  of  the  case;  d  ia  the  air- 
bubble  characteristic  of  Phillips'  thermometer,  and  serving 
to  separate  one  portion  of  the  mercurial  column  from  the 
rest.  In  the  figure  this  air-bubble  is  represented  as  ex- 
panded by  the  descent  of  the  lower  portion  of  mercury, 
while  the  upper  portion  remains  suspended  by  adhesion.  This  in- 
strument has  been  found  to  register  correctly  even  imder  a  pressure 
of  2|  tons  to  the  square  inch. 
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Fig.  196. 
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The  use  of  the  spirit  8  is  to  bring  the  bulb  more  quickly  to  the 

temperature  of  the  surroimding  medium. 

Another  instrument,  designed,  like  the  foregoing,  for  observations 

in  wells  and  borings,  is  Walferdin'8  niaodmum  thermometer  (Fig. 

196).  Its  tube  terminates  above  in  a  fine  point  opening  into  a  cavity 
of  considerable  size,  which  contains  a  sufficient  quantity  of 
mercury  to  cover  the  point  when  the  instrument  is  inverted. 
The  instrument  is  set  by  placing  it  in  this  inverted  position 
and  warming  the  bulb  until  the  mercury  in  the  stem  reaches 
the  point  and  becomes  connected  with  the  mercury  in  the 
cavity.  The  bulb  Ls  then  cooled  to  a  temperature  lower  than 
that  which  is  to  be  observed;  and  during  the  operation  of 
cooling,  mercury  enters  the  tube  so  as  always  to  keep  it  full. 
The  instrument  is  then  lowered  in  the  erect  position  into 
the  bore  where  observations  are  to  be  made,  and  when  the 
temperature  of  the  mercury  rises  a  portion  of  it  overflows 
from  the  tube.  To  ascertain  the  maximum  temperature 
which  has  been  experienced,  the  instrument  may  be  im- 
mersed in  a  bath  of  known  temperature,  less  than  that  of 
the  boring,  and  the  amoimt  of  void  space  in  the  upper  part 

I  of  the  tube  will  indicate  the  excess  of  the  maximum  tem- 
perature experienced  above  that  of  the  bath. 
If  the  tube  is  not  graduated,  the  maximum  temperature 
can  be  ascertained  by  gradually  raising  the  temperature  of 
the  bath  till  the  tube  is  just  full. 
If  the  tube  is  graduated,  the  graduations  can  in  strictness  only 
indicate  true  degrees  for  some  one  standard  temperature  of  setting, 
since  the  length  of  a  true  degree  is  proportional  to  the  quantity  of 
mercury  in  the  bulb  and  tube ;  but  a  difference  of  a  few  degrees  in 
the  temperature  of  setting  is  immaterial,  since  10°  Cent,  would  only 
alter  the  length  of  a  degree  by  about  one  six-hundredth  part. 

288.  Thermograph. — A  continuous  automatic  record  of  the  indica- 
tions of  a  thermometer  can  be  obtained  by  means  of  photography, 
and  this  plan  is  now  adopted  at  numerous  observatories.  The  fol- 
lowing description  relates  to  the  Royal  Observatory,  Greenwich.  A 
sheet  of  sensitized  paper  is  mounted  on  a  vertical  cylinder  just  behind 
the  mercurial  column,  which  is  also  vertical,  and  is  protected  from 
the  action  of  light  by  a  cover  of  blackened  zinc,  with  the  exception 
of  a  narrow  vertical  strip  just  behind  the  mercurial  column.  A  strong 
beam  of  light  from  a  lamp  or  gas  flame  is  concentrated  by  a  cylindric 


Digitized  by 


Googk 


THERMOGRAPH.  273 

lens,  so  that  if  the  thermometer  were  empty  of  mercury  a  bright 
vertical  line  of  light  would  be  thrown  on  the  paper.  As  this  beam 
of  light  is  intercepted  by  the  mercury  in  the  tube,  which  for  this 
purpose  is  made  broad  and  flat,  only  the  portion  of  the  paper  above 
the  top  of  the  mercurial  column  receives  the  light,  and  is  photographi- 
cally affected.  The  cylinder  is  made  to  revolve  slowly  by  clock-work, 
and  if  the  mercury  stood  always  at  the  same  height,  the  boundary 
between  the  discoloured  and  the  imaffected  parts  of  the  paper  would 
be  straight  and  horizontal,  in  consequence  of  the  horizontal  motion 
of  the  paper  itself.  In  reality,  the  rising  and  falling  of  the  mercury, 
combined  with  the  horizontal  motion  of  the  paper,  causes  the  line  of 
separation  to  be  curved  or  wavy,  and  the  height  of  the  curve  above 
a  certain  datum-line  is  a  measure  of  the  temperature  at  each  instant 
of  the  day.^  The  whole  apparatus  is  called  a  thermograph,  and  ap- 
paratus of  a  similar  character  is  employed  for  obtaining  a  continuous 
photographic  record  of  the  indications  of  the  barometer*  and  mag- 
netic instruments. 

289.  Metallic  Thermometers. — Thermometers  have  sometimes  been 
constructed  of  solid  metals.  Breguet's  thermometer,  for  example 
(Fig.  197),  consists  of  a  helix  carrying  at  its  lower  end  a  horizontal 
needle  which  traverses  a  dial.  The  helix  is  composed  of  three 
metallic  strips,  of  silver,  gold,  and  platinum,  soldered  together  so  as 
to  form  a  single  ribbon.  The  silver,  which  is  the  most  expansible,  is 
placed  in  the  interior  of  the  helix;  the  platinum,  which  is  the  least 
expansible,  on  the  exterior;  and  the  gold  serves  to  connect  them. 
When  the  temperature  rises,  the  helix  unwinds  and  produces  a 
deflection  of  the  needle;  when  the  temperature  falls,  the  helix  winds 
up  and  deflects  the  needle  in  the  opposite  direction. 

Fig.  198  represents  another  dial-thermometer,  in  which  the  ther- 
mometric  portion  is  a  double  strip  composed  of  steel  and  brass,  bent 
into  the  form  of  a  nearly  complete  circle,  as  shown  by  the  dotted 
lines  in  the  figure.   One  extremity  ia  fixed,  the  other  is  jointed  to  the 


^  Strictly  speaking,  the  temperatures  corresponding  to  the  various  points  of  the  curve 
are  not  read  off  by  reference  to  a  single  datum -line,  but  to  a  number  of  datum-lines  which 
represent  the  shadows  of  a  set  of  horizontal  wires  stretched  across  the  tube  of  the  ther- 
mometer at  each  degree,  a  broader  wire  being  placed  at  the  decades,  and  also  at  32^  52^ 
and  72". 

In  order  to  give  long  degrees,  the  bulb  of  the  thermometer  is  made  very  large — eight 
inches  long,  and  '4  of  an  inch  in  internal  diameter. — (Greenwich  Obsenatiom,  1847.) 

*  See  §208. 
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shorter  arm  of  a  lever,  whose  longer  arm  canies  a  toothed  sector. 
This  latter  works  into  a  pinion,  to  which  the  needle  is  attached. 


Fig.  197.— Breguet's  Thermometer. 


Fig.  108.— Metallic  Thermometer. 


It  may  be  remarked  that  dial-thermometers  are  very  well  adapted 
for  indicating  maximum  and  minimum  temperatures,  it  being  only 
necessary  to  place  on  opposite  sides  of  the  needle  a  pair  of  movable 
indices,  which  could  be  pushed  in  either  direction  according  to  the 
variations  of  temperature. 

Generally  speaking,  metallic  thermometers  offer  great  facilities  for 
automatic  registration. 

In  Secchi's  meteorograph,  for  example,  the  temperature  is  indi- 
cated and  registered  by  the  expansion  of  a  long  strip  of  brass  (about 
17  metres  long)  kept  constantly  stretched  by  a  suitable  weight;  this 
expansion  is  rendered  sensible  by  a  system  of  levers  connected  with 
the  tracing  point.  The  thermograph  of  Hasler  and  Escher  consists 
of  a  steel  and  a  brass  band  connected  together  and  rolled  into  the 
form  of  a  spiral.  The  movable  extremity  of  the  spiral,  by  acting 
upon  a  projecting  arm,  produces  rotation  of  a  steel  axis  which  carries 
the  tracer. 

290.  Pyrometers. — Metallic  thermometers  can  generally  be  em- 
ployed for  measuring  higher  temperatures  than  a  mercurial  ther- 
mometer could  bear;  but  there  is  great  difficulty  in  constructing  any 
instrument  to  measure  temperatures  aa  high  as  those  of  furnaces. 
Instruments  intended  for  this  purpose  are  called  pyrometers. 

Wedgwood,  the  famous  potter,  invented  an  apparatus  of  this  kind, 
consisting  of  a  gauge  for  measuring  the  contraction  experienced  by 
a  piece  of  baked  clay  when  placed  in  a  furnace;  and  Brongniart 
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introduced  into  the  porcelain  manufactory  at  Sfevres  the  instrument 
represented  in  Fig.  199,,  consisting  of  an  iron  bar  lying  in  a  groove 
in  a  porcelain  slab,  with  one  end  abutting 
against  the  bottom  of  the  groove,  and  the 
other  projecting  through  the  side  of  the  fur- 
nace, where  it  gave  motion  to  an  indicator. 

Neither  of  these 
instruments  has,  how- 
ever, been  found  to 
furnish  consistent  in- 
dications, and  the  only  instrument  that  is  now  relied  on  for  the 
measurement  of  very  high  temperatures  is  the  air-thermometer. 

291.  Differential  Thermometer. — Leslie  of  Edinburgh  invented,  in 
the  beginning  of  the  present  century,  the  instrument  shown  in  Fig. 
200,  for  detecting  small  differences  of  temperature.    A  column  of 


Fig.  199.— Brongniart'iPji^meter. 


Fig.  200.— Leslie's  Differential  Thermometer. 


Pig.  80L— Knmford's  Thermoicope. 


sulphuric  acid,  coloured  red,  stands  in  the  two  branches  of  a  bent 
tube,  the  extremities  of  which  terminate  in  two  equal  bulbs  contain- 
ing air.  When  both  globes  are  at  the  same  temperature,  whatever 
that  temperature  may  be,  the  liquid,  if  the  instrument  is  in  order, 
stands  at  the  same  height  in  both  branches.  This  height  is  marked 
zero  on  both  scales.  When  there  is  a  difference  of  temperature  be- 
tween them,  the  expansion  of  the  air  in  the  warmer  bulb  produces  a 
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depression  of  the  liquid  on  that  side  and  an  equal  elevation  on  the 
other  side. 

The  differential  thermometer  is  an  instrument  of  great  sensibility, 
and  enabled  Leslie  to  conduct  some  important  investigations  on  the 
subject  of  the  radiation  of  heat.  It  is  now,  however,  superseded  by 
the  thermo-pile  invented  by  Melloni.  This  latter  instrument  will  be 
described  in  another  portion  of  this  work.  Rumford's  thermoscope 
(Fig.  201)  is  analogous  to  Leslie's  differential  thermometer.  It  differs 
from  it  in  having^  the  horizontal  part  much  longer,  and  the  vertical 
branches  shortc*.  In  the  horizontal  tube  is  an  alcohol  index,  which, 
when  the  two  globes  are  at  the  same  temperature,  occupies  exactly 
the  middle. 
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292.  Expansion.  Factor  of  Expansion. — When  a  body  expands  from 

volume  V  to  volume  Y+v,  the  ratio  ^  is  called  the  expaneion  of 

volwme  or  the  cvMcal  eocpanaion  of  the  body. 

In  like  manner  if  the  length,  breadth,  or  thickness  of  a  body  in- 

<;reases  from  L  to  L+Z,  the  ratio  j-  is  called  the  ItTiear  expaTiaion. 

The  ratio  -y^  will  be  called,  in  this  treatise,  the  factor  of  aiibical 
expansion,  and  the  ratio  -^  the  factor  of  linear  expansion.    In 

«ach  case  the  factor  of  expansion  is  unity  plus  the  expansion. 

Similar  definitions  apply  to  expansion  of  area  or  superficial  expan- 
sion; but  it  is  seldom  necessary  to  consider  this  element  in  thermal 
<iiscussions. 

293.  Relation  between  Linear  and  Cubical  Expansion. — ^If  a  cube, 
whose  edge  is  the  unit  length,  expands  equally  in  all  directions,  the 
length  of  each  edge  will  become  l  +  l,  where  I  is  the  linear  expan- 
sion; and  the  volume  of  the  cube  will  become  (1  +  0*  or  1  +  SI+ 
5P+P.  

In  the  case  of  the  thermal  expansion  of  solid  ,.^:^^^BHPH  I 
bodies  I  is  always  very  smaU,  so  that  P  and  P 
can  be  neglected,  and  the  expansion  of  volume 
is  therefore  SI;  that  is  to  say,  the  cubical  eocpan- 
sion  is  three  times  the  linear  expcmsion.  This 
is  illustrated  geometrically  by  Fig.  202,  which  ng"  iwT^ 

represents  a  unit  cube  with  a  plate  of  thickness 
I  and  therefore  of  volume  I  applied  to  each  of  three  faces;  the  total 
volume  added  being  therefore  3Z. 

Similar  reasoning  shows  that  the  superficial  expansion  is  double 
the  linear  expansion. 
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These  results  have  been  deduced  from  the  supposition  of  equal 
expansion  in  all  directions.  If  the  expansions  of  the  cube  in  the 
directions  of  three  conterminous  edges  be  denoted  by  a,  b,  c,  the 
angles  being  supposed  to  remain  right  angles,  the  volume  will  become 
(l+a)(l+6)(l+c)  or  l+a+b+c+ab+dc+bc+abc,  which,  when 
a,  b  and  c  are  so  small  that  their  products  can  be  neglected,  becomes 
1+a+b+c;  so  that  the  expansion  of  volume  is  the  sum  of  the 
expansions  of  length,  breadth,  and  thickness. 

294.  Variation  of  Density. — Since  the  density  of  a  body  varies 
inversely  as  its  volume,  the  density  after  expansion  will  be  obtained 
by  dividing  the  original  density  by  the  factor  of  expansion.  In 
fact,  if  V,  D  denote  the  volume  and  density  before,  and  V,  D'  after 
expansion,  the  mass  of  the  body,  which  remains  unchanged,  is  equal 

TV       "y  i 

to  V  D,  and  also  to  V  D'.    We  have  therefore  5^=y>  =  j^,  where  e 

denotes  the  expansion  of  volume,  and  therefore  1+6  the  factor  of 
expansion. 

Since  j^  is  1— 6+e*— e'+fec,  it  is  sensibly  equal  to  1—6  when  e 

is  small.    We  have  therefore  D'=D  (1  —6). 

296.  Beal  and  Apparent  Expansion. — ^When  the  volume  of  a  liquid 
is  specified  by  the  number  of  divisions  which  it  occupies  in  a  gradu- 
ated vessel,  it  is  necessary  to  take  into  account  the  expansion  of  the 
vessel,  if  we  wish  to  determine  the  true  expansion  of  the  liquid. 

Let  a  denote  the  apparent  expansion  computed  by  disregarding 
the  expansion  of  the  vessel  and  attending  only  to  the  number  of 
divisions  occupied.  Then  if  ri  be  the  number  of  divisions  occupied 
before,  and  n'  after  expansion,  we  have 

n'=n(l+a). 

Let  g  denote  the  real  expansion  of  the  containing  vessel;  then  if  d 
be  the  volume  of  each  division  before,  and  d  after  expansion,  we 
have 

Let  on  denote  the  real  expansion  of  the  liquid.  Then  if  v  denote  the 
real  volume  of  the  liquid  before,  and  v'  after  expansion,  we  have 

But  since  the  volume  v  consists  of  n  parts  each  having  the  volume 
d,  we  have 

9=71  ci, 

and  in  like  manner 
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Substituting  for  rl  and  cT  in  this  last  equation,  we  have 

t^=ii(l  +  a)ci(l+rt=f(l  +  a)(l+y). 
Butv'=i;(l+tn). 

Hence  we  have 

(l+a)(l+flr)=l+«; 

that  is,  ihe  factor  of  real  easpavsion  of  the  liquid  is  the  product  of 

the  fobctor  of  real  expansion  of  the  vessel  amd  the  factor  of  apparent 

expansion.    Multiplying  out,  we  have 

and  as  the  term  ag,  being  the  product  of  two  small  quantities,  is 
usually  negligible,  we  have  sensibly 

a-\-g=zm; 

that  is,  the  expansion  of  the  liquid  is  the  sum  of  the  expansion  of 
the  glass  and  the  apparent  expansion. 

This  investigation  is  applicable  to  the  mercurial  thermometer 
when  the  capacity  of  the  bulb  has  been  expressed  in  degrees  of  the 
stem. 

Similar  reasoning  applies  to  the  apparent  expansion  of  a  bar  of 
one  metal  as  measured  by  means  of  a  graduated  bar  of  a  less  expan- 
sible metaL  The  real  expansion  of  the  bar  to  be  measured  will  be 
sensibly  equal  to  the  sum  of  the  expansion  of  the  measuring  bar  and 
the  apparent  expansion. 

In  adopting  the  mercurial  thermometer  as  the  standard  of  tem- 
perature (the  tube  being  graduated  into  equal  parts),  we  virtually 
adopt  the  apparent  expansion  of  mercury  in  glass  as  our  standard  of 
uniform  expansion. 

296.  Physical  Meaning  of  the  Degrees  of  the  Mercnrial  Thermometer. 
— Since  the  stem  of  a  mercurial  thermometer  is  divided  into  degrees 
of  equal  capacity,  we  can  express  the  capacity  of  the  bulb  in  degrees. 
Let  the  capacity  of  the  bulb  together  with  as  much  of  the  stem  as  is 
below  the  freezing-point  be  N  degrees,  and  let  the  interval  from 

freezing  to  boiling  point  be  n  degrees;  then  ^  is  the  apparent  ex- 
pansion of  the  mercury  from  freezing  to  boiling  point.    When  the 

100 

Centigrade  scale  is  employed,  this  apparent  expansion  is  -^,  and  the 
apparent  expansion  from  zero  to  f*  is  jj^.  Hence  the  apparent  expan- 
sion from  zero  to  f*  is  j^  of  the  apparent  expansion  from  zero  to  lOO*. 

This  last  statement  constitutes  the  definition  of  the  temperature  if* 
when  the  mercurial  thermometer  is  regarded  as  the  standard. 
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297.  Comparability  of  Mercurial  Thermometers. — If  two  mercurial 
thermometers,  each  of  them  constructed  so  as  to  have  its  degrees 
rigorously  equal  in  capacity,  agree  in  their  indications  at  all  tem- 
peratures, the  above  investigation  shows  that  the  apparent  expan- 
sions of  the  mercury  in  the  two  instruments  must  be  exactly  propor- 
tional But  we  have  shown  in  §  295  that  the  apparent  expansion  a 
is  equal  to  m— gr,  m  denoting  the  real  expansion  of  the  mercury,  and 
g  that  of  the  glass.  Mercury,  being  a  liquid  and  an  elementary  sub- 
stance, can  always  be  obtained  in  the  same  condition,  so  that  m  will 
have  the  same  value  in  the  two  thermometers;  but  it  is  difficult  to 
ensure  that  two  specimens  of  glass  shall  be  exactly  alike;  hence  g 
has  different  values  in  different  thermometers.  The  agreement  of 
the  two  thermometers  does  not,  however,  require  identity  in  the 
valves  of  m—gr,  but  only  proportionality;  in  other  words  it  requires 
that  the  fraction 

(where  gi  and  g^  are  the  values  of  g  for  the  two  instruments)  shall 
have  the  same  value  at  all  temperatures. 

The  average  value  of  gr  is  about  +  of  that  of  m.  In  other  words 
mercury  expands  about  7  times  as  much  as  glass. 

298.  Steadiness  of  Zero  in  Spirit  Thermometers. — It  is  obvious 
from  §  296  that  the  volume  of  a  degree  can  be  computed  by  multi- 
plying ,the  capacity  oi  the  bulb  by  the  number  which  denotes  the 
apparent  expansion  for  one  degree.  Alcohol  expands  about  6  times 
as  much  as  mercury,  and  its  apparent  expansion  in  glass  is  about 
7  times  that  of  mercury.  Hence  with  the  same  size  of  bulb,  the 
degrees  of  an  alcohol  thermometer  will  be  about  7  times  as  large  as 
those  of  a  mercurial  thermometer,  and  a  contraction  of  the  bulb 
which  produces  a  change  of  one  degree  in  the  reading  of  a  mercurial 
thermometer,  would  only  produce  a  change  of  one-seventh  of  a 
degree  in  the  reading  of  an  alcohol  thermometer.  This  is  the  reason, 
or  at  all  events  one  reason,  why  displacement  of  the  zero  point 
(§  284)  is  insignificant  in  spirit  thermometers. 

299.  Length  of  a  Degree  on  the  Stem. — Since  the  length  of  a  degree 
upon  the  stem  of  a  thermometer  is  equal  to  the  volume  of  a  degree 
divided  by  the  sectional  area  of  the  tube,  the  formula  for  this  length 

is  ^,  where  a  denotes  the  apparent  expansion  for  one  degree,  C  the 

capacity  of  the  bulb  with  as  much  of  the  stem  as  is  below  zero,  and 
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8  the  sectional  area  of  the  stem.  The  value  of  a  for  the  mercurial 
Centigrade  thermometer  is  about  ^^' 

800.  Weight  Thermometer. — In  the  weight  thermometer  (Fig.  203) 
the  apparent  expansion  of  mercury  is  observed  by  comparing  the 
weight  of  the  mercury  which  passes  the  zero  point  with  that  of  the 
mercury  which  remains  below  it.  The  tube  is  open,  and 
its  mouth  is  the  zero  point.  The  instrument  is  first  filled 
with  mercury  at  zero,  and  is  then  exposed  to  the  tempera- 
ture which  it  is  required  to  measure.  The  mercury  which 
overflows  is  caught  and  weighed,  and  the  weight  of  the 
mercury  which  remains  in  the  instrument  is  also  deter- 
mined— usually  by  subtracting  the  weight  of  the  overflow 
from  that  of  the  original  contents.  The  weight  of  the 
overflow,  divided  by  the  weight  of  what  remains,  is  equal 
to  the  apparent  expansion;  for  it  is  the  same  as  the  ratio  ^^  *^ 
of  the  volume  of  mercury  above  the  zero  point  to  the  mometer.*^ 
volume  below  it  in  an  ordinary  thermometer. 

In  order  to  measure  temperatures  in  degrees,  with  this  thermo- 
meter, the  apparent  expansion  from  0°  to  100°  C.  must  be  determined 
once  for  all  and  put  on  record.  One  hundredth  part  of  this  must 
be  divided  into  the  apparent  expansion  observed  at  the  unknown 
temperature  T,  and  the  quotient  will  be  t 

301.  Expansion  of  Oases. — In  the  case  of  solids  and  liquids  the 
expansions  produced  by  heat  are  usually  very  small,  so  that  it  is  not 

important  to  distinguish  between  the  value  of  ^  and  the  value  of 

y^  (§  292).  But  in  the  case  of  gases  much  larger  expansions  occur, 
and  it  is  essential  to  attend  to  the  above  distinction.  By  general 
agreement,  the  volume  of  a  gas  at  zero  (Centigrade)  is  taken  as  the 
standard  with  which  the  volume  at  any  other  temperature  is  to  be 
compared.  We  shaU  denote  the  volume  at  zero  by  V©,  and  the 
volume  at  temperature  <°  by  Vj.  Then,  if  the  pressure  be  the  same 
at  both  temperatures,  we  shall  write 

Vi^Vo(H-o<) 

where  o  is  called  the  mean  coeflicient  of  expansion  between  the 
temperatures  0°  and  t^.  Experiment  has  shown  that  when  tempera- 
tures are  measured  by  the  mercurial  thermometer,  graduated  in  the 
manner  which  we  have  already  described,  o  is  practically  the  same 
at  all  temperatures  which  lie  within  the  range  of  the  mercurial 
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thermometer.  In  other  words,  the  expansions  of  gases  are  sensibly 
proportional  to  the  apparent  expansion  of  mercury  in  glass.  More- 
over, the  coefficient  a  is  not  only  the  same  for  diflFerent  temperatures, 
but  it  is  also  the  same  for  different  gases;  its  value  being  always 
very  approximately 

•00866  or  273* 

By  Boyle's  law,  the  product  of  the  volume  and  pressure  of  a  gas 
remains  constant  when  the  temperature  is  constant.  We  have  been 
supposing  the  pressure  to  remain  constant,  so  that  the  product  in 
question  is  proportional  to  the  volume  only.  If  the  volume  is  kept 
constant  the  pressure  will  vary  in  proportion  to  l+a<,  so  that  we 
shall  have 

Pi=Pa{l  +  aO, 

Po  and  Pe  denoting  the  pressures  at  0**  and  f*  respectively.  If  we 
remove  all  restriction,  we  have 

{VP),=(VP)a{l  +  a«), 

where  (V  P)o,  (V  P),  denote  the  products  of  volume  and  pressure  at 
0**  and  f"  respectively.    Hence  the  value  of  the  expression 

VP 

l  +  a« 

will  be  the  same  for  all  values  of  V,  P  and  t  Since  the  mass  is 
unchanged,  the  density  D  varies  inversely  as  the  volume,  and  there- 
fore 

P 
D{l  +  oO 
is  also  constant. 

302.  General  Definition  of  CoefScient  of  Expansion. — If  Yq  denote 
the  volume  of  any  substance  at  temperature  0"*  (Centigrade),  Vj  its 
volume  under  the  same  pressure  at  temperature  t*,  and  Y^  its  volume 
at  a  higher  temperature  1f°,  the  Tnean  coefficient  of  expariaion  a  be- 
tween the  temperatures  t  and  f  is  defined  by  the  equation 

Vr-V|=Voa(<'-0, 

and  the  coeffixnent  oj  expcmaion  at  the  temperature  If*  is  the  limit  to 
which  a  approaches  as  If  approaches  t;  that  is,  in  the  language  of 
the  differential  calculus,  it  is 

i  ^ 

Vq  dt' 

If  we  make  Vq  unity,  the  coefficient  of  expansion  at  temperature  t 
will  be  simply 

dt' 
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Fig.  804. 
Principle  of  the  Method  of  LapUce  and  LaToitier. 


808.  Observations  of  Linear  Expansion. — Laplace  and  Lavoisier 
determined  the  linear  expansion  of  a  great  number  of  solids  by  the 
following  method. 

The  bar  AB  (Fig.  204) 
whose  expansion  is  to  be 
determined,  has  one  end 
fixed  at  A,  while  the  other 
can  move  freely,  pushing 
before  it  the  lever  OB, 
which  is  movable  about  the 
point  0,  and  carries  a  tele- 
scope whose  line  of  sight 
is  directed  to  a  scale  at 
some  distance.  A  displacement  BB'  corresponds  to  a  considerably 
greater  length  CC  on  the  scale,  the  ratio  of  the  former  to  the  latter 
being  the  same  as  that  of  OB  to  OC. 

The  apparatus  employed  by  Laplace  and  Lavoisier  is  shown  in 
Fig.  205.  The  trough  C,  in  which  is  laid  the  bar  whose  expansion 
is  to  be  determined,  is  placed  between  four  massive  uprights  of  hewn 
stone  N.  One  of  the  extremities  of  the  bar  rests  against  a  fixed  bar 
B',  firmly  joined  to  two  of  the  uprights;  the  other  extremity,  which 
rests  upon  a  roller  to  give  it  greater  freedom  of  movement,  pushes 
the  bar  B,  which  produces  the  rotation  of  the  axis  aa\  This  axis 
carries  with  it  in  its  rotation  the  telescope  LL^  which  is  directed  to 
the  scale.  The  first  step  is  to  surround  the  bar  with  melting  ice,  and 
take  a  reading  through  the  telescope  when  the  bar  is  at  the  tempera- 
ture zero.    The  temperature  of  the  trough  is  then  raised,  and  read- 
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ings  are  taken,  which,  by  comparison  with  the  first,  give  the  increase 
of  length. 


Fig.  20&.  —  Appantiu  of  Laplace  and  LaToiaier.  • 

The  following  table  contains  the  most  i/nportant  results  thus  ob- 
tained:— 


COBTFIOIENTS  OF  LiNEAB  EXPANSION. 


Gold,  Paris  standard,  annealed,  0*000015153 
„  „  unannealed,  0*000015515 

Steel  not  tempered,  .  .  .  0*000010792 
Tempered  steel  reheated  to  65**,  0*000012395 
Silver  obtained  by  cupellation,  0*000019075 
Silver,  Paris  standard,     .    .     0*000019086 

Copper, 0*000017173 

Brass, 0000018782 

Malacca  tin, 0*000019376 

Falmouth  tin, 0*000021729 


Soft  wrought  iron,  .  .  . 
Bound  iron,  wire  drawn, . 
English  flint-glass, .  .  . 
Gold,  procured  by  parting, 

Platina, 

Lead, 

French  glass  with  lead,    . 

Sheet  zinc, 

Forged  zinc, 


0*000012204 
0*000012850 
0*000008116 
0-000014660 
0*000009018 
0*000088483 
0*000008715 
0-000029416 
0*000031083 


The  coefficient  of  expansion  of  a  metal  is  not  precisely  the  same 
at  all  temperatures,  but  it  is  sensibly  constant  from  0''  to  100°  C. 

A  simpler  and  probably  more  accurate  method  of  observing  expan- 
sions was  employed  by  Bamsden  and  Roy.  It  consists  in  the  direct 
observation  of  the  distances  moved  by  the  ends  of  the  bar,  by  means 
of  two  microscopes  furnished  with  micrometers,  the  microscopes 
themselves  being  attached  to  an  apparatus  which  is  kept  at  a  constant 
temperature  by  means  of  ice. 

304.  Oompensated  Pendulum. — The  rate  of  a  clock  is  regulated  by 
the  motion  of  its  pendulum.  Suppose  the  clock  to  keep  correct  time 
at  a  certain  temperature.  Then  at  higher  temperatures  the  pendu- 
lum will  be  too  long  and  will  therefore  vibrate  too  slowly,  so  that 
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the  clock  will  lose.  At  lower  temperatures,  on  the  other  hand,  the 
clock  will  gain.  To  obviate  or,  at  least,  diminish  this  source  of 
irregularity,  the  following  methods  of  compensation  are  employed. 

1.  Harrison's  Gridiron  PcTidulum. — ^This  consists  of  four  oblong 
frames,  the  uprights  of  which  are  alternately  of  steel  F  and  of  brass 


1_ 

r 

. 

( 

F 

F 

C 

F 

L        . 

c 

F 

C 

F 

Fig.  2oa 
Flan  of  Gridiron  Pendulum. 


Kg.  207. 
Gridiron  Pendulum. 


Fig.  208. 
Graham's  Mercurial  Pendulum. 


C  (Fig.  206),  SO  arranged  that  the  bob  will  rise  or  fall  through  a 
distance  equal  to  the  difference  between  the  total  expansion  of  3 
steel  rods  and  that  of  2  brass  rods.  As  the  coefficients  of  expansion 
of  these  metals  are  nearly  as  2  to  3,  it  is  possible  to  make  the  com- 
pensation nearly  exact. 

2.  Oraharria  Mercurial  Pendulum, — This  consists  of  an  iron  rod 
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carrying  at  its  lower  end  a  f rame>  in  which  are  fixed  one  or  two 
glass  cylinders  containing  mercury.  When  the  temperature  rises, 
the  lengthening  of  the  rod  lowers  the  centre  of  gravity  and  centre 
of  oscillation  of  the  whole;  but  the  expansion  of  the  mercury  pro- 
duces the  contrary  effect;  and  if  there  is  exactly  the  right  quantity 
of  mercury  the  compensation  will  be  nearly  perfect. 

805.  Force  of  Expansion  of  Solids. — The  force  of  expansion  is  often 
very  considerable,  being  equal  to  the  force  necessary  to  compress  the 
body  to  its  original  dimensions.  Thus,  for  instance,  iron  when  heated 
from  0"*  to  100"  increases  by  *0012  of  its  original  length.  In  order  to 
produce  a  corresponding  change  of  length  in  a  rod  an  inch  square  by 
mechanical  means,  a  force  of  about  15  tons  would  be  required.  This 
is  accordingly  the  force  necessary  to  prevent  such  a  rod  from  ex- 
panding or  contracting  when  heated  or  cooled  through  100**. 

This  force  has  frequently  been  utilized  for  bringing  in  the  walls 
of  a  building  when  they  have  settled  outwards.  For  this  purpose 
the  walls  are  first  tied  together  by  iron  rods,  which  pass  through  the 
walls,  and  are  furnished  at  the  ends  with  screws  and  nuts.  All  the 
nuts  having  been  tightened  against  the  wall,  alternate  bars  are 
heated;  and  while  they  are  hot,  the  nuts  upon  them,  which  have 
been  thrust  away  from  the  wall  by  the  expansion,  are  screwed  home. 
As  these  bars  cool,  they  draw  the  walls  in  and  allow  the  nuts  on  the 
other  bars  to  be  tightened.  The  same  operation  is  then  repeated  as 
often  as  may  be  necessary. 

Iron  cannot  with  safety  be  used  in  structures,  unle&s  opportimity 
is  given  it  to  expand  and  contract  withjout  doing  damage.  In  laying 
a  railway,  small  spaces  must  be  left  between  the  ends  of  the  rails  to 
leave  room  for  expansion;  and  when  sheets  of  lead  or  zinc  are  em- 
ployed for  roofing,  room  must  be  left  for  them  to  overlap. 
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306.  Method  of  Equilibrating  Oolumns. — Most  of  the  methods  em- 
ployed for  ineaauring  the  expansion  of  liquids  depend  upon  a  previous 
knowledge  of  the  expansion  of  glass,  the  observation  itself  consisting 
in  a  determination  of  the  apparent  expansion  of  the  liquid  relative 
to  glass.  There  is,  however,  one  method  which  is  not  liable  to  thi3 
objection,  and  it  has  been  employed  by  Dulong  and  Petit,  and  after- 
wards by  Regnault,  for  measuring  the  expansion  of  mercury — an 
element  of  great  importance  for  many  physical  applications.  It 
depends  upon  the  hydrostatic  principle  that 
the  heights  of  two  liquid  columns  which 
produce  equal  pressures  are  inversely  as 
their  densities  (§  146). 

Let  A  and  B  (Fig.  209)  be  two  tubes  con- 
taining mercury,  and  communicating  with 
each  other  by  a  very  narrow  horizontal 
tube  CD  at  the  bottom.  If  the  tempera- 
ture of  the  liquid  be  uniform,  the  mercury 
will   stand   at  the   same   height  in  both 

branches;  but  if  one  column  be  kept  at  0**        ^  ^ 

and  the  other  be  heated,  their  densities  will      _.   ^,  ^?^_^ ,,  .v  . 

,  ..  Principle  of  Dulong^  Method. 

be  unequal.    Let  a  a  be  their  densities,  and 

hK  their  heights.    Then  since  their  pressures  at  the  bottom  are 

equal,  we  must  have 

But  if  V  and  v'  denote  the  volumes  of  one  and  the  same  mass  of 
liquid  at  the  two  temperatures,  we  have 

From  these  two  equations,  we  have 
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80  that  the  expansion  of  volume  is  directly  given  by  a  comparison  of 
the  heights.    Denoting  this  expansion  by  m,  we  shall  have 


h'-h 


Strictly  speaking,  the  mercury  in  this  experiment  is  not  in  equi- 
librium. There  will  be  two  very  slow  currents  through  the  hori- 
zontal tube,  the  current  from  hot  to  cold  being  above,  and  the  current 
from  cold  to  hot  below.  Equilibrium  of  pressure  will  exist  only  at 
the  intermediate  level — that  of  the  axis  of  the  tube,  and  it  is  from 
this  level  that  h  and  h!  should  be  measured. 

807.  The  apparatus  employed  by  Dulong  and  Petit  for  carrying 
out  this  method  is  represented  in  Fig.  210.     The  two  upright  tubes 


v^v.%\%%V>li9» 


Fig.  210.— ApparatUB  of  Dulong  and  Petit 


A,  B,  and  the  connecting  tube  at  their  base,  rest  upon  a  massive 
support  furnished  with  levelling  screws,  and  with  two  spirit-levels 
at  right  angles  to  each  other,  for  insuring  horizontality.  The  tube 
B  is  surrounded  by  a  cylinder  containing  melted  ice.  The  other 
tube  A  is  surrounded  by  a  copper  cylinder  filled  with  oil,  which  is 
heated  by  a  furnace  connected  with  the  apparatus.  In  making  an 
observation,  the  first  step  is  to  arrange  the  apparatus  so  that,  when 
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the  K)il  is  heated  to  the  temperature  required,  the  mercury  in  the 
tube  A  may  just  be  seen  above  the  top  of  the  cylinder,  so  as  to  be 
sighted  with  the  telescope  of  a  cathetometer;  this  may  be  effected 
by  adding  or  taking  away  a  small  quantity  of  mercury.  The  ex- 
tremity of  the  column  B  is  next  sighted,  which  gives  the  difference 
of  the  heights  h!  and  A.  The  absolute  height  h  is  determined  by 
means  of  a  fixed  reference  mark  i  near  the  top  of  the  column  of 
mercury  in  the  tube  B.  This  reference  mark  is  carried  by  an  iron 
rod  surrounded  by  the  ice,  and  its  distance  from  the  axis  of  the  hori- 
zontal connecting  tube  has  been  very  accurately  measured  once  for 
all.  The  temperature  of  the  oil  is  given  by  the  weight  thermometer 
ty  and  by  the  air  thermometer  r,  which  latter  we  shall  explain  here- 
after. 

By  means  of  this  method  Dulong  and  Petit  ascertained  that  the 
expansion  of  mercury  is  nearly  uniform  between  0**  and  100°  C,  as 
compared  with  the  indications  of  an  air-thermometer,  and  that 
though  its  expansion  at  higher  temperatures  is  more  rapid,  the  differ- 
ence is  less  marked  than  in  the  case  of  other  liquids.     They  found 

the  mean  coefficient  of  expansion  from  0°  to  100°  to  be  rrgj ;  from  0° 
to  200°,  ^^ ;  and  from  0°  to  300°,  ~ 

Regnault,  without  altering  the  principle  of  the  apparatus  of  Dulong 
and  Petit,  introduced  several  improvements  in  detail,  and  added 
greatly  to  the  length  of  the  tubes  A  and  B,  thereby  rendering  the 
apparatus  more  sensitive.  His  results  are  not  very  different  from 
those  of  Dulong  and  Petit.    For  example,  he  makes  the  mean  coeflS- 

cient  from  0°  to  100"*  to  be  ^^ ;  from  0"*  to  200°,  ^^ ;  and  from  0°  to 
300°,  gogQ.  His  experiments  show  that  the  mean  coefficient  from  0° 
to  50°  is  ^^7=,  a  value  almost  identical  with  ^^t7> 

004/'  OOOlT 

308.  Expansion  of  Glass. — The  expansion  of  mercury  being  known, 
we  can  find  the  expansion  of  any  kind  of  glass  by  observing  the 
apparent  expansion  of  mercury  in  a  weight  thermometer  (§  300) 
constructed  of  this  glass,  and  subtracting  this  apparent  expansion 
from  the  real  expansion  of  the  liquid;  or  more  rigorously,  by  divid- 
ing the  factor  of  real  expansion  of  the  liquid  by  the  factor  of  ap- 
parent expansion  (§  295),  we  shall  obtain  the  factor  of  expansion 
of  the  glass. 

Dulong  and  Petit  found  ^^  as  the  mean  value  of  the  coefficient 

19 
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of  apparent  expansion  of  mercury  in  glass,  and  g^  as  the  coeffi<rient 

of  real  expansion  of  mercury.     The  ^flFerence  of  these  two  fractions 

is  approximately  337QQ,  which  may  therefore  be  taken  as  the  coeflScient 

of  expansion  of  glass.    It  is  about  one-seventh  of  the  coefficient  of 
expansion  of  mercury. 

309.  Expansion  of  any  Liquid. — The  expansion  of  the  glass  of 
which  a  thermometer  is  made  being  known,  we  may  use  the  instru- 
ment to  measure  the  expansion  of  any  liquid.  For  this  purpose  we 
must  measure  the  capacity  of  the  bulb  and  find  how  many  divisions 

of  the  stem  it  is  equal  to.  We  can 
thus  determine  how  many  divi- 
sions the  liquid  occupies  at  two 
different  temperatures,  th^t  is,  we 
can  determine  the  apparent  expan- 
sion of  the  liquid;  and  by  adding 
to  this  the  expansion  of  the  glass, 
we  shall  obtain  the  real  expansion 
of  the  liquid.  Or  more  rigorously, 
we  shall  obtain  the  factor  of  real 
expansion  of  the  liquid  by  mul- 
tiplying together  the  factor  of  ap- 
parent expansion  and  the  factor  of 
expansion  of  the  glass. 

M.  Pierre  has  performed  an  ex- 
tensive series  of  experiments  by 
this  method  upon  a  great  num- 
ber of  liquids.  The  apparatus  em- 
ployed by  him  is  shown  in  Fig. 
211.  The  thermometer  containing 
the  given  liquid  is  fixed  beside 
a  mercurial  thermometer,  which 
marks  the  temperature.  The  re- 
servoir and  a  small  part  of  the 
tube  are  immersed  in  the  bath  contained  in  the  c  vlinder  below.  The 
upper  parts  of  the  stems  are  inclosed  in  a  second  aiid  smaller  cylinder, 
the  water  in  which  is  maintained  at  a  sensibly  constant  temperature 
indicated  by  a  very  delicate  thermometer. 

From  these  experiments  it  appears  that  the  expansions  of  liquids 
are  in  general  much  greater  than  those  of  solids;  also  that  their  ex- 


Fig.  211.~Pierre'B  Apparaioa. 
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pansion  does  not  proceed  uniformly,  as  compared  with  the  indications 
of  a  mercurial  thermometer,  but  increases  very  perceptibly  as  the 
temperature  rises.    This  is  shown  by  the  following  table: — 

Volume  at  (t.  Volume  at  10*.  Volume  at  40* 

Water 1                   1-000146  1*007492 

Alcohol 1                    1-010661  1-044882 

Ether 1                    1-016408  1*066863 

Bisulphide  of  carbon...            1                    1*011554  1049006 

Wood-spirit. 1                    1*012020  1*060509 

310.  Other  Methods. — Another  method  of  determining  the  apparent 
expansion  of  a  liquid,  with  a  view  to  deducing  its  real  expansion, 
consists  in  weighing  a  glass  bottle  full  of  the  liquid  at  different 
temperatures.    This  is  virtually  employing  a  weight  thermometer. 

A  third  method  consists  in  observing  the  loss  of  weight  of  a  piece 
of  glass  when  weighed  in  the  liquid  at  different  temperatures.  Time 
must  be  given  in  each  case  for  the  glass  to  take  the  temperature  of 
the  liquid;  and  when  this  condition  is  fulfilled,  the  factor  of  expan- 
sion will  be  equal  to  the  loss  of  weight  at  the  lower  temperature, 
divided  by  the  loss  of  weight  at  the  higher. 

For  if  the  volume  of  the  glass  at  the  lower  temperature  be  called 
unity,  and  its  volume  at  the  higher  temperature  1+g,  the  mass  of 
liquid  displaced  at  the  lower  temperature  will  be  equal  to  its  density 
d,  and  the  mass  displaced  at  the  higher  temperature  will  be  the  pro- 
duct of  1+g  by  the  density  j— ^  where  I  denotes  the  expansion  of 

the  liquid.  The  losses  of  weight,  expressed  in  gravitation  measure, 
are  therefore 

and  the  former  of  these  divided  by  the  latter  gives  j-|-^  which  (§  295) 
is  the  factor  of  apparent  expansion. 

311.  Formulfld  for  the  Expansion  of  Liquids. — As  we  have  men- 
tioned above,  the  expansion  of  liquids  does  not  advance  uniformly 
with  the  temperature;  whence  it  follows  that  the  mean  coefficient 
of  expansion  will  vary  according  to  the  limiting  temperatures  be- 
tween which  it  is  taken. 

For  a  great  number  of  liquids,  the  mean  coefficient  of  expansion 
may  be  taken  as  increasing  uniformly  with  the  temperature.  If, 
therefore,  A  be  the  expansion  from  0  to  t,  we  have 

-= a +6^  whence  A=o<+6^, 
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a  and  b  being  two  constants  specifying  the  expansibility  of  the  given 
liquid. 

For  some  very  expansible  liquids  two  constants  are  not  sufficient, 
and  the  expansion  is  represented  by  the  formula 

We  subjoin  a  few  instances  of  this  dass  taken  from  the  work  of 
M.  Pierre: — 

Alcohol A  =  0-0010486  t  + 0-0000017510  ^  +  0-00000000134518  «> 

Ether A  =  0-0015132  t  +  0-0000023592  ^  +  0*000000040051  fi 

Bisulphide  of  carbon.... A  =  0*001 1398  t  +  00000013707  t*  + 0-00000019123  (» 
Bromine A  =  0-0010382  «  + 00000017114  <«  +  0  00000000544 71 1* 

312.  Maximum  Density  of  Water. — Water,  unlike  other  liquids, 
contracts  as  its  temperature  rises  from  0''  to  4**,  at  which  point  its 
volume  is  a  minimum,  and  therefore  its  density  a  maximum. 

The  following  experiment,  which  furnishes  a  means  of  determining 
the  temperature  of  maximum  density,  is  due  to  Hope. 

A  glass  jar  is  employed,  having  two  lateral  openings,  one  near  the 
top  and  the  other  near  the  bottom,  which  admit  two  thermometers 
placed  horizontally.  The  jar  is  filled  with  water  at  a  temperature 
higher  than  4®,  and  its  middle  is  surrounded  with  a  freezing-mixture. 
The  following  phenomena  will  then  be  observed. 

The  lower  thermometer  descends  steadily  to  4**,  and  there  remains 
stationary.  The  upper  thermometer  at  first  undergoes  very  little 
change,  but  when  the  lower  one  has  reached  the  fixed  temperature, 
the  upper  one  begins  to  fall,  reaches  the  temperature  of  zero,  and, 
finally,  the  water  at  the  surface  freezes,  if 
the  action  of  the  freezing-mixture  continues 
for  a  sufficiently  long  time.  These  facts  ad- 
mit of  a  very  simple  explanation. 

As  the  water  in  the  middle  portion  of  the 
jar  grows  colder,  its  density  increases,  and 
it  sinks  to  the  bottom.     This  process  goes 
-•  '||  on  till  all  the  water  in  the  lower  part  has 

attained  the  temperature  of  4°.    But  when 
l^^    all  the  water  from  the  centre  to  the  bottom 
has  attained  this  temperature,  any  further 
Hope's  Experiment  cooUug  of  the  Water  in  the  centre  will  pro- 

duce no  circulation  in  the  lower  portion,  and 
very  little  in  the  upper,  until  needles  of  ice  are  formed.  These,  being 
lighter  than  water,  rise  to  the  surface,  and  thus  produce  a  circulation 
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which  causes  the  water  near  the  surface  to  freeze,  while  that  near 
the  bottom  remains  at  the  temperature  of  4**. 

This  experiment  illustrates  what  takes  place  during  winter  in 
pools  of  fresh  water.  The  fall  of  temperature  at  the  surface  does 
not  extend  to  the  bottom  of  the  pool,  where  the  water,  whatever  be 
the  external  temperature,  seldom  falls  below  4°.  This  is  a  fact  of 
great  interest,  as  exemplifying  the  close  connection  of  natural  phe- 
nomena, and  the  maimer  in  which  they  contribute  to  a  common  end. 
It  is  in  virtue  of  this  anomaly  exhibited  by  water  in  its  expansion, 
taken  in  conjunction  with  the  specific  lightness  of  ice  and  the  low 
conducting  power  of  liquids  generally,  that  the  temperature  at  the 
bottom  of  deep  pools  remains  moderate  even  during  the  severest  cold, 
and  that  the  lives  of  aquatic  animals  are  preserved. 

313.  Saline  Solutions. — These  remarks  are  not  applicable  to  sea- 
water,  which  contracts  as  its  temperature  falls  till  its  freezing-point 
is  attained;  this  latter  being  considerably  lower  than  the  freezing- 
point  of  fresh  water. 

In  the  case  of  saline  solutions  of  different 
strengths,  the  temperature  of  maximum  den- 
sity falls  along  with  the  freezing-point,  and 
falls  more  rapidly  than  this  latter,  so  that 
for  solutions  containing  more  than  a  certain 
proportion  of  salt  the  temperature  of  maxi- 
mum density  is  below  the  freezing-point.  In 
order  to  show  this  experimentally,  the  solu- 
tion must  be  placed  in  such  circumstances  as 
to  remain  liquid  at  a  temperature  below  its 
ordinary  freezing-point. 

314.  Apparent  Expansion  of  Water. — Fig. 
213  represents  an  apparatus  for  showing  the 
changes  of  apparent  volume  of  water  in  a 
glass  vessel.  In  the  centre  are  two  thermo- 
meters, one  containing  alcohol  and  the  other 
water.  The  reservoir  of  the  latter  is  a  long 
spiral,  surrounding  the  reservoir  of  the  al- 
cohol thermometer  and  having  much  greater 
capacity.  Both  reservoirs  are  contained  in  a 
metal  box,  which  is  at  first  filled  with  melting  ice.  The  two  instru- 
ments are  so  placed  that  at  zero  the  extremities  of  the  two  liquid 
columns  are  on  the  same  horizontal  line.     This  being  the  case,  if  the 


Fig.  213. 
Maximum  Denalty  of  Water. 
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ice  be  now  removed,  and  the  apparatus  left  to  itself,  or  if  the  process 
be  accelerated  by  placing  a  spirit-lamp  below  the  box,  the  alcohol  wOl 
immediately  be  seen  to  rise,  while  the  water  will  descend;  and  the 
two  liquids  will  thus  continue  to  move  in  opposite  directions  until  a 
temperature  of  5°  or  6*^  is  attained.  From  this  moment  the  water 
ceases  to  descend,  and  begins  to  move  in  the  same  direction  as  the 
alcohol  The  temperature  at  which  the  water  thermometer  becomes 
stationary  is  that  at  which  the  coeflBicient  of  expansion  of  water  is 
the  same  as  that  of  glass.  The  coefficient  of  expansion  of  water  is 
zero  at  4°,  and  at  temperatures  near  4°  is  approximately 

•000016  (<- 4). 

The  average  value  of  the  coefficient  of  expansion  of  glass  is  about 
•000027,  and  by  equating  these  two  expressions,  we  have 

27 
*-4=jg=17  nearly; 

hence  the  water  thermometer  will  be  stationary  at  the  temperature 

816.  Density  of  Water  at  Tarious  Temperatures. — The  volume,  at 
temperatures  near  4*^,  of  a  quantity  of  water  which  would  occupy 
imit  volume  at  4"*,  is  approximately 

1  + -000008  (<-4)«, 

and  the  density  of  water  at  these  temperatures  is  therefore 

1  - -000008  (<-4)«, 

the  density  at  4°  being  taken  as  unity. 

The  density  of  water  at  some  other  temperatures  is  given  in  the 
following  table: — 

Temperature.  Density. 

0*    -999871 

4' 1-000000 

8"    -999886 

12'    -999649 

16**    -999002 

20'    -998269 

60*    -9882 

100*    -9686 

316.  Expansion  of  Iron  and  Platinum. — The  coefficient  of  absolute 

expansion   of   mercury 

being   known,  that  of 

^    glass  is  deduced  from  it 

in  the  manner  already 

Fig.  214.— Expanilon  of  Iron  and  Flatinuin.  ...      .     _   ,«  «^^^        .-^ 

•  indicated  (§  308).     Du- 

long  and  Petit  have  deduced  from  it  also  the  coefficients  of  expan- 
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sion  of  iron  and  platinum,  these  metals  not  being  attacked  by  mer- 
cury.   The  method  employed  is  the  following. 

The  metal  in  question  is  introduced,  in  the  shape  of  a  cylindrical 
bar,  into  the  reservoir  of  a  weight  thermometer.  Let  W  be  the 
weight  of  the  metal  introduced,  and  D  its  density  at  zero.  The 
process  is  the  same  as  in  using  the  weight  thermometer;  that  is,  after 
having  filled  the  reservoir  with  mercury  at  0*"  C,  we  observe  the 
weight  w  of  the  metal  which  issues  at  a  given  temperature  t    The 

volume  at  0**  C.  of  the  mercury  which  has  issued,  is  ^,  c?  being  the 
density  of  mercury  at  zero;  the  volume  at  ^  is  therefore  ^  (1+mt), 

m  being  the  coefficient  of  expansion  of  mercury.  This  volume  evi- 
dently represents  the  expansion  of  the  metal,  plus  that  of  the 
mercury,  WMiua  that  of  the  glass.  If  then  M  denote  the  weight  of 
mercury  that  fills  the  apparatus  at  0°  C,  and  if  K  be  the  coefficient 
of  cubical  expansion  of  glass,  and  x  the  expansion  of  unit  volume  of 
the  given  metal,  we  have  the  equation 

whence  we  can  find  x. 

317.  Oonvection  of  Heat  in  Liquids. — When  different  parts  of  a 
liquid  or  gas  are  heated  to  different  temperatures,  corresponding 
differences  of  density  arise,  leading  usually  to  the  formation  of  cur- 
rents.   This  phenomenon  is  called  convection. 

Thus,  for  instance,  if  we  apply  heat  to  the  bottom  of  a  vessel  con- 
tahiing  water,  the  parts  immediately  subjected  to  the  action  of  the 
heat  expand  and  rise  to  the  surface;  they  are  replaced  by  colder 
portions,  which  in  their  turn  are  heated  and  ascend;  and  thus  a  con- 
tinual circulation  is  maintained.  The  ascending  and  descending 
currents  can  be  rendered  visible  by  putting  oak  sawdust  into  the 
water. 

318.  Heating  of  Buildings  by  Hot  Water. — This  is  a  simple  applica- 
tion of  the  principle  just  stated.  One  of  the  most  common  arrange- 
ments for  this  purpose  is  shown  in  Fig.  215.  The  boiler  C  is  heated 
by  a  fire  below  it,  and  the  products  of  combustion  escape  through 
the  chimney  A  B.  At  the  top  of  the  house  is  a  reservoir  D,  com- 
municating with  the  boiler  by  a  tube.  From  this  reservoir  the 
liquid  flows  into  another  reservoir  E  in  the  story  immediately  below, 
thence  into  another  reservoir  F,  and  so  on.   Finally,  the  last  of  these 
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reservoirs  communicates  with  the  bottom  of  the  boiler.     The  boiler, 
tubes,  and  reservoirs  are  all  completely  filled  with  water,  with  the 


Fig.  21&— Heating  by  Hot  Water. 

exception  of  a  small  space  left  above  in  order  to  give  room  for  the 
expansion  of  the  liquid.  An  ascending  current  flows  through  the 
left-hand  tube,  and  the  circulation  continues  with  great  regu- 
larity, so  long  as  the  temperature  of  the  water  in  the  boiler  remains 
constant. 


Digitized  by 


Googk 


CHAPTER    XXVIII. 
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819.  Experiments  of  Gay-Lassac. — Gay-Lussac  conducted  a  series 
of  researches  on  the  expansion  of  gases,  the  results  of  which  were 
long  regarded  as  classical.  He  employed  a  thermometer  with  a  large 
reservoir  A,  containing  the  gas  to  be  operated  on;  an  index  of  mer- 
cury mn  separated  the  gas  from  the  external  air,  while  leaving  i,t 
full  liberty  to  expand.     The  gas  had  previously  been  dried  by  pass- 


\  1     iWBH  v.l4f 


Fig.  218.— Oay-LuBsac'a  Appuatu. 

ing  it  through  a  tube  containing  chloride  of  calcium,  or  some  other 
desiccating  substance.  The  thermometer  was  first  placed  in  a  vessel 
filled  with  melting  ice,  and  when  the  gas  had  thus  been  brought  to 
0"*  C,  the  tube  was  so  adjusted  that  the  index  coincided  with  the 
opening  through  which  the  thermometer  passed. 

The  tube  and  reservoir  having  been  previously  gauged,  and  the 
former  divided  into  parts  of  equal  capacity,  the  apparent  volume  of 
the  gas  (expressed  in  terms  of  these  divisions)  is  indicated  by  the 
position  of  the  index;  let  the  apparent  volume  observed  at  0**  C.  be 
called  n,  and  let  H  denote  the  external  pressure  as  indicated  by  a 
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barometer.  The  apparatus  is  then  raised  to  a  known  temperature  t 
by  means  of  the  furnace  below  the  vessel,  and  the  stem  of  the  ther- 
mometer is  moved  until  the  index  reaches  the  edge  of  the  opening. 
Let  n'  be  the  apparent  volume  of  the  gas  at  this  new  temperature, 
and  as  the  external  pressure  may  have  varied,  let  it  be  denoted  by 
H'.  The  real  volumes  of  the  gas  will  be  as  ti  to  n'  (1  +gt),  where  g 
denotes  the  mean  coefficient  of  expansion  of  the  glass;  and  the  pro- 
ducts of  volume  and  pressure  will  he  as  nK  to  n'  (1  +gt)  H'.  Hence 
if  a  denote  the  mean  coefficient  of  expansion  of  the  air,  we  have 

nH(l  +  ca)=ii'(l+(^)H'; 

from  which  equation  a  can  be  determined. 

By  means  of  this  method  Gay-Lussac  verified  the  law  previously 
announced  by  Sir  Humphrey  Davy  for  air,  that  the  coefficient  of 
expansion  is  independent  of  the  pressure.  He  also  arrived  at  the 
result  that  this  coefficient  is  sensibly  the  same  for  all  gases.  He 
found  its  value  for  dry  air  to  be  •00375.  This  result,  which  was  for 
a  long  time  the  accepted  value,  is  now  known  to  be  in  excess  of  the 
truth.  Rudberg,  a  Swedish  philosopher,  was  the  first  to  point  out 
the  necessity  for  using  greater  precautions  to  insure  the  absence  of 
moisture,  which  adheres  to  the  glass  with  great  tenacity  at  the 
lower  temperature,  and,  by  going  off  into  vapour  when  heated,  adds 
to  the  volume  of  the  air  at  the  higher  temperature.  He  found  that 
the  last  traces  of  vapour  could  only  be  removed  by  repeatedly  ex- 
hausting the  vessel  with  an  air-pump  when  heated,  and  refilling  it 
with  dried  air.  Another  weak  point  in  the  method  employed  by 
Gay-Lussac  was  the  shortness  of  the  mercurial  index,  which,  in  con- 
junction with  the  fact  that  mercury  does  not  come  into  close  contact 
with  glass  (as  proved  by  the  fact  of  its  not  wetting  it),  allowed  a 
little  leakage  in  both  directions.  These  imperfections  have  been 
remedied  in  later  investigations,  of  which  the  most  elaborate  are 
those  of  Regnault.  He  employed  four  distinct  methods,  of  which 
we  shall  only  describe  one. 

820.  Begnault's  Apparatus. — The  glass  vessel  BC  (Fig.  217)  con- 
taining the  air  to  be  experimented  on,  is  connected  with  the  T-shaped 
piece  EI,  the  branch  I  of  which  communicates,  through  desiccating 
tubes,  with  an  air-pump,  and  is  hermetically  closed  with  a  blow-pipe 
after  the  vessel  has  received  its  charge  of  dry  air;  while  the  branch 
ED  communicates  with  the  top  of  a  mercurial  manometer.  A  mark 
is  made  at  a  point  b  in  the  capillary  portion  of  the  tube,  and  in  every 
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observation  the  mercury  in  the  manometer  is  made  to  reach  exactly 
to  this  point,  either  by  pouring  in  more  mercury  at  the  top  M'  of 
the  other  tube  of  the  manometer,  or  by  allowing  some  of  the  liquid 
to  escape  through  the  cock  R  at  the  bottom.  The  air  under  experi- 
ment is  thus  always  observed  at  the  same  apparent  volume,  and  the 
observation  gives  its  pressure.    The  vessel  B  is  inclosed  within  a 


Fig.  217.— Begnanlt'i  Apparatus 

boiler,  which  consists  of  an  inner  and  an  outer  shell,  with  a  space  be- 
tween them,  through  which  the  steam  circulates  when  the  water  boils. 

In  reducing  the  observations,  the  portion  of  the  glass  vessel  within 
the  boiler  is  regarded  as  having  the  temperature  of  the  water  in  the 
boiler,  while  the  portion  of  the  tube  external  to  the  boiler  is  regarded 
as  having  the  temperature  of  the  surrounding  air. 

In  this  mode  of  operating,  the  volume,  or  at  least  the  apparent 
volume,  is  constant,  so  that  the  coefficient  a  which  is  determined  is 
substantially  defined  by  the  equation 

Pl=P«(l  +  aO, 
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Po  and  P,  denoting  the  pressures  at  constant  volume.  The  coefficient 
thus  defined  should  be  called  the  coefficient  of  increase  of  preaav/re. 
It  is  often  called  the  "coefficient  of  expansion  at  constant  volume," 
which  is  a  contradiction  in  terms. 

In  another  mode  of  operating  Begnault  observed  the  expansion  at 
constant  pressure,  and  thus  determined  the  coeffi^nt  of  expansion 
properly  so  called.  A  small  but  steady  difierence  was  found  between 
the  two.  If  Boyle's  law  were  exact  they  would  be  identical.  As  a 
matter  of  fact,  the  coefficient  of  increase  of  pressure  was  found,  in 
the  case  of  air  and  all  gases  except  hydrogen,  to  be  rather  less 
than  the  coefficient  of  expansion.  In  other  words,  the  product  of 
volume  and  pressure  at  one  and  the  same  temperature  f  was  found 
to  be  least  when  the  volume  was  least;  a  result  which  accords  with 
Regnault's  direct  observations  on  Boyle's  law. 

821.  Besalts. — The  following  table  contains  the  final  results  for 
the  various  gases  which  were  submitted  to  experiment: — 

Coefl9cieiit  of  increase  Coefficient  of  increase 

of  preasure  at  con-  of  volume  at  con- 

stant volume.  stant  pressure. 

Air 0-008665  0-003670 

Nitrogen 0*003668  

Hydrogen 0*003667  0*003661 

Carbonic  oxide 0*003667  0*003669 

•Carbonic  acid 0*003688  0*003710 

Nitrous  oxide. 0*003676  0*003720 

Cyanogen 0*003829  0*003877 

Sulphurous  acid 0008846  0*003903 

It  will  be  observed  that  the  largest  values  of  the  coefficients  belong 
to  those  gases  which  are  most  easily  liquefied. 

We  may  add  that  the  coefficients  increase  very  sensibly  with  the 
pressure;  thus  between  the  pressures  of  one  and  of  three  atmospheres 
the  coefficient  of  expansion  of  air  increases  from  '00367  to  '00369. 
This  increase  is  still  more  marked  in  the  case  of  the  more  liquefiable 


S22.  Reduction  to  the  Fahrenheit  Scale. — The  coefficient  of  expan- 
sion of  any  substance  per  degree  Fahrenheit  is  |^  of  the  coefficient 
per  degree  Centigrade;  the  volume  at  32°  F.  being  made  the  standard 
from  which  expansions  are  reckoned,  so  that  if  Vq  denote  the  volume 
at  this  temperature  and  V  the  volume  at  f  F.,  the  coefficient  of 
expansion  a  is  defined  by  the  equation 

V=Vo{l  +  a(<-32)}. 
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32S.  Air-thermometer. — The  close  agreement  between  the  expan- 
sions of  different  gases,  and  between  the  expansions  of  the  same  gas 
at  different  pressures,  is  a  strong  reason  for  adopting  one  of  these 
bodies  as  the  standard  substance  for  the  measurement  of  temperature 
by  expansion,  rather  than  any  particular  liquid. 

Moreover,  the  expansion  of  gases  being  nearly  twenty  times  as 
great  as  that  of  mercury,  the  expansion  of  the  containing  vessel  will 
be  less  important;  the  apparent  expansion  will  be  nearly  the  same 
as  the  real  expansion,  and  differences  of  quality  in  the  glass  will  not 
sensibly  affect  the  comparability  of  different  thermometers. 

Air-thermometers  have  accordingly  been  often  used  in  delicate 
investigations.  They  consist,  like  other  thermometers,  of  a  reservoir 
and  tube;  but  the  latter,  instead  of  being  sealed,  is  left  open.  This 
open  end,  in  one  form  of  the  instrument,  is  pointed  downwards,  and 
immersed  in  a  liquid,  usually  mercury,  which  rises  to  a  greater  or 
less  distance  up  the  tube  as  the  air  in  the  thermometer  contracts  or 
expands.  As  variations  of  pressure  in  the  surrounding  air  will  also 
affect  the  height  of  this  column  of  liquid,  it  is  necessary  to  take 
readings  of  the  barometer,  and  to  make  use  of  them  in  reducing  the 
indications  of  the  air-thermometer.  Even  if  the  barometer  continues 
steady,  it  is  still  necessary  to  apply  a  correction  for  changes  of  pres- 
sure; since  the  difference  between  the  pressure  in  the  air-thermo- 
meter and  that  of  the  external  air  is  not  constant,  but  is  proportional 
to  the  height  of  the  column  of  liquid. 

In  the  form  of  air-thermometer  finally  adopted  by  Regnault,  the 
air  in  the  instrument  was  kept  at  constant  (apparent)  volume,  and 
its  variations  of  pressure  were  measured,  the  apparatus  employed 
being  precisely  that  which  we  have  described  in  §  320. 

324.  Perfect  Gas. — In  discussions  relating  to  the  molecular  consti- 
tution of  gases,  the  name  perfect  gas  is  used  to  denote  a  gas  which 
would  exactly  fulfil  Boyle's  law;  and  molecular  theories  lead  to  the 
conclusion  that  for  all  such  gases  the  coefficients  of  expansion  would 
be  equal.  Actual  gases  depart  further  from  these  conditions  as  they 
are  more  compressed  below  the  volumes  which  they  occupy  at  atmo- 
spheric pressure;  and  it  is  probable  that  when  very  highly  rarefied 
they  approach  the  state  of  "perfect  gases"  very  closely  indeed. 

325.  Absoluta  Temperature  by  Air-thermometer. — Absolute  temper- 
ature  by  the  air-thei^iometer  is  usually  defined  by  the  condition 
that  the  temperature  of  a  given  mass  of  air  at  constant  pressure  is 
to  be  regarded  as  proportional  to  its  vohime.    If  the  difference  of 
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temperature  between  the  two  ordinary  fixed  points  be  divided  into 
a  hundred  degrees,  as  in  the  ordinary  Centigrade  thermometer,  the 
two  fixed  points  themselves  will  be  called  respectively  273"*  and  373**; 

since  air  expands  by  ^yg  of  its  volume  at  the  lower  fixed  point  for 

each  degree,  and  therefore  by  ^  of  this  volume  for  a  hundred 
degrees. 

There  is  some  advantage  in  altering  the  definition  so  as  to  make 
the  temperature  of  a  given  mass  of  air  at  constant  volume  propor- 
tional to  its  pressure.  The  two  fixed  points  will  then  be  273**  and 
373**  as  above,  and  the  zero  of  the  scale  will  be  that  temperature  at 
which  the  pressure  vanishes. 

The  advantage  of  the  second  form  of  definition  is  that  it  enables 
us  to  continue  our  scale  down  to  this  point— called  absolute  zero-^ 
without  encoTintering  any  physical  impossibility,  such  as  the  concep- 
tion of  reducing  a  finite  quantity  of  air  to  a  mathematical  point, 
which  would  be  required  according  to  the  first  form  of  definition. 

Practically,  "absolute  temperatures  by  air- thermometer"  are  com- 
puted by  adding  273  to  ordinary  "temperatures  by  air-thermometer," 
these  latter  being  expressed  on  the  Centigrade  scale.  We  shall  employ 
the  capital  letter  T  to  denote  absolute  temperature,  and  the  small 
letter  t  to  denote  ordinary  temperature.     We  have 

T=273  +  <, 

and  the  general  law  connecting  the  volume,  pressure,  and  temperature 
of  a  gas  is 

-m-  =  conrtant  J 

or,  introducing  the  density  D  instead  of  the  pressure  P, 

p 

^m= constant. 

As  above  explained,  these  laws,  though  closely  approximate  in  ordi- 
nary cases,  are  not  absolutely  exact. 

826.  Pyrometers. — The  measurement  of  high  temperatures  such 
as  those  of  furnaces  is  very  diflScult.  Instruments  for  this  purpose 
are  called  pyrometers.  One  of  the  best  is  the  air-thermometer  em- 
ployed by  Deville  and  Troost,  having  a  bulb  of  hard  porcelain. 

827.  Density  of  Gases. — The  absolute  density  of  a  gas — that  is,  its 
mass  per  unit  volume — which  is  denoted  by  D  in  the  above  formula, 

is  proportional,  as  the  formula  shows,  to  ^,  and  may  therefore 
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undergo  enormous  variation.  In  stating  the  relative  denaity  of  a 
gas  as  compared  with  air,  the  air  and  the  gas  are  supposed  to  be  at 
the  same  pressure  and"  temperature.  For  purposes  of  great  accuracy 
this  pressure  and  temperature  must  be  specified,  since,  as  we  have 
seen,  there  are  slight  difierences  in  the  changes  produced  in  different 
gases  by  the  same  changes  of  pressure  and  temperature.  The  com- 
parison is  generally  supposed  to  be  made  at  the  temperature  0**  C, 
and  at  the  pressure  of  one  standard  atmosphere. 

828.  Measurement  of  the  Relative  Density  of  a  Gas. — The  densities 
of  gases  have  been  the  subject  of  numerous  investigations;  we  shall 
describe  only  the  method  employed  by  Regnault. 

The  gas  is  inclosed  in  a  globe,  of  about  12  litres  capacity  (Fig.  218), 
furnished  with  a  stop-cock 
IcBrding  to  a  three-way  tube, 
one  of  whose  branches  is  in 
commtmication  with  a  ma- 
nometer, and  the  other  with 
an  air-pump.  The  globe  is 
exhausted  several  times,  and 
each  time  the  gas  is  dried 
on  its  way  to  the  globe  by 
passing  through  a  number 
of  tubes  containing  pieces 
of  pumice-stone  moistened 
with  sulphuric  acid.  When 
all  moisture  has  been  re- 
moved, the  globe  is  sur- 
rounded with  melting  ice, 

and  is  kept  full  of  gas  at  the  pressure  of  the  atmosphere  till  sufficient 
time  has  been  given  for  its  contents  to  assume  the  temperature  of 
the  melting  ice.  The  stop-cock  is  then  closed,  the  globe  is  taken  out, 
carefully  dried,  and  allowed  to  take  the  temperature  of  the  atmo- 
sphere.    It  is  then  weighed  with  a  delicate  balance. 

The  experiment  is  repeated,  with  no  change  except  that  by  means 
of  the  air-pump  the  gas  in  the  globe  is  reduced  to  as  small  a  pressure 
as  possible.  Let  this  pressure  be  denoted  by  A,  and  the  atmospheric 
pressure  in  the  previous  experiment  by  H.  Then  the  difference  of 
the  two  weights  is  the  weight  of  as  much  gas  at  temperature  0**  and 
pressure  H— A  as  would  fill  the  globe.  Let  w  denote  this  difference, 
and  let  w'  be  the  difference  between  two  weighings  made  in  the  same 


Fig.  21&— Measurement  of  Density  of  Guet. 
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manner  with  dry  air  in  the  globe  at  pressures  H'  and  K,  Then  the 
relative  density  of  the  gas  will  be 

We  must  now  describe  a  special  precaution  which  was  employed  by 
Regnault  (and  still  earlier  by  Dr.  Prout)  to  avoid  errors  in  weighing 
arising  from  the  varying  weight  of  the  external  air  displaced  by  the 
globe. 

A  second  globe  (Fig.  219)  of  precisely  the  same  external  volume 
as  the  first,  made  of  the  same  glass,  and  closed  air-tight,  was  used  a^; 
a  counterpoise.  The  equality  of  external  volumes  was  ensured  in 
the  following  way.  The  globes  were  filled  with  water,  hung  from 
the  two  scales  of  a  balance,  and  equilibrium  was 
brought  about  by  putting  a  sufficient  quantity  of 
some  material  into  one  scale.  Both  globes,  thus 
hanging  from  the  scales  in  equilibrium,  were  then 
immersed  in  water,  and  if  this  operation  disturbed 
the  equilibrium  it  was  known  that  the  external 
volumes  were  not  equal.  Let  p  be  the  weight 
which  must  be  put  into  one  scale  to  restore  equili- 
brium; then  this  weight  of  water  represents  the 
difference  of  the  two  external  volumes;  and  the 
next  operation  was  to  prepare  a  small  piece  of  glass 
oompeoMtiDg  Globe.  ^^^  closcd  at  the  cuds  which  should  lose  p  when 
weighed  in  water.  The  larger  of  the  two  globes 
was  used  for  containing  the  gases  to  be  weighed,  and  the  smaller 
globe  along  with  this  piece  of  tube  constituted  the  cotmterpoise. 
Since  the  volume  of  the  gas  globe  was  exactly  the  same  as  that  of 
the  coTinterpoise,  the  pressure  of  the  external  air  had  no  tendency  to 
make  either  preponderate,  and  variations  in  the  condition  of  this  air, 
whether  as  regards  pressure,  temperature,  or  humidity,  had  no  dis- 
turbing effect. 

829.  Absolute  Densities. — In  order  to  convert  the  preceding  relative 
determinations  into  absolute  determinations,  it  is  only  necessary  to 
know  the  precise  internal  volume  of  the  globe  at  the  temperature 
0**  C.  In  order  to  determine  this  with  the  utmost  possible  exactness 
the  following  operations  were  performed. 

The  globe  was  first  weighed  in  air,  with  its  stop-cock  open,  the 
temperature  of  the  air  and  the  height  of  the  barometer  being 
noted. 
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It  was  then  filled  with  water,  special  precautions  being  taken  to 
expel  every  particle  of  air;  and  was  placed  for  several  hours 
in  the  midst  of  melting  ice,  to  insure  its  being  filled  with  water 
at  0**  C. 

The  stop-cock  was  then  closed,  and  the  globe  was  left  for  two 
hours  in  a  room  which  had  a  very  steady  temperature  of  6**.  It  was 
then  weighed  in  this  room,  the  height  of  the  barometer  being  at  the 
same  time  observed.  The  diflference  between  this  weight  and  that 
of  the  globe  before  the  introduction  of  the  water,  was  the  weight  of 
the  water  minus  the  weight  of  the  same  volume  of  air,  subject  to  a 
small  correction  for  change  of  density  in  the  external  air  between 
the  two  weighings,  which,  with  the  actual  heights  of  the  barometer 
and  thermometer,  was  insensible. 

The  weight  of  water  at  0**  which  the  globe  would  hold  at  0®  was 
therefore  known;  and  hence  the  weight  of  water  at  4**  (the  tempera- 
ture of  maximum  density)  which  the  globe  would  hold  at  0**  was 
calculated,  from  the  known  expansion  of  water.  This  weight,  in 
grammes,  is  equal  to  the  capacity  in  cubic  centimetres. 

The  result  thus  obtained  was  that  the  capacity  of  the  globe  at  0** 
was  9881  cubic  centimetres;  and  the  weight  of  the  dry  air  which 
filled  it  at  0"*  and  a  pressure  of  760™"  was  12778  grammes.  Hence 
the  weight  (or  mass)  of  1  cubic  centimetre  of  such  air  is  "0012932 
gramme. 

This  experiment  was  performed  at  Paris,  where  the  value  of  g  (the 
intensity  of  gravity)  is  980*94;  and  since  the  density  of  mercury  at 
0°  is  13*596,  the  pressure  of  76  centimetres  of  mercury  was  equiva- 
lent to  * 

76  X 13-596  X  98094= 1-0186  x  10* 

dynes  per  square  centimetre. 

If  we  divide  the  density  just  found  by  1*0136,  we  obtain  the  den- 
sity of  air  at  0°  and  a  pressure  of  a  million  dynes  per  square  centi- 
metre, which  is  a  convenient  standard  for  general  reference;  we  have 

thus 

•0012982-r  1-0186  =  '0012759. 

A  litre  or  cubic  decimetre  contains  1000  cubic  centims.  Hence 
the  weight  of  a  litre  of  air  in  the  standard  condition  adopted  by 
Regnault  is  1*2932  gramme. 

The  following  table  gives  the  densities  of  several  gases  at  0**  C.  at 
a  pressure  of  760  millimetres  of  mercury  at  Paris. 
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NameofOmi.  ReUtiye  Deniity.  ^^L^mcT 

Air 1  1-2932 

Oxygen 1-10563        1*4298 

Hydrogen -06926        '08957 

Nitrogen -97187         1-26615 

Chlorine 2-4216  8-1828 

Carbonic  oxide -9669  1-2344 

Carbonic  acid 1-52901        1-9774 

Protoxide  of  nitrogen 1*6269  1*9697 

Binoxide  of  nitrogen 1*0388  1-8434 

Sulphurous  acid 2*1980  2*7289 

Cyanogen 1-8064  2-8802 

Marsh-gas -569  727 

defiant  gas -986  1*274 

Ammonia '6967  7697 

880.  Draught  of  Chimneys. — The  expansion  of  air  by  heat  pro- 
duces the  upward  current  in  chimneys,  and  an  approximate  expres- 
sion for  the  velocity  of  this  current  may  be  obtained  by  the  applica- 
tion of  Torricelli's  theorem  on  the  efflux  of  fluids  from  orifices 
(Chap,  xxiii.). 

Suppose  the  chimney  to  be  cylindrical  and  of  height  A.  Let  the 
air  within  it  be  at  the  uniform  temperature  t'  Centigrade,  and  the 
external  air  at  the  uniform  temperature  t  According  to  Torricelli's 
theorem,  the  square  of  the  linear  velocity  of  efflux  is  equal  to  the 
product  of  2gr  into  the  head  of  fluid,  the  term  head  of  fluid  being 
employed  to  denote  the  pressure  producing  efflux,  expressed  in  tei'Tns 
of  depth  of  the  fluid. 

In  the  present  case  this  head  is  the  difference  between  A,  which  is 
the  height  of  air  within  the  chimney,  and  the  height  which  a  column 
of  the  external  air  of  original  height  h  would  have  if  expanded 
upwards,  by  raising  its  temperature  from  tto  if.    This  latter  height 

is  h  Yz^',  «  denoting  the  coefficient  of  expansion  '00306;  and  the 

head  is 

.l+af      .      ?UL{tf-t) 

n  ■= —  —  A  :=  —z -— , 

l  +  a<  1+at 

Hence,  denoting  by  v  the  velocity  of  the  current  up  the  chimney,  we 
have 

_2gha{tf-t) 


r»=- 


1  +  at 


This  investigation,  though  it  gives  a  result  in  excess  of  the  truth, 
from  neglecting  to  take  accoiint  of  friction  and  eddies,  is  sufficient  to 
explain  the  principal  circumstances  on  which  the  strength  of  draught 
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depends.  It  shows  that  the  draught  increases  with  the  height  h  of 
the  chimney,  and  ako  with  the  difference  t'—t  between  the  internal 
and  external  temperatures. 

The  draught  is  not  so  good  when  a  fire  is  first  lighted  as  after  it 
has  been  burning  for  some  time,  because  a  cold  chimney  chills  the 


Fig.  220.— Bumf ord'a  Fireplace. 

air  within  it.  On  the  other  hand,  if  the  fire  is  so  regulated  as  to 
keep  the  room  at  the  same  temperature  in  all  weathers,  the  draught 
will  be  strongest  when  the  weather  is  coldest. 

The  opening  at  the  lower  end  of  the  chimney  should  not  be  too 
wide  nor  too  high  above  the  fire,  as  the  air  from  the  room  would  then 
enter  it  in  large  quantity,  without  being  first  warmed  by  passing 
through  the  fire.  These 
defects  prevailed  to  a  great 
extent  in  old  chimneys. 
Rumford  was  the  first  to 
attempt  rational  improve- 
ments. He  reduced  the 
opening  of  the  chimney  and 
the  depth  of  the  fireplace, 
and  added  polished  plates 
inclined  at  an  angle,  which 
serve  both  to  guide  the  air 
to  the  fire  and  to  reflect 
heat  into  the  room  (Fig.  220). 

The  blower  (Fig.  221)  produces  its  well-known  effects  by  compel- 
ling all  air  to  pass  through  the  fire  before  entering  the  chimney. 
This  at  once  improves  the  draught  of  the  chimney  by  raising  the 


Fig.  221.— Fireplace  with  Blower. 
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temperature  of  the  air  within  it,  and  quickens  combustion  by  in- 
creasing the  supply  of  oxygen  to  the  fuel. 

881.  Stoves. — ^The  heating  of  rooms  by  open  fireplaces  is  effected 
almost  entirely  by  radiation,  and  much  even  of  the  radiant  heat  is 
wasted.  This  mode  of  heating  then,  though  agreeable  and  healthf  ul» 
is  far  from  economical.  Stoves  have  a  great  advantage  in  point  of 
economy;  for  the  heat  absorbed  by  their  sides  is  in  great  measure 
given  out  to  the  room,  whereas  in  an  ordinary  fireplace  the  greater 
part  of  this  heat  is  lost.  Open  fireplaces  have,  however,  the  advan- 
tage as  regards  ventilation;  the  large  opening  at  the  foot  of  the 
chimney,  to  which  the  air  of  the  room  has  free  access,  causes  a  large 
body  of  air  from  the  room  to  ascend  the  chimney,  its  place  being 
supplied  by  fresh  air  entering  through  the  chinks  of  the  doors  and 
windows,  or  any  other  openings  which  may  exist. 

Stoves  are  also  liable  to  the  objection  of  making  the  air  of  the 

room  too  dry,  not,  of  course,  by  re- 
moving water,  but  by  raising  the 
temperature  of  the  air  too  much 
above  the  dew-point  (Chap,  xxxiv.). 
The  same  thing  occurs  with  open 
fireplaces  in  frosty  weather,  at 
which  time  the  dew-point  is  \in- 
usually  low.  This  evil  can  be  re- 
medied by  placing  a  vessel  of  water 
on  the  stove.  The  reason  why  it  is 
more  liable  to  occur  with  stoves 
than  with  open  fireplaces,  is  mainly 
that  the  former  i;aise  the  air  in 
the  room  to  a  higher  temperature 
than  the  latter,  the  defect  of  air- 
temperature  being  in  the  latter  case 
compensated  by  the  intensity  of  the 
direct  radiation  from  the  glowing 
fuel. 

Fire-clay,  from  its  low  conduct- 
ing power,  is  very  serviceable  both 
for  the  backs  of  fireplaces  and  for 
the  lining  of  stoves.  In  the  former 
situation  it  prevents  the  wasteful  escape  of  heat  backwards  into  the 
chimney,  and  keeps  the  back  of  the  fire  nearly  as  hot  as  the  centre. 


Fig.  222. -VentilAtiiig  Store. 
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As  a  lining  to  stoves,  it  impedes  the  lateral  escape  of  heat,  thus 
answering  the  double  purpose  of  preventing  the  sides  of  the  stove 
from  overheating,  and  at  the  same  time  of  keeping  up  the  tempera- 
ture of  the  fire,  and  thereby  promoting  complete  combustion.  Its  use 
must,  however,  be  confined  to  that  portion  of  the  stove  which  serves 
as  the  fire-box,  as  it  would  otherwise  prevent  the  heat  from  being 
given  out  to  the  apartment. 

The  stove  represented  in  Fig.  222^  belongs  to  the  class  of  what  are 
called  in  France  caiorifirea,  and  in  England  ventilating  stoves,  being 
constructed  with  a  view  to  promoting  the  circulation  and  renewal  of 
the  air  of  the  apartment.  Q  is  the  fire-box,  over  which  is  the  feeder 
U,  containing  unbumed  fuel,  and  tightly  closed  at  top  by  a  lid,  which 
is  removed  only  when  fresh  fuel  is  to  be  introduced.  The  ash-pan 
F  has  a  door  pierced  with  holes  for  admitting  air  to  support  com- 
bustion. The  flame  and  smoke  issue  at  the  edge  of  the  fire-box,  and 
after  circulating  rotmd  the  chamber  O  which  surroimds  the  feeder, 
enter  the  pipe  T  which  leads  to  the  chimney.  The  chamber  O  is 
surrounded  by  another  inclosure  L,  through  which  fresh  air  passes, 
entering  below  at  A,  and  escaping  into  the  room  through  perforations 
in  the  upper  part  of  the  stove  as  indicated  by  the  arrows.  The 
amoimt  of  fresh  air  thus  admitted  can  be  regulated  by  the  throttle- 
valve  P. 

*  With  the  exception  of  the  ventilating  arrangement,  this  stove  is  identical  with  what  'i» 
known  in  this  ooimtry  as  Walker's  self-feeding  stove. 
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882.  Qaantity  of  Heat. — We  have  discussed  in  previous  chapters 
the  measurement  of  temperature,  and  have  seen  that  it  is  to  a  great 
extent  arbitrary,  since  intervals  of  temperature  which  are  equal  as 
measured  by  the  expansion  of  one  substance  are  not  equal  as  mea- 
sured by  the  expansion  of  another. 

The  measurement  of  quantities  of  heat  stands  upon  an  entirely 
different  footing.  There  is  nothing  arbitrary  or  conventional  in 
asserting  the  equality  or  inequality  of  two  quantities  of  heat. 

888.  Principles  Assumed. — The  two  following  principles  may  be 
regarded  as  axiomatic. 

(1)  The  heat  which  must  be  given  to  a  body  to  raise  it  through  a 
given  range  of  temperature  at  constant  pressure,  is  equal  to  that 
which  the  body  gives  out  in  falling  through  the  same  range  of  tem- 
perature under  the  same  pressure.  For  instance,  the  heat  which 
must  be  given  to  a  gramme  of  water,  to  raise  its  temperature  from 
5**  to  10"*,  is  equal  to  that  which  is  given  out  from  the  same  water 
when  it  falls  from  10**  to  5°. 

(2)  In  a  homogeneous  substance  equal  portions  require  equal  quan- 
tities of  heat  to  raise  them  from  the  same  initial  to  the  same  final 
temperature;  so  that,  for  example,  the  heat  required  to  raise  two 
grammes  of  water  from  5°  to  10**  is  double  of  that  which  is  required 
to  raise  one  gramme  of  water  from  5**  to  10**. 

884.  Cautions. — We  are  not  entitled  to  assume  that  the  quantities 
of  heat  required  to  raise  a  given  body  through  equal  intervals  of 
temperature — for  example,  from  5**  to  10**,  and  from  95**  to  100** — 
are  equal.  Indeed  we  have  already  seen  that  the  equality  of  two 
intervals  of  temperature  is  to  a  considerable  extent  a  matter  of  mere 
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convention;  temperature  being  conventionally  measured  by  the 
expansion  (real  or  apparent)  of  some  selected  substance. 

It  would,  however,  be  quite  possible  to  adopt  a  scale  of  tempera- 
ture based  on  the  elevation  of  temperature  of  some  particular  sub- 
stance when  supplied  with  heat.  We  might,  for  instance,  define  a 
degree  (at  least  between  the  limits  0**  and  100°)  as  being  the  elevation 
of  temperature  produced  in  water  of  any  temperature  by  giving  it 
one  htmdredth  part  of  the  heat  which  would  be  required  to  raise  it 
from  O*'  to  100^ 

Experiments  which  will  be  described  later  show  that  if  air  or  any 
of  the  more  permanent  gases  were  selected  as  the  standard  substance 
for  thus  defining  equal  intervals  of  temperature,  the  scale  obtained 
would  be  sensibly, the  same  as  that  of  the  air-thermometer;  and  the 
agreement  is  especially  close  when  the  gases  are  in  a  highly  rarefied 
condition. 

SS6.  Unit  of  Heat. — We  shall  adopt  as  our  unit,  in  stating  quan- 
tities of  heat,  the  heat  required  to  raise  a  gramme  of  cold  water 
through  one  degree  Centigrade.  This  unit  is  called,  for  distinction, 
the  gramme  degree.  The  kilogramme-degree  and  the  pound-degree 
are  sometimes  employed,  and  are  in  like  manner  defined  with  refer- 
ence to  cold  water  as  the  standard  substance. 

There  is  not  at  present  any  very  precise  convention  as  to  the  tem- 
perature at  which  the  cold  water  is  to  be  taken.  If  we  say  that  it 
is  to  be  within  a  few  degrees  of  the  freezing-point,  the  specification 
is  sufficiently  accurate  for  any  thermal  measurements  yet  made. 

886.  Thermal  Capacity. — If  a  quantity  Q  of  he^t  given  to  a  body 
raises  its  temperature  from  t^  to  t^y  the  quotient 

Q 

of  the  quantity  of  heat  given  by  the  rise  of  temperature  which  it 
produces,  is  called  the  Tnean  thermal  capacity  of  the  body  between 
the  temperatures  ti  and  t^^. 

As  ^  is  brought  nearer  to  ^,  so  as  to  diminish  the  denominator, 
the  numerator  Q  will  also  diminish,  and  in  general  very  nearly  in 
the  same  proportion.  The  limit  to  which  the  fraction  approaches  as 
^  is  brought  continually  closer  to  ^  is  called  the  thermal  capcbdty  of 
the  body  at  the  temperature  ti"*.    That  is,  in  the  language  of  the 

differential  calculus,  the  thermal  capacity  at  f  is  -^. 

From  the  way  in  which  we  have  defined  our  unit  of  heat,  it  f  ol- 
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lows  that  the  thermal  capacity  of  any  quantity  of  cold  water  is 
numerically  equal  to  its  mass  expressed  in  grammes;  and  that  the 
number  which  expresses  the  thermal  capacity  of  any  body  may  be 
regarded  as  expressing  the  quantity  of  water  which  would  receive 
the  same  rise  of  temperature  as  the  body  from  the  addition  of  the 
same  quantity  of  heat  This  quantity  of  water  is  often  called  the 
wdter-equivalent  of  the  body. 

8S7.  Specific  Thermal  Capacities. — ^The  thermal  capacity  of  unit 
mass  of  a  substance  is  called  the  apedjic  heat  of  the  substance;  and 
it  is  always  to  be  understood  that  the  same  unit  of  mass  is  employed 
for  the  substance  as  for  the  water  which  is  mentioned  in  the  defini- 
tion of  the  unit  of  heat.  Specific  heat  is  therefore  independent  of 
units,  and  merely  expresses  the  ratio  of  the  two  quantities  of  heat, 
which  would  raise  equal  masses  of  the  given  substance  and  of  cold 
water  through  the  same  small  difference  of  temperature.  Or  we  may 
regard  it  as  the  ratio  of  two  masses,  the  Gist,  of  cold  water,  and  the 
second  of  the  substance  in  question,  which  have  the  same  thermal 
capacity. 

There  is  another  specific  thermal  capacity  which  it  is  often  neces- 
sary to  consider,  namely,  the  thermal  capacity  of  unit  volume  of  a 
substance.  It  has  not  received  any  brief  name.  It  is  equal  to  the 
mass  of  unit  volume  multiplied  by  the  thermal  capacity  of  unit 
mass;  in  other  words,  it  is  equal  to  the  jyrod/act  of  the  density  and 
the  specific  heat  of  the  substance. 

It  is  evident,  from  what  precedes,  that  the  heat  required  to  raise 
m  grammes  of  a  substance  through  t  degrees  is  ms^,  where  s  denotes 
the  mean  specific  heat  between  the  initial  and  the  final  temperature; 
and  the  same  expression  denotes  the  quantity  of  heat  which  the 
body  in  question  loses  in  cooling  down  through  t  degrees. 

SS8.  Method  of  Mixtures. — Let  mi  grammes  of  a  substance  of 
specific  heat  Si  and  temperature  ti  be  mixed  with  m^  grammes  of  a 
substance  of  specific  heat  s^  and  temperature  t^,  the  mixture  being 
merely  mechanical,  so  that  no  heat  is  generated  or  absorbed  by  any 
action  between  the  substances,  and  all  external  gain  or  loss  of  heat 
being  prevented.  Then  the  warmer  substance  will  give  heat  to  the 
colder,  until  they  both  come  to  a  common  temperature,  which  we 
will  denote  by  t  The  warmer  substance,  which  we  will  suppose  to 
be  the  former,  will  have  cooled  down  through  the  range  ^i— ^,  and 
will  have  lost  mi8i{ti—t)  units  of  heat.  The  colder  substance  will 
have  risen  through  the  range  t—t^i  and  will  have  gained  m^s^it^-t^i 
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units  of  heat.  These  two  expressions  represent  the  same  thing, 
namely,  the  heat  given  by  the  warmer  body  to  the  colder.    We  may 

therefore  write 

mi»i(<i-0=»i,ai(<-<«),  (1) 

that  is, 

mi9iti  +  mt8^tt  =  (nh»i  +  mt8i)t,  (2) 

whence 

If  there  are  more  than  two  components  in  the  mixture,  similar 
reasoning  wUl  still  apply;  thus,  if  there  are  three  components,  the 
resulting  temperature  will  be 

Strictly  speaking,  8i  in  these  formulae  denotes  the  Tnean  specific  heat 
of  the  first  substance  between  the  temperatures  ^x  ^^^  ty  8^  the  mean 
specific  heat  of  the  second  substance  between  ^  and  ty  and  so  on. 

It  is  not  necessary  to  suppose  the  two  bodies  to  be  literally  mioced. 
One  of  them  may  be  a  solid  and  the  other  a  liquid  in  which  it  is 
plunged.  The  formulae  apply  whenever  bodies  at  difierent  tempera- 
tures are  reduced  to  a  common  temperature  by  interchange  of  heat 
one  with  another. 

389.  Practical  Application. — The  following  is  an  outline  of  the 
method  most  frequently  employed  for  determining  the  specific  heats 
of  solid  bodies. 

The  body  to  be  tested  is  raised  to  a  known  temperature  ^i,  and 
then  plunged  into  water  of  a  known  temperature  ^  contained  in  a 
thin  copper  vessel  called  a  caZorimeter.  K  mi  be  the  mass  of  the 
body,  TTii  that  of  the  water  before  immersion,  and  t  the  final  tempera- 
ture, all  of  which  are  directly  observed,  we  have 

fih»i{h-t)=m^{t-tt)y  (5) 

since  «2j  the  specific  heat  of  the  water,  may  be  taken  as  unity.  Hence 
we  have 

840.  Corrections. — The  theoretical  conditions  which  are  assumed 
in  the  above  calculation,  cannot  be  exactly  realized  in  practice. 

I.  The  calculation  assumes  that  the  only  exchange  of  heat  is 
between  the  body  and  the  water,  which  is  not  actually  the  case;  for 

1.  The  body  is  often  contained  in  an  envelope  which  cools  along 
with  it,  and  thus  furnishes  part  of  the  heat  given  up. 
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2.  The  heat  is  not  given  up  exclusively  to  the  water,  but  partly 
to  the  calorimeter  itself,  to  the  thermometer,  and  to  such  other 
instruments  as  may  be  employed  in  the  experiment,  as,  for  instance, 
a  rod  to  stir  the  liquid  for  the  purpose  of  establishing  uniformity  of 
temperature  throughout  it. 

In  order  to  take  account  of  these  disturbing  circumstances,  it  is 
only  necessary  to  know  the  thermal  capacity  of  each  of  the  bodies 
which  takes  part  in  the  exchange  of  heat.  We  shall  then  have  such 
an  equation  as  the  following: — 

(iiii«i  +  C)(«i-0  =  (»h+«i+Cf+««)(<-<s). 

where  Ci  denotes  the  thermal  capacity  of  the  envelope,  and  Cj,  C3,  c^  are 
the  thermal  capacitiesof  the  calorimeter, thermometer,and  stirring  rod. 

II.  The  calorimeter  gives  out  heat  to  the  surrounding  air,  or  takes 
heat  from  it.  This  difficulty  is  often  met  by  contriving  that  the 
heat  gained  by  the  calorimeter  from  the  air  in  the  first  part  of  the 
experiment  shall  be  as  nearly  as  possible  equal  to  that  which  it  loses 
to  the  air  in  the  latter  part 

This  condition  will  be  fulfilled  if  the  average  temperature  of  the 
calorimeter  (found  by  taking  the  mean  of  numerous  observations  at 
equal  small  intervals  of  time)  is  equal  to  the  temperature  of  the  air. 
As  the  immersed  body  gives  out  its  heat  to  the  water  very  rapidly 
at  first,  and  then  by  degrees  more  and  more  slowly,  the  initial  defect 
of  temperature  must  be  considerably  greater  than  the  final  excess, 
to  make  the  compensation  exact. 

Instead  of  attempting  exact  compensation,  some  observers  have 
determined,  by  a  separate  experiment,  the  rate  at  which  interchange 
of  heat  takes  place  between  the  calorimeter  and  the  air,  when  there 
is  a  given  difference  of  temperature  between  them.  This  can  be 
observed  by  filling  the  calorimeter  with  water  in  which  a  thermo- 
meter is  immersed.  The  rate  of  interchange  is  almost  exactly  pro- 
portional to  the  difference  of  temperature  between  the  calorimeter 
and  the  air,  and  is  independent  of  the  nature  of  the  contents.  The 
law  of  interchange  having  thus  been  determined,  the  temperature  of 
the  calorimeter  must  be  observed  at  stated  times  during  the  progress 
of  the  experiment  on  specific  heat;  the  total  heat  lost  or  gained  by 
interchange  with  the  air  wiU  thus  be  known,  and  this  total  heat 
divided  by  the  total  thermal  capacity  of  the  calorimeter  and  its  con- 
tents gives  a  correction,  which  is  to  be  added  to  or  subtracted  from 
t  the  observed  final  temperature. 
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341.  Begnanlt's  Apparatus. — The  subject  of  specific  heat  has  been 
investigated  with  great  care  by  Regnault,  who  employed  for  that 
purpose  an  apparatus  in  which  the  advantages  of  convenience  and 
precision  are  combined.  The  body  whose  specific  heat  is  required  is 
divided  into  small  fragments,  which  are  placed  in  a  cylindrical 
basket  G  (Fig.  223)  of  very  fine  brass  wire,  in  the  centre  of  which 


Fig.  228.— Begnault's  Apparatus. 

is  a  tube  of  the  same  material  for  the  insertion  of  a  thermometer. 
The  basket  is  shown  separately  in  the  figure  on  a  larger  scale  than 
the  rest  of  the  apparatus.  This  basket  is  suspended  in  the  central 
compartment  of  the  steamer  ABC,  the  suspending  thread  being 
fixed  by  the  cork  K,  through  which  the  stem  of  the  thermometer 
passes.  The  steamer  consists  of  three  concentric  cylinders,  the  two 
outer  compartments  being  occupied  by  steam,  which  is  supplied  from 
the  boiler  V  to  the  second  compartment,  and  finally  escapes  from 
the  outermost  compartment  through  the  tube  D  into  a  condenser. 
In  the  bottom  of  the  steamer  are  a  pair  of  slides  E  which  can  be 
drawn  out  when  required. 

The  steamer  rests,  by  means  of  a  sheet  of  cork,  upon  a  hollow 
metal  vessel  M  N,  consisting  of  a  horizontal  portion  M  and  a  ver- 
tical portion  N,  filled  with  cold  water,  and  serving  as  a  screen 
for  the  calorimeter;  the  horizontal  portion,  and  the  cork  above  it, 
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having  a  hole  in  the  centre  large  enough  for  the  basket  G  to  pass 
through. 

The  calorimeter  itself,  which  is  shown  beneath  the  steamer  in  the 
figure,  is  a  vessel  of  very  thin  polished  brass,  resting  by  three  points 
upon  a  small  wooden  sled,  which  runs  smoothly  along  a  guiding 
groove.  The  thermometer  for  measuring  the  temperature  of  the 
water  in  the  calorimeter,  is  carried  by  a  support  attached  to  the  sled. 

The  basket,  with  its  contents,  is  left  in  the  steamer  until  the 
temperature  indicated  by  the  thermometer  has  been  for  some  time 
stationary.  The  calorimeter,  which,  up  to  this  time  has  been  kept 
as  far  away  as  it  can  slide,  is  then  pushed  into  the  position  shown 
in  the  figure,  the  slides  E,  which  close  the  bottom  of  the  compart- 
ment in  which  the  basket  is,  are  drawn  out;  and  the  cork  at  the  top 
having  been  loosened,  the  basket  is  lowered  by  its  supporting  thread 
into  the  calorimeter,  which  is  immediately  slid  back  to  its  former 
place.  The  basket  is  then  moved  about  in  it  until  the  water  attains 
its  maximum  temperature,  which  is  read  off  on  the  thermometer. 

To  determine  the  specific  heats  of  liquids,  a  thin  glass  tube  is 
employed  instead  of  the  basket.  It  is  nearly  filled  with  the  liquid 
and  hermetically  sealed. 

For  solids  which  are  soluble  in  water,  or  upon  which  water  has  a 
chemical  action,  some  other  liquid— oil  of  turpentine,  for  example — 
is  placed  in  the  calorimeter,  instead  of  water;  and  the  experiment 
is  in  other  respects  the  same. 

The  specific  heats  of  several  substances  are  given  in  the  following 
table:— 


Water, 


BOLIDS. 


Antimony, 
SUyer,  . 
Anenio,  . 
Bismnth, 
Cadmium, 
Charcoal, 
Copper,  . 
Diamond, 
Tin,  .  . 
Iron,  .  • 
Iodine,    . 


Mercury,     .    . 
Acetic  acid, 
Alcohol  at  86', 


0-06077 
0-05601 
0-08140 
0*03084 
005669 
0-24150 
0*09215 
0-14680 
0*05628 
0-11379 
0-05412 

0-03382 

0*6589 

0-6735 


Liquids. 


.    1*00000 

Brass, 0-09891 

Nickel, 0*10860 

Gold, 0-03244 

Phosphorus,      .     .     .  0*18870 

Platinum,     ....  0*08248 

Lead, 0*03140 

Plumbago,   ....  0*21800 

Sulphur, 0*20259 

Glass, 019768 

Zinc, 0-09555 

Ice, 0*5040 

Benzine, 0*3952 

Ether, 0*5157 

Oil  of  turpentine,   .    .  0*4629 
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842.  Great  Speciflo  Heat  of  Water.— This  table  illustrates  the 
important  fact,  that,  of  all  substances,  water  has  the  greatest  specific 
heat;  that  is  to  say,  it  absorbs  more  heat  in  warming,  and  gives  out 
more  heat  in  cooling,  through  a  given  range  of  temperature,  than  an 
equal  weight  of  any  other  substance.  The  quantity  of  heat  which 
raises  a  pound  of  water  from  0"*  to  100**  C.  would  suffice  to  raise  a 
pound  of  iron  from  0**  to  about  900**  C,  that  is  to  a  bright  red  heat; 
and  conversely,  a  pound  of  water  in  cooling  from  100**  to  0^  gives 
out  as  much  heat  as  a  pound  of  iron  in  cooling  from  900*  to  0^  This 
property  of  water  is  utilized  in  the  heating  of  buildings  by  hot  water, 
and  in  other  familiar  instances,  such  as  the  bottles  of  hot  water  used 
for  warming  beds,  and  railway  foot- warmers. 

848.  Specific  Heats  of  Oases. — Regnault  made  very  careful  deter- 
minations of  the  specific  heats  of  air  and  other  gases,  by  means  of 
an  apparatus  in  which  a  measured  quantity  of  gas  at  a  known  tem- 
perature was  passed  through  a  series  of  spiral  tubes  surrounded  by 
cold  water,  and  finally  escaped  at  a  temperature  sensibly  the  same 
as  that  of  the  water.  The  elevation  produced  in  the  temperature  of 
the  water  by  this  process,  furnished  a  measure  of  the  quantity  of 
heat  given  out  by  the  gas  in  falling  through  a  known  range  of  tem- 
perature. The  gas  had  sensibly  the  same  pressure  on  entering  as  on 
leaving  the  calorimeter;  the  specific  heat  determined  by  the  experi- 
ments was  therefore  the  specific  heat  at  constant  preaaure.  This 
element  must  be  carefully  distinguished  from  the  specific  heat  of  a 
gas  ai  constant  volume.  The  connection  between  the  two  will  be 
discussed  in  a  later  chapter. 

Regnault*s  experiments  established  the  following  conclusions. 

(1)  The  specific  heat  of  a  gas  is  the  same  at  all  pressures;  in  other 
words,  the  thermal  capacity  per  unit  volume  is  directly  as  the  den- 
sity. 

(2)  The  specific  heats  of  different  simple  gases  are  approximately 
in  the  inverse  ratio  of  their  relative  densities. 

Let  8  denote  the  specific  heat  and  d  the  absolute  density  of  a  gas 
at  a  given  pressure  and  temperature;  then  this  law  asserts  that  the 
product  sd  is  the  same  (approximately)  for  all  simple  gases.  But 
since  d  is  the  mass  of  unit  volume,  sdia  the  capacity  of  unit  volume. 
The  law  may  therefore  be  thus  expressed: — 

All  simple  gases  hxive  approximately  the  same  thermal  capacity 
per  unit  volv/me,  when  compared  at  the  same  pressure  and  tempera- 
ture. 
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(3)  The  specific  heat  of  a  gas  is  the  same  at  all  temperatures,  tem- 
perature being  measured  by  the  air-thermometer,  or  by  the  expansion 
of  the  gas  itself  at  constant  pressure.  This  is  equivalent  to  the  asser- 
tion that  if  equal  qua/atities  of  heat  he  successively  added  to  a  gas 
at  consta/nt  pressv/re,  the  vohime  of  the  gas  will  increase  vn  arith- 
metical progression.  We  here  neglect  the  slight  differences  which 
exist  between  the  expansions  of  different  gases,  and  also  their  slight 
departures  from  Boyle's  law. 

The  specific  heat  of  dry  air  (at  constant  pressure)  according  to 
Regnault  is  -2375. 

The  three  laws  above  stated  are  also  true  for  the  specific  heat  of 
gases  at  constant  volume.  The  third  law  may  then  be  stated  in  the 
followmgform:— 

If  equal  quantities  of  heat  be  successively  added  to  a  gas  al  con- 
stant volume,  the  pressure  will  increase  in  arithmetical  progression. 

844.  Dnlong  and  Petit's  Law. — ^According  to  the  modem  mole- 
cular theory  of  gases,  all  simple  gases  at  the  same  pressure  and  tem- 
perature have  the  same  number  of  atoms  per  unit  volume.  The 
mass  of  an  atom  of  any  gas  will  therefore  be  proportional  to  the 
relative  density  of  the  gas,  and  law  (2)  of  last  section  will  reduce 
to  the  following: — ^The  specific  heats  of  different  simple  gases  are 
inversely  as  the  masses  of  their  atoms. 

The  second  statement  of  the  same  law  assumes  the  following  still 
more  simple  form: — 

An  atom  of  one  gas  has  the  sams  thefrmal  capacity  as  an  atom  of 
any  other  gas. 

What  is  called  in  chemistry  the  atomic  weight  of  an  elementary 
substance  is  proportional  to  the  supposed  mass  of  an  atom  of  the 
substance,  and  is  believed  to  be  proportional  to  the  relative  density 
of  the  substance  when  reduced  to  a  state  of  vapour  at  high  tempera- 
ture and  low  pressure. 

It  was  remarked  by  Dulong  and  Petit  that  the  specific  heats  of 
elementary  substances  are  for  the  most  part  in  the  inverse  ratio 
(approximately)  of  their  atomic  weights;  or  the  product  of  specific 
heat  and  atomic  weight  is  (approximately)  constant.  The  constancy 
is  very  rough  when  the  specific  heats  are  taken  at  ordinary  tempera- 
tures; but  it  is  probable  that  at  very  high  temperatures  the  law 
would  be  nearly  exact. 

846.  Ice  Calorimeters. — In  the  calorimeters  above  described,  the 
heat  which  a  body  loses  in  cooling  is  measured  by  the  elevation  of 
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temperature  which  it  produces  in  a  mass  of  water.  In  ice  calori- 
meters this  heat  is  measured  by  the  quantity  of  ice  (initially  at  the 
freezing-point)  which  it  melts.  In  some  ice  calorimeters  the  water 
produced  by  melting  is  collected  and  weighed;  in  Bunsen's,  the  mea- 
surement depends  upon  the  diminution  of  volume  which  occurs  when 
ice  melts. 

846.  Method  of  Cooling. — ^Attempts  have  sometimes  been  made 
to  compare  the  specific  heats  of  different  substances  by  means  of 
the  times  which  they  occupy  in  cooling  through  the  same  range.  If 
two  exactly  similar  thin  metallic  vessels  are  filled  with  two  different 
substances,  and  after  being  heated  to  a  common  temperature  are 
allowed  to  cool  in  air  under  the  same  conditions,  the  times  which 
they  occupy  in  falling  to  any  other  common  temperature  will  be 
proportional  to  the  quantities  of  heat  which  they  emit.  Thus,  if  the 
contents  of  the  vessels  be  at  sensibly  the  same  temperatures  as  their 
surfaces,  we  have  a  direct  comparison  of  the  thermal  capacities  of 
the  two  substances  per  unit  volume. 

In  the  case  of  solid  substances,  their  differences  in  conducting 
power  render  the  method  worthless;  but  Regnault  has  found  that  it 
gives  tolerably  correct  results  in  the  case  of  liquids.  In  fact  the 
extreme  mobility  of  liquids,  combined  with  their  expansion  when 
heated,  prevents  any  CMisiderable  difference  of  temperature  from 
existing  in  the  same  horizontal  layer;  so  that  the  centre  is  sensibly 
at  the  same  temperature  as  the  circumference. 
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FUSION  AND  SOLIDIFICATION. 


847.  Fusion. — Many  solid  bodies,  when  raised  to  a  sufficiently  high 
temperature,  become  liquid.  This  change  of  state  is  called  mdtiTig 
or  fusion,  and  the  temperature  at  which  it  occurs  (called  the  melting- 
point,  or  temperature  of  fusion)  is  constant  for  each  substance,  with 
the  exception  of  the  variations — which  in  ordinary  circumstances  are 
insignificant — due  to  differences  of  pressure  (§  361).  The  melting- 
points  of  several  substances  fu:e  given  in  the  following  table; — 

Table  o?  Mbltinq-Pointb,  in  Deobees  Centigrade. 

Tin, 280 

Bismuth, 562 

Lead, 820 

Zinc, 860 

Antimony, 432 

Bronze, 900 

Pure  Silver, 1000 

Copper, 1150 

Coined  Gold, 1180 

Pure  Gold, 1250 

Cast  Iron, 1050  to  1250 

Steel, ISOOtoUOO 

Wrought  Iron, 1600  to  1600 

Platinum 2000 


Mercury, -39 

Ice, 0 

Butter, 33 

liard, 33 

Spermaceti, 49 

Stearine, 55 

Yellow  Wax, 62 

White  Wax, 68 

Stearic  Acid, 70 

Phosphorus, 44 

Potassium, 63 

Sodium, 95 

Iodine, 107 

Sulphur, 110 


Some  bodies,  such  as  charcoal,  have  hitherto  resisted  all  attempts 
to  reduce  them  to  the  liquid  state;  but  this  is  to  be  attributed  only 
to  the  insufficiency  of  the  means  which  we  are  able  to  employ. 

It  is  probable  that,  by  proper  variations  of  temperature  and  pres- 
sure, all  simple  substances,  and  all  compound  substances  which  would 
not  be  decomposed,  could  be  compelled  to  assume  the  three  forms, 
solid,  liquid,  and  gaseous. 

The  passage  from  the  solid  to  the  liquid  state  is  generally  abrupt; 
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but  this  is  not  always  the  case.  Glass,  for  instance,  before  reaching 
a  state  of  perfect  liquefaction,  passes  through  a  series  of  intermediate 
stages  in  which  it  is  of  a  viscous  consistency,  and  can  be  easily  drawn 
out  into  exceedingly  fine  threads,  or  moulded  into  different  shapes. 

848.  Definite  Temperature. — ^When  the  solid  and  liquid  forms  of  a 
substance  are  present  in  contact  with  each  other  in  the  same  vessel, 
and  time  is  allowed  for  uniformity  of  temperature  to  be  established; 
the  temperature  will  be  that  of  the  melting-point,  and  will  be  quite 
independent  of  the  relative  proportions  of  solid  and  liquid  in  the 
vessel.  For  example,  water  and  ice,  in  any  proportions,  if  brought 
to  a  uniform  temperature,  will  be  at  0**  C. 

It  is  sometimes  stated  that,  if  heat  be  applied  to  a  vessel  contain- 
ing ice  and  water,  the  temperature  of  the  contents  will  remain  at 
0°  C.  till  all  the  ice  is  melted;  but  this  statement  is  not  strictly 
accurate.  The  portions  of  the  water  in  contact  with  the  sides  and 
receiving  heat  from  the  sides,  will  be  at  a  somewhat  higher  tempera- 
ture than  the  portions  in  contact  with  the  ice.  If,  however,  the 
application  of  heat  be  stopped,  and  uniformity  of  temperature  be 
established  through  the  whole  mass,  by  stirring  or  otherwise,  the 
temperature  of  the  whole  will  then  be  0**  C. 

For  each  substance  that  passes,  like  ice,  by  a  sudden  transition, 
from  the  solid  to  the  liquid  state,  without  an  intermediate  pasty 
condition,  there  is  one  definite  temperature  at  which  the  solid  and 
the  liquid  forms  can  exist  in  contact  under  atmospheric  pressure. 
This  temperature  is  variously  styled  the  temperature  of  fusion,  the 
meltiTig-point,  and  the  freezimg-point, 

S49.  Latent  Heat  of  Fusion. — Although  the  solid  and  liquid  forms 
of  a  substance  can  exist  together  at  the  same  temperature;  the  appli- 
cation of  heat  is  requisite  for  reducing  the  solid  to  the  liquid  form. 
K  ice  at  0"*  C.  be  put  into  a  vessel  and  placed  on  the  fire,  it  will  be 
gradually  melted  by  the  heat  which  it  receives  from  the  fire;  but  at 
any  time  during  the  operation,  if  we  stop  the  application  of  heat, 
and  stir  the  contents  till  uniformity  of  temperature  is  established, 
the  temperature  will  be  0**  C.  as  at  first.  The  heat  which  has  been 
received  has  left  its  effect  in  the  shape  of  the  melting  of  ice,  not  in 
the  shape  of  rise  of  temperature.  Heat  thus  spent  is  usually  called 
latent  heat,  a  name  introduced  by  Black,  who  was  the  first  to  investi- 
gate this  subject.  A  similar  absorption  of  heat  without  rise  of  tem- 
perature occurs  when  a  boiling  liquid  is  converted  into  vapour. 
Hence  it  is  necessary  to  distinguish  between  the  latent  heat  of  fusion 
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and  the  latent  heat  of  vaporization.  The  former  is  often  called  the 
latent  heat  of  the  liquid,  and  the  latter  of  the  vapour.  Thus  we 
speak  of  the  latent  heat  of  water  (which  becomes  latent  in  the 
melting  of  ice),  and  of  the  latent  heat  of  steam  (which  becomes  latent 
in  the  vaporization  of  water). 

The  same  amount  of  heat  which  is  absorbed  in  the  conversion  of 
the  solid  into  the  liquid,  is  given  out  when  the  liquid  is  converted 
into  the  solid;  and  a  similar  remark  applies  to  the  conversion  of 
vapour  into  liquid. 

860.  Measurement  of  Heat  of  Fusion. — The  heat  required  to  convert 
unit  Tnass  of  a  substance  from  the  solid  to  the  liquid  form  is  em- 
ployed as  the  measure  of  the  latent  heat  of  liquefaction  of  that  sub- 
stance. Its  amount  for  several  substances  is  given  in  the  last  column 
of  the  following  table: — 


Sabstanoei. 

Melting-point. 

Specifl< 

In  the 
Solid  State. 

:Heati 

In  the 
Liquid  State. 

Latent  Heat  of 
Fusion. 

Ice. 

0" 

•6040 

1-0000 

79-250 

Phoephorua, 

44-20 

•2000 

•2000 

6-400 

Sulphur, 

111 

•2020 

•2340 

9-368 

Bromine,     . 

-7-32 

•0840 

•1670 

16-185 

Tin,    .     .    . 

282 

•0560 

•0640 

14^252 

Bismuth,     . 

266 

•0308 

•0368 

12-640 

Lead,      .    . 

826 

•0814 

•0402 

6-869 

Mercury,     . 

-39 

•0819 

•0333 

2-820 

The  most  accurate  determinations  of  latent  heat  of  fusion  have 
been  made  by  a  method  similar  to  the  "method  of  mixtures"  which 
is  employed  in  the  determination  of  specific  heats. 

Let  i  grammes  of  ice  at  0°  be  mixed  with  w  grammes  of  water  at 
f,  and  when  all  the  ice  is  melted  let  the  temperature  of  the  whole 
be  ^.  Then  if  the  specific  heat  of  water  at  all  temperatures  between 
0"*  and  f  can  be  taken  as  unity,  we  have  w{t—d)  units  of  heat  lost 
by  the  w  grammes  of  water,  and  spent  partly  in  melting  the  ice,  and 
partly  in  raising  the  temperature  of  the  water  produced  by  the 
melting  from  0°  to  0°.  Hence  if  x  denote  the  latent  heat  of  lique- 
faction, we  have 

whence  we  find 

One  gramme  of  water  at  between  79"*  and  80**,  or  between  79  and  80 
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grammes  of  water  at  1^  will  be  just  enough  to  melt  one  gramme  of 
ice  at  0**;  and  the  final  temperature  of  the  whole  will  in  each  case 
beO^ 

For  any  other  substance,  let  T*  be  the  melting-point,  8  the  specific 
heat  of  the  substance  in  the  liquid  form,  and  x  the  latent  heat  of 
liquefaction.  Then  if  i  grammes  of  the  solid  at  T*  be  mixed  with  w 
granmies  of  the  liquid  at  f,  and  ^  be  the  temperature  of  the  whole 
when  all  the  solid  is  melted,  we  have 

wbence 

In  these  calculations  we  have  tacitly  assumed  that  no  heat  is 
gained  or  lost  externally  by  the  substance  under  examination.  Prac- 
tically, it  is  necessary  (as  in  the  determination  of  specific  heats)  to 
take  account  of  the  thermal  capacity  of  the  calorimeter  (that  is  the 
vessel  in  which  the  substance  is  contained)  and  of  the  heat  gained 
or  lost  by  the  calorimeter  to  surrounding  bodies.  For  substances 
which  have  a  high  melting-point,  a  different  method  may  be  em- 
ployed. The  body  in  the  molten  state  may  be  inclosed  in  a  small 
thin  metal  box  and  immersed  in  the  water  of  the  calorimeter.  Let 
m  be  the  mass  of  the  body,  T  its  initial  temperature,  T  its  melting- 
point,  a'  its  specific  heat  in  the  liquid,  and  8  in  the  solid  state,  d  the 
final  temperature  of  the  calorimeter,  and  x  the  latent  heat  of  the 
substance,  which  is  required;  then  the  heat  lost  by  the  body  is 

jii*'(T'-T)+jiia;+mf(T-^), 

and  this  quantity,  together  with  the  heat  lost  by  the  envelope  must 
be  equated  to  the  heat  gained  by  the  calorimeter  and  its  original 
contents,  subject  to  a  correction  for  radiation  which  can  be  deter- 
mined by  the  ordinary  methods. 

As  regards  the  two  specific  heats  which  enter  this  equation,  8  the 
specific  heat  in  the  solid  state  may  be  regarded  as  known,  and  8  the 
specific  heat  in  the  liquid  state  can  be  deduced  by  combining  this 
equation  with  another  of  the  same  kind  in  which  the  initial  tempera- 
ture is  very  different.  In  the  case  of  bodies  which,  like  mercury  and 
bromine,  are  liquid  at  ordinary  temperatures,  the  specific  heat  in  the 
solid  state  can  be  found  by  a  similar  but  inverse  process. 

861.  Conservatism  of  Water. — The  table  in  §  350  shows  that  the 
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heat  of  fusion  is  much  greater  for  ice  than  for  any  of  the  other  sub- 
stances mentioned.  It  is  14  times  as  great  as  for  lead,  and  28  times 
as  great  as  for  mercury.  Ice  is,  in  this  sense,  the  most  difficult  to 
melt,  and  water  the  most  difficult  to  freeze,  of  all  substances;  a  fact 
which  is  of  great  importance  in  the  economy  of  nature,  as  tending 
to  retard  the  processes  both  of  freezing  and  thawing.  Even  as  it  is, 
the  effects  of  a  sudden  thaw  are  often  disastrous;  and  yet,  for  every 
particle  of  ice  melted,  as  much  heat  is  required  as  would  raise  the 
water  produced  through  79°  C.  or  142°  F. 

852.  Solution. — The  reduction  of  a  body  from  the  solid  to  the  liquid 
state  may  be  effected  by  other  means  than  by  the  direct  action  of 
heat;  it  may  be  produced  by  the  action  of  a  liquid.  This  is  what 
occurs  when,  for  instance,  a  grain  of  salt  or  of  sugar  is  placed  in 
water;  the  body  is  said  to  be  dissolved  in  the  water.  Solution,  like 
fusion,  is  accompanied  by  the  disappearance  of  heat  consequent  on 
the  change  from  the  solid  to  the  liquid  state.  For  example,  by 
rapidly  dissolving  nitrate  of  ammonia  in  water,  a  fall  of  from  20°  to 
25°  C.  can  be  obtained. 

Unlike  fusion,  it  is  attached  to  no  definite  temperature,  but  occurs 
with  more  or  less  freedom  over  a  wide  range.  Rise  of  temperature 
usually  favours  it;  but  there  are  some  strongly  marked  exceptions. 

S58.  Freezing-mixtures. — The  absorption  of  heat  which  accom- 
panies the  liquefaction  of  solids  is  the  basis  of  the  action  of  freezing- 
mixtures.  In  aU  such  mixtures  there  is  at  least  one  solid  ingredient 
which,  by  the  action  of  the  rest,  is  reduced  to  the  liquid  state,  thus 
occasioning  a  faU  of  temperature  proportional  to  the  latent  heat  of 
its  liquefaction. 

The  mixture  most  commonly  employed  in  the  laboratory  is  one  of 
snow  and  salt.  There  is  a  double  absorption  of  heat  caused  by  the 
simultaneous  melting  of  the  snow  and  dissolving  of  the  salt.  Pro- 
fessor Guthrie  has  found  that  the  proportions  of  the  two  ingredients 
and  their  initial  temperatures  may  vary  between  very  wide  limits 
without  affecting  the  temperature  obtained.  This  definite  tempera- 
ture is  the  freezing-point  of  a  definite  compound  of  salt  and  water. 
When  ordinary  sea- water  in  a  vessel  is  subjected  to  cold,  the  ice  first 
formed  is  fresh;  and  the  brine  increases  in  strength  by  the  freezing 
out  of  the  water  till  it  has  attained  the  strength  of  the  definite  com- 
pound above-mentioned.  Then  a  change  occurs,  and  the  ice  formed 
is  no  longer  fresh,  but  of  the  same  composition  as  the  brine.  From 
this  point  onward  imtil  all  the  brine  is  fro^eii  the  temperature  of 
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the  liquid  is  — 22**  C,  which  is,  accordingly,  the  temperature  obtained 
by  mixing  snow  and  salt.^ 

Fahrenheit  intended  the  temperature  of  this  mixture  to  be  the 
zero  of  his  scale,  the  freezing-point  of  water  being  32°  and  the  boil- 
ing-point 212°;  but  the  thermometers  with  which  he  worked  were 
extremely  rough,  and  if  we  define  his  scale  by  the  two  ordinary  fixed 
points,  the  temperature  —22°  C.  will  not  be  0°  F.,  but  —7-6°  F. 

S64.  The  following  mixtures  are  also  sometimes  employed 

Froporttou      Fall  of  Tempen* 
by  Weight        tore  Produced. 

S****^' ^1      from0*'to-48'. 

Oiystallized  Chloride  of  Calcium,  ...      4  ) 

Nitrate  of  Ammonia, 1)      f^om  +  10' to -IS*. 

Water, 1  J 

Sal-ammoniac, 5  \ 

Nitrate  of  Potash, 6f     from  +  10°  to- 16*. 

Sulphate  of  Soda, ^  /     irom  -r  lu  w    lo  . 

Water, 16* 

StdphateofSoda, 8)      f^^  +  iq- to-W. 

Hydrochlonc  Acid, 5  ) 

Fig.  224  represents  an  apparatus  intended  for  the  artificial  pro- 
duction of  ice.  The  water  to  be  frozen  is  inclosed  in  a  mould  formed 
of  two  concentric  vessels — an  arrangement  which  has  the  advantage 


Fig.  224.— Freezing  Becker. 

of  giving  a  large  surface  of  contact;  and  the  mould  is  immersed  in 
the  freezing-mixture  (hydrochloric  acid  and  sulphate  of  soda)  which 
is  contained  within  a  metal  cylinder  mounted  on  a  cradle,  the  rocking 
of  which  greatly  assists  the  operation. 

866.  Solidification  or  Congelation. — ^All  liquids  are  probably  cap- 
able of  being  solidified;  though  some  of  them,  for  example,  alcohol 
and  bisulphide  of  carbon,  have  never  yet  been  seen  in  the  solid  state. 

*  Proceedings  of  Phiftical  Society  of  London,  January,  1876,  p.  78. 
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The  temperature  of  fusion  is  the  highest  temperature  at  which 
congelation  can  occur,  and  is  frequently  called  the  temperature  of 
congelation  (or  the  freezmg-point);  but  it  is  possible  to  preserve 
substances  in  the  liquid  state  at  lower  temperatures.  Liquids  thus 
cooled  below  their  so-called  freezing-points  have,  however,  if  we  may 
so  say,  a  tendency  to  freeze,  which  is  only  kept  in  check  by  the  diffi- 
culty of  making  a  commen^cement  K  freezing  once  begins,  or  if 
ever  so  small  a  piece  of  the  same  substance  in  the  frozen  state  be 
allowed  to  come  in  contact  with  the  liquid,  congelation  will  quickly 
extend  until  there  is  none  of  the  liquid  left  at  a  temperature  below 
that  of  fusion.  The  condition  of  a  liquid  cooled  below  its  freezing- 
point  has  been  aptly  compared  to  that  of  a  row  of  bricks  set  on  end 
in  such  a  manner  that  ii  the  first  be  overturned,  it  will  cause  all  the 
rest  to  fall,  each  one  overturning  its  successor. 

The  contact  of  its  own  solid  infallibly  produces  congelation  in  a 
liquid  in  this  condition,  and  the  same  effect  may  often  be  produced 
by  the  contact  of  some  other  solid,  especially  of  a  crystal,  or  by  giving 
a  slight  jar  to  the  containing  vessel. 

Despretz  has  cooled  water  to  -20**  C.  in  fine  capillary  tubes,  with- 
out freezing,  and  Duf our  has  obtained  a  similar  result  by  suspending 
globules  of  water  in  a  liquid  of  the  same  specific  gravity  with  which 
it  would  not  mix,  this  liquid  being  one  which  had  a  very  low  freez- 
ing-point. 

356.  Heat  set  free  in  Congelation. — At  the  moment  when  congela- 
tion takes  place,  the  thermometer  immediately  rises  to  the  tempera- 
ture of  the  melting-point.  This  may  be  easily  shown  by  experiment. 
A  small  glass  vessel  is  taken,  containing  water,  in  which  a  mercurial 
thermometer  is  plunged.  By  means  of  a  frigorific  mixture  the  tem- 
perature is  easily  lowered  to  -10**  or  -12**,  without  the  water  freez- 
ing; a  slight  shock  is  then  given  to  the  glass,  congelation  takes  place, 
and  the  mercury  rises  to  0**. 

The  quantity  of  ice  that  will  be  formed  when  congelation  sets  in, 
in  water  which  has  been  cooled  below  the  freezing-point,  may  be 
computed — very  approximately  at  least — in  the  following  way: — 

Suppose  we  have  unit  mass  of  water  at  the  temperature  —f,  and 
when  congelation  sets  in  suppose  that  it  yields  a  mass  x  of  ice  and 
a  mass  1  —a:  of  water,  both  at  0**. 

To  melt  this  ice  and  bring  the  whole  mass  to  the  state  of  water  at 
0**  would  require  the  addition  of  79*25  x  units  of  heat;  but  to  bring 
the  whole  mass  of  water  from  —  ^  to  O*"  would  require  t  units  of  heat. 
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These  two  quantities  of  heat  must  be  the  same,  subject  to  a  pos- 
sible correction  which  will  be  discussed  in  the  chapter  on  thermo- 
dynamics.   Hence  we  may  write 

79'25x=t;  «=79^5- 

Whatever  the  original  quality  of  water  may  be,  this  value  of  x  ex- 
presses the  fraction  of  it  which  will  be  converted  into  ice. 

SS7.  CryBtallization. — When  the  passage  from  the  liquid  to  the 
solid  state  is  a  gradual  one,  it  frequently  happens  that  the  molecules 
group  themselves  in  such  a  manner  as  to  present  regular  geometric 
forms.  This  process  is  called  crystallization,  and  the  regular  bodies 
thus  formed  are  called  crystals.  The  particular  crystalline  form 
assumed  depends  upon  the  substance,  and  often  affords  a  means  of 
recognizing  it.  The  forms,  therefore,  in  which  bodies  crystallize 
are  among  their  most  important  characteristics,  and  are  to  some 
extent  analogous  to  the  shapes  of  animals  and  plants  in  the  organic 
world. 

In  order  to  make  a  body  crystallize  in  solidifying,  the  following 
method  is  employed.  Suppose  the  given  body  to  be  bismuth;  the 
first  step  is  to  melt  it,  and  then  leave  it  to  itself  for  a  time.  The 
metal  begins  to  solidify  first  at  the  surface  and  at  the  sides,  where  it 
is  most  directly  exposed  to  cooling  influences  from  without;  accord- 
ingly, when  the  outer  layer  of  the  metal  is  solidified,  the  interior  is 
still  in  the  liquid  state.  If  the  upper  crust  be  now  removed,  and  the 
liquid  bismuth  poured  off,  the  sides  of  the  vessel  will  be  seen  to  be 
covered  with  a  number  of  beautiful  crystals. 

If  the  metal  were  allowed  to  stand  too  long,  the  entire  mass  would 
become  solid,  the  different  crystals  would  unite,  and  no  regularity  of 
structure  would  be  observable. 

868.  Flowers  of  Ice.^ — The  tendency  of  ice  to  assume  a  crystalline 
form  is  seen  in  the  fern-leaf  patterns  which  appear  on  the  windows 
in  winter,  caused  by  the  congealing  of  moisture  on  them,  and  still 
more  distinctly  in  the  symmetrical  forms  of  snow-flakes  (see  Chap, 
xxxiv.).  In  a  block  of  ice,  however,  this  crystalline  structure  does 
not  show  itself,  owing  to  the  closeness  with  which  the  crystals  fit 
into  each  other,  so  that  a  mass  of  this  substance  appears  almost  com- 
pletely aTnorphous.  Tyndall,  however,  in  a  very  interesting  experi- 
ment, has  succeeded  in  gradually  decryataUizing  ice,  if  we  may  use 
the  expression,  and  thus  exhibiting  the  crystalline  elements  of  which 
it  is  composed.    The  experiment  consists  in  causing  a  pencil  of  solar 
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Fig.  225.— Flowers  of  Ice  projected  on  a  Screen. 

rays  to  fall  perpendicular  to  the  surfaces  of  congelation  on  a  sheet  of 

ice,  such  as  is  na- 
turally formed  up- 
on the  surface  of 
water  in  winter. 
A  lens  placed  be- 
hind the  ice  (Fig. 
225)  serves  to  pro- 
ject upon  a  screen 
the  image  of  what 
is  found  in  the  in- 
terior of  the  block. 
The  successive  ap- 
pearances observ- 
ed upon  the  screen 
are  shown  in  Fig. 
226.  A  small  lu- 
minous circle  is 
first  seen,  from 
which  branch  out 
rays,  resembling 
the  petals  of  a 
flower  whose  pistil 
is  the  circle.  Fre- 
quent changes  also 
occur  in  the  shape 
of  the  branches 
themselves,  which 
are  often  cut  so  as 

Fig.22a-FlowenofIce.  to  resemble    fern- 
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leaves,  like  those  seen  upon  the  windows  during  frost.  In  this 
experiment,  the  solar  heat,  instead  of  uniformly  melting  the  mass  of 
ice,  which  it  would  certainly  do  if  the  mass  were  amorphous,  acts 
successively  upon  the  diflferent  crystals  of  which  it  is  built  up,  aflfect- 
ing  them  in  the  reverse  order  of  their  formation.  There  are  thus 
produced  a  number  of  spaces  of  regular  shape,  containing  water, 
and  producing  comparatively  dark  images  upon  the  screen.  In  the 
centre  of  each  there  is  generally  a  bright  spot,  which  corresponds 
to  an  empty  space,  depending  on  the  fact  that  the  water  occupies  a 
smaller  volume  than  the  ice  from  which  it  has  been  produced. 

SS9.  Bapersatoration. — ^The  proportion  of  solid  matter  whidi  a 
liquid  can  hold  in  solution  varies  according  to  the  temperature;  and 
as  a  general  rule,  though  not  by  any  means  in  all  cases,  it  increases 
as  the  temperature  rises.  Hence  it  follows,  that  if  a  saturated  solu- 
tion be  left  to  itself,  the  eflfect  of  evaporation  or  cooling  will  be 
gradually  to  diminish  the  quantity  of  matter  which  can  be  held  in 
solution.  A  portion  of  the  dissolved  substance  will  accordingly  pass 
into  the  solid  state,  assuming  generally  a  crystalline  form.  This  is 
an  exceedingly  com- 
mon method  of  ob- 
taining crystals,  and 
is  known  as  the  hvr- 
mid  way. 

In  connection  with 
this  process  a  pheno- 
menon occurs  which 
is  precisely  analogous 
to  the  cooling  of  a 
liquid  below  its  freez- 
ing-point. It  may  be 
exemplified  by  the 
following  experiment. 

A  tube  -drawn  out 
at  one  end  (Fig.  227) 
is  filled  with  a  warm 
concentrated  solution 
of  sulphate  of  soda 
The  solution  is  boiled, 
and  while  ebullition  is  proceeding  freely,  the  tube  is  hermetically 
sealed;  by  this  means  the  tube  is  exhausted  of  air.   The  solution  when 


Fig.  227.— Preparation  of  Supersaturated  Solution  oi 
Sulphate  of  Soda. 
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left  to  itself  cools  without  the  solid  being  precipitated,  although  the 
liquid  18  aupersaturated.  But  if  the  end  of  the  tube  be  broken  oflf, 
and  the  air  allowed  to  enter,  crystallization  immediately  commences 
at  the  surface,  and  is  quickly  propagated  through  the  whole  length 
of  the  tube;  at  the  same  time,  as  we  should  expect,  a  considerable 
rise  of  temperature  is  observed.  If  the  phenomenon  does  not  at  once 
occur  on  the  admission  of  the  air,  it  can  be  produced  with  certainty 
by  throwing  a  small  piece  of  the  solid  sulphate  into  the  solution. 

860.  Change  of  Volame  at  the  Moment  of  Congelation.  Expansive 
Force  of  Ice. — In  passing  from  the  liquid  to  the  solid  state,  bodies 
generally  undergo  a  diminution  of  volume;  there  are,  however, 
exceptions,  such  as  ice,  bismuth,  and  cast-iron.  It  is  this  property 
which  renders  this  latter  substance  so  well  adapted  for  the  purposes 
of  moulding,  as  it  enables  the  metal  to  penetrate  completely  into 


Fig.  228.— Bunting  of  Iron  Tube  by  Expansion  of  Water  in  Freezing. 

every  part  of  the  mould.     The  expansion  of  ice  is  considerable, 
amounting  to  about  -^'y  its  production  is  attended  by  enormous 


Fig.  229.— Experiment  qf  Major  Williama. 

mechanical  force,  just  as  in  the  analogous  case  of  expansion  by  heat. 
Its  effect  in  bursting  water-pipes  is  well  known.  The  following 
experiment  illustrates  this  expansive  force.  A  tube  of  forged  iron 
(Fig.  228)  is  filled  with  water,  and  tightly  closed  by  a  screw-stopper. 
The  tube  is  then  surrounded  with  a  freezing-mixture  of  snow  and 
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salt.  After  some  time  the  water  congeals,  a  loud  report  is  often 
heard,  and  the  tube  is  found  to  be  rent. 

The  following  experiment,  performed  by  Major  Williams  at  Quebec, 
is  still  more  striking.  He  filled  a  12-inch  shell  with  water  and  closed 
it  with  a  wooden  stopper,  driven  in  with  a  mallet.  The  shell  was 
then  exposed  to  the  air,  the  temperature  being  —28**  C.  (—18°  F.). 
The  water  froze,  and  the  bung  was  projected  to  a  distance  of  more 
than  100  yards,  while  a  cylinder  of  ice  of  about  8  inches  in  length 
was  protruded  from  the  hole.  In  another  experiment  the  shell  split 
in  halves,  and  a  sheet  of  ice  issued  from  the  rent  (Fig.  229). 

It  is  the  expansion  and  consequent  lightness  of  ice  which  enables 
it  to  float  upon  the  surface  of  water,  and  thus  aflbrd  a  protection  to 
animal  life  below. 

861.  Effect  of  PresBure  on  the  Melting-point. — Professor  James 
Thomson  was  led  by  theoretical  considerations  to  the  conclusion  that, 
in  the  case  of  a  substance  which,  like  water,  expands  in  solidifying, 
the  freezing  (or  melting)  point  must  of  necessity  be  lowered  by  pres- 
sure, and  that  a  mixture  of  ice  and  ice-cold  water  would  fall  in 
temperature  on  the  application  of  pressure.  His  reasoning^  consisted 
in  showing  that  it  would  otherwise  be  possible  (theoretically  at  least) 
to  construct  a  machine  which  should  be  a  perpetual  source  of  work 
without  supply;  that  is,  what  is  commonly  called  a  perpetual  motion. 

The  matter  was  shortly  afterwards  put  to  the  test  of  experiment 
by  Professor  (now  Sir)  W.  Thomson,  who  compressed,  in  an  CErsted  s 
piezometer,  a  mixture  of  ice  and  water,  in  which  was  inserted  a  very 
delicate  thermometer  protected  from  pressure  in  the  same  manner 
as  the  instrument  represented  in  Fig.  195  (§  287).  The  thermometer 
showed  a  regular  fall  of  temperature  as  pressure  was  applied,  followed 
by  a  return  to  0°  C.  on  removing  the  pressure.  Pressures  of  8*1  and 
16*8  atmospheres  (in  excess  of  atmospheric  pressure)  lowered  the 
freezing-point  by  '106  and  '232  of  a  degree  Fahr.  respectively  as  in- 
dicated by  the  thermometer,  results  which  agree  almost  exactly  with 
Prof.  J.  Thomson's  prediction  of  -0075  of  a  degree  Cent.,  or  '0135  of 
a  degree  Fahr.  per  atmosphere. 

Mousson  has  since  succeeded  in  reducing  the  melting-point  several 
degrees  by  means  of  enormous  pressure.  He  employed  two  forms  of 
apparatus,  by  the  first  of  which  he  melted  ice  at  the  temperature 
of  —  5**  C,  and  kept  the  water  thus  produced  for  a  considerable  time 

*  Transactiont  Royal  Society ^  Edinburgh,  January,  1849. — Cambridge  and  Dublin 
Math,  JoumaL     November,  1850. 
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at  this  temperature.  This  apparatus  had  windows  (consisting  of 
blocks  of  glass)  in  its  sides,  through  which  the  melting  of  the  ice 
was  seen.  His  second  form  of  apparatus,  which  bore 
a  general  resemblance  to  the  first,  is  represented  in  the 
annexed  figure.  It  consisted  of  a  steel  prism  with  a 
cylindrical  bore,  having  one  of  its  extremities  closed 
by  a  conical  stopper  strongly  screwed  in,  the  rest  of 
the  bore  being  traversed  by  a  screw-piston  of  steeL 
The  apparatus  was  inverted,  and  nearly  filled  with 
j^[^^  water  recently  boiled,  into  which  a  piece  of  copper  was 
Mouason'B  dropped,  to  serve  as  an  index.  The  apparatus,  still 
remaining  in  the  inverted  position,  was  surrounded  by 
a  freezing-mixture,  by  means  of  which  ihe  water  was  reduced  to  ice 
at  the  temperature  of  —18°  0.  The  stopper  was  then  screwed  into 
its  place,  and  the  apparatus  placed  in  the  erect  position.  The  piston 
was  then  screwed  down  upon  the  ice  with  great  force,  the  pressure 
exerted  being  estimated  in  some  of  the  experiments  at  several  thou- 
sand atmospheres.  The  pressure  was  then  relaxed,  and,  on  removing 
the  stopper,  the  copper  index  was  found  to  have  fallen  to  the  bottom 
of  the  bore,  showing  that  the  ice  had  been  liquefied. 

Experiments  conducted  by  Bunsen  and  Hopkins  have  shown  that 
wax,  spermaceti,  sulphur,  stearin,  and  paraffin — substances  which, 
unlike  ice,  expand  in  melting — have  their  melting  points  raised  by 
pressure,  a  result  which  had  been  predicted  by  Professor  W. 
Thomson. 

862.  Effect  of  Stress  in  general  upon  Melting  and  Solution. — In 
the  experiments  above  described,  the  pressure  applied  was  hydro- 
statical,  and  was  therefore  equal  in  all  directions.  But  a  solid  may 
be  exposed  to  pressure  in  one  direction  only,  or  to  pull  in  one  or  more 
directions,  or  it  may  be  subjected  to  shearing,  twisting,  or  bending 
forces,  all  these  being  included  under  the  general  name  of  stress. 

Reasoning,  based  on  the  general  laws  of  energy,  leads  to  the  con- 
clusion that  stress  of  any  kind  other  than  hydrostatic,  applied  to  a 
solid,  must  lower  its  melting-point.  To  quote  Trof essor  J.  Thomson 
(Proc,  Roy.  Soc,  Dec.  1861),  "Any  stresses  whatever,  tending  to  change 
the  form  of  a  piece  of  ice  in  ice-cold  water,  must  impart  to  the  ice  a 
tendency  to  melt  away,  and  to  give  out  its  cold,  which  will  tend  to 
generate,  from  the  surrounding  water,  an  equivalent  quantity  of  ice 
free  from  the  applied  stresses,"  and  "stresses  tending  to  change  the 
form  of  any  crystals  in  the  saturated  solutions  from  which  they  have 
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been  crystallized  must  give  them  a  tendency  to  dissolve  away,  and 
to  generate,  in  substitution  for  themselves,  other  crystals  free  from 
the  applied  stresses  or  any  equivalent  stresses."^  This  conclusion  he 
verified  by  experiments  on  crystals  of  common  salt.  He  at  the  same 
time  suggested,  as  an  important  subject  for  investigation,  the  effect 
of  hydrostatic  pressure  on  the  crystallization  of  solutions,  a  subject 
which  was  afterwards  taken  up  experimentally  by  Sorby,  who  ob- 
tained effects  analogous  to  those  above  indicated  as  occurring  in  con- 
nection with  the  melting  of  ice  and  wax. 

868.  Bottomley'B  Experiment. — Mr.  J.  T.  Bottomley  has  devised  an 
instructive  experiment  on  the  effect  of  applying  stress  to  ice.  A 
block  of  ice  is  placed  on  two  supports  with  a  little  space  between 
them,  and  a  stout  copper  wire  with  heavy  weights  at  its  two  ends  is 
slung  across  it.  The  wire  gradually  makes  its  way  through  the 
block — occupying,  perhaps,  an  hour  or  two  in  its  passage — ^and  at 
last  drops  upon  the  floor;  but  the  block  is  not  cut  in  two;  the  cut 
which  the  wire  makes  is  filled  up  by  the  formation  of  fresh  ice  as 
fast  as  the  wire  advances.  The  pressure  of  the  wire  lowers  the 
melting-point  of  the  ice  in  front,  and  causes  it  to  melt  at  this  lowered 
melting-point.  The  wire  itself  acquires,  by  contact  with  the  melting 
ice,  a  temperature  below  zero,  and  the  escaping  water  freezes  at  the 
back  of  the  wire. 

864.  Begelation  of  Ice. — Faraday  in  1850  called  attention  to  the 
fact  that  pieces  of  moist  ice  placed  in  contact  with  one  another  will 
freeze  together  even  in  a  warm  atmosphere.  This  phenomenon,  to 
which  Tyndall  has  given  the  name  of  regelation,  admits  of  ready 
explanation  by  the  principles  just  enunciated.  Capillary  action  at 
the  boundaries  of  the  film  of  water  which  connects  the  pieces  placed 
in  contact,  produces  an  effect  equivalent  to  attraction  between  them, 
just  as  two  plates  of  clean  glass  with  a  film  of  water  between  them 
seem  to  adhere.  Ice  being  wetted  by  water,  the  boundary  of  the 
connecting  film  is  concave,  and  this  concavity  implies  a  diminution 
of  pressure  in  the  interior.  The  film,  therefore,  exerts  upon  the  ice 
a  pressure  less  than  atmospheric;  and  as  the  remote  sides  of  the 

*  Professor  Thomson  draws  these  inferences  from  the  following  principle,  which  appears 
axiomatic : — If  any  substance  or  system  of  substances  be  in  a  condition  in  which  it  is  free 
to  change  its  state  [as  ice,  for  example,  in  contact  with  water  at  0**  C,  is  free  to  melt],  and 
if  mechanical  forces  be  applied  to  it  in  such  a  way  that  the  occurrence  of  the  change  of 
state  will  make  it  lose  the  potential  energy  due  to  these  forces  without  receiving  other 
potentii4  energy  as  i^n  equivalent  j  then  the  substance  or  system  will  pass  i^^  the  changed 
Ptate. 
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blocks  are  exposed  to  atmospheric  pressure,  there  is  a  resultant  force 
urging  them  together  and  producing  stress  at  the  small  surface  of 
contact.  Melting  of  the  ice  therefore  occurs  at  the  places  of  contact, 
and  the  cold  thus  evolved  freezes  the  adjacent  portions  of  the  water 
film,  which,  being  at  less  than  atmospheric  pressure,  will  begin  to 
freeze  at  a  temperature  a  little  above  the  ordinary  freezing-point. 

As  regards  the  amount  of  the  force  urging  the  pieces  together,  if 
two  flat  pieces  of  ice  be  supported  with  their  faces  vertical,  and  if 
they  be  united  by  a  film  from  whose  lower  edge  water  trickles  away, 
the  hydrostatic  pressure  at  any  point  within  this  film  is  less  than 
atmospheric  by  an  amount  represented,  in  weight  of  water,  by  the 
height  of  this  point  above  the  part  from  which  water  trickles.  K, 
for  simplicity,  we  suppose  the  film  circular,  the  plates  will  be  pressed 
together  with  a  force  equal  to  the  weight  of  a  cylinder  of  water 
whose  base  is  the  film  and  whose  height  is  the  radius. 

866.  Apparent  Plasticity  of  Ice.  Motion  of  Glaciers. — ^A  glacier 
may  be  described  in  general  terms  as  a  mass  of  ice  deriving  its 
origin  from  mountain  snows,  and  extending  from  the  snow-fields 
along  channels  in  the  mountain  sides  to  the  valleys  beneath. 

The  first  accurate  observations  on  the  movements  of  glcbciers  were 
made  in  1842,  by  the  late  Professor  (afterwards  Principal)  J.  D. 
Forbes,  who  established  the  fact  that  glaciers  descend  along  their 
beds  with  a  motion  resembling  that  of  a  pailful  of  mortar  poured 
into  a  sloping  trough;  the  surface  moying  faster  than  the  bottom 
and  the  centre  faster  than  the  sides.  He  summed  up  his  view  by 
saying,  "A  glacier  is  an  imperfect  fluid,  or  a  viscous  body  which  is 
urged  down  slopes  of  a  certain  inclination  by  the  mutual  pressure  of 
its  parts." 

This  apparent  viscosity  is  explained  by  the  principles  of  §  362. 
According  to  these  principles  the  ice  should  melt  away  at  the  places 
where  stress  is  most  severe,  an  equivalent  quantity  of  ice  being 
formed  elsewhere.  The  ice  would  thus  gradually  yield  to  the  ap- 
plied forces,and  might  be  moulded  into  new  forms, without  undergoing 
rupture.  Breaches  of  continuity  might  be  produced  in  places  where 
the  stress  consisted  mainly  of  a  pull,  for  the  pull  would  lower  the 
freezing-point,  and  thus  indirectly  as  well  as  directly  tend  to  produce 
ruptures,  in  the  form  of  fissures  transverse  to  the  direction  of  most 
intense  pull.  The  effect  of  compression  in  any  direction  would,  on 
the  other  hand,  be,  not  to  crack  the  ice,  but  to  melt  a  portion  of  its 
interior  suflScient  to  relieve  the  pressure  in  the  particular  part  affected. 
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and  to  transfer  the  excess  of  material  to  neighbouring  parts,  which 
must  in  their  turn  give  way  in  the  same  gradual  manner. 

In  connection  with  this  explanation  it  is  to  be  observed  that  the 
temperature  of  a  glacier  is  always  about  0°  C,  and  that  its  structure 
is  eminently  porous  and  permeated  with  ice-cold  water.  These  are 
conditions  eminently  favourable  (the  former,  but  not  the  latter,  being 
essential)  to  the  production  of  changes  of  form  depending  on  the 
lowering  of  the  melting-point  by  stresses. 

This  explanation  is  due  to  Professor  J.  Thomson^  (British  Asaoci- 
tion  Report y  1857).  Professor  Tyndall  had  previously  attempted  to 
account  for  the  phenomena  of  glacier  motion  by  supposing  that  the 
ice  is  fractured  by  the  forces  to  which  it  is  subjected,  and  that  the 
broken  pieces,  after  being  pushed  into  their  new  positions,  are  united 
by  regelation.  In  support  of  this  view  he  performed  several  very 
interesting  and  novel  experiments  on  the  moulding  of  ice  by  pres- 


Flg.  28L— loe  Moulded  by  Freasan. 

sure,  such  as  striking  medals  of  ice  with  a  die,  and  producing  a  clear 
transparent  cake  of  ice  by  powerfully  compressing  broken  pieces  in 
a  boxwood  mould  (Fig.  231).  • 

Interesting  experiments  on  the  plasticity  of  ice  may  be  performed 
by  filling  an  iron  shell  with  water  and  placing  it  in  a  freezing-mix- 
ture, leaving  the  aperture  open.  As  the  water  freezes,  a  cylinder 
of  ice  will  be  gradually  protruded.     This  experiment  is  due  to  Mr. 


*  If  it  should  be  objected  that  the  lowering  of  the  melting-point  by  sti^ss  is  too  insigni- 
ficant to  produce  the  vast  effects  here  attributed  to  it,  the  answer  is  that,  when  ice  and 
water  are  present  together,  the  slightest  difference  is  stifficient  to  determine  which  portion 
of  the  water  shall  freeze,  or  which  portion  of  the  ice  shall  melt  In  default  of  a  more 
powerful  cause,  those  portions  of  ice  which  are  most  stressed  will  melt  first. 
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Christie.  Frincipal  Forbes  obtained  a  similar  result  by  using  a  very 
strong  glass  jar;  and  by  smearing  the  interior,  just  below  the  neck, 
with  colouring  matter,  he  demonstrated  that  the  external  layer  of 
ice  which  was  first  formed,  slid  along  the  glass  as  the  freezing  pro- 
ceeded, until  it  was  at  length  protruded  beyond  the  mouth. 

In  the  experiments  of  Major  Williams,  described  in  §  360,  it  is  pro- 
bable that  much  of  the  water  remained  unfrozen  until  its  pressure 
was  relieved  by  the  bursting  of  the  shells. 
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EVAPORATION  AND  CONDENSATION. 


}.  Transformation  into  the  State  of  Vapour. — The  majority  of 
liquids,  when  left  to  themselves  in  contact  with  the  atmosphere, 
gradually  pass  into  the  state  of  vapour  and  disappear.  This  pheno- 
menon occurs  much  more  rapidly  with  some  liquids  than  with  others, 
and  those  which  evaporate  most  readily  are  said  to  be  the  most 
volatile.  Thus,  if  a  drop  of  ether  be  let  fall  upon  any  substance,  it 
disappears  almost  instantaneously;  alcohol  also  evaporates  very 
quickly,  but  water  requires  a  much  longer  time  for  a  similar  trans- 
formation. The  change  is  in  all  cases  accelerated  by  an  increase  of 
temperature;  in  fact,  when  we  dry  a  body  before  the  fire,  we  are 
simply  availing  ourselves  of  this  property  of  heat  to  hasten  the 
evaporation  of  the  moisture  of  the  body.  Evaporation  may  also 
take  place  from  solids.  Thus  camphor,  iodine,  and  several  other 
substances  pass  directly  from  the  solid  to  the  gaseous  state,  and  we 
shall  see  hereafter  that  the  vapour  of  ice  can  be  detected  at  tem- 
peratures far  below  the  freezing-point. 

Evaporation,  unlike  fusion,  occurs  over  a  very  wide  range  of  tem- 
perature. There  appears,  however,  to  be  a  temperature  for  each 
substance,  below  which  evaporation,  if  it  exist  at  all,  is  insensible  to 
ordinary  tests.  This  is  the  case  with  mercury  at  0''  C,  and  with 
sulphuric  acid  at  ordinary  atmospheric  temperatures. 

867.  Vapour,  Gas. — The  words  gas  and  vapov/r  have  no  essential 
difference  of  meaning.  A  vapour  is  the  gas  into  which  a  liquid  is 
changed  by  evaporation.  Every  gas  is  probably  the  vapour  of  a 
liquid.  The  word  vapour  is  especially  applied  to  the  gaseous  con- 
dition of  bodies  which  are  usually  met  with  in  the  liquid  or  solid 
state,  as  water,  sulphur,  &c.;  while  the  word  gas  generally  denotes  a 
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body  which,  under  ordinary  conditions,  is  never  found  in  any  state 
but  the  gaseous. 

368.  Pressure  of  Vapours.  Maximum  Pressure  and  Density. — ^The 
characteristic  property  of  gases  is  the  elastic  force  ^  with  which  they 
tend  to  expand.  This  may  be  exemplified  in  the  case  of  vapours  by 
the  following  experiment. 

A  glass  globe  A  (Fig.  232)  is  fitted  with  a  metal  cap  provided  with 
two  openings,  one  of  which  can  be  made  to  communicate  with  a 
mercurial  manometer,  while  the  other  is  furnished  with  a  stop-cock  R. 
The  globe  is  first  exhausted  of  air  by  establishing  communication 
through  R  with  an  air-pump.  The  mercury  rises  in  the  left-hand 
and  falls  in  the  right-hand  branch  of  the  manometer;  the  final  dif- 
ference of  level  in  the  two  branches  differing  from  the  height  of  the 
barometer  only  by  the  very  small  quantity  representing  the  pressure 
of  the  air  left  behind  by  the  machine.  The  stop-cock  R  is  then 
closed,  and  a  second  stop-cock  R'  surmounted  by  a  funnel  is  fixed 
above  it.  The  hole  in  this  second  stop-cock,  instead  of  going  quite 
through  the  metal,  extends  only  half-way,  so  as  merely  to  form  a 
cavity.  This  cavity  serves  to  introduce  a  liquid  into  the  globe, 
without  any  communication  taking  place  between  the  globe  and  the 
external  air.  For  this  purpose  we  have  only  to  fill  the  funnel  with 
a  liquid,  to  open  the  cock  R,  and  to  turn  that  at  R'  backwards  and 
forwards  several  times.  It  will  be  found  that  after  the  introduction 
of  a  small  quantity  of  liquid  into  the  globe,  the  mercurial  column 
begins  to  descend  in  the  left  branch  of  the  manometer,  thus  in- 
dicating an  increase  of  elastic  force.  This  elastic  force  goes  on  in- 
creasing as  a  greater  quantity  of  liquid  is  introduced  into  the  globe; 
and  as  no  liquid  is  visible  in  the  globe,  we  must  infer  that  it  evapo- 
rates as  fast  as  it  is  introduced,  and  that  the  fall  of  the  mercurial 
column  is  caused  by  the  elastic  force  of  the  vapour  thus  formed. 

This  increase  of  pressure,  however,  doea  not  go  on  indefinitely. 
After  a  time  the  difference  of  level  in  the  two  branches  of  the  mano- 
meter ceases  to  increase,  and  a  little  of  the  unevaporated  liquid  may 
be  seen  in  the  globe,  which  increases  in  quantity  as  more  liquid  is 

*  The  terms  "pressure,"  "tension,"  and  "elastic  force"  are  often  used  interchangeably  to 
denote  the  stress  existing  in  a  vapour  or  gas.  "Tension"  is  the  ordinary  term  employed 
in  this  sense  in  French  books.  The  best  English  authorities  upon  elasticity,  however, 
employ  the  two  terms  "pressure"  and  "tension"  to  denote  two  opposite  things;  a  pressure 
is  a  push,  and  a  tension  is  a  pulL  Gases  and  vapours  cannot  pull,  they  can  only  push,  ajid 
they  are  constantly  pushing  in  all  directions;  hence  they  are  never  in  a  state  of  tentUm, 
but  are  always  in  a  state  of  pressure^ 
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introduced.  From  this  important  experiment  we  conclude  that  there 
is  a  limit  to  the  quantity  of  vapour  which  can  be  formed  at  a  given 
temperature  in  an  empty  space.  When  this  limit  is  reached,  the 
space  is  said  to  be  saturated,  and  the  vapour  then  contained  in  it  is 
at  maximum  pressure,  and  at  maodmuTa  density.    It  evidently  fol- 


Fig.  232.— Apparatus  for  studying  the  Fonnation  of  Vapours. 

lows  from  this  that  if  a  quantity  of  vapour  at  less  than  its  maximum 
density  be  inclosed  in  a  given  space,  and  then  compressed  at  constant 
temperature,  its  pressure  and  density  will  increase  at  first,  but  that 
after  a  time  a  point  will  be  reached  when  further  compression,  in- 
stead of  increasing  the  density  and  pressure  of  the  vapour,  will  only 
cause  some  of  it  to  pass  into  the  liquid  state.  This  last  result  may 
be  directly  verified  by  the  following  experiment.   A  barometric  tube 
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a  b  (Fig.  233)  is  filled  with  mercury,  with  the  exception  of  a  small 
space,  into  which  a  few  drops  of  ether  are  introduced,  care  having 
first  been  taken  to  expel  any  bubbles  of  air  which  may  have  remained 

adhering  to  the  mercury.  The  tube  is 
then  inverted  in  the  deep  bowl  MN,  when 
the  ether  ascends  to  the  surface  of  the 
mercury,  is  there  converted  into  vapour, 
and  produces  a  sensible  depression  of  the 
mercurial  column.  If  the  quantity  of 
ether  be  sufficiently  small,  and  if  the  tube 
be  kept  sufficiently  high,  no  liquid  will  be 
perceived  in  the  space  above  the  mercury; 
this  space,  in  fact,  is  not  saturated.  The 
pressure  of  the  vapour  which  occupies  it 
is  given  by  the  difference  between  the 
height  of  the  column  in  the  tube  and  of  a 
barometer  placed  beside  it.  If  the  tube 
be  gradually  lowered,  this  difference  will 
at  first  be  seen  to  increase,  that  is,  the 
pressure  of  the  vapour  of  ether  increases; 
but  if  we  continue  the  process,  a  portion 
of  liquid  ether  will  be  observed  to  collect 
above  the  mercury,  and  after  this,  if  we 
lower  the  tube  any  further,  the  height  of 
the  mercury  in  it  remains  invariable.  The 
only  effect  is  to  increase  the  quantity  of 
liquid  deposited  from  the  vapour.^ 

369.  Influence  of  Temperature  on  Maxi- 
mum Density  and  Pressure. — Returning 
now  to  the  apparatus  represented  in  Fig. 
232,  suppose  that  some  of  the  liquid  re- 
mains unevaporated  in  the  bottom  of  the 
globe,  and  let  the  globe  be  subjected  to  an  increase  of  temperature. 
An  increase  of  elastic  force  will  at  once  be  indicated  by  the  mano- 
meter, while  the  quantity  of  liquid  will  be  diminished.  The  maxi- 
mum pressure  of  a  vapour,  therefore,  and  also  its  maximum  density, 
increase  with  the  temperature;  and  consequently,  in  order  to  saturate 

^  Strictly  speakiiig,  there  wiU  be  a  slight  additional  depreesion  of  the  mercurial  cohimn 
due  to  the  weight  of  the  liquid  thus  deposited  on  its  summit;  but  this  effect  will  generally 
be  very  small,  owing  to  the  smallness  of  the  quantity  of  liquid. 
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Jig.  233.— Maximum  Tension  of 
Vapours. 
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a  given  space,  a  quantity  of  vapour  is  required  which  increases  with 
the  temperature. 

Vapour  which  is  at  less  than  the  maximum  density  is  called  Bf^'pefr- 
Jieated  vapour;  because  it  can  be  obtained  by  giving  heat  to  vapour 
at  maximum  density  at  a  lower  temperature. 

Fig.  234  is  a  graphical  representation  of  the  rate  at  which  the 
maximiun  density  of  aqueous  vapour  increases  with  the  temperature 
from  —20**  to  +35**  C.  Lengths  are  laid  off  on  the  base-line  AB,  to 
represent  temperatures,  and  ordinates  are  erected  at  every  fifth  de- 


^^ 


-10*  0»  ^HO*  -f2U«  +30- 

Fig.  2S4.— SaturatioD  at  different  Temperatares. 


gree,  proportional  to  the  masses  of  vapour  required  to  saturate  the 
same  space  at  different  temperatures.  The  curve  CD,  drawn  through 
the  extremities  of  these  ordinates,  is  the  curve  of  vapour-density  as 
a  function  of  temperature.  The  figures  on  the  right  hand  indicate 
the  niunber  of  grammes  of  vapour  required  to  saturate  a  cubic  metre. 

370.  Mixture  of  Gas  and  Vapour.  Dalton's  Laws. — ^The  experi- 
ments with  the  apparatus  of  Fig.  232  may  be  repeated  after  filling 
the  globe  with  dry  air,  or  any  other  dry  gas,  and  the  results  finally 
obtained  will  be  the  same  as  with  the  exhausted  globe.  If,  as  before, 
we  introduce  successive  small  quantities  of  a  liquid,  it  will  be  con- 
verted into  vapour,  and  the  pressure  will  go  on  increasing  till  satu- 
ration is  attained;  the  elastic  force  of  vapour  will  then  be  found  to 
be  exactly  the  same  as  in  the  case  of  the  vacuous  globe,  and  the 
quantity  of  liquid  evaporated  will  also  be  the  same. 

There  is,  however,  one  important  difference.  In  the  vacuum  the 
complete  evaporation  of  the  liquid  is  almost  instantaneous;  in  a  gas, 
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on  the  other  hand,  the  evaporation  and  consequent  increafie  of  pres- 
sure proceed  with  comparative  slowness;  and  the  difference  between 
the  two  cases  is  more  marked  in  proportion  as  the  pressure  of  the 
gas  is  greater. 

We  may  lay  down,  then,  the  two  following  laws  (called,  from  their 
discoverer,  Dal  ton's  laws)  for  the  mixture  of  a  vapour  with  a  gas: — 

1.  The  mass  of  vapov/r  which  com  be  contained  in  a  given  apace 
is  the  same  whether  this  space  he  empty  or  filled  with  gas, 

2.  When  a  gas  is  saturated  with  vapour,  the  actual  pressure  of  the 
mixture  is  the  sum  of  the  pressures  due  to  the  gas  and  vapK)ur  sepa- 
rately; that  is  to  say,  it  is  equal  to  the  pressure  which  the  gas  would 
exert  if  it  alone  occupied  the  whole  space,  plus  the  maximum,  prres- 
sv/re  of  vapour  for  the  temperature  of  the  Tnixture. 

This  second  law  evidently  comes  imder  the  general  rule  for  deter- 
mining the  pressure  of  a  mixture  of  gases  (§  227);  and  the  same  rule 
applies  to  a  mixture  of  gas  and  vapour  when  the  quantity  of  the 
latter  falls  short  of  saturation.  Each  element  in  a  mixture  of  gases 
and  vapours  exerts  the  same  pressure  on  the  walls  of  £he  containing 
vessel  as  it  would  exert  if  the  other  elements  were  removed. 

It  is  doubtful,  however,  whether  these  laws  are  rigorously  true. 
It  would  rather  appear  from  some  of  Regnault*s  experiments,  that 
the  quantity  of  vapour  taken  up  in  a  given  space  is  slightly,  though 
almost  insensibly,  diminished,  as  the  density  of  the  gas  which  oc- 
cupies the  space  is  increased. 

871.  Liquefaction  of  Oases. — When  vapour-  exists  in  the  state  of 
saturation,  any  diminution  in  the  volume  must,  if  the  temperature 
is  preserved  constant,  involve  the  liquefaction  of  as  much  of  the 
vapour  as  would  occupy  the  difference  of  volumes;  and  the  vapour 
which  remains  will  still  be  at  the  original  density  and  tension.  A 
vapour  existing  by  itself  may  therefore  be  completely  liquefied  by 
subjecting  it  to  a  pressure  exceeding,  by  ever  so  slight  an  amount, 
the  maximum  tension  corresponding  to  the  temperature,  provided 
that  the  containing  vessel  is  prevented  from  rising  in  temperature. 

Again,  if  a  vapour  at  saturation  be  subjected  to  a  fall  of  tem- 
perature, while  its  volume  remains  imchanged,  a  portion  of  it  must 
be  liquefied  corresponding  to  the  difference  between  the  density  of 
saturation  at  the  higher  and  at  the  lower  temperature.  This  opera- 
tion will  obviously  diminish  the  pressure,  since  this  will  now  be  the 
maximum  pressure  corresponding  to  the  lower  instead  of  to  the 
higher  temperature. 
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Fig.  2S5.—Liquef action  of  Sulphurous  Add. 


There  are  therefore  two  distinct  means  of  liquefying  a  vapour — 
increase  of  pressure,  and  lowering  of  temperature.    Thej  are  em- 
ployed sometimes  separ- 
ately, and  sometimes  in 
conjunction. 

Fig.  235  represents  the 
apparatus  usually  em- 
ployed for  obtaining  sul- 
phurous acid  in  the  liquid 
state.  The  gas,  which  is 
generated  in  a  glass  globe, 
passes  first  into  a  washing- 
bottle,  then  through  a  dry- 
ing-tube, and  finally  into  a  tube  surrounded  with  a  freezing-mixture 
of  snow  and  salt. 

Pouillet's  apparatus,  described  in  §  220,  serves  to  liquefy  most 
gases  by  means  of  compression. 

In  order  to  ascertain  the  pressures  at  which  liquefaction  takes 
place,  or,  in  other  words,  the  maximum  pressures  of  gases,  one  of  the 
tubes  in  that  apparatus  is  replaced  by  a  shorter  tube,  containing 
atmospheric  air,  and 
serving  as  a  mano- 
meter. 

By  this  means  Pou- 
illet  found  that,  at 
the  temperature  of 
10°  C,  sulphurous 
acid  is  liquefied  by  a 
pressure  of  2^  atmo- 
spheres, nitrous  oxide 
by  a  pressure  of  43, 
and  carbonic  acid  by 
a  pressure  of  45  at- 
mospheres. 

872.  Faraday's  Me- 
tkod. — Faraday,  who 
was  the  first  to  con- 
duct methodical  ex- 
periments on  the  liquefaction  of  gases,  employed,  in  the  first 
instance,  the  simple  apparatus  represented  in  Fig.  236.     It  con- 


Fig.  2S6w— Faraday'B  Apparatua. 
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sists  of  a  very  strong  bent  glass  tube,  one  end  of  which  contains 
ingredients  which  evolve  the  gas  on  the  application  of  heat,  while 
the  other  is  immersed  in  a  freezing-mixture.  The  pressure  produced 
by  the  evolution  of  the  gas  in  large  quantity  in  a  confined  space, 
combines  with  the  cold  of  the  freezing-mixture  to  produce  liquefaxj- 
tion  of  the  gas,  and  the  liquid  accordingly  collects  in  the  cold  end  of 
the  tube. 

Thilorier,  about  the  year  1834,  invented  the  apparatus  represented 
in  Fig.  237,  which  is  based  on  this  method  of  Faraday,  and  is  in- 
tended for  liquefying  carbonic  acid  gas.  This  operation  requires  the 
enormous  pressure  of  about  fifty  atmospheres  at  ordinary  tempera- 
tures. I£  a  slight  rise  of  temperature  occur  from  the  chemical  actions 
attending  the  production  of  the  gas,  a  pressiire  of  75  or  80  atmo- 
spheres may  not  improbably  be  required.  Hence  great  care  is  neces- 
sary in  testing  the  strength  of  the  metal  employed  in  the  construc- 
tion of  the  apparatus.  It  was  formerly  made  of  cast-iron,  and 
strengthened  by  wrought-iron  hoops;  but  the  construction  has  since 
been  changed  on  account  of  a  terrible  explosion,  which  cost  the  life 
of  one  of  the  operators.  At  present  the  vessels  are  formed  of  three 
parts;  the  inner  one  of  lead,  the  next  e,  which  completely  envelops 
this,  of  copper,  and  finally,  the  hoops  //  of  wrought  iron  (Fig.  237), 
which  bind  the  whole  together.  The  apparatus  consists  of  two  dis- 
tinct reservoirs.  In  the  generator  C  is  placed  bicarbonate  of  soda, 
and  a  vertical  tube  a,  open  at  top,  containing  sulphuric  acid.  By 
imparting  an  oscillatory  movement  to  the  vessel  about  the  two  pivots 
which  support  it  near  the  middle,  the  sulphuric  acid  is  gradually 
discharged,  and  the  carbonic  acid  is  evolved,  and  becomes  liquid  in 
the  interior.  The  generator  is  then  connected  with  the  condenser  C 
by  the  tube  t,  and  the  stop-cocks  R  and  R'  are  opened.  As  soon  as 
the  two  vessels  are  in  communication,  the  liquid  carbonic  acid  passes 
into  the  condenser,  which  is  at  a  lower  temperature  than  the  gene- 
rator, and  represents  the  cold  branch  of  Faraday's  apparatus.  The 
generator  can  then  be  disconnected  and  recharged,  and  thus  several 
pints  of  liquid  carbonic  acid  may  be  obtained. 

In  the  foregoing  methods,  the  pressure  which  produces  liquefaction 
is  furnished  by  the  evolution  of  the  gas  itself. 

In  some  other  forms  of  apparatus  the  pressure  is  obtained  by  the 
use  of  one  or  more  compression-pumps,  which  force  the  gas  from  the 
vessel  in  which  it  is  generated  into  a  second  vessel,  which  is  kept 
cool  either  by  ice  or  a  freezing-mixture.   The  apparatus  of  this  kind 
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which  is  most  extensively  used  is  that  devised  by  Bianehi.  It 
consists  of  a  compression-pump  driven  by  a  crank  furnished  with  a 
fly-wheel,  and  turned  by  hand. 

Faraday,  in  his  later  experiments,  employed  two  pumps,  the  first 


Fig.  237.— Thilorier's  Apparatna 

having  a  piston  of  an  inch,  and  the  second  of  only  half  an  inch  dia- 
meter. The  first  pump  in  the  earlier  stage  of  the  operation  forced 
the  gas  through  the  second  into  the  receiver.  In  the  later  stage  the 
second  pump  was  also  worked,  so  as  to  force  the  gas  already  con- 
densed to  10,  15,  or  20  atmospheres  into  the  receiver  at  a  much 
higher  pressure.  The  receiver  was  a  tube  of  green  bottle-glass,  and 
was  immersed  in  a  very  intense  freezing-mixture,  consisting  of  solid 
carbonic  acid  and  ether,  the  cooling  eflTect  being  sometimes  increased 
by  exhausting  the  air  and  vapour  from  the  vessel  containing  the 
freezing-mixture,  so  as  to  promote  more  rapid  evaporation. 

378.  Latent  Heat  of  Vaporization.  Cold  produced  by  Evaporation. — 
The  passage  from  the  liquid  to  the  gaseous  state  is  accompanied  by 
the  disappearance  of  a  large  quantity  of  heat.  Whenever  a  liquid 
evaporates  without  the  application  of  heat,  a  depression  of  tempera- 
ture occurs.  Thus,  for  instance,  if  any  portion  of  the  skin  be  kept 
moist  with  alcohol  or  ether,  a  decided  sensation  of  cold  is  felt.   Water 
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produces  the  same  effect  in  a  smaller  degree,  because  it  evaporates 
less  rapidly. 

The  heat  which  thus  disappears  in  virtue  of  the  passage  of  a  liquid 
into  the  gaseous  condition,  is  called  the  latent  heat  of  vaporization. 
Its  amount  varies  according  to  the  temperature  at  which  the  change 
is  effected,  and  it  is  exactly  restored  when  the  vapour  returns  to  the 
liquid  form,  provided  that  both  changes  have  been  effected  at  the 
same  temperature.  Its  amount  for  vapour  of  water  at  the  tempera- 
ture 100**  C.  is  536**;  that  is  to  say,  the  quantity  of  heat  which  dis- 
appears in  the  evaporation  of  a  pound  of  water  at  this  temperature, 
and  which  reappears  in  the  condensation  of  a  pound  of  steam  at  the 
same  temperature,  would  be  sufficient  to  raise  the  temperature  of  536 
pounds  of  water  from  0®  to  1**. 

The  latent  heat  of  vaporization  plays  an  important  part  in  the 
heating  of  buildings  by  steam.  A  pound  of  steam  at  100°,  in  becom- 
ing reduced  to  water  at  30**,  gives  out  as  much  heat  as  about  8|  lbs. 
of  water  at  100**  in  cooling  down  to  the  same  temperature. 

874.  Leslie's  Experiment. — Water  can  be  easily  frozen  by  the  cold 
resulting  from   its   own  evaporation,  as 
was  first  shown  by  Leslie  in  a  celebrated 
experiment.    A  small  capsule  (Fig.  238) 
of  copper  is  taken,   containing  a  little 
water,  and  is  placed  above  a  vessel  con- 
taining strong  sulphuric  acid.    The  whole 
is  placed  under  the  receiver  of  an  air- 
pump,   which   is   then   exhausted.     The 
water  evaporates  with  great  rapidity,  the 
vapour  being  absorbed  by  the  sulphuric 
acid  as  fast  as  it  is  formed,  and  ice  soon 
begins   to   appear  on  the  surface.     The 
experiment  is,  however,  rather  difficult  to 
perform   successfully.     This  arises  from 
various  causes. 
In  the  first  place,  the  vapour  of  water  which  occupies  the  upper 
part  of  the  receiver  is  only  imperfectly  absorbed;  and,  in  the  second 
place,  as  the  upper  layer  of  the  acid  becomes  diluted  by  absorbing 
the  vapour,  its  affinity  for  water  rapidly  diminishes. 

These  obstacles  have  been  removed  by  an  apparatus  invented  by 
M.  Carr^,  which  enables  us  to  obtain  a  considerable  mass  of  ice  in  a 
few  minutes.     It  consists  (Fig.  239)  of  a  leaden  reservoir  containing 


Ffg.  23&— Leslie's  Experiment 
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sulphuric  acid  At  one  exiaremity  is  a  vertical  tube,  the  end  of  which 
fa  bent  over  and  connected  with  a  flask  containing  water.  The  other 
extremity  of  the  reservoir  communicates  with  asi  air-pump,  to  the 


Fig.  288.=rCaiT^'B  Apparatus  for  freezing  by  Sulphuric  Acid. 

handle  of  which  is  fitted  a  metallic  rod,  which  drives  an  agitator 
immersed  in  the  acid.  By  thfa  means  the  surface  of  the  acid  is  con- 
tinually renewed,  absorption  takes  place  with  regularity,  and  the 
water  fa  rapidly  frozen. 

876.  Cryophoms. — WoUaston's  cryophorus  (Fig.  240)  consfats  of  a 
bent  tube  with  a  bulb  at  each  end.  It  fa  partly  filled  with  water, 
and  hermetically  sealed  while  the  liquid  fa  in  ebullition,  thus  expel- 
ling the  air. 
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When  an  experiment  is  to  be  made,  all  the  liquid  is  passed  into 
the  bulb  B,  and  the  bulb  A  is  plunged  into  a  freezing-mixture,  or 

into  pounded  ice.  The  cold  condenses 
the  vapour  in  A,  and  thus  produces 
rapid  evaporation  of  the  water  in  B. 
In  a  short  time  needles  of  ice  appear 
on  the  surface  of  the  liquid. 

876.  Freesing  of  Water  by  the  Eva- 
poration of  Ether. — Water  is  poured 
into  a  glass  tube  dipped  into  ether, 
which  is  contained  in  a  glass  vessel 
for  the  purpose  (Fig.  241).  By  means 
of  a  pair  of  bellows  a  current  of  air  is 
made  to  pass  through  the  ether;  eva- 
poration is  quickly  produced,  and  at 

*  i«.  24o.-cryopiioni«  ^^^  ^^^  ^^  ^  '^^  miuutcs  the  water  in 

the  tube  is  frozen. 
K,  instead  of  promoting  evaporation  of  the  ether  by  means  of  a 


ilg.  241.— l-Yeeziiig  of  Water  by  Evaporation  of  Ether. 

current  of  air,  the  vessel  were  placed  under  the  exhausted  receiver 
of  an  air-pump,  a  much  greater  fall  of  temperature  would  be  ob- 
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tained,  and  even  mercury  might  easily  be  frozen.  This  experiment, 
however,  is  injurious  to  the  pump,  owing  to  the  solvent  action  of  the 
ether  on  the  oil  with  which  the  valves  and  other  moving  parts  are 
lubricated. 

877.  Freezing  of  Mercury  by  means  of  Sulphurous  Acid« — Mercury 
may  be  frozen  by  means  of  liquid  sulphurous  acid,  which  is  much 
more  volatile  than  ether.  In  order  to  escape  the  suf- 
focating action  of  the  gas,  the  experiment  is  per- 
formed in  the  following  manner: — 

Into  a  glass  vessel  (Fig.  242)  are  poured  succes- 
sively mercury  and  liquid  sulphurous  acid.     The 
vessel  is  closed  by  an  india-rubber  stopper,  in  which 
two  glass  tubes  are  fitted.     One  of  these  dips  to  the 
bottom  of  the  sulphurous  acid,  and  is  connected  at 
its  outer  end  with  a  bladder  full  of  air.   Air  is  passed 
through  the  liquid  by  compressing  the  bladder,  and   Freezing ofMercmy 
escapes,  charged  with  vapour,  through  the  second      8j,phuj;^^l^e°4 ' 
opening,  which  is  fitted  with  an  india-rubber  tube 
leading  to  the  open  air.     Evaporation  proceeds  with  great  rapidity, 
and  the  mercury  soon  freezes. 

878.  Carre's  Ammoniacal  Apparatus. — The  apparatus  invented  some 
years  ago  by  M.  Carr^  for  making  ice  is  another  instance  of  the  ap- 


Fig.  242. 


Fig.  248. 


Carry's  Apparatus  for  Freezing  by  Ammonia. 


Fig.  244. 


plication  of  cold  produced  by  evaporation.  It  consists  (Figs.  243  and 
244)  of  two  parts,  a  boiler  and  a  cooler.  The  boiler  is  of  wrought 
iron,  and  is  so  constructed  as  to  give  a  very  large  heating  surface. 
It  is  three-quarters  filled  with  a  saturated  solution  of  ammonia, 
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which  contains  from  six  to  seven  hundred  times  its  volume  of  gas. 
The  cooler  is  of  an  annular  form,  and  in  the  central  space  is  placed 
a  vessel  containing  the  water  to  be  frozen.  In  the  sides  of  the  cooler 
are  a  number  of  small  ceUs,  the  object  of  which  is  to  increase  its 
surface  of  contact  with  the  water  in  which  it  is  immersed. 

In  the  first  part  of  the  experiment,  which  is  represented  in  the 
figure,  the  boiler  is  placed  upon  a  fire,  and  the  temperature  raised  to 
130°,  while  the  cooler  is  surrounded  with  cold  water.  Ammoniacal 
gas  is  given  oflF,  passes  into  the  cooler  by  the  valve  «  opening  up- 
wards, and  is  condensed  in  the  numerous  cells  above  mentioned. 
This  first  part  of  the  operation,  in  the  small  machines  for  domestic 
use,  occupies  about  three-quarters  of  an  hour.  In  the  second  part  of 
the  operation,  the  cylindrical  vessel  containing  the  water  to  be  frozen 
is  placed  in  the  central  space ;  the  cooler  is  surrounded  with  an  envelope 
of  felt,  which  is  a  very  bad  conductor  of  heat,  and  the  boiler  is  im- 
mersed in  cold  water.  The  water  in  the  boiler,  as  it  cools,  is  able 
again  to  receive  and  dissolve  the  gas,  which  enters  by  the  valve  8  of 
the  bent  siphon-shaped  tube.  The  liquid  ammonia  in  the  cooler 
accordingly  evaporates  with  great  rapidity,  producing  a  fall  of  tem- 
perature which  freezes  the  water  in  the  inclosed  vessel. 

879.  Solidification  of  Carbonic  Add. — When  a  small  orifice  is  opened 
in  a  vessel  containing  liquid  carbonic  acid,  evaporation  proceeds  so 
rapidly  that  the  cold  resulting  from  it  freezes  a  portion  of  tlie  vapour, 
which  takes  the  form  of  fine  snow,  and  may  be  collected  in  consider- 
able quantity. 

This  carbonic  acid  snow,  which  was  first  obtained  by  Thilorier,  is 
readily  dissolved  by  ether,  and  forms  with  it  one  of  the  most  intense 
freezing-mixtures  known.  By  immersing  tubes  containing  liquefied 
gases  in  this  mixture,  Faraday  succeeded  in  reducing  several  of  them, 
including  carbonic  acid,  cyanogen,  and  nitrous  oxide,  to  the  form  of 
clear  transparent  ice,  the  fall  of  temperature  being  aided,  in  some  of 
his  experiments,  by  employing  an  air-pump  to  promote  more  rapid 
evaporation  of  carbonic  acid  from  the  mixture.  By  the  latter  pro- 
cess he  was  enabled  to  obtain  a  temperature  of  —166**  F.  (—110°  C.) 
as  indicated  by  an  alcohol  thermometer,  the  alcohol  itself  being  re- 
duced to  the  consistence  of  oil.  Despretz,  by  means  of  the  cold 
produced  by  a  mixture  of  solid  carbonic  acid,  liquid  nitrous  oxide, 
and  ether,  rendered  alcohol  so  viscid  that  it  did  not  run  out  when 
the  vessel  which  contained  it  was  inverted. 

880.  Continuity  of  the  Liquid  and  Oaseous  States.    Critical  Tem- 
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peratnre. — Remarkable  results  were  obtained  by  Cagniard  de  la  Tour^ 
by  heating  volatile  liquids  (alcohol,  petroleum,  and  sulphuric  ether) 
in  closed  tubes  of  great  strength,  and  of  capacity  about  double  the 
volume  of  the  inclosed  liquid.  At  certain  temperatures  (36°  C.  for 
alcohol,  and  42"*  for  ether)  the  liquid  suddenly  disappeared,  becoming 
apparently  converted  into  vapour. 

Drion,^  by  similar  experiments  upon  hydrochloric  ether,  hyponitric 
acid,  and  sulphurous  acid,  showed — 

1.  That  the  coeflBicients  of  apparent  expansion  of  these  liquids 
increase  rapidly  with  the  temperature. 

2.  That  they  become  equal  to  the  coeflScient  of  expansion  of  air, 
at  temperatures  much  lower  than  those  at  which  total  conversion 
into  vapour  occurs. 

3.  That  they  may  even  become  double  and  more  than  double  the 
coeflBicient  of  expansion  of  air;  for  example,  at  130°  C.  the  coefficient 
of  expansion  of  sulphurous  acid  was  '009571. 

Thilorier  had  previously  shown  that  the  expansion  of  liquid  car- 
bonic acid  between  the  temperatures  0°  and  30°  C.  is  four  times  as 
great  as  that  of  air. 

Drion  further  observed,  that  when  the  temperature  was  raised 
very  gradually  to  the  point  of  total  vaporization,  the  free  surface 
lost  its  definition,  and  was  replaced  by  a  nebulous  zone  without 
definite  edges  and  destitute  of  reflecting  power.  This  zone  increased 
in  size  both  upwards  and  downwards,  but  at  the  same  time  became 
less  visible,  until  the  tube  appeared  completely  empty.  The  same 
appearances  were  reproduced  in  inverse  order  on  gradually  cooling 
the  tube. 

When  the  liquid  was  contained  in  a  capillary  tube,  or  when  a 
capillary  tube  was  partly  immersed  in  it,  the  curvature  of  the  meniscus 
and  the  capillary  elevation  decreased  as  the  temperature  rose,  until 
at  length,  just  before  the  occurrence  of  total  vaporization,  the  sur- 
face became  plane,  and  the  level  was  the  same  within  as  without 
the  tube. 

Dr.  Andrews,  by  a  series  of  elaborate  experiments  on  carbonic 
acid,  with  the  aid  of  an  apparatus  which  permitted  the  pressure  and 
temperature  to  be  altered  independently  of  each  other,  has  shown 
that  at  temperatures  above  31°  C.  this  gas  cannot  be  liquefied,  but, 
when  subjected  to  intense  pressure,  becomes  reduced  to  a  condition 

^Ann.  de  Chink  IL  xxi,  *Ann,  de  Chim,  UL  Ivi 
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in  which,  though  homogeneous,  it  is  neither  a  liquid  nor  a  gas. 
When  in  this  condition,  lowering  of  temperature  under  constant  pres- 
sure will  reduce  it  to  a  liquid,  and  diminution  of  pressure  at  constant 
temperature  will  reduce  it  to  a  gas;  but  in  neither  case  can  any  breach 
of  continuity  be  detected  in  the  transition. 

On  the  other  hand,  at  temperatures  below  31°,  the  substance 
remains  completely  gaseous  until  the  pressure  reaches  a  certain  limit 
depending  on  the  temperature,  and  any  pressure  exceeding  this  limit 
causes  liquefaction  to  commence  and  to  continue  till  the  whole  of  the 
gas  is  liquefied,  the  boundary  between  the  liquefied  and  unliquefied 
portions  being  always  sharply  defined. 

The  temperature  31**  C,  or  more  exactly  30-92**  C.  (877''  F.),  may 
therefore  be  called  the  critical  temperature  for  carbonic  acid;  and  it 
is  probable  that  every  other  substance,  whether  usually  occurring  in 
the  gaseous  or  in  the  liquid  form,  has  in  like  manner  its  own  critical 
temperature.  Dr.  Andrews  found  that  nitrous  oxide,  hydrochloric 
acid,  ammonia,  sulphuric  ether,  and  sulphuret  of  carbon,  all  exhibited 
critical  temperatures,  which,  in  the  case  of  some  of  these  substances, 
were  above  100''  C. 

It  is  probable  that,  in  the  experiments  of  Cagniard  de  la  Tour  and 
Drion,  the  so-called  total  conversion  into  vapour  was  really  conver- 
sion into  the  intermediate  condition. 

The  continuous  conversion  of  a  gas  into  a  liquid  may  be  efiected 
by  first  compressing  it  at  a  temperature  above  its  critical  tempera- 
ture, until  it  is  reduced  to  the  volume  which  it  will  occupy  when 
liquefied,  and  then  cooling  it  below  the  critical  point. 

The  continuous  conversion  of  a  liquid  into  a  gas  may  be  obtained 
by  first  raising  it  above  the  critical  temperature  while  kept  under 
pressure  sufficient  to  prevent  ebullition,  and  afterwards  allowing  it 
to  expand. 

When  a  substance  is  a  little  above  its  critical  temperature,  and 
occupies  a  volume  which  would,  at  a  lower  temperature,  be  com- 
patible with  partial  liquefaction,  very  great  changes  of  volume  are 
produced  by  very  slight  changes  of  pressure. 

On  the  other  hand,  when  a  substance  is  at  a  temperature  a  little 
below  its  critical  point,  and  is  partially  liquefied,  a  slight  increase  of 
temperature  leads  to  a  gradual  obliteration  of  the  surface  of  demarca- 
tion between  the  liquid  and  the  gas;  and  when  the  whole  has  thus 
been  reduced  to  a  homogeneous  fluid,  it  can  be  made  to  exhibit  an 
appearance  of  moving  or  flickering  striae  throughout  its  entire  mass 
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by  slightly  lowering  the  temperature,  or  suddenly  diminishing  the 
pressure. 

The  apparatus  employed  in  these  remarkable  experiments,  which 
are  described  in  the  Bakerian  Lecture  (Phil.  Trans,  1869),  is  shown 
in  Fig.  245,  where  c  c  are  two  capillary  glass  tubes  of  great  strength, 
one  of  them  containing  the  carbonic  acid  or  other  gas  to  be  experi- 
mented on,  the  other  containing  air 
to  serve  as  a  manometer.  These 
are  connected  with  strong  copper 
tubes  dd,  of  larger  diameter,  con- 
taining water,  and  communicating 
with  each  other  through  a  6,  the 
water  being  separated  from  the 
gases  by  a  column  of  mercury  oc- 
cupying the  lower  portion  of  each 
capillary  tube.  The  steel  screws 
8  8  are  the  instruments  for  apply- 
ing pressure.  By  screwing  eithet- 
of  them  forward  into  the  water, 
the  contents  of  both  tubes  are  com- 
pressed, and  the  only  use  of  having 
two  is  to  give  a  wider  range  of  com- 
pression. A  rectangular  brass  case 
(not  shown  in  the  figure),  closed  be- 
fore and  behind  with  plate-glass, 
surrounds  each  capillary  tube,  and 
allows  it  to  be  maintained  at  any  required  temperature  by  the  flow 
of  a  stream  of  water. 

881.  Liquefaction  and  Solidification  of  Oxygen  and  Hydrogen. — 
Up  to  quite  recent  times,  air,  oxygen,  hydrogen,  nitrogen,  nitric  oxide, 
and  marsh-gas  had  defied  all  attempts  to  liquefy  them,  and  were 
therefore  called  "permanent  gases."  But  in  the  latter  part  of  the 
year  1877  and  the  beginning  of  1878  they  were  liquefied  by  two 
investigators  independently. 

M.  Cailletet,  a  French  engineer,  employed  an  apparatus  similar  in 
principle  to  that  of  Dr.  Andrews  described  in  the  preceding  section; 
the  gas  being  compressed  in  a  strong  capillary  tube  by  screwing  a 
plunger  intd  water,  which  transmitted  the  pressure  to  mercury  in 
contact  with  the  gas.  When  the  gas*  had  had  time  to  lose  its  heat  of 
compression,  and  to  attain  the  low  temperature  of  the  inclosure  by 

23 


Fig.  245.— Andrews'  Apparatus. 
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which  it  was  surrounded,  it  was  suddenly  allowed  to  expand  by  un- 
screwing a  second  screw  plunger  provided  for  the  purpose;  and  under 
the  influence  of  the  intense  cold  produced  by  this  expansion,  the  gas 
in  the  tube  assumed  the  form  of  a  cloud,  showing  that  drops  of  liquid 
were  present  in  it.  For  thus  liquefying  oxygen,  he  employed  a 
pressure  of  300  atmospheres,  and,  before  allowing  the  gas  to  expand, 
cooled  it  to  the  temperature  —29**  C.  by  means  of  the  evaporation  of 
sulphurous  acid.  For  nitrogen  he  employed  a  pressure  of  200,  and 
for  hydrogen  of  280  atmospheres. 

M.  Raoul  Pictet,  of  Geneva,  who  has  devoted  much  attention  to 
the  artificial  production  of  ice,  cooled  the  gas  under  pressure,  by 
surrounding  it  with  two  tubes  one  within  the  other,  the  outer  one 
containing  liquid  sulphurous  acid,  which  was  rapidly  evaporated  by 
pumping  away  its  vapour,  while  the  inner  one  contained  solid  car- 
bonic acid,  which  was  ako  evaporated  by  means  of  a  pump.  The 
temperature  of  the  outer  tube  was  —65**  or  —70**;  that  of  the  inner 
about  —140°;  and  this  inner  tube  immediately  surrounded  the  tube 
containing  the  gas  which  it  was  desired  to  liquefy.  The  pressure 
was  produced,  as  in  Faraday's  earlier  experiments,  by  the  chemical 
action  which  evolved  the  gas.  When  time  had  been  given  for  the 
compressed  gas  to  take  the  low  temperature  of  its  surroundings,  a 
cock  was  opened  which  allowed  it  to  escape  through  a  small  orifice 
into  the  external  air,  and  the  issuing  jet  was  seen  to  be  liquid.  In 
the  case  of  oxygen,  the  pressure  before  the  escape  of  the  jet  was  320 
atmospheres,  in  the  case  of  hydrogen  it  was  650.  The  jet  of  liquid 
hydrogen  was  of  a  steel-blue  colour,  and  after  a  short  time  it  was 
changed  into  a  hail  of  solid  particles,  showing  that  hydrogen  had 
not  only  been  liquefied  but  solidified.  In  a  later  experiment  the  jet 
of  oxygen  was  submitted  to  optical  tests  (by  polarized  light)  which 
showed  that  it  contained  solid  particles. 
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882.  Ebullition. — When  an  open  vessel  containing  a  liquid  is  placed 
upon  a  fire  or  held  over  the  flame  of  a  lamp,  evaporation  at  first  goes 
on  quietly  and  the  liquid  steadily  rises  in  temperature;  but  after  a 
time  the  liquid  becomes  agitated,  gives  off  vapour  much  faster,  and 
remains   nearly  constant  in  temperature.  _ 

The  liquid  is  now  said  to  boil  or  to  be  in 
a  state  of  ebullition. 

If  we  observe  the  gradual  progress  of 
the  phenomena — as  we  can  easily  do  in  a 
glass  vessel  containing  water,  we  shall  per- 
ceive that,  after  a  time,  very  minute  bub- 
bles are  given  off;  these  are  bubbles  of  dis- 
solved air.  Soon  after,  at  the  bottom  of 
the  vessel,  and  at  those  parts  of  the  sides 
which  are  most  immediately  exposed  to 
the  action  of  the  fire,  larger  bubbles  of 
vapour  are  formed,  which  decrease  in  vol- 
ume as  they  ascend,  and  disappear  before 
reaching  the  surface.  This  stage  is  accom- 
panied by  a  peculiar  sound,  indicative  of 
approaching  ebullition,  and  the  liquid  is 
said  to  be  siTiging.  The  sound  is  probably 
caused  by  the  collapsing  of  the  bubbles  as 
they  are  condensed  by  the  colder  water  through  which  they  pass. 
Finally,  the  bubbles  increase  in  number,  growing  larger  as  they 
ascend,  until  they  burst  at  the  surface,  which  is  thus  kept  in  a  state 
of  agitation;  and  the  liquid  boils. 

888.  Laws  of  EbnllitioQ. — The  following  are  the  ordinary  laws  of 
ebullition. 


Fig.  246  —Ebullition. 
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1.  At  the  ordinary  pressure,  dmlUtion  commencea  at  a  temperature 
which  is  definite  for  each  liquid. 

This  law  is  analogous  to  that  of  fusion  (§  347).  It  follows  from 
this  that  the  boiling-point  of  any  liquid  is  a  specific  element,  serving 
to  determine  its  natuio. 

The  following  table  gives  the  boiling-points  of  several  liquids  at 
the  pressure  of  760  millimetres: — 

Sulphuroua  acid -lO'C.  SpiriU  of  turpentine,     .    .     .  +  180'C. 

Hydrochloric  ether, +  11'  PhoephoruB, 290" 

Common  ether, 37*  Concentrated  sulphuric  acid, .     325° 

Alcohol, 79*  Mercury 363' 

Distilled  water, 100'  Sulphur, 440* 

2.  The  temperature  remains  constant  during  ebullition.  If  a 
thermometer  be  introduced  into  the  glass  vessel  of  Fig.  246,  the  tem- 
perature will  be  observed  to  rise  gradually  during  the  different  stages 
preceding  ebullition;  but,  when  active  ebullition  has  once  commenced, 
no  further  advance  of  temperature  will  be  observed. 

This  phenomenon  points  to  the  same  conclusion  as  the  cold  pro- 
duced by  ex^aporation.  Since,  notwithstanding  the  continuous  action 
of  the  fire,  the  temperature  remains  constant,  the  conclusion  is  inevit- 
able, that  all  the  heat  produced  is  employed  in  doing  the  work  neces- 
sary to  change  the  liquid  into  vapour.  The  constancy  of  temperature 
during  ebullition  explains  the  fact  that  vessels  of  pewter,  tin,  or  any 
other  easily  fusible  metal,  may  be  safely  exposed  to  the  action  of 
even  a  very  hot  fire,  provided  that  they  contain  water,  since  the 
liquid  remains  at  a  temperature  of  about  100**,  and  its  contact  pre- 
vents the  vessel  from  over-heating.  We  shall  see  hereafter  that, 
under  certain  circumstances,  the  commencement  of  ebullition  is 
delayed  till  the  liquid  has  risen  considerably  above  the  permanent 
temperature  which  it  retains  when  boiling.  The  second  law  also  is 
not  absolutely  exact.  Small  fluctuations  of  temperature  occur,  and 
some  parts  of  the  liquid  are  slightly  hotter  than  others.  The  tem- 
perature of  the  vapour  is  more  constant  than  that  of  the  water,  and 
is  accordingly  employed  in  determining  the  "fixed  points"  of  ther- 
mometers. 

3.  The  pressure  of  the  vapour  given  off  daring  ebullition  is  equal 
to  that  of  the  external  cdr. 

Previous  to  ebullition,  the  upper  part  of  the  vessel  in  Fig.  246 
contains  a  mixture  of  air  and  vapour,  the  joint  pressure  being  sen- 
sibly equal  to  that  of  the  external  air;  but  when  active  ebullition 


Digitized  by 


Googk 


BOIIJNQ-POINT  DEFINED. 


357 


occurs,  the  air  is  expelled,  and  the  upper  part  of  the  vessel,  from  the 
liquid  to  the  mouth,  is  occupied  by  vapour  alone,  which,  being  in 
free  communication  with  the  external  air,  must  be  sensibly  equal  to 
it  in  presssure. 

The  following  experiment  furnishes  an  interesting  confirmation  of 
this  third  law. 

We  take  a  bent  tube  A,  open  at  the  longer  extremity,  and  closed 
at  the  shorter.  The  short  branch 
is  filled  with  mercury,  all  but  a 
small  space  containing  water;  in 
the  long  branch  the  mercury 
stands  a  little  higher  than  the 
bend.  Water  is  now  boiled  in  a 
glass  vessel,  and,  during  ebulli- 
tion, the  bent  tube  is  plunged  into 
the  steam.  The  water  occupying 
the  upper  part  of  the  short  branch 
is  partially  converted  into  steam, 
the  mercury  falls,  and  it  dssvbTnes 
the  same  level  in  both  branches. 
Thus  the  pressure  exerted  by  the 
atmosphere  at  the  open  extremity 
of  the  tube  is  exactly  equal  to 
that  exerted  by  the  vapour  of 
water  at  the  temperature  of  ebul- 
lition. 

384.  Deflnition  of  Eballition. — 
This  latter  circumstance  supplies 

the  true  physical  definition  of  ebullition.  A  liquid  is  in  ebullition 
when  it  gives  off  vapour  of  the  same  pressure  as  the  atmosphere 
above  it. 

The  necessity  of  this  equality  of  tension  is  easily 
explained.  If  a  bubble  of  vapour  exists  in  the  in- 
terior of  a  liquid  (as  at  m.  Fig.  248),  it  is  subject  to  a 
pressure  exceeding  atmospheric  by  the  weight  of  the 
liquid  above  it.  As  the  bubble  rises,  the  latter  ele- 
ment of  pressure  becomes  less,  and  the  pressure  of  the 
vapour  composing  the  bubble  accordingly  diminishes, 
until  it  is  reduced  to  atmospheric  pressure  on  reaching  the  surface. 

The  boiling-point  of  a  liquid  at  given  pressure  is  therefore  neces- 


Flg.  247.— Tension  of  Vapour  during  Ebullition. 


Fig.  248. 
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sarily  fixed,  since  it  is  the  temperature  at  which  the  pressure  of  the 
vapour  at  saturation  is  equal  to  this  pressure.  It  must  be  remarked, 
however,  that  the  boiling-point  varies  in  the  different  layers  of  the 
liquid,  increasing  with  the  depth  below  the  surface.  Accordingly, 
in  determining  the  second  fixed  point  of  the  thermometer,  we  have 
stated  that  the  instrument  should  be  plunged  into  the  steam,  and  not 
into  the  water. 

385.  Eflfoct  of  Pressure  upon  the  Boiling-point. — It  evidently  fol- 
lows from  the  foregoing  considerations  that  the  boiling-point  of  a 
liquid  must  vary  with  the  pressure  on  the  surface;  and  experiment 
shows  that  this  is  the  case.  Water,  for  instance,  boils  at  100®  under 
the  external  pressure  of  760  millimetres;  but  if  the  pressure  decreases, 
ebullition  occurs  at  a  lower  temperature.  Under  the  receiver  of  an 
air-pump,  water  may  be  made  to  boil  at  any  temperature  between 
0**  and  100®.  In  Carry's  apparatus  (Fig.  239)  the  water  in  the  glass 
bottle  is  observed  to  enter  into  active  ebuUition  a  few  moments 
before  the  appearance  of  the  ice.  The  reason,  therefore,  why  boiling 
water  has  come  to  be  associated  in  our  minds  with  a  fixed  tempera- 
ture is  that  the  variations  of  atmospheric  pressure  are  comparatively 

small. 

At  Paris,  for  instance,  the  ex- 
ternal pressure  varies  between 
720  and  790  millimetres  (28-3 
and  31*1  inches),  and  the  boiling- 
point,  in  consequence,  varies  from 
98-5®  to  101•l^  the  difference  be- 
ing at  the  rate  of  about  27™™  per 
degree. 

386.  Franklin's  Experiment. — 
The  boiling  of  water  at  a  tem- 
perature lower  than  100°  may  be 
shown  by  the  following  experi- 
ment:— 

A  little  water  is  boiled  in  a 

-  flask  for  a  sufficient  time  to  expel 

most  of  the  air  contained  in  it. 

The  flask  is  then  removed  from 

the  source  of  heat,  and  is  at  the 

same  time  securely  corked.     To  render  the  exclusion  of  air  still 

more  certain,  it  may  be  inverted  with  the  corked  end  immersed  in 


Fig  240.— Franklin's  Experiment 
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water  which  has  been  boiled.  Ebullition  ceasas  almost  immedi- 
ately; but  if  cold  water  be  now  poured  over  the  vessel,  or,  better 
still,  if  ice  be  applied  to  it,  the  liquid  again  begins  to  boil,  and 
continues  to  do  so  for  a  considerable  time.  This  fact  may  easily  be 
explained:  the  contact  of  the  cold  water  or  the  ice  lowers  the  tem- 
perature and  pressure  of  the  steam  in  the  flask,  and  the  decrease  of 
pressure  causes  the  renewal  of  ebullition. 

387.  Determination  of  Heights  by  Boiling-point. — Just  as  we  can 
determine  the  boiling-point  of  water  when  the  external  pressure  is 
given,  so,  if  the  boiling-point  be  known,  we  can  determine  the 
external  pressure.  In  either  case  we  have  simply  to  refer  to  a 
table  of  maximum  pressures  of  aqueous  vapour  at  difierent  tem- 
peratures. 

As  the  mercurial  barometer  is  essentially  unsuitable  for  portability, 
Wollaston  proposed  to  substitute  the  observation  of  boiling-points 
as  a  means  of  determining  pressures.  For 
this  purpose  he  employed  a  thermometer 
with  a  large  bulb  and  with  a  scale  of  very 
long  degrees  finely  subdivided  extending 
only  a  few  degrees  above  and  below  100°. 
He  called  this  instrument  the  barometric 
thermometer. 

Regnault  has  constructed  a  small  instru- 
ment for  the  same  purpose,  which  he  calls 
the  hypsometer.  It  consists  of  a  little 
boiler  heated  by  a  spirit-lamp,  and  termi- 
nating in  a  telescope  tube  with  an  open- 
ing at  the  side  through  which  the  steam 
escapes.  A  thermometer  dips  into  the 
steam,  and  projects  through  the  top  of  the 
tube  so  as  to  allow  the  temperature  of  ♦ebul- 
lition to  be  read. 

This  temperature  at  once  gives  the  atmo- 
spheric pressure  by  reference  to  a  table  of 
vapour-pressures,  and  the  subsequent  com- 
putations for  determining  the  height  are 
the  same  as  when  the  barometer  is  em- 
ployed (§  213). 

When  only  an  approximate  result  is  desired,  it  may  be  assumed 
that  the  height  above  sea-level  is  sensibly  proportional  to  the  difler- 


Fig.  260.  ^Hypsometer. 
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ence  between  the  observed  boiling-point  and  100°  C,  and  Soret'a 
formula^  may  be  employed,  viz.: 

h=295{l00-t), 

where  h  is  expressed  in  metres  and  t  in  degrees  Centigrade. 

Thus,  at  Quito,  where  the  boiling-point  of  water  is  about  90*1®, 
the  height  above  sea-level  would  be  99 x 295^=2920  metres,  which 
agrees  nearly  with  the  true  height  2808  metres. 

At  Madrid,  at  the  mean  pressure,  the  boiling-point  is  97'8'',  wliich 
gives  2'2  X  295=649  metres;  the  actual  height  being  610  metres. 

388.  Papin's  Digester. — While  a  decrease  of  pressure  lowers  the 
boiling-point,  an  increase  of  pressure  raises  it.  Accordingly,  by  put- 
ting the  boiler  in  communication  with  a  reservoir  containing  air  at 
the  pressure  of  several  atmospheres,  we  can  raise  the  boiling-point  to 

110^  115^  or  120^  a  result 
often  of  great  utility  in  the 
arts.  But  in  order  that  the 
liquid  may  actually  enter  into 
ebullition,  the  space  above 
the  liquid  must  be  suflS- 
ciently  large  and  cool  to  al- 
low of  the  condensation  of 
the  steam.  In  a  confined 
vessel,  water  may  be  raised 
to  a  higher  temperature  than 
would  be  possible  in  the  open 
air,  but  it  will  not  boil.  This 
is  the  case  in  the  apparatus 
invented  by  the  celebrated 
Papin,  and  called  after  him 
Papin's  digester.  It  is  a 
bronze  vessel  of  great 
strength,  covered  with  a  lid 
secured  by  a  powerful  screw.  It  is  employed  for  raising  water  to 
very  high  temperatures,  and  thus  obtaining  effects  which  would  not 
be  possible  with  water  at  100**,  such,  for  example,  as  dissolving  the 
gelatine  contained  in  bones. 

It  is  to  be  observed  that  the  pressure  of  the  steam  increases  rapidly 

Mf  A  be  expressed  in  feet,  and  t  in  degrees  Fahrenheit,  the  formula  becomes 
A= 688  (212-0. 


tiilS,  261.— Papiii'sDl^ster. 
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with  the  temperature,  and  may  finally  acquire  an  enormous  power. 
Thus,  at  200**,  the  pressure  is  that  of  16.  atmospheres,  or  about  240 
pounds  on  the  square  inch.  In  order  to  obviate  the  risk  of  explosion, 
Papin  introduced  a  device  for  preventing  the  pressure  from  exceeding 
a  definite  limit.  This  invention  has  since  been  applied  to  the  boilers 
of  steam-engines,  and  is  well  known  as  the  safety-valve.  It  consists 
of  an  opening,  closed  by  a  conical  valve  or  stopper,  which  is  pressed 
down  by  a  lever  loaded  with  a  weight.  Suppose  the  area  of  the 
lower  end  of  the  stopper  to  be  1  square  inch,  and  that  the  pressure 
is  not  to  exceed  10  atmospheres,  corresponding  to  a  temperature  of 
1 80"^.  The  magnitude  and  position  of  the  weight  are  so  arranged 
that  the  pressure  on  the  hole  is  10  times  15  pounds.  If  the  tension 
of  the  steam  exceed  10  atmospheres,  the  lever  will  be  raised,  the 
steam  will  escape,  and  the  pressure  will  thus  be  relieved. 

When  the  pressure  of  the  steam  contained  in  the  digester  has  be- 
come considerable,  if  the  lever  be  raised,  so  as  to  permit  some  steam 
to  escape,  it  rushes  out  with  a  loud  noise,  and  produces  a  cloud  in 
the  .air.  On  placing  the  hand  in  this  doud,  scarcely  any  sensation 
of  heat  is  experienced,  whereas,  on  performing  the  same  experiment 
with  steam  at  the  ordinary  pressure,  the  hand  would  certainly  be 
scalded.  This  apparently  paradoxical  result  is  explained  by  the 
cooling  due  to  expansion.  The  steam  formed  at  100°,  being  at  atmo- 
spheric pressure,  preserves  its  pressure  and  temperature  on  issuing 
into  the  air.  On  the  other  hand,  the  steam  generated  in  Papin  s 
digester  has  a  pressure  greatly  exceeding  that  of  the  atmosphere, 
and  accordingly  expands  rapidly  upon  its  exit,  and  thus  performs 
work  in  forcing  back  the  external  air.  The  performance  of  this 
work  is  accompanied  by  the  loss  of  an  equivalent  quantity  of 
heat,  and  the  temperature  of  the  jet  is  consequently  considerably 
lowered. 

389.  Boiling-point  of  Saline  Solations. — When  water  holds  saline 
matters  in  solution,  the  boiling-point  rises  as  the  proportion  of  saline 
matter  in  the  water  increases.  Thus  with  sea-salt  the  boiling-point 
can  be  raised  from  100°  to  108°. 

When  the  solution  is  not  saturated,  the  boiling-point  is  not  fixed, 
but  rises  gradually  as  the  mixture  becomes  concentrated;  but  at  a 
certain  stage  the  salt  begins  to  be  precipitated,  and  the  temperature 
then  remains  invariable.  This  is  to  be  considered  the  normal  boiling- 
point  of  the  saturated  solution.  Supersaturation,  however,  sometimes 
occurs,  the  temperature  gradually  rising  above  the  normal  boiling- 
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point  without  any  deposition  of  the  salt,  until  all  at  once  precipita- 
tion begins,  and  the  thermometer  falls  several  degrees. 

The  steam  emitted  by  saline  solutions  consists  of  pure  water,  and 
it  is  frequently  asserted  to  have  the  same  temperature  as  the  steam 
of  pure  water  boiling  under  the  same  pressure;  but  the  experiments 
of  Magnus  and  others  have  shown  that  this  is  not  the  case.  Magnus, 
for  example,^  found  that  when  a  solution  of  chloride  of  calcium  was 
boiling  at  107°,  a  thermometer  in  the  steam  indicated  lOSJt*',  and 
when  by  concentration  the  boiling-point  had  risen  to  116'',  the  ther- 
mometer in  the  steam  indicated  lll•2^ 

These  and  other  observations  seem  to  indicate  that  the  steam 
emitted  by  a  saline  solution  when  boiling,  is  in  the  condition  in  which 
the  steam  of  pure  boiling  water  would  be,  if  heated,  under  atmo- 
spheric pressure,  to  the  temperature  of  the  boiling  solution.  It  can 
therefore  be  cooled  down  to  the  boiling-point  of  pure  water  without 
undergoing  any  liquefaction.  When  cooled  to  this  point,  it  becomes 
saturated,*  and  precisely  resembles  the  steam  of  pure  water  boiling 
under  the  same  pressure.  When  saturated  steam  loses  heat,  it  does 
not  cool,  but  undergoes  partial  liquefaction,  and  it  does  not  become 
completely  liquefied  till  it  has  lost  as  much  heat  as  would  have  cooled 
more  than  a  thousand  times  its  weight  of  superheated  steam  one 
degree  Centigrade. 

390.  Boiling-point  of  Liquid  Mixtures. — A  mixture  of  two  liquids 
which  have  an  attraction  for  each  other,  and  will  dissolve  each  other 
freely  in  all  proportions — for  example,  water  and  alcohol — ^has  a 
boiling-point  intermediate  between  those  of  its  constituents.  But  a 
mechanical  mixture  of  two  liquids  between  which  no  solvent  action 
takes  place — for  example, water  and  sulphideof  carbon — has  a  boiling- 
point  lower  than  either  of  its  constituents.  If  steam  of  water  is 
passed  into  liquid  sulphide  of  carbon,  or  if  sulphide  of  carbon  vapour 
is  passed  into  water,  a  mixture  is  obtained  which  boils  at  42*6°  C, 
being  four  degrees  lower  than  the  boiling-point  of  sulphide  of  carbon 
alone.  This  apparent  anomaly  is  a  direct  consequence  of  the  laws 
of  vapours  stated  in  §  370;  for  the  boiling-point  of  such  a  mixture 
is  the  temperature  at  which  the  sum  of  the  pressures  of  the  two  in- 
dependent vapours  is  equal  to  one  atmosphere. 

391.  Difflcnlty  of  Boiling  without  Air. — The  presence  of  air  in  the 

^  PoggendorfiTs  Annalerif  oxiL  p.  415. 

'  Saturated  steam  is  the  ordinary  designation  of  steam  at  the  nuudmnm  density  and 
pressure  for  its  actual  temperature.     The  term  Muperheated  has  been  explained  in  §  369. 
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midst  of  the  liquid  mass  is  a  necessary  condition  of  regularity  of 
ebullition,  and  of  its  production  at  the  normal  temperature;  this  is 
shown  by  several  convincing  experiments. 

1.  Donny's  Hxperiment—We  take  a  glass  tube  bent  twice,  and 
terminated  at  one  of  its  extremities  by  a  series  of  bulbs.  The  first 
step  is  to  wash  it  carefully  with  alcohol  and  ether,  finally  leaving  in 
it  some  diluted  sulphuric  acid.  These  operations  are  for  the  purpose 
of  removing  the  solid  particles  adhering  to  the  sides,  which  always 
detain  portions  of  air.  Water  is  then  introduced  and  boiled  long 
enough  to  expel  the  air  dissolved  in  it,  and  while  ebullition  is  pro- 
ceeding, the  end  of  the  apparatus  is  hermetically  sealed.     The  other 


Fig.  252.— Donny's  Experiment 

extremity  is  now  plunged  in  a  strong  solution  of  chloride  of  calcium, 
which  has  a  very  high  boiling-point,  and  the  tube  is  so  placed  that 
all  the  water  shall  lie  in  this  extremity;  it  will  then  be  found  that 
the  temperature  may  be  raised  to  135°  without  producing  ebullition. 
At  about  this  temperature  bubbles  of  steam  are  seen  to  be  formed, 
and  the  entire  liquid  mass  is  thrown  forward  with  great  violence. 
The  bulbs  at  the  end  of  the  tube  are  intended  to  diminish  the  shock 
thus  produced. 

2.  Dufoura  UocpemTnent. — This  experiment  is  still  more  decisive. 
A  mixture  of  linseed-oil  and  oil  of  cloves,  whose  respective  densities 
are  about  '93  and  I'Ol,  is  so  prepared  that,  for  temperatures  near  100°, 
the  density  of  the  whole  is  nearly  that  of  water.  This  mixture  is 
placed  in  a  cubical  box  of  sheet-iron,  with  two  holes  opposite  each 
other,  which  are  filled  with  glass,  so  as  to  enable  the  observer  to 
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perceive  what  is  passing  within.  The  box  is  placed  in  a  metallic 
envelope,  which  permits  of  its  being  heated  laterally.  When  the 
temperature  of  120**  has  been  reached,  a  large  drop  of  water  is  allowed 
to  fall  into  the  mixture,  which,  on  reaching  the  bottom  of  the  box, 
is  partially  converted  into  vapour,  and  breaks  up  into  a  number  of 
smaller  drops,  some  of  which  take  up  a  position  between  the  two 
windows,  so  as  to  be  visible  to  the  observer.  The  temperature  may 
then  be  raised  to  140^  ISO**,  or  even  180"*,  without  producing  evapora- 
tion of  any  of  these  drops.  Now  the  maximum  tension  of  steam  at 
180°  is  equal  to  10  atmospheres,  and  yet  we  have  the  remarkable 
phenomenon  of  a  drop  of  water  remaining  liquid  at  this  temperature 
under  no  other  pressure  than  that  of  the  external  air  increased  by  an 
inch  or  two  of  oiL  The  reason  is  that  the  air  necessary  to  evapora- 
tion is  not  supplied.  If  the  drops  be  touched  with  a  rod  of  metal* 
or,  better  still,  of  wood,  they  are  immediately  converted  into  vapour 
with  great  violence,  accompanied  by  a  peculiar  noise.  This  is 
explained  by  the  fact  that  the  rods  used  always  carry  a  certain 
quantity  of  condensed  air  upon  their  surface,  and  by  means  of  this 
air  the  evaporation  is  produced.  The  truth  of  this  explanation  is 
proved  by  the  fact,  that  when  the  rods  have  been  used  a  certain 
number  of  times,  they  lose  their  power  of  provoking  ebullition* 
owing,  no  doubt,  to  the  exhaustion  of  the  air  which  was  adhering  to 
their  surfaces. 

3.  Production  of  EhvMition  by  the  formation  of  Bubbles  of  Gas 
in  the  midst  of  a  Liquid, — A  retort  is  carefully  washed  with 
sulphuric  a^ad,  and  then  charged  with  water  slightly  acidulated,  from 
which  the  air  has  been  expelled  by  repeated  boiling.  The  retort 
communicates  with  a  manometer  and  with  an  air-pump.  The  air  is 
exhausted  until  a  pressure  of  only  150  millimetres  is  attained,  corre- 
sponding to  60®  as  boiling-point.  Dufour  has  shown  that  imder 
these  conditions  the  temperature  may  be  gradually  raised  to  75** 
without  producing  ebullition.  But  if,  while  things  are  in  this  con- 
dition, a  current  of  electricity  is  sent  through  the  liquid  by  means  of 
two  platinum  wires  previously  immersed  in  it,  the  bubbles  of  oxygen 
and  hydrogen  which  are  evolved  at  the  wires  immediately  produce 
violent  ebullition,  and  a  portion  of  the  liquid  is  projected  explosively, 
as  in  Donny*s  experiment. 

From  these  experiments  we  may  conclude  that  liquid,  when  not 
in  contact  with  gas,  has  a  difficulty  in  makiTig  a  begivm^ing  of  vapor- 
ization, and  may  hence  remain  in  the  liquid  state  even  at  tempera- 
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tures  at  which  vaporization  would  upon  the  whole  involve  a  fall  of 
potential  energy. 

That  vapour  (as  well  as  air)  can  furnish  the  means  of  overcoming 
this  difficulty,  is  established  by  the  fact  noted  by  Professor  G.  C. 
Foster,^  that  when  a  liquid  has  been  boiling  for  some  time  in  a  retort, 
it  sometimes  ceases  to  exhibit  the  movements  characteristic  of  ebul- 
lition, although  the  amount  of  vapour  evolved  at  the  surface,  as  mea- 
sured by  the  amount  of  liquid  condensed  in  the  receiver,  continues 
undiminished.  In  these  circumstances,  it  would  appear  that  the 
superficial  layer  of  liquid,  which  is  in  contact  with  its  own  vapour, 
is  the  only  part  that  is  free  to  vaporize. 

The  preceding  remarks  explain  the  reluctance  of  water  to  boil  in 
glass  vessels  carefully  washed,  and  the  peculiar  formation,  in  these 
circumstances,  of  large 
bubbles  of  steam,  caus- 
ing what  is  called  boH- 
ing  by  bumping.  In 
the  case  of  sulphuric 
acid,  the  phenomenon  is 
much  more  marked;   if 

this   liquid   be   boiled   in  Fig.  268.-Apparatus  for  BoOing  sulphuric  Add. 

a  glass  vessel,  enormous 

bubbles  are  formed  at  the  sides,  which,  on  account  of  the  viscous 
nature  of  the  liquid,  raise  the  mass  of  the  liquid  above  them,  and 
then  let  it  fall  back  with  such  violence  as  sometimes  to  break  the 
vessel.  This  inconvenience  may  be  avoided  by  using  an  annular 
brazier  (Fig.  253),  by  means  of  which  the  upper  part  only  of  the 
liquid  is  heated. 

The  ebullition  of  ether  and  alcohol  presents  some  similar  features, 
probably  because  these  liquids  dissolve  the  fatty  particles  on  the 
surface  of  the  glass,  and  thus  adhere  to  the  sides  very  strongly. 

392.  Spheroidal  State. — This  is  the  name  given  to  a  peculiar  con- 
dition which  is  assumed  by  liquids  when  exposed  to  the  action  of 
very  hot  metals. 

If  we  take  a  smooth  metal  plate,  and  let  fall  a  drop  of  water  upon 
it,  the  drop  will  evaporate  more  rapidly  as  the  temperature  of  the 
plate  is  increased  up  to  a  certain  point.  When  the  temperature  of 
the  plate  exceeds  this  limit,  which,  for  water,  appears  to  be  about 

*  Watts's  Dictionary  of  ChemiUtry,  axt  "  Heat,"  p.  88. 
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Tig.  254. -Globule  in  the  Spheroidal  State. 


150°,  the  drop  assumes  a  spheroidal  form,  rolls  about  like  a  ball  or 
spins  on  its  axis,  and  frequently  exhibits  a  beautiful  rippling,  as 

represented  in  the  figure.   While 
/^  . u-^.V^;^  in  this  condition,  it  evaporates 

much  more  slowly  than  when  the 
plate  was  at  a  lower  temperature. 
This  latter  circumstance  is  im- 
portant, and  is  easily  verified  by 
experiment.  If  the  plate  be 
allowed  to  cool,  a  moment  arrives 
when  the  globule  of  water  flat- 
tens out,  and  boils  rapidly  away 
with  a  hissing  noise. 

These  phenomena  have  been 
long  known,  and  were  studied 
by  Leidenfrost  and  Klaproth; 
but  the  subject  has  recently  been 
more  completely  investigated  by  Boutigny.  All  liquids  are  probably 
capable  of  assuming  the  spheroidal  state.  Among  those  which  have 
been  tested  are  alcohol,  ether,  liquid  sulphurous  acid,  and  liquid 
nitrous  oxide.  When  in  this  state  they  do  not  boil.  Sometimes 
bubbles  of  steam  are  seen  to  rise  and  burst  at  the  top  of  the  globule, 
but  these  are  always  owing  to  some  roughness  of  the  surface,  which 
prevents  the  steam  from  escaping  in  any  other  way;  when  the  sur- 
face is  smooth,  no  bubbles  are  observed. 

If  the  temperature  of  the  liquid  be  measured  by  means  of  a  ther- 
mometer with  a  very  small  bulb,  or  a  thermo-electric  junction,  it  is 
always  found  to  be  below  the  boiling-point. 

393.  Freezing  of  Water  and  Mercury  in  a  Bed-hot  Crucible. — 
This  latter  property  enables  us  to  obtain  some  very  striking  and 
paradoxical  results.  The  boiling-point  of  liquid  sulphurous  acid  is 
—  10°  C,  and  that  of  liquid  nitrous  oxide  is  about  —70°  C.  If  a 
silver  or  platinum  crucible  be  heated  to  redness  by  a  powerful  lamp, 
and  some  liquid  sulphurous  acid  be  then  poured  into  it,  this  latter 
assumes  the  spheroidal  state;  and  drops  of  water  let  fall  upon  it  are 
immediately  frozen.  Mercury  can  in  like  manner  be  frozen  in  a  red- 
hot  crucible  by  employing  liquid  nitrous  oxide  in  the  spheroidal 
state. 

These  experiments  are  due  to  Boutigny,  who  called  attention  to 
tbem  as  remarkable  exceptions  to  the  usual  tendency  of  bodies  tQ 
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equilibrium  of  temperature.  The  exception  is  of  the  same  kind  as 
that  presented  by  a  vessel  of  water  boiling  at  a  constant  temperature 
of  lOO*"  over  a  hot  fire,  the  heat  received  by  the  liquid  being  in  both 
cases  expended  in  producing  evaporation. 

394.  The  Metal  not  in  Contact  with  the  Liquid. — The  basis  of  the 
entire  theory  of  liquids  in  the  spheroidal  state  is  the  fact  that  the 
liquid  and  the  metal  plate  do  not  come  into  contact.  This  fact  can 
be  proved  by  direct  observation. 

The  plate  used  must  be  quite  smooth  and  accurately  levelled. 
When  the  plate  is  heated,  a  little  water  is  poured  upon  it,  and 
assumes  the  spheroidal  state.  By  means  of  a  fine  platinum  wire 
which  passes  into  the  globule,  the  liquid  is  kept  at  the  centre  of  the 
metal  plate.  It  is  then  very  easy,  by  placing  a  light  behind  the 
globule,  to  see  distinctly  the  space  between  the  liquid  and  the  plate. 
The  appearance  thus  presented  may  be  easily  thrown  on  a  screen  by 
means  of  the  electric  light. 

The  interruption  of  contact  can  also  be  proved  by  connecting 
(through  a  galvanometer)  one  pole  of  a  battery  with  the  hot  plate, 
while  a  wire  from  the  other  pole  is  dipped  in  the  liquid.     The  cur- 


^ 


'  Pig.  255.— Separation  between  Globule  and  Plate. 

rent  refuses  to  circulate  if  the  liquid  is  in  the  spheroidal  state,  but  is 
immediately  established  when,  on  cooling  the  plate,  the  liquid  begins 
to  boiL 

Various  attempts  have  been  made  to  account  for  the  absence  of 
contact  between  the  liquid  and  the  metal,  but  the  true  explanation 
la  as  yet  uncertain. 

In  consequence  of  the  separation,  heat  can  only  pass  to  the  globule 
by  radiation,  and  hence  its  comparatively  low  temperature  is  ac- 
counted for. 

The  absence  of  contact  between  a  liquid  wd  ft  metfll  ftt  ft  high 
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Fig.  25tf.— nod- 
hot  BaU  in  Water. 


temperature  may  be  shown  by  several  experiments.  If,  for  instance, 
a  ball  of  platinum  be  heated  to  bright  redness,  and  plunged  (Fig.  256) 
into  water,  the  liquid  is  seen  to  recede  on  all  sides^ 
leaving  an  envelope  of  vapour  round  the  ball.  This 
latter  remains  red  for  several  seconds,  and  contact  does 
not  take  place  till  its  temperature  has  fallen  to  about 
150°.  An  active  ebullition  then  takes  place,  and  an 
abundance  of  steam  is  evolved. 

Professor  Barrett  has  obtained  a  more  striking 
effect  of  the  same  kind  by  lowering  a  red-hot  ball 
of  iron  into  the  soapy  liquid  known  as  "Plateau's 
solution." 

If  drops  of  melted  sugar  be  let  fall  on  water,  they  will  float  for  a 
short  time,  though  their  density  is  greater  than  that  of  water  (§  159). 
contact  being  prevented  by  their  high  temperature.  A  similar  phe- 
nomenon is  observed  when  a  fragment  of  potassium  is  thrown  on 
water.  The  water  is  decomposed;  its  hydrogen  takes  fire  and  bums 
with  a  red  flame;  its  oxygen  combines  with  the  potassium  to  form 
potash;  and  the  globule  of  potash  floats  upon  the  surface  without 
touching  it,  owing  to  the  high  temperature  under  which  it  is  formed. 
After  a  few  seconds  the  globule  cools  suflSciently  to  come  into  con- 
tact with  the  water,  and  bursts  with  a  slight  noise. 

395.  Distillation. — Distillation  consists  in  boiling  a  liquid  and 
condensing  the  vapour  evolved.  It  enables  us  to  separate  a  liquid 
from  the  solid  matter  dissolved  in  it,  and  to  effect  a  partial  separa- 
tion of  the  more  volatile  constituent  of  a  mixture  from  the  less 
volatile. 

The  apparatus  employed  for  this  purpose  is  called  a  still.  One  of 
the  simpler  forms,  suitable  for  distilling  water,  is  shown  in  Fig.  257. 
It  consists  of  a  retort  a,  the  neck  of  which  c  communicates  with  a 
spiral  tube  d  d  called  the  worm,  placed  in  the  vessel  6,  which  contains 
cold  water.  The  water  in  the  retort  is  raised  to  ebullition,  the  steam 
given  off  is  condensed  in  the  worm,  and  the  diatiUed  water  is  col- 
lected in  the  vessel  g. 

As  the  condensation  of  the  steam  proceeds,  the  water  of  the  cooler 
becomes  heated,  and  must  be  renewed;  for  this  purpose  a  tube 
descending  to  the  bottom  of  the  cooler  is  supplied  with  a  continuous 
stream  of  cold  water  from  above,  while  the  superfluous  water  flows 
out  by  the  tube  i  at  the  upper  part  of  the  cooler.  In  this  way  the 
warm  water,  which  rises  to  the  top,  is  continually  removed.    The 
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boiler  is  filled  about  three-quarters  full,  and  the  water  in  it  can  from 
time  to  time  be  renewed  by  the  opening  /;  but  it  is  advisable  not  to 


Fig.  257.-Stia 

carry  the  process  of  distillation  too  far,  and  to  throw  away  the  liquid 
remaining  in  the  boiler  when  its  volume  has  been  reduced  to  a  fourth 
or  a  fifth  of  what  it  was  originally.  By  exceeding  this  limit  we  run 
the  risk  of  impairing  the  purity  of  the  water  by  the  carrying  over 
of  some  of  the  solid  matter  contained  in  the  liquid  in  the  boiler, 

396.  Circumstances  which  Influence  Rapidity  of  Evaporation. — In 
the  case  of  a  liquid  exposed  to  the  air,  and  at  atmospheric  tempera- 
ture, the  rapidity  of  evaporation  increases  with  the  extent  of  free 
surface,  the  dryness  of  the  air,  and  the  rapidity  of  renewal  of  the 
air  immediately  above  the  surface. 

In  the  case  of  a  liquid  evaporated  by  boiling,  the  quantity  evapo- 
rated in  a  given  time  is  proportional  to  the  heat  received.  This 
depends  upon  the  intensity  of  the  source  of  heat,  the  facility  with 
which  heat  passes  through  the  sides  of  the  vessel,  and  the  area  of 
heating  surface,  that  is  to  say,  of  surface  (or  more  properly  lamina) 
which  is  in  contact  with  the  liquid  on  one  side,  and  with  the  source 
of  heat  on  the  other. 


24 
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QUANTITATIVE  MEASUREMENTS  RELATING  TO   VAPOURS. 


397.  Pressure  of  Aqueous  Vapour.— ^The  knowledge  of  the  maximum 
pressure  of  the  vapour  of  water  at  various  temperatures  is  important, 
not  only  from  a  theoretical,  but  also  from  a  practical  point  of  view, 
inasmuch  as  this  pressure  is  the  motive  force  in  the  steam-engine. 
Experiments  for  determining  it  have  accordingly  been  undertaken 
by  several  experimenters  in  diflferent  countries.  The  researches  con- 
ducted by  Regnault  are  especially  remarkable  for  the  range  of  tem- 
perature which  they  embrace,  as  well  as  for  the  number  of  observa- 
tions which  they  include,  and  the  extreme  precision  of  the  methods 
employed.  Next  to  these  in  importance  are  the  experiments  of 
Magnus  in  Germany  and  of  Fairbaim  and  Tate  in  England. 

398.  Dalton's  Apparatus. — The  first  investigations  in  this  subject 
which  have  any  pretensions  to  accur-acy  were  those  of  Dalton.  The 
apparatus  which  he  employed  is  represented  in  Fig.  258.  Two  baro- 
metric tubes  A  and  B  are  inverted  in  the  same  cistern  H;  one  is  an 
ordinary  barometer,  the  other  a  vapour-barometer;  that  is,  a  baro- 
meter in  which  a  few  drops  of  water  have  been  passed  up  through 
the  mercury.  The  two  tubes,  attached  to  the  support  C  D,  are  sur- 
rounded by  a  cylindrical  glass  vessel  containing  water  which  can  be 
raised  to  different  temperatures  by  means  of  a  fire.  The  first  step 
is  to  fill  the  vessel  with  ice,  and  then  read  the  difference  of  level  of 
the  mercury  in  the  two  tubes.  This  can  be  done  by  separating  the 
fragments  of  ice.  The  difference  thus  observed  is  the  pressure  of 
aqueous  vapour  at  zero  Centigrade.  The  ice  is  then  replaced  by 
water,  and  the  action  of  the  fire  is  so  regulated  as  to  give  different 
temperatures,  ranging  between  0*"  and  100°  C,  each  of  which  is  pre- 
served constant  for  a  few  minutes,  the  water  being  at  the  same  time 
well  stirred  by  means  of  the  agitator  pq,  so  as  to  insure  uniformity 
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of  tempei-ature  throughout  the  whole  mass.  The  difference  of  level 
in  the  two  barometers  is  read  off  in  each  case;  and  we  have  thus  the 
means  of  constructing,  with  the  aid  of 
graphical  or  numerical  interpolation, 
a  complete  table  of  vapour-pressures 
from  0**  to  100°  C.  At  or  about  this 
latter  temperature  the  mercury  in  the 
vapour-barometer  falls  to  the  level  of 
the  cistern;  and  the  method  is  there- 
fore inapplicable  for  higher  tempera- 
tures. Such  a  table  was  constructed 
by  Dalton. 

399.  Begnault's  Modifications. — Dal- 
ton's  method  has  several  defects.  In 
the  first  place,  it  is  impossible  to  in- 
sure that  the  temperature  shall  be 
everywhere  the  same  in  a  column  as 
long  as  that  which  is  formed  by  the 
vapour  at  70°,  75°,  and  higher  tempera- 
tures. In  the  second  place,  there  is 
always  a  good  deal  of  uncertainty  in 
observing  the  difference  of  level 
through  the  sides  of  the  cylindrical 
glaas  vessel.  Regnault  employed  this 
method  only  up  to  the  temperature 
of  50°  C.  At  this  temperature  the 
pressure  of  the  vapour  is  only  about 

9  centimetres  (less  than  4  inches)  of  mercury,  and  it  is  thus  un- 
necessary to  heat  the  barometers  throughout  their  entire  length. 
The  improved  apparatus  is  represented  in  Fig.  259.  The  two  baro- 
metric tubes,  of  an  interior  diameter  of  14  millimetres,  traverse  two 
holes  in  the  bottom  of  a  metal  box.  In  one  of  the  sides  of  the  box 
is  a  large  opening  closed  with  plate-glass,  through  which  the  necessary 
observations  can  be  made  with  great  accuracy.  On  account  of  the 
shortness  of  the  liquid  column  it  was  very  easy,  by  bringing  a  spirit- 
lamp  within  different  distances  of  the  box,  to  maintain  for  a  suffi- 
cient time  any  temperature  between  0*"  and  50°  C. 

The  difference  of  level  between  the  two  mercurial  columns  should 
be  reduced  to  0°  C.  by  the  ordinary  correction.  We  should  also  take 
into  consideration  the  short  column  of  water  which  is  above  the 


Fig.  258.— Dal  ton's  Apparatus. 
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mercury  in  the  vapour  barometer,  and  which,  by  its  weight,  produces 
a  depression  that  may  evidently  be  expressed  in  mercury  by  dividing 
the  height  of  the  column  by  13*59. 

To  adapt  this  apparatus  to  low  temperatures,  it  is  modified  in  the 

following  way.  The  upper  extre- 
mity of  the  vapour  barometer  tube 
is  drawn  out  and  connected  with  a 
small  copper  tube  of  three  branches, 
one  of  which  communicates  with 
an  air-pump,  and  another  with  a 
glass  globe  of  the  capacity  of  about 
500  cubic  centimetres.  In  the 
interior  of  this  globe  is  a  small 
bulb  of  thin  glass  containing  water, 
from  which  all  the  air  has  been 
expelled  by  boiling.  The  globe  is 
several  times  exhausted  of  air,  and 
after  each  exhaustion  is  refilled 
with  air  which  has  been  passed 
over  desiccating  substances.  After 
the  last  exhaustion,  the  tube  which 
establishes  communication  with 
the  air-pump  is  hermetically 
sealed,  the  box  is  filled  with  ice, 
and  the  pressure  at  zero  of  the 

|ffia|  L  J      dry  air  left  behind  in  the  globe 

jH^I  1111      by  the  air-pump  is  measured;  it 

^JHJ  is  of   course    exceedingly   small. 

i — —J  Beat  is  then  applied  to  the  globe. 

Fig.  260. -Modified  Fonn  of  D«iton*«  Apparatus,   the   little  bulb  bursts,  and   the 

globe,  together  with  the  space 
above  the  mercury,  is  filled  with  vapour.  This  form  of  apparatus 
can  also  be  employed  for  temperatures  up  to  50**,  the  only  diflerence 
being  that  the  ice  is  replaced  by  water  at  diflTerent  temperatures, 
allowance  being  made,  in  each  case,  for  the  elastic  force  of  the 
unexhausted  air. 

In  the  case  of  temperatures  below  zero,  the  box  is  no  longer 
required,  and  the  globe  alone  is  placed  in  a  vessel  containing  a  freez- 
ing-mixture. The  barometric  tubes  are  surrounded  by  the  air  of  the 
apartment. 
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In  this  case  the  space  occupied  by  the  vapour  is  at  two  different 
temperatures  in  different  parts,  but  it  is  evident  that  equilibrium 
can  exist  only  when  the  pressure  is  the  same  throughout.  But  the 
pressure  of  the  vapour  in  the  globe  can  never  exceed  the  maximum 
pressure  for  the  actual  temperature;  this  must  therefore  be  the  pres- 
sure throughout  the  entire  space,  and  is  consequently  that  which 
corresponds  to  the  difference  of  level  observed. 

In  reality  what  happens  is  as  follows: — The  low  temperature  of 
the  globe  causes  some  of  the  vapour  to  condense;  equilibrium  is 
consequently  destroyed,  a  fresh  quantity  of  vapour  is  produced,  enters 
the  globe,  and  is  there  condensed,  and  so  on,  until  the  pressure  is 
everywhere  the  same  as  the  maximum  pressure  due  to  the  tempera- 
ture of  the  globe.  This  condensation  of  vapour  in  the  cold  part  of 
the  space  was  utilized  by  Watt  in  the  steam-engine;  it  is  the  2>^*m- 
dple  of  the  condenser. 

Before  Regnault,  Gay-Lussac  had  already  turned  this  principle  to 
account  in  a  similar  manner  for  the  measurement  of  low  temperatures. 

By  using  chloride  of  calcium  mixed  with  successively  increasing 
quantities  of  snow  or  ice,  the  temperature  can  be  brought  as  low  as 
—32°  C.  (—25-6°  F.),  and  it  can  be  shown  that  the  pressure  of  the 
vapour  of  water  is  quite  appreciable  even  at  this  point. 

400.  Measurement  of  Pressures  for  Temperatures  above  SO"". — In 
investigating  the  maximum  pressure  of  the  vapour  of  water  at  tem- 
peratures above  50**,  Regnault  made  use  of  the  fact  that  the  pressure 
of  the  steam  of  boiling  water  is  equal  to  the  external  pressure. 

His  apparatus  consists  (Fig.  260)  of  a  copper  boiler  containing 
water  which  can  be  raised  to  different  temperatures  indicated  by 
very  delicate  thermometers.  The  vapour  produced  passes  through  a 
tube  inclined  upwards,  which  is  kept  cool  by  a  constant  current  of 
water;  in  this  way  the  experiment  can  be  continued  for  any  length 
of  time,  as  the  vapour  formed  by  ebullition  is  condensed  in  the  tube, 
and  flows  back  into  the  boiler.  The  tube  leads  to  the  lower  part  of 
a  large  reservoir,  in  which  the  air  can  be  either  rarefied  or  com- 
pressed at  will.  This  reservoir  is  in  communication  with  a  mano- 
meter. The  apparatus  shown  in  the  figure  Ls  that  employed  for 
pressures  not  exceeding  5  atmospheres.  Much  greater  pressures, 
extending  to  28  atmospheres,  can  be  attained  by  simply  altering  the 
dimensions  of  the  apparatus  without  any  change  in  its  principle. 
The  manometer  employed  in  this  case  was  the  same  as  that  used  in 
testing  Boyle's  law,  consisting  of  a  long  column  of  mercury  (§  221). 


Digitized  by 


Googk 


374 


QUANTITATIVE  MEASUREMENTS   RELATING  TO   VAPOURS. 


In  using  this  apparatus,  the  air  in  the  reservoir  is'  first  rarefied 
until  the  water  boils  at  about  ,50°  C;  the  occurrence  of  ebullition 
being  recognized  by  its  characteristic  sound,  and  by  the  temperature 


Fig.  260.— Begnaolt't  Apparatiu  for  High  Teiuperaturea. 


remaining  invariable.  This  steadiness  of  temperature  is  of  great 
advantage  in  making  the  observations,  inasmuch  as  it  enables  the 
thermometers  to  come  into  perfect  equilibrium  of  temperature  with 
the  water.  The  pressure  indicated  by  the  manometer  during  ebulli- 
tion is  exactly  that  of  the  vapour  produced.  By  admitting  air  into 
the  reservoir,  the  boiling-point  is  raised  by  successive  steps  until  it 
reaches  100°.  After  this,  air  must  be  forced  into  the  reservoir  by  a 
compression-pump. 

The  following  is  an  abstract  of  the  results  thus  obtained: — 


Temperatures 
Centigrade. 


-32' 
-20 
-10 
-  6 
0 


Pressures  In 

Millimetres  of 

Mercury. 

.  0-32 

.  0-93 

.  2-09 

.  8-11 

.  4-60 


Temperatures 
Centigrade. 


Pressures  In 

MiUimetres  ol 

Mercury. 

S** 6-68 

10 9-17 

15 1270 

20 17-89 

25 28-65 
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Temperatures 
Ceutigrade. 


FreasareB  in 

MlUimetres  of 

Mercury. 

30' 81-66 

85 41-82 

40 64-91 

46 71-89 

60 91-98 

66 117-47 

60 148-70 

65 186-94 


Temperatoree 
Centigrade. 


100' 

121 

134 

144 

162 

169 

171 


Pressures  in 
Atmospheres. 

.  1 

.  2-025 

.  8-008 

.  4-000 

.  4-971 

.  6-966 

.  8-086 


Pressures  in 

Millimetres  of 

Mercury. 

70' 233-09 

75 288-51 

80 364-64 

86 433-04 

90 625-46 

95 638-77 

100 760-00 


Pressures  in 
AtmosphereSb 

180*^ 9-929 

189 12-125 

199 16-062 

218 19-997 

226 26-125 

289 27-634 


401.  Curve  of  Steam-pressure. — The  comparison  of  these  pressures 
with  their  corresponding  temperatures  affords  no  clue  to  any  simple 
relation  between  them  which  might  be  taken  as  the  physical  law 
of  the  phenomena.  It  would  appear  that  the  law  of  variation  of 
maximum  pressures  is  incapable  of  being  thrown  into  any  simple 
expression — judging  at  least  from  the  failure  of  all  efforts  hitherto 
made.  An  attentive  examination  of  the  above  table  will  enable  us 
to  assert  only  that  the  maximum  pressure  varies  very  rapidly  with 
the  temperature.  Thus  be- 
tween O**  and  100**  the  variation 
is  only  1  atmosphere,  but  be- 
tween 100°  and  200''  it  is  about 
15,  and  between  200**  and  230** 
about  13  atmospheres. 

The  clearest  way  of  repre- 
senting to  the  mind  the  law 
according  to  which  steam-pres- 
sure varies  with  temperature, 
is  by  means  of  a  curve  whose 
ordinates  represent  steam-pres- 
sures, while  the  abscissse  re- 
present the  corresponding  tem- 
peratures. Such  a  curve  is  exhibited  in  Fig.  261.  Lengths  propor- 
tional to  the  temperatures,  reckoned  from  0"*  C,  are  laid  off  on  the 
base-line  (called  the  line  of  abscissse),  and  perpendiculars  (called  ordi- 


Fig.  261. 
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nates)  are  erected  at  their  extremities,  the  lengths  of  these  perpendi- 
culars being  made  proportional  to  the  steam-pressures.  The  scales 
employed  for  the  two  sets  of  lengths  are  of  course  quite  independent 
of  one  another,  their  selection  being  merely  a  question  of  convenience. 
The  curve  itself  is  obtained  by  joining  the  extremities  of  the  per- 
pendiculars, taking  care  to  avoid  sudden  changes  of  direction;  and 
it  not  only  serves  to  convey  to  the  mind  an  idea  of  the  amounts  of 
pressure  and  their  rates  of  variation  at  different  temperatures,  but 
also  furnishes  the  readiest  means  of  determining  the  pressures  at 
temperatures  intermediate  between  those  of  observation  (see  §  177). 
It  will  be  noticed  that  the  curve  becomes  steeper  as  the  tempera- 
ture increases,  indicating  that  the  pressure  increases  faster  at  high 
than  at  low  temperatures. 

402.  Empirical  PormulsB. — Though  all  attempts  at  finding  a  rational 
formula  for  steam-pressure  in  terms  of  temperature  have  hitherto 
failed,  it  is  easy  to  devise  empirical  formulsB  which  yield  tolerably 
accurate  results  within  a  limited  range  of  temperature;  and  by 
altering  the  values  of  the  constants  in  such  a  formula  by  successive 
steps,  it  may  be  adapted  to  represent  in  succession  the  different  por- 
tions of  the  curve  above  described. 

The  simplest  of  these  approximate  formulaB^  is  that  of  Dulong  and 
Arago,  which  may  be  written — 

and  gives  the  maximum  pressure  in  atmospheres,  corresponding  to 
the  temperature  C**  Centigrade,  or  F**  Fahrenheit.  This  formula  is 
rigorously  correct  at  100°  C,  and  gives  increasing  errors  as  the  tem- 
perature departs  further  from  this  centre,  the  errors  amounting  to 
about  1^  per  cent,  at  the  temperatures  80**  C.and  225°  C.  Hence  it 
appears  that  between  these  limits  the  maximum  pressure  of  aqueous 
vapour  is  nearly  proportional  to  the  fifth  power  of  the  excess  of  the 
temperature  above  —40°  C.  or  —40°  F.  (for  it  so  happens  that  this 
temperature  is  expressed  by  the  same  number  on  both  scales). 

403.  Pressures  of  the  Vapours  of  Diflferent  Liquids. — Dalton  held 
that  the  vapours  of  different  liquids  have  equal  pressures  at  temper- 
atures equally  rentioved  from  their  boilivg-points.  Thus  the  boiling- 
point  of  alcohol  being  78°,  the  pressure  of  alcohol  vapour  at  70° 
should  be  equal  to  that  of  the  vapour  of  water  at  92°.  If  this  law 
were  correct,  it  would  only  be  necessary  to  know  the  boiling-point 

*  For  a  general  formula,  see  JUmkine  on  SUam-tngint^  p.  237. 
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of  any  liquid  in  order  to  estimate  the  pressure  of  its  vapour  at  ajiy 
given  temperature;  but  subsequent  experiment  has  shown  that  the 
law  is  far  from  being  rigorously  exact,  though  it  is  approximately 
correct  for  temperatures  differing  by  only  a  few  degrees  from  the 
boiling-points. 

Regnault  has  performed  numerous  experiments  on  the  vapour- 
pressures  of  some  of  the  more  volatile  liquids,  employing  for  this 
purpose  the  same  form  of  apparatus  which  had  served  for  deter- 
mining the  pressures  of  aqueous  vapour.     The  following  are  some  of 

his  results: — 

Vapour  of  Alcohol. 


Temperatures 
Centigrade. 

PresBureBin 
MiUimetreB. 

Temperatures 
CeutignMle. 

Pressures  iu 
•     MilUmetres. 

-20*»     .     .     , 

...       3-24 

+   30'  .     .     .     . 

.     .       78-52 

0       .     .     . 

.     .     .     12-70 

100    ...     . 

.     .  1697-55 

+  10       .     .     . 

.     .     .     24-23 

155    ...     . 

.    .  6269-19 

Vapoub  of  Etheb. 

-20'     .     .     . 

.    .    .     68-90 

+   30'  .     .     .     . 

.    .     634-80 

0       .     .     . 

.    .    .  184-39 

100    ...     . 

.     .  4953-30 

+  10       .     .     . 

.     .    .  286-88 

120    ...     . 

.     .  7719-20 

Vapour  of  Sulphide  of  Carbon. 

-20'     .     . 

.    .    .    47-30 

+  80'  .     .     .     . 

.    .     434-62 

0       .     . 

.    .    .  127-91 

100    ...     . 

.    .  3325-15 

+  10"     .     .     . 

.    .    .  198-46 

150    ...    . 

.     .  9095-94 

404.  Expression  of  Vapour- pressure  in  Absolute  Measure. — The 
maximum  pressure  of  a  given  vapour  at  a  given  temperature  is,  from 
its  very  nature,  independent  of  geographical  position,  and  should 
therefore,  properly  speaking,  be  denoted  by  one  and  the  same  number 
at  all  places.  This  numerical  uniformity  will  not  exist  if  the  pressure 
be  expressed,  as  in  the  preceding  sections,  in  terms  of  the  length  of 
a  column  of  mercury  which  balances  it.  For  example,  in  order  to 
adapt  Regnault's  determinations  to  London,  we  must  multiply  them 
by  the  fraction  g  f  g  1} ,  inasmuch  as  3456  millimetres  of  mercury  exert 
the  same  pressure  at  London  as  3457  at  Paris.  In  general,  to  adapt 
determinations  of  pressure  made  at  a  place  A,  to  another  place  B,  we 
must  multiply  them  by  the  fraction 

gravity  at  A 
gravity  at  B' 

For  if  h  denote  the  height  (in  centimetres)  of  a  column  of  mercury 
at  0^  which  produces  a  pressure  j>  (dynes  per  sq.  cm.),  and  d  be  the 
density  of  mercury  at  0°,  we  have  (§  139) 
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Hence,  in  order  that  p  may  be  the  same  at  different  places,  the  values 
of  gh  must  be  the  same ;  in  other  words,  h  must  vary  inversely  as  g, 
406.  Laws  of  Combination  by  Volume. — It  was  discovered  by  Gay- 
Lussac,  that  when  two  or  more  gaseous  elements  at  the  same  tem- 
perature and  pressure  enter  into  chemical  combination  with  each 
other,  the  two  following  laws  apply: — 

1.  The  volumes  of  the  components  bear  a  very  simple  ratio  to  each 
other,  such  as  2  to  3,  1  to  2,  or  1  to  1. 

2.  The  volume  of  the  compound  has  a  simple  ratio  to  the  sum  of 
the  volumes  of  the  components. 

Ammonia,  for  example,  is  formed  by  nitrogen  and  hydrogen  imit- 
ing  in  the  proportion  of  one  volume  of  the  former  to  three  of  the 
latter,  and  the  volume  of  the  ammonia,  if  reduced  to  the  same  pres- 
sure as  each  of  its  constituents,  is  just  half  the  sum  of  their  volumes. 
Further  investigation  has  led  to  the  conclusion  (which  is  now  gene- 
rally received,  though  hampered  by  some  apparent  exceptions),  that 
these  laws  apply  to  all  cases  of  chemical  combination,  the  volumes 
compared  being  those  which  would  be  occupied  respectively  by  the 
combining  elements  and  the  compound  which  they  form,  when 
reduced  to  the  state  of  vapour,  at  such  a  temperature  and  pressure 
as  to  be  very  far  removed  from  liquefaction,  and  consequently  to 
possess  the  properties  of  what  we  are  accustomed  to  call  permanent 
gases. 

It  is  obvious  that  if  all  gases  and  vapours  were  equally  expansible 
by  heat,  the  volume-ratios  referred  to  in  this  law  would  be  tiie  same 
at  all  temperatures;  and  that,  in  like  manner,  if  they  were  all  equally 
compressible  (whether  obeying  Boyle's  law,  or  departing  equally 
from  it  at  equal  pressures),  the  volume-ratios  would  be  independent 
of  the  pressure  at  which  the  comparison  was  made. 

In  reality  great  differences  exist  between  different  vapours  in  both 
respects,  and  these  inequalities  are  greater  as  the  vapours  are  nearer 
to  saturation.  It  is  accordingly  found  that  the  above  laws  of  volume- 
ratio  often  fail  to  apply  to  vapours  when  under  atmospheric  pressure 
and  within  a  few  degrees  of  their  boiling-points,  and  that,  in  such 
cases,  a  much  nearer  fulfilment  of  the  law  is  obtained  by  employing 
very  high  temperatures,  or  operating  in  inclosures  at  very  low  pres- 
sures. 

406.  Relation  of  Vapoar-densities  to  Chemical  Equivalents. — Chem- 
ists have  determined  with  great  accuracy  the  combining  proportions 
by  weight  of  most  of  the  elements.    Hence  the  preceding  laws  can 
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be  readily  tested  for  bodies  which  usually  exist  in  the  solid  or  liquid 
form,  if  we  are  able  to  compare  the  densities  of  their  vapours.  In 
fact,  if  two  such  elements  combine  in  the  ratio,  by  weight,  of  Wi  to  W2, 
we  have 


--1 


--% 


Vi  V2  di  d^  denoting  the  volumes  and  densities  of  the  vapours  of 
weights  w^  W2  of  the  two  substances. 
Hence  we  have  the  equation — 

«i     Wi'  d^ 

which  gives  the  required  volume-ratio  of  the  vapours,  if  the  ratio  of 
their  densities  be  known. 

The  densities  themselves  will  differ  enormously  according  to  the 
pressure  and  temperature  at  which  they  are  taken,  but  their  ratio 
will  only  vary  by  comparatively  small  amounts,  and  would  not  differ 
at  all  if  they  were  equally  expansible  by  heat,  and  equally  com- 
pressible. Hence  comparison  will  be  facilitated  by  tabulating  the 
ratios  of  the  densities  to  that  of  some  standard  gas,  namely  air,  under 
the  same  conditions  of  pressure  and  temperature,  rather  than  the 
absolute  densities.  This  is  accordingly  the  course  which  is  generally 
pursued,  so  generally  indeed,  that  by  the  vapour-density  of  a  sub- 
stance is  commonly  under- 
stood the  relative  density 
as  measured  by  this  ratio. 

The  process  most  fre- 
quently employed  for  the 
determination  of  this  ele- 
ment is  that  invented  by 
Dumas. 

407.  Dumas'  Method.— 
The  apparatus  consists  of 
a  glass  globe  B,  contain- 
ing the  substance  which 
is  to  be  converted  into 
vapour. 

The  globe  is  placed  in 
a  vessel  C,  containing  some 
liquid  which  can  be  raised  to  a  suitable  temperature.     If  the  sub- 
stance to  be  operated  on  is  one  which  can  be  vaporized  at  100°  C, 


Fig.  seE.—Dmnaa'  Appftratoi. 
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the  bath  consists  simply  of  boiling  water.  When  higher  tempera- 
tures are  required,  a  saline  solution,  oil,  or  a  fusible  alloy  is  employed. 
In  all  cases,  the  liquid  should  be  agitated,  that  its  temperature  may 
be  the  same  in  all  parts.  This  temperature  is  indicated  by  the 
thermometer  t 

When  the  substance  in  the  globe  has  attained  its  boiling-point, 
evaporation  proceeds  rapidly,  and  the  vapour  escapes,  carrying  out 
the  air  along  with  it.  When  the  vapour  ceases  to  issue,  we  may 
assume,  if  the  quantity  of  matter  originally  taken  has  been  suffi- 
ciently large,  that  all  the  air  has  been  expelled,  and  that  the  globe 
is  full  of  vapour  at  the  temperature  given  by  the  thermometer,  and 
at  the  external  pressure  H.  The  globe  is  then  hermetically  sealed 
at  the  extremity  p  of  the  neck,  which  has  been  previously  drawn 
out  into  a  fine  tube. 

408.  Calculation  of  the  Experiment. — ^As  ahready  remarked,  the 
densities  of  vapours  given  in  treatises  on  chemistry  express  the  ratio 
of  the  weight  of  a  given  volume  of  the  vapowr  to  that  of  the  same 
volume  of  air  at  the  sam^  temperature  and  pressure.  In  order  to 
deduce  this  ratio  from  the  preceding  experiment,  we  must  first  find 
the  weight  of  the  vapour.  This  is  done  by  weighing  the  globe  with 
its  contents,  after  allowing  it  to  cool.  Suppose  the  weight  thus  found 
to  be  W.  Before  the  experiment  the  globe  had  been  weighed  full  of 
dry  air  at  a  known  temperature  t  and  pressure  A.  Suppose  this 
weight  to  be  W';  the  diflerence  W  — W'  evidently  represents  the 
excess  of  the  weight  of  the  vapour  above  that  of  the  air.  If,  then, 
we  add  W  — W'to  the  weight  of  the  air,  we  shall  evidently  have  the 
weight  of  the  vapour.  Now  the  weight  of  the  air  is  easily  deduced 
from  the  known  volume  of  the  globe.  If  V  denote  this  volimie  at 
zero  expressed  in  litres,  the  weight  in  grammes  of  the  air  con- 
tained in  the  globe  at  the  time  of  weighing  is 

V(l  +  K01-293xj:i^.4. 

K  denoting  the  coefficient  of  cubical  expansion  of  glass,  and  a  the 
coefficient  of  expansion  of  air.  The  weight  of  the  vapour  contained 
in  the  globe  is  consequently 

A^W-W'  +  V(l  +  Kt)xl-293Xj^^.7J^. 

Let  H  be  the  pressure  and  T  the  temperature  at  the  time  of  sealing 
the  globe.  The  volume  occupied  by  the  vapour  under  these  circum- 
stances was  V  (1  +  KT).    The  density  of  the  vapour  will  therefore 
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l>e  obtained  by  dividing  A  by  the  weight  of  this  volume  of  air  at  the 
same  temperature  and  pressure.     But  this  weight  is 

A'=V(l+KT).l-298.i— ^^^-W 

hence,  finally,  the  required  relative  density  is 

A_W-W'+V(1+K0. 1-293.1^^^.  4 

^-A' i H 

V  (1  +  KT).  1-298.  j^^.  760 

The  correctness  of  this  formula  depends  upon  the  assumption  that 
no  air  is  left  in  the  globe.  In  order  to  make  sure  that  this  condi- 
tion is  fulfilled,  the  point  'p  of  the  neck  of  the  globe  is  broken  oflT 
under  mercury;  the  liquid  then  rushes  in,  and,  together  with  the 
condensed  vapour,  fills  the  globe  completely,  if  no  air  has  been  left 
behind. 

This  last  operation  also  affords  a  means  of  calculating  the  volume  V; 
for  we  have  only  to  weigh  the  mercury  contained  in  the  globe,  or  to 
measure  it  in  a  graduated  tube,  in  order  to  ascertain  its  volume  at 
the  actual  temperature,  whence  the  volume  at  zero  can  easily  be 
deduced. 

409.  Example. — In  order  better  to  illustrate  the  method,  we  shall 
take  the  following  numerical  results  obtained  in  an  investigation  of 
the  vapour-density  of  sulphide  of  carbon: — 

Excess  of  weight  of  vapour  above  weight  of  air,  W  —  W = '3  gramme ; 
temperature  of  the  vapour  T^SO**;  external  pressure  H=752-5  milli- 
metres; volume  of  the  globe  at  a  temperature  of  12'',  190  cubic  centi- 
metres; temperature  of  the  dry  air  which  filled  the  globe  at  the  time 

of  weighing,  f^lS"";  pressure  A =765;  K^j^^^. 
The  volume  V  of  the  globe  at  zero  is 

190 
vo~  =  189*94  cubic  centimetres  = '18994  litre. 

1  +  -- - 
38700 

The  weight  of  the  air  contained  in  the  globe  is 

•18994  X  liJ93 .  (l  +  3^)  .  1^15^^0866  '  W^^'^^^^'^  ^^^"^^ 

Weight  of  the  vapour, 

•28442  +  W  -  W'=  -53442  gramme. 

The  weight  of  the  same  volume  of  air  at  the  same  temperature  and 
pressure  is 

•18994  X  1-293  (  1  +  3^)  •  iTpooS^elTW  '  W  =  '^0019  gramme. 
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The  density  Ls  therefore 


''^''U^-er. 


•20019 

Deville  and  Troost  have  effected  several  improvements  in  the  ap- 
plication of  Dumas'  method  to  vapours  at  high  temperatures.  These 
temperatures  are  obtained  by  boiling  various  substances,  such  as 
chloride  of  zinc,  cadmium,  which  boils  at  860°  C,  or  zinc,  which  boils 
at  1040°  C.  For  temperatures  above  800°,  the  glass  globe  is  replaced 
by  a  globe  of  porcelain,  which  is  hermetically  sealed  with  the  oxy- 
hydrogen  blowpipe.  The  globe  itself  serves  as  a  pyrometer  to  deter- 
mine the  temperature;  and  since  the  weight  of  air  becomes  very 
inconsiderable  at  high  temperatures,  some  heavier  vapour,  such  as 
that  of  iodine,  is  substituted  in  its  place.  If  we  suppose,  as  we  may 
fairly  do,  that  at  these  high  temperatures  the  coeflScient  of  expansion 
of  the  vapoiir  of  iodine  is  the  same  as  that  of  air,  the  temperature 
may  easily  be  deduced  from  the  weight  of  iodine  contained  in  the 
globe.  We  subjoin  a  table  of  some  relative  densities  of  vapours 
obtained  by  this  method: — 


Water 0622 

Alcohol, 1-6138 

Ether, 2*586 

Spirit  of  turpentine,     .    .  6*0130 

Iodine, 8*716 

Sulphur, 2-23 


Phosphorus, 4*5 

Cadmium, 8*94 

Chloride  of  aluminium, .     .    9*347 
Bromide  of  aluminium,  .    .18*62 
Chloride  of  zirconium,   .    .     8*1 
Seequichloride  of  iron,  .    .11*39 


410.  Limiting  Values  of  Relative  Densities. — In  investigating  the 
relative  density  of  acetic  acid  vapour,  Cahours  found  that  it  went 
on  decreasing  as  the  temperature  increased,  up  to  a  certain  point, 
beyond  which  there  was  no  sensible  change.  A  similar  circumstance 
is  observed  in  the  case  of  all  substances,  only  in  different  degrees. 
The  vapour  of  sulphur,  for  instance, has  a  relative  density  of  665  at 
500*^  C,  while  at  about  1000°  C.  it  is  only  2'23.  This  indicates  that 
the  vapours  in  question  are  more  expansible  by  heat  than  air  until 
the  limiting  temperatures  are  attained.  It  is  probable  that  the 
nearer  a  vapour  is  to  its  critical  point  (§  380)  the  greater  is  the 
change  produced  in  its  absolute  density  by  a  given  change  whether 
of  temperature  or  pressure.  The  limiting  density-ratio  is  always 
that  which  it  is  most  important  to  determine,  and  we  should  conse- 
quently take  care  that  the  temperature  of  the  vapour  is  sufficiently 
high  to  enable  us  to  obtain  it. 

411.  Oay-Lussac's  Method. — Gay-Lussac  determined  the  density  of 
the  vapour  of  water  and  of  some  other  liquids  by  a  method  a  little 
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'  more  complicated  than  that  described  above,  and  which  for  that 
reason  has  not  been  generally  adopted  in  the  laboratory.  We  proceed 
to  describe  it,  however,  on  account  both  of  its  historical  interest  and 
of  the  importance  of  the  question  which  it  has  assisted  in  solving. 

A  graduated  tube  divided  into  cubic  centimetres,  suppose,  is  filled 
with  mercury,  and  inverted  in  a  cast-iron  vessel  containing  the  same 
liquid.  The  inverted  tube  is  surrounded  by  a  glass  envelope  con- 
taining water,  as  in  Dalton's  apparatus.  A  small  glass  bulb  contain- 
ing a  given  weight  w  (expressed  in  grammes)  of  distilled  water  is 
passed  into  the  tube,  and  rises  to  the 
surface  of  the  mercury.  The  tempera- 
ture of  the  apparatus  is  then  raised  by 
means  of  a  fire  below,  the  bulb  bursts, 
and  the  water  which  it  contained  is 
converted  into  vapour.  If  the  quan- 
tity of  water  be  not  too  great,  it  is  all 
converted  into  vapour;  this  is  known 
to  be  the  case  when,  at  the  tempera- 
ture of  about  100**,  the  mercury  stands 
higher  in  the  tube  than  in  the  vessel, 
for  if  there  were  any  liquid  water 
present,  the  space  would  be  saturated, 
and  the  pressure  of  the  vapour  would 
be    equal    to    the    external    pressure. 

This  arrangement  accordingly  gives  the  weight  of  a  known  volume 
of  the  vapour  of  water.  This  volume,  in  cubic  centimetres,  is 
V  (1  +  KT),  where  V  denotes  the  number  of  divisions  of  the  tube 
occupied  by  the  vapour,  each  of  which  when  at  the  temperature 
zero  represents  a  cubic  centimetre.  The  temperature  T  is  marked 
by  a  thermometer  immersed  in  the  water  contained  in  the  enve- 
lope. The  pressure  of  the  vapour  is  evidently  equal  to  the  external 
pressiu-e  minus  the  height  of  the  mercury  in  the  tube. 

In  order  to  find  the  relative  density,  we  must  divide  w  by  the 
weight  of  a  volume  V  (1  +  KT)  of  air  at  the  temperature  T  and  pres- 
sure H— A,  giving 


Fig.  263.— Ga}--Ltifl8ac'«  Apparatua. 


V  (1  +  KT)  X  -001298  x  j-^jj^ 


760* 


It  may  be  remarked  that  the  vapour  in  this  experiment  is  super- 
heated; but  superheated  vapour  of  water  obeys  Boyle's  law,  and  has 
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therefore  the  same  relative  density  as  saturated  vapour  at  the  same 
temperature. 

The  relative  den&iuy  of  the  vapour  of  water,  as  thus  determined 
by  Gay-Lussac,  is  about  f ,  or  •625.  Several  recent  investigations 
have  given  as  a  mean  result  '622,  which  agrees  with  the  theoretical 
density  deduced  from  the  composition  of  water.^ 

412.  Meyer's  Method. — Victor  Meyer  has  invented  a  method  of 
determining  vapour  densities,  which  is  illustrated  by  Fig.  264.  His 
apparatus  consists  of  a  flask  B  with  a  long  narrow  neck,  from 
which  a  fine  tube  branches  off  near  the  top,  and  bends  down  under 

the  surface  of  mercury.  A  graduated  glass 
jar  D  filled  with  mercury  can  be  inverted 
over  the  end  of  the  branch  tube. 

The  first  operation  is  to  heat  the  flask 
by  means  of  a  surrounding  bath  to  the 
temperature  at  which  it  is  intended  to 
form  the  vapour.  This  operation  expands 
the  air  and  expels  a  portion  in  bubbles 
through  the  mercury.  This  portion  may 
be  allowed  to  escape  into  the  atmosphere, 
and  when  no  more  bubbles  issue,  but  equi- 
librium of  pressure  has  been  established, 
the  gi'aduated  jar  is  to  be  inverted  over 
the  end  of  the  tube  ready  for  the  second 
operation,  which  consists  in  introducing 
the  substance  to  be  vaporized  into  the 
flask,  the  indian-rubber  plug  C  at  the 
top  of  the  neck  being  removed  for  this 
purpose  and  quickly  replaced.  The  formation  of  the  vapour  expels 
more  air  through  the  mercury,  and  this  air  must  be  collected  in  the 
graduated  jar. 

Comparing  the  contents  of  the  flask  when  this  operation  has  been 
completed  with  its  contents  before  the  plug  was  drawn,  it  is  obvious 
that  the  vapour  has  taken  the  place  of  air  at  the  same  temperature 
and  pressure.  The  relative  vapour  density  will  therefore  be  the 
quotient  of  the  mass  of  the  vapour  by  the  mass  of  the  air  displaced. 
The  mass  of  the  vapour  is  known,  being  the  same  as  that  of  the 


Fig.  264.— Meyer's  Apparatui. 


^  Water  is  composed  of  2  volumes  of  hydrogen,  and  1  volume  of  oxygen,  forming  2 
volumes  of  vapour  of  water.  The  sum  of  the  density  of  oxygen  and  twice  the  density  of 
hydrogen  is  1*244,  and  the  half  of  this  is  exactly  '622.— i>. 
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substance  introduced  into  the  flask;  and  the  mass  of  the  air  displaced 
is  known,  being  the  same  as  that  of  the  air  collected  in  the  graduated 
jar.  In  the  figure,  A  represents  a  small  tube  containing  the  sub- 
stance to  be  vaporized,  and  asbestos  is  placed  at  the  bottom  of  the 
flask  to  prevent  the  latter  from  being  broken  when  this  tube  is 
dropped  in. 

418.  Volume  of  Vapour  fo  med  by  a  given  Weight  of  Water. — When 
the  density  of  the  vapour  of  water  is  known,  the  increase  of  volume 
which  occurs  when  a  given  quantity  of  water  passes  into  the  state 
of  vapour  may  easily  be  calculiated.  Suppose,  for  instance,  that  we 
wish  to  find  the  volume  which  a  cubic  centimetre  of  water  at  4*"  will 
occupy  in  the  state  of  vapour  at  100°.  At  this  temperature  the 
pressure  of  the  vapour  is  equal  to  one  atmosphere,  and  its  weight  is 
equal  to  '622  times  the  weight  of  the  same  volume  of  air  at  the  same 
temperatiu-e  and  pressure.  If  then  V  be  the  volume  in  litres,  we 
have  (in  grammes) 


whence 


Vxl-293xf^^x  •622=1, 


^       l+lOOo         1-366 

^=r-298ir-622'^ ^804246=^*^®^  Ht.  =  1698  cubic  centimetres. 


Hence  we  see  that  water  at  4**  gives  about  1700  times  its  volume  of 
vapour  at  100°  C. 

The  latent  heat  of  evaporation  is  doubtless  connected  with  this 
increase  of  volume;  and  it  may  be  remarked  that  both  these  elements 
appear  to  be  greater  for  water  than  for  any  other  substance. 

414.  Heat  of  Evaporation. — The  latent  heat  of  evaporation  of 
water,  and  of  some  other  liquids,  can  be  determined  by  means  of 
Despretz's  apparatus,  which  is  shown  in  Fig.  265. 

The  liquid  is  boiled  in  a  retort  C,  which  is  connected  with  a  worm  S 
surrounded  by  cold  water,  and  terminating  in  the  reservoir  R.  The 
vapour  is  condensed  in  the  worm,  and  collects  in  the  reservoir,  whence 
it  can  be  drawn  by  means  of  the  stop-cock  r.  The  tube  T,  which  is 
fitted  with  a  etop-cock  r',  serves  to  establish  communication  between 
the  reservoir  and  the  atmosphere,  or  between  the  reservoir  and  a 
space  where  a  fixed  pressure  is  maintained,  so  as  to  produce  ebulli- 
tion at  any  temperature  required,  as  indicated  by  the  thermometer 
<.  A  is  an  agitator  for  keeping  the  water  at  a  uniform  temperature, 
indicated  by  the  thermometer  if. 

In  using  the  apparatus,  the  first  step  is  to  boil  the  liquid  in  the 

26 
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retort,  and  when  it  Ls  in  active  ebullition,  it  is  put  in  communication 
with  the  worm.  The  temperature  of  the  calorimeter  has  previously- 
been  lowered  a  certain  number  of  degrees  below  that  of  the  surround- 
ing air,  and  the  experiment  ceases  when  it  has  risen  to  the  same 
number  of  degrees  above.  The  compensation  may  thus  be  considered 
as  complete,  since  the  rate  of  heating  is  nearly  uniform. 

If  W  be  the  equivalent  of  the  calorimeter  in  water,  t  its  initial 
temperature,  d  its  final  temperature;  then  the  quantity  of  heat  gained 
by  it  is  W  (O  —  t),  This  heat  comes  partly  from  the  latent  heat  dis- 
engaged at  the  moment  of  condensation  of  the  vapour,  partly  from 
the  loss  of  temperature  of  the  condensed  water,  which  sinks  from  T, 
the  boiling-point  of  the  liquid,  to  the  temperature  of  the  calorimeter. 
If,  then,  X  denote  the  latent  heat  of  evaporation,  w  the  weight  of  the 


[|||l|g;i]_i||i^iiiiiiiiiiiiyi«pM 


Fig.  265.  — Despretz's  Apparatus. 

liquid  collected  in  the  box  R,  and  c  its  specific  heat,  we  have  the 
equation 

w  {e-t)=wx+wc{T-e). 

This  experiment  is  exposed  to  some  serious  causes  of  error.  The 
calorimeter  may  be  heated  by  radiation  from  the  screen  F  which 
protects  it  from  the  direct  radiation  of  the  furnace.  Heat  may  also 
be  propagated  by  means  of  the  neck  of  the  retort.  Again,  the  vapour 
is  not  dry  when  it  passes  into  the  worm,  but  carries  with  it  small 
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drops  of  liquid.  Finally,  some  of  the  vapour  may  be  condensed  at 
the  top  of  the  retort,  and  so  pass  into  the  worm  in  a  liquid  state. 
This  last  objection  is  partly  removed  by  sloping  the  neck  of  the 
retort  upwards  from  the  fire,  but  it  sometimes  happens  that  this 
precaution  is  not  sufficient. 

416.  Eegnault's  Experiments. — The  labours  of  Regnault  in  con- 
nection with  the  subject  of  latent  heat  are  of  the  greatest  importance, 
and  have  resulted  in  the  elaboration  of  a  method  in  which  all  these 
sources  of  error  are  entirely  removed.  The  results  obtained  by  him 
are  the  following: — 

The  quantity  of  heat  required  to  convert  a  gramme  of  water  at 
100"*  into  vapour,  without  change  of  temperature,  is  537  gramme- 
degrees. 

If  the  water  were  originally  at  zero,  the  total  amount  of  heat 
required  to  raise  it  to  100^  and  then  convert  it  into  vapour  would 
evidently  be  637  gramme-degrees;  and  it  is  this  total  amoimt  which 
is  most  important  to  know  in  the  application  of  heat  in  the  arts. 

In  general,  if  Q  denote  the  total  quantity  of  heat^  required  to 
raise  water  from  zero  to  the  temperature  T,  and  then  convert  it  into 
vapour  at  this  temperature,  the  value  of  Q  may  be  deduced  with 
great  exactness  from  the  formula 

Q= 606-5 +  -305T.  (a) 

From  what  we  have  said  above,  it  will  be  seen  that  if  X  denote  the 
latent  heat  of  evaporation  at  temperature  T,  we  must  have 

Q=x+T, 
whence,  by  substituting  for  Q  in  (a),  we  have 

X=606-5--695T.    *  (6) 

Hence  it  appears  that  latent  heat  varies  in  the  opposite  direction  to 
temperature.  This  fact  had  been  previously  discovered  by  Watt; 
but  he  went  too  far,  and  maintained  that  the  increase  of  the  one 
was  eqv^l  to  the  diminution  of  the  other,  or,  in  his  own  words,  that 
"the  sum  of  the  sensible  and  latent  heats"  (that  is  T-l-X)  "is  con- 
stant." From  (a)  we  can  find  the  total  heat  for  any  given  tempera- 
ture, and  from  (6)  the  latent  heat  of  evaporation  at  any  given  tem- 

*  Called  by  Regnault  the  total  heat  of  saturated  vapour  at  T,  or  the  total  heat  of 
raporization  at  T*^ 
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perature.    The  results  for  every  tenth  degree  between  0**  and  230** 
are  given  in  the  following  table: — 


Tempenturet 

Latent 

Total 

Temperatoret 

Latent 

Total 

Centignule. 

Heat 

Heat 

Centigrade. 

Heat 

Heat 

0'     .     .     .     . 

606 

606 

120''  .... 

522 

642 

10 

600 

610 

130     . 

616 

645 

20 

693 

613 

140     . 

608 

648 

80 

686 

616 

160     . 

601 

661 

40 

679 

619 

160     . 

494 

664 

60 

672 

622 

170    . 

486 

666 

60 

666 

626 

180     .    . 

479 

659 

70 

668 

628 

190    . 

472 

662 

80 

661 

681 

200     . 

464 

664 

90 

644 

684 

210    . 

467 

667 

100 

687 

687 

220    . 

449 

669 

110 

629 

639 

280    . 

442 

672 

To  reduce  latent  heat  and  total  heat  from  the  Centigrade  to  the 
Fahrenheit  scale,  we  must  multiply  by  i.  Thus  the  latent  and  total 
heat  of  steam  at  212**  F.  are  966*6  and  1146-6.  Total  heat  is 
here  reckoned  from  32**  F.  If  we  reckon  it  from  0"*  F.,  32  must  be 
added. 

The  following  table  taken  from  the  researches  of  Favre  and  Sil- 
bermann,  gives  the  latent  heat  of  evaporation  of  a  number  of  liquids 
at  the  temperature  of  their  boiling-point,  referred  to  the  Centigrade 
scale: — 


Boiling- 
point 

Latent 
Heat 

Boiling- 
point 

Latent 
Heat 

Wood-spirit,    . 
Absolute  alcohol. 
Valeric  alcohol, 
Ether,    .    .    . 

66-5* 

78 

78 

88 

88 

118-6 
100 

264 
208 
121 

91 

68 
118-6 
169 

Acetic  acid,     .    .     . 
Butyric  acid,  .     .     . 
Valeric  acid,    .    .    . 
Acetic  ether,   .     .     . 
Oil  of  turpentine,     . 
Essence  of  citron,     . 

120' 
164 
176 
74 
166 
165 

102 
115 
104 
100 
69 
70 

Ethal.    .    .     . 

Valeric  ether, . 
Formic  acid,    . 
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HYGROMETRT. 


416.  Humidity. — The  condition  of  the  air  as  regards  moisture 
involves  two  elements: — (1)  the  amount  of  vapour  present  in  the  air, 
and  (2)  the  ratio  of  this  to  the  amount  which  would  saturate  the  air 
at  the  actual  temperature.  It  is  upon  the  second  of  these  elements 
that  our  sensations  of  dryness  and  moisture  chiefly  depend,  and  it  is 
this  element  which  meteorologists  have  agreed  to  denote  by  the  term 
hwmidity;  or,  as  it  is  sometimes  called,  relative  humidity.  It  is 
usually  expressed  as  a  percentage. 

The  words  humid  and  m^ist,  as  applied  to  air  in  ordinaiy  lan- 
guage, nearly  correspond  to  this  technical  use  of  the  word  humidity; 
and  air  is  usually  said  to  be  dry  when  its  hv/midity  is  considerably 
below  the  average.  In  treatises  on  physics,  "dry  air*'  usually 
denotes  air  whose  humidity  is  zero. 

The  air  in  a  room  heated  by  a  hot  stove  contains  as  much  vapour 
weight  for  weight  as  the  open  air  outside;  but  it  is  drier,  because  its 
capacity  for  vapour  is  greater.  In  like  manner  the  air  is  drier  at 
noon  than  at  midnight,  though  the  amount  of  vapour  present  is  about 
the  same;  and  it  is  for  the  most  part  drier  in  summer  than  in  winter, 
though  the  amount  of  vapour  present  is  much  greater.  • 

It  is  to  be  borne  in  mind  that  a  cubic  foot  of  air  is  able  to  take 
up  the  same  amount  of  vapour  as  a  cubic  foot  of  empty  space;  and 
"relative  humidity"  may  be  defined  as  tlie  ratio  of  the  mass  of  vapour 
actually  present  in  a  given  spacey  to  the  Tnasa  which  would  saturate 
the  space  at  the  axstual  temperature. 

Since  aqueous  vapour  fulfils  Boyle's  law,  these  masses  are  propor- 
tional to  the  vapour-pressures  which  they  produce,  and  relative 
humidity  may  accordingly  be  defined  as  the  ratio  of  the  actual 
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vapour-presaure  to  the  maodmum  vapour-jyreasure  for  the  actual 
temperature, 

417.  Simultaneous  Changes  in  the  Dry  and  Vaporous  Constituents. — 
When  a  mixture  of  air  and  vapour  is  subjected  to  changes  of  tem- 
perature, pressure,  or  volume  which  do  not  condense  any  of  its 
vapour,  the  two  constituents  are  similarly  affected,  since  they  have 
both  the  same  coefficient  of  expansion,  and  they  both  obey  Boyle's 
law.   If  the  volume  of  the  whole  be  reduced  from  Vi  to  v^  at  constant 

pressure,  both  the  densities  will  be  multiplied  by  -,  and  hence,  by 

Boyle  s  law,  the  pressures  will  also  be  multiplied  by  -.  If,  on  the 
other  hand,  the  temperature  be  altered  from  <i  to  ^  without  change 
of  volume,  both  the  pressures  will  be  multiplied  by  it^-     The  ratio 

of  the  vapour-pressure  to  the  dry-air  pressure  remains  unchanged  in 
both  cases. 

If  the  changes  of  volume  and  temperature  are  effected  simultane- 
ously, each  of  the  pressures  will  be  multiplied  by  ^*  y+^*  ^^^  ^^^ 
total  pressure  will  be  multiplied  by  the  same  factor.  If  the  total 
pressure  remains  unchanged,  as  is  the  case  when  there  is  free  com- 
munication between  the  altered  air  and  the  general  atmosphere,  both 
the  dry-air  pressure  and  the  vapour-pressure  will  therefore  remain 
unchanged. 

418.  Dew-point. — ^When  a  mixture  of  dry  air  and  vapour  is  cooled 
down  at  constant  pressure  until  the  vapour  is  at  saturation,  the 
temperature  at  which  saturation  occurs  is  called  the  dew-poi/at  of 
the  original  mass;  and  if  the  mixture  be  cooled  below  the  dew-point, 
some  of  the  vapour  will  be  condensed  into  liquid  water  or  solid  ice. 

The  reasoning  of  the  preceding  section  shows  that  the  process  of 
cooling  down  to  the  dew-point  does  not  alter  the  vapour-pressure. 
The  actual  vapour-pressure  in  any  portion  of  air  is  therefore  equal 
to  the  rtiaadmuTn  vapour-pressure  at  the  dew-poiTii, 

When  air  is  confined  in  a  close  vessel,  and  cooled  at  constant 
volume,  its  pressure  and  density  at  any  given  temperature,  and  the 
pressures  and  densities  of  its  dry  and  vaporous  constituents,  will  be 
less  than  if  it  were  in  free  communication  with  the  atmosphere. 
Hence  its  vapour  will  not  be  at  saturation  when  cooled  down  to 
what  is  above  defined  as  the  dew-point  of  the  original  mass,  but  a 
lower  temperature  will  be  requisite. 

419.  Thase  conclusions  can  also  be  established  as  follows: — 
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Let  P  denote  the  pressure  of  the  mixture, 

p       „      the  pressure  of  the  vaporous  constituent, 
V       „      the  volume, 

T       „      the  temperature  reckoned  from  absolute  zero  on  the 
air  thermometer. 

Then  for  all  changes  which  do  not  condense  any  of  the  vapour 
VP  .  ,  v«  . 

-m   is  constant,  and  -j^  is  constant. 

When  P  is  also  constant,  we  have  ^  constant,  and  therefore  p  con- 
stant. 

On  the  other  hand,  when  V  is  constant,  p  will  vary  as  T,  and  will 
diminish  as  T  diminishes. 

420.  HygroBCopes. — Anything  which  serves  to  give  rough  indica- 
tions of  the  state  of  the  air  as  regards  moisture  may  be  called  a 
hygroscope  (vypoc,  moist).  Many  substances,  especially  those  which 
are  composed  of  organic  tissue,  have  the  property  of  absorbing  the 
moisture  of  the  surrounding  air,  until  they  attain  a  condition  of 
equilibrium  such  that  their  affinity  for  the  moisture  absorbed  i^ 
exactly  equal  to  the  force  with  which  the  latter  tends  to  evaporate. 
Hence  it  follows  that,  according  to  the  dampness  or  dryness  of  the 
air,  such  a  substance  will  absorb  or  give  up  vapour,  either  of  which 
processes  is  always  attended  with  a  variation  in  the  dimensions  of  the 
body.  The  nature  of  this  variation  depends  upon  the  peculiar  struc- 
ture of  the  substance;  thus,  for  instance,  bodies  formed  of  filaments 
exhibit  a  greater  increase  in  the  direction  of  their  breadth  than  of 
their  length.  Membranous  bodies,  on  the  other  hand,  such  as  paper 
or  parchment,  formed  by  an  interlacing  of  fibres  in  all  directions, 
expand  or  contract  almost  as  if  they  were  homogeneous.  Bodies 
composed  of  twisted  fibres,  as  ropes  and  strings,  swell  under  the 
action  of  moisture,  grow  shorter,  and  are  more  tightly  twisted.  The 
opposite  is  the  case  with  catgut,  which  is  often  employed  in  popular 
hygroscopes. 

421.  Hygrometers. — Instruments  intended  for  furnishing  precise 
measurements  of  the  state  of  the  air  as  regards  moisture  are  called 
hygrometers.     They  may  be  divided  into  four  classes: — 

1.  Hygrometers  of  absorption,  which  should  rather  be  called 
hygroscopes. 

2.  Hygrometers  of  condensation,  or  dew-point  instruments. 

3.  Hygrometers  of  evaporation,  or  wet  and  dry  bulb  thermo- 
meters. 


Digitized  by 


Googk 


392 


HYGROMETRT. 


4.  Chemical  hygrometers,  for  directly  measuring  the  weight  of 
vapour  in  a  given  volume  of  air. 

422.  De  Saussure's  Hygrometer.— The  best  hygrometer  of  absorp- 
tion is  that  of  De  Saussure,  consisting  of  a  hair  deprived  of  grease, 
which  by  its  contractions  moves  a  needle  (Fig.  266).  When  the 
hair  relaxes,  the  needle  is  caused  to  move  in  the  opposite  direction 


Fig.  266.— De  SauBSure's  Hygroscope. 


Fig.  267.— Monnier's  Hygioscope. 


by  a  weight,  which  serves  to  keep  the  hair  always  equally  tight. 
The  hair  contracts  as  the  humidity  increases,  but  not  in  simple  pro- 
portion, and  Regnault  s  investigations  have  shown  that,  unless  the 
most  minute  precautions  are  adopted  in  the  construction  and  gradua- 
tion of  each  individual  instrument,  this  hygrometer  will  not  furnish 
definite  numerical  measures. 

Fig.  267  represents  Monnier's  modification  of  De  Saussure's 
hygrometer,  in  which  the  hair,  after  passing  over  four  pulleys,  is 
attached  to  a  light  spring,  which  serves  instead  of  a  weight,  and 
gives  the  advantage  of  portability. 

These  instruments  are  never  employed  for  scientific  purposes  in 
this  country. 

423.  Dew-point  Hygrometers. — These  are  instruments  for  the 
direct  observation  of  the  dew-point,  by  causing  moisture  to  be  con- 
densed from  the  air  upon  the  surface  of  a  body  artificially  cooled  to 
a  known  temperature. 
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Fig.  268.— Dines'  Hygrometer. 


The  dew-point,  which  is  itself  an  important  element,  gives  directly, 
as  we  have  seen  in  §  418,  the  pressure  of  vapour;  and  if  the  temper- 
atur3  of  the  air  is  at  the  same  time  observed,  the  pressure  requisite 
for  saturation  is  known.  The  ratio  of  the  former  to  the  latter  is 
the  humidity. 

424.  Dines'  Hygrometer. — One  of  the  best  dew-point  hygrometers 
is  that  recently  invented  by  Mr.  Dines,  shown  both  in  perspective  and 
in  section  in  Figs.  268,  269. 
Cold  water,  with  ice,  if  neces- 
sary, is  put  into  the  reser- 
voir A,  and  by  turning  on  the 
tap  B  this  water  is  allowed 
to  flow  through  the  pipe  C 
into  the  small  double  cham- 
ber D,  the  top  of  which,  E,  is 
formed  of  thin  black  glass, 
on  which  the  smallest  film 
of  dew  is  easily  perceived. 
After  flowing  under  the  black 
glass  and  around  the  bulb  of 
a  thermometer  which  lies 
immediately  below  it,  the 
water  escapes  through  a  discharge  pipe,  and  can  be  received  in 
a  vessel,  from  which  it  may  again  be  poured  into  the  reservoir  A. 
As  soon  as  any  dew  is  seen  on  the  black  glass,  the  thermometer 
should  be  read,  and  the  tap  turned  off*,  or  partly  off",  until  the  dew 
disappears,  when  a  second  reading  of  the  thermometer  should  be 
taken. 

The  mean  of  the  two  will  be  approximately  the  dew-point;  and 
in  order  to  obtain  a  good  determination,  matters  should  be  so 
managed  as  to  make  the  temperatures  of  appearance  and  disappear- 
ance nearly  identical. 

426.  Danieirs  Hygrometer. — DanielFs  hygrometer  has  been  very 
extensively  used.  It  consists  of  a  bent  tube  with  a  globe  at  each 
end,  and  is  partly  filled  with  ether.  The  rest  of  the  space  is  occu- 
pied with  vapour  of  ether,  the  air  having  been  expelled.  One  of 
the  globes  A  is  made  of  black  glass,  and  contains  a  thermometer  t 
The  method  of  using  the  instrument  is  as  follows: — The  whole  of 
the  liquid  is  first  passed  into  the  globe  A,  and  then  the  other  globe 
B,  which  is  covered  with  muslin,  is  moistened  externally  with  ether. 


Fig.  209.— Dines*  Hygrometer. 
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The  evaporation  of  this  ether  from  the  muslin  causes  a  condensa- 
tion of  vapour  of  ether  in  the  interior  of  the  globe,  which  produces 
a  fresh  evaporation  from  the  surface  of  the 
liquid  in  A,  thus  lowering  the  temperature  of 
that  part  of  the  instrument.  By  carefully 
watching  the  surface  of  the  globe,  the  exact 
moment  of  the  deposition  of  dew  may  be 
ascertained.  The  temperature  is  then  read  on 
the  inclosed  thermometer. 

If  the  instrument  be  now  left  to  itself,  the 
exact  moment  of  the  disappearance  of  the  dew 
may  be  observed;  and  the  usual  plan  is  to 
take  the  mean  between  this  temperature  and 
that  first  observed.  The  temperature  of  the 
surrounding  air  is  given  by  a  thermometer  t  attached  to  the 
stand. 

426.  Eegnault's  Hygrometer. — Regnault  s  hygrometer  consists  (Fig. 
271)  of  a  glass  tube  closed  at  the  bottom  by  a  very  thin  silver  cap  D. 
The  opening  at  the  upper  end  is  closed  by  a  cork,  through  which 


Fig.  270. 
Danlell's  Hygrometer. 


Fig.  271.— Regnaolt's  Hygrometer. 


passes  the  stem  of  a  thermometer  T,  and  a  glass  tube  t  open  at  lK)th 
ends.  The  lower  end  of  the  tube  and  the  bulb  of  the  thermometer 
dip  into  ether  contained  in  the  silver  cap.  A  side  tube  establishes 
communication  between  this  part  of  the  apparatus  and  a  vertical 
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tube  U  V,  which  is  itself  connected  with  an  aspirator*  A,  placed  at  a 
convenient  distance.  By  allowing  the  water  in  the  aspirator  to 
escape,  a  current  of  air  is  produced  through  the  ether,  which  has  the 
effect  of  keeping  the  Kquid  in  agitation,  and  thus  producing  uniform- 
ity of  temperature  throughout  the  whole.  It  also  tends  to  hasten 
evaporation;  and  the  cold  thus  produced  speedily  causes  a  deposition 
of  dew,  which  is  observed  from  a  distance  with  a  telescope,  thus 
obviating  the  risk  of  vitiating  the  observation  by  the  too  close 
proximity  of  the  observer.  The  observation  is  facilitated  by  the 
contrast  offered  by  the  appearance  of  the  second  cap,  which  has  no 
communication  with  the  first,  and  contains  a  thermometer  for  giving 
the  temperature  of  the  external  air.  By  regulating  the  flow  of  liquid 
from  the  aspirator,  the  temperature  of  the  ether  can  be  very  nicely 
controlled,  and  the  dew  can  be  made  to  ap- 
pear and  disappear  at  temperatures  nearly 
identical.  The  mean  of  the  two  will  then 
very  accurately  represent  the  dew-point. 

The  liquid  employed  in  Regnault's  hygro- 
meter need  not  be  ether.  Alcohol,  a  much 
less  volatile  liquid,  will  suflSce.  This  is  an 
important  advantage;  for,  since  the  boiling- 
point  of  ether  is  36°  C.  (97°  F.),  it  is  not  easy 
to  preserve  it  in  hot  climates. 

427.  Wet  and  Dry  Bulb  Hygrometer. — 
This  instrument,  which  is  also  called  Mason's 
hv<n"ometer,  and  is  known  on  the  Continent 
as  August's  psychrometer,  consists  (Fig.  272) 
of  two  precisely  similar  thermometers, 
mounted  at  a  short  distance  from  each 
other,  the  bulb  of  one  of  them  being  covered 
with  muslin,  which  is  kept  moist  by  means 
of  a  cotton  wick  leading  from  a  vessel  of 
water.  The  evaporation  which  takes  place 
from  the  moistened  bulb  produces  a  depres- 
sion of  temperature,  so  that  this  thermometer  reads  lower  than  the 
other  by  an  amount  which  increases  with  the  dryness  of  the  air.  The 
instrument  must  be  mounted  in  such  a  way  that  the  air  can  circulate 

*  An  aspirator  is  a  vessel  into  which  air  is  sucked  at  the  top  to  supply  the  place  of  water 
which  is  allowed  to  escape  at  the  bottom;  or,  more  generally,  it  is  any  apparatus  for 
sucking  in  air  or  gas. 


Fig.  272. 
Wet  and  I>i7  Thermometers. 
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very  freely  around  the  wet  bulb;  and  the  vessel  containing  the 
water  should  be  small,  and  should  be  placed  some  inches  to  the  side. 
The  level  of  this  vessel  must  be  high  enough  to  furnish  a  supply  of 
water  which  keeps  the  muslin  thoroughly  moist,  but  not  high  enough 
to  cause  drops  to  fall  from  the  bottom  of  the  bulb.  Unless  these 
precautions  are  observed,  the  depression  of  temperature  will  not  be 
sufficiently  great,  especially  in  calm  weather. 

In  frosty  weather  the  wick  ceases  to  act,  and  the  bulb  must  be 
dipped  in  water  some  time  before  taking  an  observation,  so  that  all 
the  water  on  the  bulb  may  be  frozen,  and  a  little  time  allowed  for 
evaporation  from  the  ice,  before  the  reading  is  taken. 

The  great  facility  of  observation  afforded  by  this  insthmient  has 
brought  it  into  general  use,  to  the  practical  exclusion  of  other  forms 
of  hygrometer.  As  the  theoretical  relation  between  the  indications 
of  its  two  thermometers  and  the  humidity  as  well  as  the  dew-point 
of  the  air  is  rather  complex,  and  can  scarcely  be  said  to  be  known 
with  certainty,  it  is  usual,  at  least  in  this  country,  to  effect  the  re- 
duction by  means  of  tables  which  have  been  empirically  constructed 
by  comparison  with  the  indications  of  a  dew-point  instrument.  The 
tables  universally  employed  by  British  observers  were  constructed 
by  Mr.  Glaisher,  and  are  based  upon  a  comparison  of  the  simultaneous 
readings  of  the  wet  and  dry  bulb  thermometers  and  of  Daniells 
hygrometer  taken  for  a  long  series  of  years  at  Greenwich  observatory, 
combined  with  some  similar  observations  taken  in  India  and  at 
Toronto.^ 

According  to  these  tables,  the  difference  between  the  dew-point 
and  the  wet-bulb  reading  bears  a  constant  ratio  to  the  difference 
between  the  two  thermometers,  when  the  temperature  of  the  dry- 
bulb  thermometer  is  given.  When  this  temperature  is  53**  F.,  the 
dew-point  is  as  much  below  the  wet-bulb  as  the  wet-bulb  is  below 
the  temperature  of  the  air.  At  higher  temperatures  the  wet-bulb 
reading  is  nearer  to  the  dew-point  than  to  the  air-temperature,  and 
the  reverse  is  the  case  at  temperatures  below  53^ 

428.  In  order  to  obtain  a  clue  to  the  construction  of  a  rational 
formula  for  deducing  the  dew-point  from  the  indications  of  this  in- 
strument, we  shall  assume  that  the  wet-bulb  is  so  placed  that  its 
temperature  is  not  sensibly  affected  by  radiation  from  surrounding 
objects,  and   hence  that   the  heat  which  becomes   latent  by  the 

*  The  first  edition  of  these  Tables  difiPers  considerably  from  the  rest,  and  is  never  used; 
but  there  has  been  no  material  alteration  since  the  second  edition  (1856). 
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evaporation  from  its  surface  is  all  supplied  by  the  surrounding  air. 
When  the  temperature  of  the  wet-bulb  is  falling,  heat  is  being  con- 
sumed by  evaporation  faster  than  it  is  supplied  by  the  air;  and  the 
reverse  is  the  case  when  it  is  rising.  It  will  suffice  to  consider  the 
case  when  it  is  stationary,  and  when,  consequently,  the  heat  con- 
sumed by  evaporation  in  a  given  time  is  exactly  equal  to  that 
supplied  by  the  air. 

Let  t  denote  the  temperature  of  the  air,  which  is  indicated  by  the 
dry-bulb  thermometer;  if  the  temperature  of  the  wet-bulb;  T  the 
temperature  of  the  dew-point,  and  let  /,  /,  F  be  the  vapour-pressures 
corresponding  to  saturation  at  these  three  temperatures.  Then,  as 
shown  in  §  418,  the  tension  of  the  vapour  present  in  the  air  at  its 
actual  temperature  t  is  also  equal  to  F. 

We  shall  suppose  that  wind  is  blowing,  so  that  continually  fresh 
portions  of  air  come  within  the  sphere  of  action  of  the  wet-bulb. 
Then  each  particle  of  this  air  experiences  a  depression  of  temperature 
and  an  increase  of  vapour-pressure  as  it  comes  near  the  wet-bulb,  from 
both  of  which  it  afterwards  recovers  as  it  moves  away  and  mixes 
with  the  general  atmosphere. 

If  now  it  is  legitimate  to  assume^  that  this  depression  of  tempera- 
ture and  exaltation  of  vapour-pressure  are  always  proportional  to  one 
another,  not  only  in  comparing  one  particle  with  itself  at  different 
times,  but  also  in  comparing  one  particle  with  another,  we  have  the 
means  of  solving  our  problem;  at  all  events,  if  we  may  make  the 
additional  assumptions  that  a  portion  of  the  air  close  to  the  wet- 
bulb  is  at  the  temperature  of  the  wet-bulb,  and  is  saturated. 

On  these  assumptions  the  greatest  reduction  of  temperature  of  the 
air  is  ^— ^',  and  the  greatest  increase  of  vapour-pressure  is  /— F,  and 
the  corresponding  changes  in  the  whole  mass  are  proportional  to 
these.  The  three  temperatures  t,  if,  T  must  therefore  be  so  related, 
that  the  heat  lost  by  a  mass  of  air  in  cooling  through  the  range  t—t', 
is  just  equal  to  the  heat  "which  becomes  latent  in  the  formation  of  as 
much  vapour  as  would  raise  the  vapour-pressure  of  the  mass  by  the 
amount/'— F. 

^  The  assumption  which  Dr.  Apjohn  actually  makes  is  as  follows  :—**  When  in  the  moist- 
hulb  hygrometer  the  stationary  temperature  is  attained,  the  caloric  which  vaporizes  the 
water  is  necessarily  exactly  equal  to  that  which  the  air  imparts  in  descending  from  the 
temperature  of  the  atmosphere  to  that  of  the  moistened  bulb ;  and  the  air  which  has 
undergone  this  reduction  becomes  saturated  with  moisture"  {Trans.  RI.A.     Nov.  1834). 

This  implies  that  all  the  air  which  is  affected  at  all  is  affected  to  the  maximum  extent^ 
a  very  harsh  supposition ;  but  August  independently  makes  the  same  assumption. 
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Let  h  denote  the  height  of  the  barometer,  s  the  specific  heat  of 
air,  D  the  relative  density  of  vapour  (§  406),  L  the  latent  heat  of 
steam,  and  let  the  vapour-pressures  be  expressed  by  columns  of 
mercury. 

Then  the  mass  of  the  air  is  to  that  of  the  vapour  required  to  pro- 
duce the  additional  tension,  as  A  to  D  (/— F),  and  we  are  to  have 

LD(/'-F)=»(«-0^, 


or 


/'-F=«-0/i.~3.  (1) 


which  is  the  required  formula,  enabling  us,  with  the  aid  of  a  table 
of  vapour-pressures,  to  determine  F.,  and  therefore  the  dew-point  T, 
when  the  temperatures  t,  if  of  the  dry  and  wet  bulb,  and  the  height  h 
of  the  barometer,  have  been  observed.     The  expression  for  the  rela- 

F 
tive  humidity  will  be  j  - 

Properly  speaking,  a  denotes  the  specific  heat  not  of  dry  air  but  of 
air  containing  the  actual  amount  of  vapour,  and  therefore  depends 
to  some  extent  upon  the  very  element  which  is  to  be  determined ; 
but  its  variation  is  inconsiderable.  L  also  varies  with  the  known 
quantity  t\  but  its  variations  are  also  small  within  the  limits  which 

occur  in  practice.  The  factor  j^  may  therefore  be  regarded  as  con- 
stant, and  its  value,  as  adopted  by  Dr.  Apjohn^  for  the  Fahrenheit 
scale,  is  ^^  or  35  ^  g^  •     We  thus  obtain  what  is  known  as  Ajyohns 

fontmla, 

F=/'-^.A.  (2) 

When  the  wet-bulb  is  frozen,  L  denotes  the  sum  of  the  latent  heais 
of  liquefaction  and  vaporization,  and  the  formula  becomes 

^  This  value  wm  founded  on  the  best  determinations  which  had  been  made  at  the  time, 
the  specific  heat  of  air  being  taken  as  *267,  the  value  obtained  by  Delaroche  and  Berard. 
The  same  value  was  employed  by  Begnault  in  his  hygrometrical  investigations.  At  a 
Htill  later  date  Regnault  himself  investigated  the  specific  heat  of  air  and  found  it  to  be 
"237.  When  this  correct  value  is  introduced  into  Begnault's  theoretical  formula  (which 
is  substantially  the  same  as  Apjohn's),  the  discrepancies  which  he  found  to  exist  between 
calculation  and  observation  are  increased,  and  amount,  on  an  average,  to  about  25  per 
cent  of  the  difference  between  wet-bulb  temperature  and  dew-point.  The  inference  is 
that  the  assimiptions  on  which  the  theoretical  formulae  are  based  are  not  accurate ;  and  the 
discrepancy  is  in  such  a  direction  as  to  indicate  that  diffusion  of  heat  is  more  rapid  than 
diffusion  of  vapour. 
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In  calm  weather,  and  ako  in  very  dry  weather,  the  humidity,  as 
deduced  from  observations  of  wet  and  dry  thermometers,  is  generally 
too  great,  probably  owing  mainly  to  the  radiation  from  surrounding 
objects  on  the  wet-bulb,  which  makes  its  temperature  too  high. 

429.  Chemical  Hygrometer. — The  determination  of  the  quantity  of 
aqueous  vapour  in  the  atmosphere  may  be  effected  by  ordinary 
chemical  analysis  in  the  following  manner: — 

An  aspirator  A,  of  the  capacity  of  about  50  litres,  commimicates  at 
its  upper  end  with  a  system  of  U-tubes  1,  2,  3,  4,  5,  6,  filled  with 


Fig  278.— Chemical  Hygrometer. 

pieces  of  pumice  soaked  in  sulphuric  acid.  The  aspirator  being  full 
of  water,  the  stop-cock  at  the  bottom  is  opened,  and  the  air  which 
enters  the  aspirator  to  take  the  place  of  the  water  is  obliged  to  pass 
through  the  tubes,  where  it  leaves  all  its  moisture  behind.  This 
moisture  is  deposited  in  the  first  tubes  only.  The  last  tube  is 
intended  to  absorb  any  moisture  that  may  come  from  the  aspirator. 
Suppose  w  tohe  the  increase  of  weight  of  the  first  tubes  4, 5, 6;  this 
is  evidently  the  weight  of  the  aqueous  vapour  contained  in  the  air 
which  has  passed  through  the  apparatus.  The  volume  V  of  this  air, 
which  we  will  suppose  to  be  expressed  in  litres,  may  easily  be  found 
by  measuring  the  amount  of  water  which  has  escaped.  This  air 
has  been  again  saturated  by  contact  with  the  water  of  the  aspirator, 
and  the  aqueous  vapour  contained  in  it  is  consequently  at  the  maxi- 
mum pressure  corresponding  to  the  temperature  indicated  by  a  ther- 
mometer attached  to  the  apparatus.     Let  this  pressure  be  denoted 


Digitized  by 


Googk 


400  HYGROMETRT. 

by  /.  The  volume  occupied  by  this  air  when  in  the  atmosphere, 
where  the  temperature  is  T,  is  known  by  the  regular  formulae  to 
have  been 

'H-x     1  +  <U 

X  denoting  the  pressure  of  the  aqueous  vapour  in  the  atmosphere,  and 
H  the  total  atmospheric  pressure  as  indicated  by  the  barometer;  and, 
since  the  relative  density  of  steam  is  '622,  and  the  weight  of  a  litre 
of  air  at  temperature  0°  C.  and  pressure  760  mm.  is  1-293  gramme, 
the  weight  of  vapour  which  this  air  contained  must  have  been 


V.S^.i-±i^xi 


293  X  -622  . 


X 


H-x      l  +  a«  760     1  +  aT 

which  must  be  equal  to  the  known  weight  w,  and  thus  we  have  an 
equation  from  which  we  find 

to(l-Kxf)760H 

V  (H -/)  X -622  X  1-293 +  w(l  +  ca)  760* 

A  good  approximation  will  be  obtained  by  writing 


whence 


w=V  X 1-293  X -622  tI^- 


to 

»  =  946y- 


This  method  has  all  the  exactness  of  a  regular  chemical  analysis, 
but  it  involves  great  labour,  and  is,  besides,  incapable  of  showing 
the  sudden  variations  which  often  occur  in  the  humidity  of  the 
atmosphere.  It  can  only  give  the  mean  quantity  of  moisture  in  a 
given  volume  of  air  during  the  time  occupied  by  the  experiment. 
Its  accuracy,  however,  renders  it  peculiarly  suitable  for  checking 
the  results  obtained  by  other  methods,  and  it  was  so  employed  by 
Regnault  in  the  investigations  to  which  we  have  referred  in  the  foot- 
note to  the  preceding  section. 

430.  Weight  of  a  given  Volume  of  Moist  Air. — The  laws  of  vapours 
and  the  known  formute  of  expansion  enable  us  to  solve  a  problem 
of  very  frequent  occurrence,  namely,  the  determination  of  the  weight 
of  a  given  volume  of  moist  air.  Let  V  denote  the  volume  of  this 
air,  H  its  pressure,  /  the  pressure  of  the  vapour  of  water  in  it,  and  t 
its  temperature.  The  entire  gaseous  mass  may  be  divided  into  two 
parts,  a  volume  V  of  dry  air  at  the  temperature  t  and  the  pressure 
H  — /^,  whose  weight  is,  by  known  formulae, 

Vxl-298Xi-^^.^7-/' 
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and  a  volume  V  of  aqueous  vapour  at  the  temperature  t  and  the 
pressure  /;  the  weight  of  this  latter  is 

The  sum  of  these  two  weights  is  the  weight  required,  viz. 

„     8 


if 


Vx  1-298  X 


l  +  <a*      760 


431.  Ratio  of  the  Volumes  occupied  by  the  same  Air  when  sattfrated 
at  Different  Temperatures  and  Pressures. — Suppose  a  mass  of  air  to 
be  in  presence  of  a  quantity  of  water  which  keeps  it  always  saturated ; 
let  H  be  the  total  pressure  of  the  saturated  air,  t  its  temperature,  and 

V  its  volume. 

At  a  different  temperature  and  pressure  t'  and  H',  the  volume 
occupied  V  will  in  general  be  different.     The  two  quantities  V  and 

V  may  be  considered  as  the  volumes  occupied  by  a  mass  of  dry  air 
at  temperatures  t  and  t'  and  pressures  H— /and  H'— /';  we  have  then 
the  relation 

V'^BTf'  l  +  atf  ^^f 

In  passing  from  one  condition  of  temperature  and  pressure  to  another, 
it  may  be  necessary,  for  the  maintenance  of  saturation,  that  a  new 
quantity  of  vapour  should  be  formed,  or  that  a  portion  of  the  vapour 
should  be  condensed,  or  again,  neither  the  one  nor  the  other  change 
may  take  place.  To  investigate  the  conditions  on  which  these  alter- 
natives depend,  let  D  and  D'  be  the  maximum  densities  of  vapour  at 
the  temperatures  t  and  t'  respectively.  Suppose  we  have  tf>t,  and 
that,  without  altering  the  pressure  /,  the  temperature  of  the  vapour 
is  raised  to  ^,  all  contact  with  the  generating  liquid  being  prevented. 
The  vapour  will  no  longer  remain  saturated;  but,  on  increasing  the 
pressure  to  f,  keeping  the  temperature  unchanged,  saturation  will 
again  be  produced.  This  latter  change  does  not  alter  the  actual 
quantity  of  vapour,  and  if  we  suppose  its  coefficient  of  expansion  to 
be  the  same  as  that  of  air,  we  shall  have 

and,  by  multiplying  together  equations  (1)  and  (2),  we  have 

26 


Digitized  by 


Googk 


402  HYGROMETRY. 

From  this  result  the  following  particular  conclusions  may  be  de- 
duced:— 

1.  If  Hy=H/,  VD= V'D',  that  is,  the  mass  of  vapour  is  the  same 
in  both  cases;  consequently,  neither  condensation  nor  evaporation 
takes  place. 

2.  If  H'/>H/',  VD>V'D',  that  is,  partial  condensation  occurs. 

3.  If  H'/<H/,  YD  <  V'D',  that  is,  a  fresh  quantity  of  vapour  is 
required  to  maintain  saturation.  In  this  case  the  formula  (1)  can 
only  be  applied  when  we  are  sure  that  there  is  a  sufficient  ex- 
cess of  liquid  to  produce  the  fresh  quantity  of  vapour  which  is 
required. 

The  general  formulae  (1),  (2),  (3)  furnish  the  solution  of  many 
particular  problems  which  may  be  proposed  by  selecting  some  one 
of  the  variables  for  the  unknown  quantity. 

432.  Aqueous  Meteors. — The  name  meteor,  from  the  Greek  fitrtwpoi: 
aloft,  though  more  especially  applied  to  the  bright  objects  otherwise 
called  shooting-stars  and  their  like,  likewise  includes  all  the  various 
phenomena  which  have  their  seat  in  the  atmosphere;  for  example, 
clouds,  rain,  and  lightning.  This  use  of  the  word  meteor  is  indeed 
somewhat  rare;  but  the  correlative  term  meteorology  is  invariably 
employed  to  denote  the  science  which  treats  of  these  phenomena,  in 
fact,  the  science  of  matters  pertaining  to  weather. 

By  aqueous  meteors  are  to  be  understood  the  phenomena  which 
result  from  the  condensation  of  aqueous  vapour  contained  in  the  air, 
such  as  rain,  dew,  and  fog.  This  condensation  may  occur  in  either 
of  two  ways.  Sometimes  it  is  caused  by  the  presence  of  a  cold  body, 
which  reduces  the  film  of  air  in  contact  with  it  to  a  temperature 
below  the  dew-point,  and  thus  produces  the  liquefaction  or  solidi- 
fication of  a  portion  of  its  vapour  in  the  form  of  dew  or  hoar- 
frost. 

When,  on  the  contrary,  the  condensation  of  vapour  takes  place  in 
the  interior  of  a  large  mass  of  air,  the  resulting  liquid  or  solid  falls 
in  obedience  to  gravity.     This  is  the  origin  of  rain  and  snow. 

433.  Cloud  and  Mist. — When  vapour  is  condensed  in  the  midst  of 
the  air,  the  first  product  is  usually  mAst  or  cloudy  a  cloud  being 
merely  a  mist  at  a  great  elevation  in  the  air. 

Natural  clouds  are  similar  in  constitution  to  the  cloudy  substance 
which  passes  off  from  the  surface  of  hot  water,  or  which  escapes  in 
puffs  from  the  chimney  of  a  locomotive.  In  common  language  this 
substance  is  often  called  steam  or  vapour,  but  improperly,  for  steam 


Digitized  by 


Googk 


CLOUD  AND  MIST.  408 

is,  like  air,  transparent  and  invisible,  and  the  appearance  in  question 
is  produced  by  the  presence  of  particles  of  liquid  water,  which  have 
been  formed  from  vapour  by  cooling  it  below  its  dew-point. 

Diflferent  opinions  have  been  put  forward  as  to  the  nature  of  these 
particles,  the  difference  having  arisen  in  the  attempt  to  explain  their 
suspension  in  the  atmosphere.  Some  have  endeavoured  to  account 
for  it  by  maintaining  that  they  are  hollow;^  but  even  if  we  could 
conceive  of  any  causes  likely  to  lead  to  the  formation  of  such  bubbles, 
it  would  furnish  no  solution  of  the  difficulty,  for  the  air  inclosed  in 
a  bubble  is  no  rarer,  but  in  fact  denser,  than  the  external  air  (§  188) ; 
the  bubble  and  its  contents  are  therefore  heavier  than  the  air  which 
it  displaces. 

It  is  more  probable  that  the  particles  are  solid  spheres  differing 
only  in  size  from  rain-drops.  It  has  been  urged  against  this  view, 
that  such  drops  ought  to  exhibit  rainbows,  and  the  objection  must 
be  allowed  to  have  some  weight.  The  answer  to  it  is  probably  to 
be  found  in  the  excessive  smallness  of  the  globules.  Indeed,  the  non- 
occurrence of  bows  may  fairly  be  alleged  as  proving  that  the  dia- 
meters of  the  drops  are  comparable  with  the  lengths  of  waves  of 
Ught. 

This  smallness  of  the  particles  is  amply  sufficient  to  explain  all  the 
observed  facts  of  cloud  suspension,  without  resorting  to  any  special 
theory.  It  probably  depends  on  the  same  principle  as  the  suspension 
of  the  motes  which  are  rendered  visible  when  a  beam  of  sunlight 
traverses  a  darkened  room.  It  is  true  that  these  motes,  which  are 
small  particles  of  matter  of  the  most  various  kinds,  are  never  seen 
resting  stationary  in  the  air;  but  neither  are  the  particles  which 
compose  clouds.  All  who  have  ever  found  themselves  in  mountain 
mists  must  have  observed  the  excessive  mobility  of  their  constituent 
parts,  which  yield  to  the  least  breath  of  wind,  and  are  carried  about 
by  it  like  the  finest  dust.  Sometimes,  indeed,  clouds  have  the 
appearance  of  being  fixed  in  shape  and  position;  but  this  is  an 
illusion  due  to  distance  which  renders  small  movements  invisible. 
In  many  cases,  the  fixity  is  one  of  form  and  not  of  material;  for 
example,  the  permanent  cloud  on  a  mountain-top  often  consists  of 
successive  portions  of  air,  which  become  cloudy  by  condensation  ss 
they  pass  through  the  cold  region  at  the  top  of  the  mountain^  and 
recover  their  transparency  as  they  pass  away. 

^  Those  who  adopt  this  view  call  them  vevicUs  {veHcOj  a  bladder),  and  call  mist  or  cloud 
vapour  in  the  vesicular  state. 
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Fig.  274.— Cirmt. 


434.  Varieties  of  Cloud. — The  cloud  nomendature  generally  adopted 
by  meteorologists  was  devised  by  Howard,  and  is  contained  in  his 
work  on  the  climate  of  London.  The  fundamental  forms,  according 
to  him,  are  three — cirrus,  cumulus,  and  stratus. 

1.  Cirrus  consists  of  fibrous,  wispy,  or  feathery  clouds,  occupying 

the  highest  region  of  the 
atraasphere.  The  name 
ncares  -  tails,  which  is 
given  them  by  sailors, 
describes  their  aspect 
well.  They  are  higher 
than  the  greatest  eleva- 
tions attained  by  bal- 
loons, and  are  probably 
composed  of  particles  of 
ice.  It  is  in  this  species 
of  cloud,  and  its  deriv- 
atives, that  haloes  are  usually  seen;  and  their  observed  forms 
and  dimensions  seem  to  agree  with  the  supposition  that  they  are 
formed  by  refractions  and  reflections  from  ice-crystals. 

2.  Cmnvlus  consists  of  rounded  masses,  convex  above  and  com- 
paratively flat  below. 
Their  form  bears  a 
strong  resemblance  to 
heaps  of  cotton  wool, 
hence  the  name  balls  of 
cotton  and  wool-pa^ 
applied  to  these  clouds 
by  sailors.  They  are  espe- 
cially prevalent  in  sum- 
mer, and  are  probably 
formed  by  columns  of 
ascending  vappiu:  which 

become  condensed  at  their  upper  extremities. 

3.  Stratus  consists  of  horizontal  sheets.  Its  situation  is  low  in  the 
atmosphere,  and  its  formation  is  probably  due  to  the  cooling  of  the 
earth  and  the  lower  portion  of  the  air  by  radiation.  It  is  very  fre- 
quently formed  at  sunset,  and  disappears  at  sunrise. 

Of  the  intermediate  forms  it  may  suflice  to  mention  cirro-cumulus, 
which  floats  at  a  higher  level  than  cumulus,  and  consists  usually  of 


Fig.  275.— Cumnlna 


Digitized  by 


Googk 


FORMS   OF  CLOUDS. 


405 


Jig.  i76i— Stntai. 


small  roundish  masses  disposed  with  some  degree  of  regularity. 
This  is  the  doud  which  forms  what  is  known  as  a  mackerel  sky. 

As  a  distinct  form  not 
included  in  Howard's 
classification,  may  be 
mentioned  scud,  the 
characteristic  of  which 
is  that,  from  its  low  ele- 
vation, it  appears  to 
move  with  excessive 
rapidity. 

Howard  gives  tho 
name  of  n^imbvs  to  any 
cloud  which  is  discharsr- 
ing  rain;  and,  for  no  very  obvious  reason,  he  regards  this  rain-doud 
as  compounded  of  (or  intermediate  between)  the  three  elementary 
types  above  defined. 

The  classification  of 
clouds  is  a  subject  which 
scarcely  admits  of  pre- 
cise treatment;  the  va- 
rieties are  so  endless, 
and  they  shade  so  gra- 
dually into  one  another. 

435.  Causes  of  the 
Formation  of  Cloud  and 
Mist. — Since  clouds  are 
merely  condensed  vapour, 
their  formation  is  regulated  by  the  causes  which  tend  to  convert 
vapour  into  liquid.  Such  liquefaction  implies  the  presence  of  a 
quantity  of  vapour  greater  than  that  which,  at  the  actual  tempera- 
ture, would  be  suflScient  for  saturation,  a  condition  of  things  which 
may  be  brought  about  by  the  cooling  of  a  mass  of  moist  air  in  any  of 
the  following  ways: — 

(1.)  By  radiation  from  the  mass  of  air  to  the  cold  sky. 

(2.)  By  the  neighbourhood  of  cold  ground,  for  example,  mountain- 
tops. 

(3.)  By  the  cooling  efiect  of  expansion,  when  the  mass  of  air  ascends 
into  regions  of  diminished  pressure.  This  cooling  of  the  ascending 
mass  is  accompanied  by  a  corresponding  warming  of  the  air  which 


Fig.  277.— Nimbus. 


Digitized  by 


Google 


406  HYGROMETRY. 

descends — it    may  be    in   some    distant    locality — to  supply   its 
place. 

Causes  (2)  and  (3)  combine  to  produce  the  excessive  rainfall  which 
generally  characterizes  mountainous  districts.^ 

It  is  believed  that  waterspouts  are  produced  by  the  rapid  ascent 
of  a  stream  of  air  up  the  axis  of  an  aerial  vortex. 

(4)  By  the  contact  and  mixture  of  cooler  air.^  It  is  obvious,  how- 
ever, that  this  cooler  air  must  itself  be  warmed  by  the  process;  and 
as  both  the  temperature  and  vapour-density  of  the  mixture  will  be 
intermediate  between  those  of  the  two  components,  it  does  not  obvi- 
ously follow  (as  is  too  often  hastily  assumed)  that  such  contact  tends 
to  produce  precipitation.  Such  is  however  the  fact,  and  it  depends 
upon  the  principle  that  the  density  of  saturation  increases  faster  as 
the  temperature  is  higher;  or,  what  is  the  same  thing,  that  the  curve 
in  which  temperature  is  the  abscissa  and  maximum  vapour-density 
the  ordinate,  is  everywhere  concave  upwards.  • 

It  will  be  sufficient  to  consider  the  case  of  the  mixing  of  two  equal 
volumes  of  saturated  air  at  different  temperatures,  which  we  will 
denote  by  ti  and  ^.     Let  the  ordinates  AA',  BB'  represent  the 
densities  of  vapour  for  saturation  at   these 
temperatures,  A'mB'  being  the  intermediate 
portion  of  the  curve,  and  Cm  the  ordinate 
at    the    middle    point   of   AB,   representing 
therefore  the  density  of    saturation  for  the 
temperature  K^i  +  ^a)-     When  the  equal  vol- 
umes  are   mixed,   since   the   colder  7)ia88  is 
slightly  the  greater,  the  temperature  of  the 
mixture  will  be  something  less  than  iiti+t^), 
Fig.  27a  ^^^*  if  there  were  no  condensation  of  vapour, 

the  density  of  vapom*  in  the  mixture  would 
be  ^(AA'-|-BB')=C7i-.  But  the  density  for  saturation  is  something 
less  than  Cm,  The  excess  of  vapour  is  therefore  represented  by 
something  more  than  77171.  The  amount  actually  precipitated  will, 
however,  be  less  than  this,  since  the  portion  which  is  condensed 

^  The  rainiest  place  at  present  known  in  Great  Britain  is  about  a  mile  south  of  Sea- 
thwaite  in  Cumberland,  where  the  annual  rainfall  is  about  165  inches.  The  rainiest  place  in 
the  world  is  believed  to  be  Cherra  Ponjee,  in  the  Khasyah  Mountains,  about  800  miles  N.E. 
of  Calcutta^  where  the  annual  fall  is  about  610  inches. 

*  OmUfict  with  cooler  air  may  be  regarded  as  equivalent  to  mixing ;  for  vapour  diffuses 
readily. 
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gives  out  its  latent  heat,  and  thus  contributes  to  keep  up  the  tem- 
perature of  the  whole. 

The  cause  here  indicated  combines  with  (3)  to  produce  condensa- 
tion when  masses  of  air  ascend. 

On  the  surface  of  the  earth  mists  are  especially  frequent  in  the 
morning  and  evening;  in  the  latter  case  extending  over  all  the  sur- 
face; in  the  former  principally  over  rivers  and  lakes.  The  mists  of 
evening  are  due  simply  to  the  rapid  cooling  of  the  air  after  the  heat 
of  the  sun  has  been  withdrawn.  In  the  morning  another  Cause  is  at 
work.  The  great  specific  heat  of  water  causes  it  to  cool  much  more 
slowly  than  the  air,  so  that  the  vapour  rising  from  a  body  of  water 
enters  into  a  colder  medium,  and  is  there  partly  condensed,  forming 
a  mist,  which,  however,  confines  itself  to  the  vicinity  of  the  water, 
and  is  soon  dissipated  by  the  heat  of  the  rising  sun. 

436.  Rain.— In  what  we  have  stated  regarding  the  constitution  of 
clouds,  it  is  implied  that  clouds  are  always  raining,  since  the  drops 
of  which  they  are  composed  always  tend  to  obey  the  action  of  gravity. 
But,  inasmuch  as  there  is  usually  a  non-saturated  region  intervening 
between  the  clouds  and  the  surface  of  the  earth,  these  drops,  when 
very  small,  are  usually  evaporated  before  they  have 
time  to  reach  the  ground.  Ordinary  rain-drops  are 
formed  by  the  coalescing  of  a  number  of  these  smaller 
particles. 

By  the  amount  of  annual  rainfall  at  a  given  place 
is  meant  the  depth  of  water  that  would  be  obtained 
if  all  the  rain  which  falls  there  in  a  year  were  col- 
lected into  one  horizonal  sheet;  and  the  depth  of  rain 
that  falls  in  any  given  shower  is  similarly  reckoned. 
It  is  the  depth  of  the  pool  which  would  be  formed 
if  the  ground  were  perfectly  horizontal,  and  none  of 
the  water  could  get  awayj  The  instrument  employed 
for  determining  it  is  called  a  rain-^auge.  It  has 
various  forms,  one  of  which  is  represented  in  the  ad- 
joining figure.  B  is  a  funnel  into  which  the  rain  falls, 
and  from  which  it  trickles  into  the  reservoir  A.  It  is  drawn  off  by 
means  of  the  stopcock  r,  and  measured  in  a  graduated  glass.^ 


Pig.  279. 
Rain-gauge. 


^  The  best  work  on  the  sabject  of  rftin  and  its  measurement  is  Mr.  Symoni'  little  treatise 
[oat  of  print]  entitled  JUtitL  Mr.  Sjmons,  who  is  at  the  head  of  an  immense  corps  of 
volunteer  observers  of  rain  in  all  parts  of  the  United  Kingdom,  also  publishes  an  annual 
volume  entitled  Britiih  Rainfall, 
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The  form  recommended  for  use  in  ordinary  localities  by  Mr.  G.  J. 
Symons  the  best  authority  on  the  subject,  is  called  the  Snowdon 
gauge,  and  is  represented  in  Fig.  280.  Its  top  is  a  cylinder  with  a 
sharp  edge.  A  funnel  is  soldered  to  the  inside  of  this  cylinder  at 
the  distance  of  about  one  diameter  from  the  top,  and  the  neck  of  the 
funnel  descends  nearly  to  the  bottom  of  a  bottle  which  serves  as 

reservoir.  A  second  cylinder, 
closed  below  and  just  largeenough 
for  the  first  to  be  slipped  over  it, 
contains  the  bottle,  and  is  held 
in  its  place  by  four  stakes  driven 
into  the  ground.  The  upper 
cylinder  with  its  attached  funnel 
is  slipped  over  the  lower  one,  and 
pushed  down  till  its  further 
descent  is  stopped  by  the  rim  of 
the  funnel  meeting  the  edge  of 
the  lower  cylinder. 

The  height  of  the  receiving 
surface  above  the  ground  is  1  foot, 
and  its  diameter  5  inches.  The 
graduated  jar  reads  to  hundredths 
of  an  inch,  and  measures  up  to 
half  an  inch.  The  bottle  holds 
about  3  inches  of  rain,  and  in 
the  rare  case  of  a  fall  exceeding  that,  the  excess  is  saved  by  the 
lower  cylinder. 

Snow  can  be  measured  in  either  of  the  following  ways: — 
(1.)  Melt  what  is  caught  in  the  gauge  by  adding  to  the  snow  a 
previously  ascertained  quantity  of   warm  water,  and  then,  after 
deducting   this   quantity  from  the   total   measurement,  enter  the 
residue  as  rain. 

(2.)  Select  a  place  where  the  snow  has  not  drifted,  invert  the 
upper  cylinder  with  its  attached  funnel,  and,  turning  it  round,  lift 
and  melt  what  is  inclosed. 

It  is  essential  that  the  receiving  surface  should  be  truly  horizontal, 
otherwise  the  gauge  will  catch  too  much  or  too  little  according  to 
the  direction  of  the  wind. 

The  best  place  for  a  rain-gauge  is  the  centre  of  a  level  and  open 
plot;  and  the  height  of  its  receiving  surface  should  be  not  less  than 


Fig.  S80.— Snowdon  Raln-gmuge. 
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6  inches,  to  avoid  in-splashing.  The  roof  of  a  house  is  a  bad  place 
on  account  of  the  eddies  which  abound  there. 

A  circumstance  which  has  not  yet  been  fully  explained  is  that  the 
higher  a  gauge  is  above  the  ground  the  less  rain  it  catches.  In  the 
case  of  gauges  on  the  top  of  poles  in  an  open  situation,  the  amount 
collected  is  diminished  by  ^th  part  of  itself  by  doubling  the  height 
of  the  receiving  surface,  as  shown  by  comparing  gauges  in  the  same 
plot  of  ground  at  heights  ranging  from  6  inches  to  20  feet.^ 

By  means  of  tipping-buckets  and  other  arrangements,  automatic 
records  of  rainfall  are  obtained  at  the  principal  observatories. 

The  mean  annual  rainfaD,  according  to  Mr.  Symons,  is  20  inches  at 
Lincoln  and  Stamford;  21  at  Aylesbury,  Bedford,  and  Witham;  24  at 
London  and  Edinburgh;  30  at  Dublin,  Perth,  and  Salisbury;  33  at 
Exeter  and  Clifton;  35  to  36  at  Liverpool  and  Manchester;  40  at 
Glasgow  and  Cork;  50  at  Galway;  64  at  Greenock  and  Inverary;  80 
at  Dartmoor;  91  on  Benlomond;  and  upwards  of  150  inches  in  some 
parts  of  the  English  lake  district. 

437.  Snow  and  Hail. — Snow  is  probably  formed  by  the  direct  pas- 
sage of  vapour  into  the  solid  state.  Snow-flakes,  when  examined 
under  the  microscope,  are  always  foimd  to  be  made  up  of  elements 
possessing  hexagonal  symmetry.  In  Fig.  281  are  depicted  various 
forms  observed  by  Captain  Scoresby  during  a  long  sojourn  in  the 
Arctic  regions. 

In  these  cold  countries  the  air  is  often  filled  with  small  crystals  of 
ice  which  give  rise  to  the  phenomena  of  haloes  and  parhelia. 

Hail  is  probably  due  to  the  freezing  of  rain-drops  in  their  passage 
through  strata  of  air  colder  than  those  in  which  they  were  formed. 
Even  in  fine  summer  weather,  a  freezing  temperature  exists  at  the 
height  of  from  10,000  to  20,000  feet,  and  it  is  no  unusual  thing  for 
a  colder  stratum  to  underlie  a  warmer,  although,  as  a  general  rule, 
the  temperature  diminishes  in  ascending. 

438.  Dew. — By  this  name  we  denote  those  drops  of  water  which 
are  seen  in  the  morning  on  the  leaves  of  plants,  and  are  especially 
noticeable  in  spring  and  autumn.  We  have  already  seen  (§  432)  that 
dew  does  not  fall,  as  it  is  not  formed  in  the  atmosphere,  but  in  con- 
tact with  the  bodies  on  which  it  appears,  being  in  fact  due  to  their 
cooling  after  the  sun  has  sunk  below  the  horizon,  when  they  lose 
heat  by  radiation  to  the  sky.  The  lowering  of  temperature  which 
thus  occurs  is  much  more  marked  for  grass,  stones,  or  bare  eajrth  than 

^  This  appean  from  the  table  in  Symons  on  Bain^  p.  19. 
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Fig.  281.— Snow-cryatals. 


Digitized  by 


Googk 


DJSW,  411 

for  the  air,  whose  radiating  power  is  considerably  less.  The  con- 
sequence is  a  considerable  difference  of  temperature  between  the 
surface  of  the  ground  and  the  air  at  the  height  of  a  few  feet,  a  dif- 
ference which  is  found  by  observation  to  amount  sometimes  to  S^  or 
10°  C,  and  it  is  this  which  causes  the  deposition  of  dew.  The  surface 
of  the  earth,  as  it  gradually  cools,  lowers  the  temperature  of  the 
adjacent  air,  which  thus  becomes  saturated,  and,  on  further  cooling, 
yields  up  a  portion  of  its  vapour  in  the  liquid  form.  If  the  tempera- 
ture of  the  surface  falls  below  0°  C,  the  dew  is  frozen,  and  takes  the 
form  of  hoar-frost 

According  to  this  theory,  it  would  appear  that  the  quantity  of  dew 
deposited  upon  a  body  should  increase  with  the  radiating  power  of 
its  surface,  and  with  its  insulation  from  the  earth  or  other  bodies 
from  which  it  might  receive  heat  by  conduction,  both  which  con- 
clusions are  verified  by  observation. 

The  amount  of  deposition  depends  also  in  a  great  measure  on  the 
degree  of  exposure  to  the  sky.  If  the  body  is  partially  screened,  its 
radiation  and  consequent  cooling  are  checked.  This  explains  the 
practice  which  is  common  with  gardeners  of  employing  light  cover- 
ings to  protect  plants  from  frost — coverings  which  would  be  utterly 
powerless  as  a  protection  against  the  cold  of  the  surrounding  air. 
The  lightness  of  the  dew  on  cloudy  nights  is  owing  to  a  similar  cause; 
clouds,  especially  when  overhead,  acting  as  screens. 

The  deposition  of  dew  is  favoured  by  a  slight  motion  of  the  atmo- 
sphere, which  causes  the  lower  strata  of  air  to  cool  down  more 
rapidly;  but  if  the  wind  is  very  high,  the  different  strata  are  so 
intermingled  that  very  little  of  the  air  is  cooled  down  to  its  dew- 
point,  and  the  deposit  is  accordingly  light.  When  these  two  obstacles 
are  combined,  namely  a  high  wind  and  a  cloudy  sky,  there  is  no  dew 
at  all 
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CONDUCTION  OF  HEAT. 


439.  Conduction. — When  heat  is  applied  to  one  end  df  a  bar  of 
metal  it  is  propagated  through  the  substance  of  the  bar,  producing 
a  rise  of  temperature  which  is  first  perceptible  at  near  and  after- 
wards at  remote  portions.  This  transinission  of  heat  is  called  con- 
duction. The  best  conductors  are  metals,  but  all  bodies  conduct 
heat  more  or  less. 

440.  Variable  and  Permanent  Stages. — Whenever  heat  is  applied 
steadily  to  one  end  of  a  bar  for  a  sufficient  length  of  time,  we  may- 
distinguish  two  stages  in  the  experiment:  1st,  the  variable  stage, 
during  which  all  portions  of  the  bar  are  rising  in  temperature;  and, 
2nd,  the  permanent  state,  which  may  subsist  for  any  length  of  time 
without  alteration.  In  the  former  stage  the  bar  is  gaining  heat; 
that  is,  it  is  receiving  more  heat  from  the  source  than  it  gives  out  to 
surrounding  bodies.  In  the  latter  stage  the  receipts  and  expendi- 
ture of  heat  are  equal,  and  are  equal  not  only  for  the  bar  as  a  whole, 
but  for  every  small  portion  of  which  it  is  composed. 

In  this  permanent  state  no  further  accumulation  of  heat  takes 
place.  All  the  heat  which  reaches  an  internal  particle  is  transmitted 
by  conduction,  and  the  heat  which  readies  a  superficial  particle  is 
given  ofl*  partly  by  radiation  and  air-contact,  and  partly  by  conduc- 
tion to  colder  neighbouring  particles.  In  the  earlier  stage,  on  the 
contrary,  only  a  portion  of  the  heat  received  by  a  particle  is  thus 
disposed  of,  the  remainder  being  accumulated  in  the  particle,  and 
serving  to  raise  its  temperature.  Hence  in  this  earlier  stage  the 
transmission  of  heat  from  the  hot  to  the  cold  portions  of  the  bar  is 
checked  by  the  absorption  which  goes  on  in  the  intervening  parts. 
The  amount  of  this  absorption  which  occurs  before  the  final  condi- 
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tion  is  attained  will  depend  upon  the  capacity  of  the  substance  for 
heat. 

441.  Conductivity  and  Difltisivity. — We  may  thus  distinguish  be- 
tween two  modes  of  estimating  conducting  power.  What  is  espe- 
cially understood  as  "conductivity"  is  independent  of  absorption, 
and  therefore  of  thermal  capacity.  In  order  to  obtain  direct  mea- 
sures of  it  we  must  observe  the  flow  of  heat  when  the  temperatures 
have  become  permanent.  On  the  other  hand  "  diffusivity  "  (to  use 
the  name  recently  coined  by  Sir  Wm.  Thomson)  measures  the  ten- 
dency to  equalization  of  temperature,  which  varies  directly  as  con- 
ductivity, and  inversely  as  the  thermal  capacity  of  unit  mass  of  the 
body. 

If  we  compare  the  times  occupied  by  two  equal  and  similar  bodies 
in  passing  from  the  same  initial  distribution  of  temperature  to  the 
same  final  distribution,  these  times  will  be  in  the  inverse  ratio  of 
the  diffusivities.  If  the  diflusivities  are  equal,  the  times  will  be 
the  same,  and  in  this  case  the  quantities  of  heat  gained  or  lost  by 
corresponding  portions  of  the  two  bodies  are  directly  as  the  thermal 
capacities  of  equal  volumes.^ 

442.  Definition  of  Conductivity. — In  order  to  give  an  accurate 
definition  of  conductivity,  we  must  suppose  a  plate  having  one  face 
at  a  uniform  temperature  Vi,  and  the  other  at  a  higher  xmiform  tem- 
perature t'2,  and  we  must  suppose  all  parts  of  the  plate  to  have 
attained  their  permanent  temperatures.  Then  if  x  denote  the  thick- 
ness of  the  plate,  and  k  the  conductivity  of  the  substance  of  which 
it  is  composed,  the  quantity,  Q,  of  heat  that  flows  through  an  area, 
A,  of  the  plate  in  the  time  t  will  be 


whence  we  have 


Q=kA^t;  (1) 


;b=.-^ 


and  the  conductivity  may  be  defined  as  the  quantity  of  heat  that 
flows  in  unit  time  through  unit  area  of  a  plate  of  unit  thickness, 
with  V  of  difference  between  the  temperatures  of  its  faces. 

^  The  name  diffusivity  is  employed  bjr  Sir  Wm.  Thomson  in  the  article  "  Heat "  in  the 
new  edition  of  the  Encyclopcedia  Britannica,  The  name  thermometric  conductivity  had 
previonsly  been  naed  in  the  same  sense  by  Professor  Clerk  Maxwell,  ordinary  conductivity 
being  called  thermal  conductivity  for  distinction.  There  is  a  close  analogy  between  the 
conduction  of  heat  and  the  diffusion  of  liquids ;  and  the  coefficient  which  expresses  the 
facility  with  which  one  liquid  diffuses  into  another  is  precisely  analogous  to  "  thermo- 
metric  conductivity."     Hence  the  name  "diffusivity." 
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When  the  unit  of  heat  employed  in  the  reckoning  is  that  which 
raises  the  temperature  of  unit  volume  of  water  by  1**  (a  unit  which 
is  practically  the  same  as  the  gramme-degree),  the  conductivity  k  msj 
be  defined  as  the  thickness  of  a  stratum  of  water  which  would  be  raised 
1°  in  temperature  by  the  heat  conducted  in  unit  time  through  a 
plate  of  the  substance  of  unit  thickness  having  1°  of  difference  be- 
tween its  faces. 

If  for  the  words  thichness  of  a  straivmi  of  Himter  we  substitute 
thickness  of  a  stratum  of  the  swbstam^,  we  have  the  definition  of 
diffusivity. 

The  thicknesses  of  the  two  strata  will  evidently  be  inversely  as 
the  thermal  capacities  of  equal  volumes.  But  the  thermal  capacity 
of  unit  volume  of  water  is  unity.  Hence  the  "  difiusivity  "  is  equal 
to  the  "  conductivity  "  divided  by  the  thermal  capacity  of  unit  vol- 
ume of  the  substance.  If  this  thermal  capacity  be  denoted  by  c,  we 
have  c=sdy  where  s  denotes  the  specific  heat  (or  thermal  capacity  of 
unit  mass)  and  d  the  density  (or  mass  of  unit  volume),  and  the  dif- 
fusivity K  is 

ic=-  =  4.  (8) 

Strictly  speaking,  k  in  equations  (1),  (2)  is  the  mea/n  conductivity 
between  the  two  temperatures  Vi,  v^,  and  the  conductivity  at  any 
temperature  v  will  be  what  k  becomes  when  Vi  and  Vj  are  very 
nearly  equal  to  each  other  and  to  u  The  fact  that. conductivity 
varies  with  temperature  was  discovered  by  Forbes.  He  found  that 
a  specimen  of  iron  which  had  a  conductivity  '207  at  0°  C.  had  only 
a  conductivity  '124  at  275°  C. 

443.  Effect  of  Change  of  Units. — In  the  C.G.S.  (Centimetre-Gramme- 
Second)  system,  which  we  have  explained  in  Part  I.  §  87,  A  is  ex- 
pressed in  square  centimetres,  x  in  centimetres,  and  Q  in  gramme- 
degrees.  It  is  immaterial  whether  the  degree  be  Centigrade  or 
Fahrenheit;  for  a  change  in  the  length  of  the  degree  will  affect  the 
numerical  values  of  Q  and  of  v^—Vi  alike,  and  will  leave  the  numer- 
ical value  of  — - — ,  and  hence  of  -.  /        v . ,  or  k  unaltered. 

To  find  the  effect  of  changes  in  the  units  of  length  and  time,  we 
must  note  that  if  the  unit  of  length  be  x  centimetres,  the  unit  of 
area  will  be  a?  square  centimetres,  and  the  unit  of  mass,  being  the 
mass  of  unit  volume  of  cold  water,  will  be  x?  grammes.  The  new 
unit  of  heat  will  therefore  be  a^  gramme-degrees. 
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The  new  unit  of  conductivity  will  be  the  conductivity  of  a  substance 
such  that  a?  gramme-degrees  of  heat  flow  in  the  new  unit  of  time — 
which  we  will  call  t  seconds — through  a?  sq.  cm.  of  a  plate  x  cm. 
thick,  with  a  difference  of  V  between  its  faces.  The  conductivity 
of  such  a  plate,  when  expressed  in  C.G.S.  units,  would  be  found  by 
putting 

Q=»»,  A=«*,  t^-ri  =  l 

in  the  formula 

and  would  be  -r:  or  -7. 

Hence  to  reduce  conductivities  from  the  new  scale  to  the  C.G.S. 

scale  we  must  multiply  them  by  j;  and  the  same  rule  will  apply  to 

diffiisivities,  since  the  quantity  c  in  equation  (3)  being  the  ratio  of 
the  thermal  capacity  of  the  substance  to  that  of  water,  bulk  for 
bulk,  is  independent  of  units. 

444.  Illustrations  of  Condnotion. — The  following  experiments  are 
often  adduced  in  illustration  of  the  different  conducting  and  difRising 
powers  of  different  metals. 

Two  bars  of  the  same  size,  but  of  different  metals  (Fig.  282),  are 
placed  end  to  end,  and  small  wooden  balls  are  attached  by  wax  to 


#  ySTT^^^^ns^ys 


Vlg.  282.— Ball!  Melted  oOl 

their  under  surfaces  at  equal  distances.  The  bars  are  then  heated 
at  their  contiguous  ends,  and,  as  the  heat  extends  along  them,  the 
balls  successively  drop  off.  If  the  conditions  are  in  other  respects 
equal,  the  balls  will  begin  to  drop  off  first  from  that  which  has  the 
greater  diflusivity,  and  the  greatest  number  of  balls  will  ultimately 
drop  off  from  that  which  has  the  greater  conductivity. 

The  well-known  experiment  of  Ingenhousz  (Fig.  283)  is  of  the 
same  kind.  The  apparatus  consists  of  a  box,  with  a  row  of  holes  in 
one  of  its  sides,  in  which  rods  of  different  metals  can  be  fixed.  The 
rods  having  previously  been  coated  with  wax,  the  box  is  filled  with 
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Fig.  288.— Ingenhoasz's  Apparatut. 


boiling  water  or  boiling  oil,  which  comes  into  contact  with  the  inner 
ends  of  the  rods.     The  wax  gradually  meJts  as  the  heat  travels  along 

the   rods.     The   order  in 
r^^f^  which  the  melting  begins 

is  the  order  of  the  dif- 
fusivities  of  the  metak 
employed,  and  when  it 
has  reached  its  limit  (if 
the  temperature  of  the 
liquid  be  maintained  con- 
stant) the  order  of  the 
lengths  melted  is  the  order  of  their  conductivities. 

446.  Metals  the  Best  Conductors. — Metals,  though  differing  con- 
siderably one  from  another,  are  as  a  class  greatly  superior  both  in 
conductivity  and  difiusivity  to  other  substances,  such  as  wood,  marble, 
brick.  This  explains  several  familiar  phenomena.  If  the  hand  be 
placed  upon  a  metal  plate  at  the  temperature  of  10*'  C,  or  plunged 
into  mercury  at  this  temperature,  a  very  marked  sensation  of  cold 
is  experienced.  This  sensation  is  less  intense  with  a  plate  of  marble 
at  the  same  temperature,  and  still  less  with  a  piece  of  wood.  The 
reason  is  that  the  hand,  which  is  at  a  higher  temperature  than  the 
substance  to  which  it  is  applied,  gives  up  a  portion  of  its  heat,  which 
is  conducted  away  by  the  substance,  and  consequently  a  larger  por- 
tion of  heat  is  parted  with,  and  a  more  marked  sensation  of  cold 
experienced,  in  the  case  of  the  body  of  greater  conducting  power. 

446.  Davy  Lamp. — The  conducting  power  of  metals  explains  the 
curious  property  possessed  by  wire-gauze  of  cutting  off  a  flame.     If, 

for  example,  a  piece 
of  wire  -  gauze  be 
placed  above  a  jet  of 
gas,  the  flame  is  pre- 
vented from  rising 
above  the  gauze.  If 
the  gas  be  first  al- 
lowed to  pass  through 
the  gauze,  and  then 
lighted  above,  the 
flame  is  cut  off  from 
the  burner,  and  is  unable  to  extend  itself  to  the  under  surface  of 
the   gauze.     These   facts  depend   upon   the  conducting   power  of 


Fig.  284.— Action  of  Wire-gauze  on  Flarae. 
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metallic  gauze,  in  virtue  of  which  the  heat  of  the  flame  is  rapidly- 
dissipated  at   the  points  of  contact,  the 
result  being  a  diminution  of  temperature 
sufficient  to  prevent  ignition. 

This  property  of  metallic  gauze  has 
been  turned  to  account  for  various  pur- 
poses, but  its  most  useful  application  is 
in  the  safety-lamp  of  Sir  Humphry  Davy. 

It  Ls  well  known  that  a  gas  called  fire- 
damp is  often  given  off  in  coal-mines.  It  is 
a  compound  of  carbon  and  hydrogen,  and 
is  a  large  ingredient  in  ordinary  coal-gas. 

This  fire-damp,  when  mixed  with  eight 
or  ten  times  its  volume  of  air,  explodes 
with  great  violence  on  coming  in  contact 
with  a  lighted  body.  To  obviate  this 
danger,  Davy  invented  the  safety - 
lamp,  which  is  an  ordinary  lamp 
with  the  flame  inclosed  by  wire-gauze, 
through  the  gauze,  and  bum  in- 


Flg.  285  —Davy  Lamp. 


The  explosive  gases  pass 

1 


side  the  lamp,  in  such  a  manner 
as  to  warn  the  miner  of  their 
presence;  but  the  flame  is  unable 
to  pass  through  the  gauze. 

447.  Walls  of  Houses.— The 
knowledge  of  the  relative  con- 
ducting powers  of  different  bodies 
has  several  important  practical 
applications. 

In  cold  countries,  where  the 
heat  produced  in  the  interior  of 
a  house  should  be  as  far  as  pos- 
sible prevented  from  escaping, 
the  walls  should  be  of  brick  or 
wood,  which  have  feeble  con- 
ducting powers.  If  they  are  of 
stone,  which  is  a  better  conduc- 
tor, a  greater  thickness  is  re- 
quired. Thick  walls  are  also  useful  in  hot  countries  in  resisting 
the  power  of  the  solar  rays  during  the  heat  of  the  day. 

27 


Fig.  286.— Ice-house. 
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We  have  already  alluded  (§  331)  to  the  advantage  of  employing 
fire-brick,  which  is  a  bad  conductor,  as  a  lining  for  stoves. 

The  feeble  conducting  power  of  brick  has  led  to  its  employment 
in  the  construction  of  ice-houses.  These  are  round  pits  (Fig.  286), 
generally  from  6  to  8  yards  in  diameter  at  top,  and  somewhat  nar- 
rower at  the  bottom,  where  there  is  a  grating  to  allow  the  escape  of 
water.  The  inside  is  lined  with  brick,  and  the  top  is  covered  with 
straw,  which,  as  we  shall  shortly  see,  is  a  bad  conductor.  In  order 
to  diminish  as  much  as  possible  the  extent  of  surface  exposed  to  the 


Fig.  287.— Norwegian  Cooking-box. 

action  of  the  air,  the  separate  pieces  are  dipped  in  water  before 
depositing  them  in  the  ice-house,  and,  by  their  subsequent  freezing 
together,  a  solid  mass  is  produced,  capable  of  remaining  unmelted 
for  a  very  long  time. 

448.  Norwegian  Cooking-box. — A  curious  application  of  the  bad 
conducting  power  of  felt  is  occasionally  to  be  seen  in  the  north  of 
Europe  in  a  kind  of  self-acting  cooking-box.     This  is  a  box  Uned 
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inside  with  a  thick  layer  of  felt,  into  which  fits  a  metallic  dish  with 
a  cover.  The  dish  is  then  covered  with  a  cushion  of  felt,  so  as  to  be 
completely  surrounded  by  a  substance  of  very  feeble  conducting 
power.  The  method  of  employing  the  apparatus  is  as  follows: — The 
meat  which  it  is  desired  to  cook  is  placed  along  with  some  water  in 
the  dish,  the  whole  is  boiled  for  a  short  time,  and  then  transferred 
from  the  fire  to  the  box,  where  the  cooking  is  completed  without  any 
further  application  of  heai.  The  resistance  of  the  stuffing  of  the 
box  to  the  escape  of  heat  is  exceedingly  great;  in  fact,  it  may  be 
shown  that  at  the  end  of  three  hours  the  temperature  of  the  water 
has  fallen  by  only  about  10®  or  15°  C.  It  has  accordingly  remained 
during  all  that  time  sufficiently  high  to  conduct  the  operation  of 
cooking. 

449.  Experimental  Determination  of  Conductivity. — Several  ex- 
perimenters have  investigated  the  conductivity  of  metals,  by  keeping 
one  end  of  a  metallic  bar  at  a  high  temperature,  and,  after  a  sufficient 
lapse  of  time,  observing  the  permanent  temperatures  assumed  by 
diflerent  points  in  its  length. 

If  the  bar  is  so  long  that  its  further  end  is  not  sensibly  warmer 
than  the  surrounding  air,  and  if,  moreover,  Newton's  law  of  cooling 
(§  461)  be  assumed  true  for  all  parts  of  the  surface,  and  all  parts  of 
a  cross  section  be  assumed  to  have  the  same  temperature,  the  con- 
ductivity being  also  assumed  to  be  independent  of  the  temperature, 
it  is  easily  shown  that  the  temperatures  of  the  bar  at  equidistant 
points  in  its  length,  beginning  from  the  heated  end,  must  exceed  the 
atmospheric  temperature  by  amounts  forming  a  decreasing  geometric 
series.  Wiedemann  and  Franz,  by  the  aid  of  the  formula  to  which 
these  assumptions  lead,^  computed  the  relative  conducting  powers  of 
several  of  the  metals,  from  experiments  on  thin  bars,  which  were 
steadily  heated  at  one  end,  the  temperatures  at  various  points  in  the 
length  being  determined  by  means  of  a  thermo-electric  junction 
clamped  to  the  bar.     The  following  were  the  results  thus  obtained: — 

Eelatiys  CoNDUCfnNO  Powers. 


saver, 100 

Copper, 77-6 

Gold, 63-2 

Brass, 33 

Zinc, 19*9 


Tin, 14-5 

*  See  note  B  at  the  end  of  this  chapter, 


Steel, 12 

Iron, 11-9 

Lead, 86 

Platinum, 8*2 

Palladium, 6*3 

Bismuth, 19 
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The  absolute  conductivity  of  wrought  iron  was  investigated  with 
great  care  by  Principal  Forbes,  by  a  method  which  avoided  some  of 
the  questionable  assumptions  above  enumerated.  The  end  of  the 
bar  was  heated  by  a  bath  of  melted  lead  kept  at  a  uniform  tempera- 
ture, screens  being  interposed  to  protect  the  rest  of  the  bar  from  the 
heat  radiated  by  the  bath.  The  temperatures  at  other  points  were 
observed  by  means  of  thermometers  inserted  in  small  holes  drilled 
in  the  bar,  and  kept  in  metallic  contact  by  fluid  metal.  In  order  to 
determine  the  loss  of  heat  by  radiation  at  difierent  temperatures,  a 
precisely  similar  bar,  with  a  thermometer  inserted  in  it,  was  raised 
to  about  the  temperature  of  the  bath,  and  the  times  of  cooling  dow^n 
through  difierent  ranges  were  noted. 

The  conductivity  of  one  of  the  two  bars  experimented  on,  varied 
from  01337  at  0^  C.  to  -00801  at  275^  C,  and  the  corresponding 
numbers  for  the  other  bar  were  00992  and  '00724,  the  units  being 
the  foot,  the  minute,  the  degree  (of  any  scale),  ai  d  the  foot-degree^ 
(of  the  same  scale).  In  both  instances,  the  conductivity  decreased 
regularly  with  increase  of  temperature. 

To  reduce  these  results  to  the  C.G.S.  scale,  we  must  (as  directed 

in  §  443)  multiply  them  by  y,  where  x  denotes  the  number  of  centi- 
metres in  a  foot,  or  30*48,  and  t  the  number  of  seconds  in  a  minute; 
J  will  therefore  be 

^  g-^-  ,  or  15-48. 

The  reduced  values  will  therefore  be  as  follows: — 

At  or.  At  276' 

Istbar, -207   '1240 

2d  bar, -1636  -1121 

460.  Experimental  Determination  of  Difftisivity. — ^Absolute  deter- 
minations of  the  diffusivity  le  or  -  for  the  soil  or  rock  at  three  local- 
ities in  or  near  Edinburgh  were  made  by  Principal  Forbes  and  Sir 
Wm.  Thomson.  They  were  derived  from  observations  on  the  tem- 
perature of  the  soil  as  indicated  by  thermometers  having  their  bulbs 
buried  at  depths  of  3,  6,  12  and  24  French  feet.  The  annual  range 
of  temperature  diminished  rapidly  as  the  depth  increased,  and  this 
diminution  of  range  was  accompanied  by  a  retardation  of  the  times 
of  maximum  and  minimum.  The  greater  the  difiusivity  the  more 
slowly  will  the  range  diminish  and  the  less  will  be  the  retardation 

*  See  §  335. 


Digitized  by 


Googk 


ABSOLUTE  CONDUCTIVITIES.  421 

of  phase.  By  a  process  described  in  note  C  at  the  end  of  this  chapter 
the  value  of  k  was  deduced;  and  by  combining  this  with  the  value 
of  c  (the  product  of  specific  heat  and  density),  which  was  determined 
by  Begnault,  from  laboratory  experiments,  the  value  of  Jc  or  ck  was 
found.    The  following  are  the  results,  expressed  in  the  C.G.S.  scale: — 

Diffuaivity.  Conductivity. 

Trap  rock  of  Calton  Hill, -00786     -00416 

Sand  of  Experimental  Garden, '00872     '00262 

Sandstone  of  Craigleith  Quarry, -02811     -01068 

Similar  observations  made  at  Greenwich  Observatory,  and  reduced 
by  the  editor  of  the  present  work,  gave  01249  as  the  diffusivity  of 
the  gravel  of  Greenwich  Observatory  Hill. 

A  method  based  upon  similar  principles  has  since  been  employed 
by  Angstrom  and  also  by  Neumann  for  laboratory  experiments;  a 
bar  of  the  substance  under  examination  being  subjected  to  regular 
periodical  variations  of  temperature  at  one  end,  and  the  resulting 
periodic  variations  at  other  points  in  its  length  being  observed. 
These  gave  the  means  of  calculating  the  diffusivity,  and  then  obser- 
vations of  the  specific  heat  and  density  gave  the  conductivity.  The 
following  conductivities  were  thus  obtained  by  Neumann: — 

Conductivity  in 
C.G.S.  units. 

Copper, 1-108 

Brass, -302 

Zinc, -307 

Iron, '164 

German  silver, '109 

461.  Conductivity  of  Bocks. — The  following  values  of  thermal  and 
thermometric  conductivity  in  C.G.S.  units  are  averages  based  on  the 
experiments  of  Professor  Alexander  Herschel. 

k 

k.  c- 

Granite, -0063  -016 

Limestone, '005  «  -009 

Sandstone,  dry, -0056  -012 

Sandstone,  thoroughly  wet, -0060  -010 

Slate,  along  cleavage, -0060 -010 

Slate,  across  cleavage, -0034  -006 

Clay,  sun-dried, -0022  -0048 

Bed  brick, -0015  -0044 

Plate-glass, -0023  -0040 

462.  Conducting  Powers  of  Liquids. — With  the  exception  of  mer- 
cury and  other  melted  metals,  liquids  are  exceedingly  bad  conduc- 
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tors  of  heat.  This  can  be  sliown  by  heating  the  upper  part  of  a 
column  of  liquid,  and  observing  the  variations  of  temperature  below. 
These  will  be  found  to  be  scarcely  perceptible,  and  to  be  very  slowly 
produced.  If  the  heat  were  applied  below  (Fig.  288),  we  should  have 
the  process  called  convection  of  heat;  the  lower  layers  of  liquid  would 
rise  to  the  surface,  and  be  replaced  by  others  which  would  rise  in 
their  turn,  thus  producing  a  circulation  and  a  general  heating  of  the 
liquid.     On  the  other  hand,  when  heat  is  applied  above,  the  expanded 


Fig.  2d&— Liquid  heated  from  below. 


Fig.  289.— Boiling  of  Water  orer  Ice. 


layers  remain  in  their  place,  and  the  rest  of  the  liquid  can  be  heated 
by  conduction  and  radiation  only. 

The  following  experiment  is  one  instance  of  the  very  feeble  con- 
ducting power  of  water.  A  piece  of  ice  is  placed  at  the  bottom  of  a 
glass  tube  (Fig.  289),  which  is  then  partly  filled  with  water;  heat  is 
applied  to  the  middle  of  the  tube,  and  the  upper  portion  of  the  water 
is  readily  raised  to  ebullition,  without  melting  the  ice  below. 

463.  Conducting  Power  of  Water. — The  power  of  conducting  heat 
passessed  by  water,  though  very  small,  is  yet  quite  appreciable. 
This  was  established  by  Despretz  by  the  following  experiment.  He 
took  a  cylinder  of  wood  (Fig.  290)  about  a  yard  in  height  and  eight 
inches  in  diameter,  which  was  filled  with  water.     In  the  side  of  this 
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cylinder  were  arranged  twelve  thermometers  one  above  another,  their 
bulbs  being  all  in  the  same  vertical  through  the  middle  of  the  liquid 
column.  On  the  top  of  the  liquid  rested  a  metal  box,  which  was 
filled  with  water  at  100°,  frequently  renewed  during  the  course  of 
the  experiment.  Under  these  circumstances  Despretz  observed  that 
the  temperature  of  the  thermometers  rose  gi-adually,  and  that  a  long 
time — about  30  hours^was  required  before  the  permanent  state  was 


Fig.  290.— Despretz'g  Experiment 

assumed.  Their  permanent  differences,  which  formed  a  decreasing 
geometric  series,  were  very  small,  and  were  inappreciable  after  the 
sixth  thermometer. 

The  increase  of  temperature  indicated  by  the  thermometers  might 
be  attributed  to  the  heat  received  from  the  sides  of  the  cylinder, 
though  the  feeble  conducting  power  of  wood  renders  this  idea  some- 
what improbable.  But  Despretz  observed  that  the  temperature  was 
higher  in  the  axis  of  the  cylinder  than  near  the  sides,  which  proves 
that  the  elevation  of  temperature  was  due  to  the  passage  of  heat 
downwards  through  the  liquid. 

From  experiments  by  Professor  Guthrie,^  it  appears  that  water 
conducts  better  than  any  other  liquid  except  mercury. 

454.  Absolute  Measurement  of  Conductivity  of  Water. — The  abso- 

» £.  A,  Report,  1868,  and  Tram.  R,  S,  1869. 
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lute  value  of  h  for  water  has  been  determined  by  Mr.  J.  T.  Bottom- 
ley.  Hot  water  was  gently  placed  on  the  top  of  a  mass  of  water 
nearly  filling  a  cylmdrical  wooden  vessel.  Eeadings  were  taken  from 
time  to  time  of  two  horizontal  thermometers,  one  of  them  a  little 
lower  than  the  other,  which  gave  the  difference  of  temperature  between 
the  two  sides  of  the  intervening  stratum.  The  quantity  of  heat 
conducted  in  a  given  time  through  this  stratum  was  known  from 
the  rise  of  temperature  of  the  whole  mass  of  water  below,  as  in- 
dicated by  an  upright  thermometer  with  an  exceedingly  long 
cylindrical  bulb  extending  downwards  from  the  centre  of  the 
stratum  in  question  nearly  to  the  bottom  of  the  vessel  A  fourth 
thermometer,  at  the  level  of  the  bottom  of  the  long  bulb,  showed 
when  the  increase  of  temperature  had  extended  to  this  depth,  and 
as  soon  as  this  occurred  (which  was  not  till  an  hour  had  elapsed)  the 
experiment  was  stopped. 

The  result  of  these  experiments  is  that  the  value  of  k  for  water  is 
from  -0020  to  '0023,  which  is  nearly  identical  with  its  value  for  ice, 
this  latter  element,  as  determined  by  Professor  George  Forbes,  being 
•00223. 

The  conductivity  of  water  seems  to  be  much  greater  than  that  of 
wood. 

455.  Conducting  Power  of  Oases. — Of  the  conducting  powers  of 
gases  it  is  almost  impossible  to  obtain  any  direct  proofs,  since  it  is 
exceedingly  difficult  to  prevent  the  interference  of  convection  and 
direct  radiation.  However,  we  know  at  least  that  they  are  exceed- 
ingly bad  conductors.  In  fact,  in  all  cases  where  gases  are,  inclosed 
in  small  cavities  where  their  movement  is  difficult,  the  system  thus 
formed  is  a  very  bad  conductor  of  heat.  This  is  the  cause  of  the 
feeble  conducting  powers  of  many  kinds  of  cloth,  of  fur,  eider-down, 
felt,  straw,  saw-dust,  &c.  Materials  of  this  kind,  when  used  as 
articles  of  clothing,  are  commonly  said  to  be  warm,  because  they 
hinder  the  heat  of  the  body  from  escaping.  If  a  garment  of  eider-down 
or  fur  were  compressed  so  as  to  expel  the  greater  part  of  the  air,  and 
to  reduce  the  substance  to  a  thin  sheet,  it  would  be  found  to  be  a 
much  less  warm  covering  than  before,  having  become  a  better  con- 
ductor. We  thus  see  that  it  is  the  presence  of  air  which  gives  these 
substances  their  feeble  conducting  power,  and  we  are  accordingly 
justified  in  assuming  that  air  is  a  bad  conductor  of  heat. 

466.  Conductivity  of  Hydrogen. — The  conducting  power  of  hydrogen 
b  much  superior  to  that  of  the  other  gases — a  fact  which  agrees 
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with  the  view  entertained  by  chemists,  that  this  gas  is  the  vapour 
of  a  metal.  The  good  conductivity  of  hydrogen  ls  shown  by  the 
following  experiments: — 

1.  Within  a  glass  tube  (Fig.  291)  is 
stretched  a  thin  platinum  wire,  which  is 
raised  to  incandescence  by  the  passage  of 
an  electric  current.  When  air,  or  any  gas 
other  than  hydrogen,  is  passed  through 
the  tube,  the  incandescence  continues,  || 
though  with  less  vividness  than  in  vacuo; 
but  it  disappears  as  soon  as  hydrogen  is 
employed. 

2.  A  thermometer  is  placed  at  the 
bottom  of  a  vertical  tube,  and  heated  by 
a  vessel  containing  boiling  water  which  is 
placed  at  the  top  of  the  tube.  The  tube 
is  exhausted  of  air,  and  different  gases  are 
successively  admitted.  In  each  case  the 
indication  of  the  thermometer  is  found  to 
be  lower  than  for  vacuum,  except  when 
the  gas  is  hydrogen.  With  this  gas,  the 
difference  is  in  the  opposite  direction, 
showing  that  the  diminution  of  radiation 
has  been  more  than  compensated  by  the 
conducting  power  of  the  hydrogen. 


/ 


Note  A.  Differential  Equation  for  Linear 
Flow  of  Heat. — ^The  mode  of  obtaining  differential 
equations  for  the  variation  of  temperature  at  each  point 
of  a  body  during  the  variable  stage,  may  be  illustrated 
by  considering  the  simplest  case,  that  in  which  the 
isothermal  surfaces  (surfaces  of  equal  temperature)  are 
parallel  planes,  and  therefore  the  lines  of  flow  (which 
must  always  be  normal  to  the  isothermal  surfaces) 
parallel  straight  lines. 

Let  X  denote  distance  measured  in  the  direction  in  which  heat  is  flowing,  v  the  tern 
perature  at  the  time  <  at  a  point  specified  by  ae,  ib  the  conductivity,  and  c  the  thermal 
capacity  per  unit  volume  (both  at  the  temperature  v).   Then  the  flow  of  heat  per  unit  time 

past  a  cross  section  of  area  A  is  -kA  ^,  and  the  flow  past  an  equal  and  parallel  section 
further  on  by  the  small  distance  &b  is  greater  by  the  amount 


Fig.  201.— Cooling  by  CoDtact 
of  Hydrogen. 


^^x(- 
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This  Utter  expreBsion  therefore  represents  the  loss  of  heat  from  the  interrening  prism  ASx, 
and  the  resulting  fall  of  temperature  is  the  quotient  of  the  loss  by  the  thermal  capacity 
cAix,  which  quotient  is 


c  ax\        ax/ 


This,  then,  is  the  fall  of  temperature  per  unit  time,  or  is  -  -j- .  If  the  variation  of  k  is 
issensible,  so  that  -r-  can  be  neglected,  the  equation  becomes 

which  applies  approximately  to  the  variations  of  temperature  in  the  soil  near  the  surface 
of  the  earth,  x  being  in  this  case  measured  vertically.  For  the  integral  of  this  equation, 
see  Note  C. 

Non  B.    Flow  of  Hkat  in  a  Bab  (§  449).— If  p  and  s  denote  the  perimeter  and 

section  of  the  bar,  k  the  conductivity,  and  h  the  coefficient  of  emission  of  the  surface  at 

the  temperature  r,  the  heat  emitted  in  unit  time  from  the  length  ix  is  Avpdx,ifwe 

assume  as  our  zero  of  temperature  the  temperature  of  the  surrounding  air.     But  the  heat 

dv 
which  passes  a  section  is  -'^  j~  9  luid  that  which  passes  a  section  further  on  by  the  amount  Sx 

is  less  by  the  amount  tk  -7-^  dx ;  and  this  di£Ference  must  equal  the  amount  emitted  from 
the  intervening  portion  of  the  surface.  Hence  we  have  the  equation  t^  —  iT^  *^®  "*" 
tegral  of  which  for  the  case  supposed  is 


=ye    V  *'^ 


y  denoting  the  temperature  at  the  heated  end. 

Note  C.    Dkductioh  of  Diffusivitt  from  Observations  of  Underground  I'km- 

k 
perature  (§  450). — Denoting  the  diffusivity  —  by  x,  the  equation  of  Note  A  is 

dv        d*r  ..V 

This  equation  is  satisfied  by 

r=e''"*sin  {fit- ax),  (5) 

where  a  and  fi  are  any  two  constants  connected  by  the  relation 


l=''-'  <«) 


for  we  find,  by  actual  differentiation. 


^  =  e -«*( -o  sin  OK-ox) -ttoos  OW-ax)}  ; 

^  =  e-**{o«sin{/W-«ur)  +  a«co8(/W-ox)  +  o«cos(/3<-aT)-o«sin  (fit- ax)} 
=  «"**2a»coeO»-cu-); 

Mtire  generally,  equation  (4)  will  lie  satisfied  by  making  r  etjual  to  the  sum  of  any 
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number  of  terms  similar  to  the  right-hand  member  of  (5),  each  multiplied  by  any  constanv. 
and  a  constant  term  may  be  added.     In  fact  we  may  have 

v  =  A«  +  Aie~***  sin  (ft< - ajac  +  Ei) +  A,c  "***  sin  (/3,t-aaa;  +  Ei)+Ase"*''*  sin 

(/3,e-asa;  +  E8)+  &c.,  (7) 

where  Ao,  Ai,  Ei,  &c.,  are  any  constants. 

Let  X  be  measured  vertically  downwards  frjm  the  surface  of  the  ground  (supposed 
horizontal);  then  at  the  surface  the  above  expression  becomes 

v=Ao+Ai8in  (j8i<  +  Ei)+Aj8in  (/S,t  +  E,)  +  A,8in  (/98<  +  Es)+  &c.  (8) 

Now,  if  T  denote  a  year,  it  is  known  that  the  average  temperature  of  the  surface  at  any 
time  of  year  can  be  expressed,  in  terms  of  t  the  time  reckoned  from  Ist  of  January  or  any 
stated  day,  by  the  following  series : — 


(^'  +  E,)+A,Bin(i^'  +  E.)  +  A,rin(?I-*+E.)+  to.. 


where  Ao  is  the  mean  temperature  of  the  whole  year,  and  Ai,  A«  A«,  &c.,  which  are  called 
the  amplitudes  of  the  successive  terms,  diminish  rapidly.  The  term  which  contains  Ai 
and  E|  (called  the  annual  term),  completes  its  cycle  of  values  in  a  year,  the  next  term  in 
half  a  year,  the  next  in  a  third  of  a  year,  and  so  on.  The  annual  term  is  much  larger, 
and  more  regular  in  its  values  from  year  to  year  than  any  of  those  which  follow  it.  Each 
term  affords  two  separate  determinations  of  the  diffusivity.  Thus,  for  the  annual  term, 
we  have,  by  comparing  (8)  and  (9) — 

A  =  -',  whence,by(6), 


**      V  2il"  VTk' 


Tk 

At  the  depth  2,  the  amplitude  of  this  term  will  be 

the  logarithm  of  which  is 

logAi-Oiar. 

Hence  ai  can  be  deduced  from  a  comparison  of  the  annual  term  at  two  different  depths, 
by  dividing  the  difference  of  the  Napierian  logarithms  of  the  amplitudes  by  the  difference 
of  depth. 

But  tti  can  also  be  determined  by  comparing  the  values  of  j3i  <  -  ai  a:  +  Ei  at  two  depths 
for  the  same  value  of  t,  and  taking  their  difference  (which  is  called  the  retaixUition  of 
phtue,  since  it  expresses  how  much  laXer  the  maximum,  minimum,  and  other  phases,  occur 
at  the  lower  depth  than  at  the  upper).  This  difference,  divided  by  the  difference  of  depth, 
will  be  equal  to  ai. 

These  two  determinations  of  Oi  ought  to  agree  closely,  and  tc  will  then  be  found  by  the 
equation 


'-  ^/fi' 
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RADIATION. 


467.  Radiation  distinot  from  Conduction. — ^When  two  bodies  at 
different  temperatures  are  placed  opposite  to  each  other,  with  no- 
thing between  them  but  air  or  some  other  transparent  medium,  the 
hotter  body  gives  heat  to  the  colder  by  radiation.  It  is  by  radia- 
tion that  the  earth  receives  heat  from  the  sun  and  gives  out  heat  to 
the  sky;  and  it  is  by  radiation  that  a  fire  gives  heat  to  a  person  sit- 
ting in  front  of  it. 

Radiation  is  broadly  distinguished  from  conduction.  In  conduc- 
tion, the  transmission  of  heat  is  effected  by  the  warming  of  the  in- 
tervening medium,  each  portion  of  which  tends  to  raise  the  succeed- 
ing portion  to  its  own  temperature. 

On  the  other  hand  heat  transmitted  from  one  body  to  another  by 
radiation  does  not  affect  the  temperature  of  the  intervening  medium. 
The  heat  which  we  receive  from  the  sun  has  traveled  the  cold  upper 
regions  of  the  air;  and  paper  can  be  ignited  in  the  focus  of  a  lens 
of  ice,  though  the  temperature  of  ice  cannot  exceed  the  freezing- 
point. 

Conduction  is  a  gradual,  radiation  an  instantaneous  process.  A 
screen  interposed  between  two  bodies  instantly  cuts  off  radiation 
between  them;  and  on  the  removal  of  such  a  screen  radiation  in- 
stantly attains  its  full  effect.  Radiant  heat,  in  fact,  travels  with  the 
velocity  of  light,  and  it  is  subject  to  laws  similar  to  the  laws  of 
light;  for  example,  it  is  usually  propagated  only  in  straight  lines. 

Strictly  speaking,  radiant  heat,  like  latent  heat,  is  not  heat  at  all, 
but  is  a  form  of  energy  which  is  readily  converted  into  heat.  Its 
nature  is  precisely  the  same  as  that  of  light,  the  difference  between 
them  being  only  a  difference  of  degree,  as  will  be  more  fully  ex- 
plained in  treating  of  the  analysis  of  light  by  the  prism  and  spectro- 
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scope.  The  present  chapter  will  contain  numerous  instances  of  the 
analogy  between  the  properties  of  non-luminous  radiant  heat  and 
well-known  characteristics  of  light. 

458.  A  Ponderable  Medium  not  Essential. — The  transmission  of 
the  sun's  heat  to  the  earth  shows  that  radiation  is  independent  of 
any  ponderable  medium.  But  since  the  solar  heat  is  accompanied 
by  light,  it  might  still  be  questioned  whether  dark  heat  could  be 
propagated  through  a  vacuum. 

This  was  tested  by  Rumford  in  the  following  way: — He  con- 
structed a  barometer  (Fig.  292),  the  upper  part  of  which  was  ex^ 
panded  into  a  globe,  and  contained  a  thermometer 
hermetically  sealed  into  a  hole  at  the  top  of  the 
globe,  so  that  the  bulb  of  the  thermometer  was  at 
the  centre  of  the  globe.  The  globe  was  thus  a 
Torricellian  vacuum -chamber.  By  melting  the 
tube  with  a  blow-pipe,  the  globe  was  separated,  and 
was  then  immersed  in  a  vessel  containing  hot 
water,  when  the  thermometer  was  immediately 
observed  to  rise  to  a  temperature  evidently  higher 
than  could  be  due  to  the  conduction  of  heat  through 
the  stem.  The  heat  had  therefore  been  communi- 
cated by  direct  radiation  through  the  vacuum  be- 
tween the  sides  of  the  globe  and  the  bulb  a  of  the 
thermometer. 

469.  Radiant  Heat  travels  in  Straight  Lines. — ^In  a 
uniform  medium  the  radiation  of  heat  takes  place 
in  straight  lines.  If,  for  instance,  between  a  ther- 
mometer and  a  source  of  heat,  there  be  placed  a 
number  of  screens,  each  pierced  with  a  hole,  and 
if  the  screens  be  so  arranged  that  a  straight  line 
can  be  drawn  without  interruption  from  the  source  to  the  thermo- 
meter, the  temperature  of  the  latter  immediately  rises;  if  a  different 
arrangement  be  adopted,  the  heat  is  stopped  by  the  screens,  and 
the  thermometer  indicates  no  effect. 

Hence  we  can  speak  of  rays  of  heat  just  as  we  speak  of  rays  of 
light.  Thus  we  say  that  rays  of  heat  issue  from  all  points  of  the 
surface  of  a  heated  body,  or  that  such  a  body  emits  rays  of  heat. 
The  word  ray  when  thus  used  scarcely  admits  of  precise  definition. 
It  is  a  popular  rather  than  a  scientific  term;  for  no  finite  quantity 
of  heat  or  light  can  travel  along  a  mathematical  line.    In  a  mere 


Fig.  292.— Ramford'4 
Experiment 
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geometrical  sense  the  rays  are  the  lines  which  indicate  the  direction 
of  propagation. 

It  is  now  generally  admitted  that  both  heat  and  light  are  due  to 
a  vibratory  motion  which  is  transmitted  through  space  by  means  of 
a  fluid  called  ether.  According  to  this  theory  the  rays  of  light  and 
heat  are  lines  drawn  in  all  directions  from  the  origin  of  moticni,  and 
along  which  the  vibratory  movement  advances. 

460.  Surface  Conduction. — The  cooling  of  a  hot  body  exposed  to 
the  air  is  eflected  partly  by  radiation,  and  partly  by  the  conduction 
of  heat  from  the  surface  of  the  body  to  the  air  in  contact  with  it. 
The  activity  of  the  surface-conduction  is  greatly  quickened  by  wind, 
which  brings  continually  fresh  portions  of  cold  air  into  contact  with 
the  surface,  in  the  place  of  those  which  have  been  heated. 

The  cooling  of  a  body  in  vacuo  is  effected  purely  by  radiation, 
except  in  so  far  as  there  may  be  conduction  through  its  supports. 

461.  Newton's  Law  of  Cooling. — In  both  cases,  if  the  body  be  ex- 
posed in  a  chamber  of  uniform  temperature,  the  rate  at  which  it 
loses  heat  is  approximately  proportional  to  the  excess  of  the  temper- 
ature of  its  surface  above  that  of  the  chamber,  and  the  proportion- 
ality is  sensibly  exact  when  the  excess  does  not  exceed  a  few  degrees. 
If  the  body  be  of  sensibly  uniform  temperature  throughout  its  whole 
mass,  as  in  the  case  of  a  thin  copper  vessel  full  of  water  which  is 
kept  stirred,  its  fall  of  temperature  is  proportional  to  its  loss  of 
heat,  and  hence  the  rate  at  which  its  temperature  falls  is  proportional 
to  the  excess  of  its  temperature  above  that  of  the  chamber.  Prac- 
tically if  the  body  be  a  good  conductor  and  of  small  dimensions — 
say  a  copper  ball  an  inch  in  diameter,  or  an  ordinary  mercurial  ther- 
mometer— the  fall  of  its  temperature  is  nearly  in  accordance  with 
this  law,  which  is  called  NewtoyCa  law  of  cooling.  The  observed 
fact  is  that  when  the  readings  of  the  thermometer  are  taken  at 
equal  intervals  of  time,  their  excesses  above  the  temperature  of  the 
inclosure  (which  is  kept  constant)  form  a  diminishing  geometrical 
progression. 

To  show  that  this  is  equivalent  to  Newton's  law,  let  0  denote  the 
excess  of  temperature  at  time  t;  then,  in  the  notation  of  the  differ- 

ential  calculus,  —37  is  the  rate  of  cooling;  and  Newton  s  law  asserts 

that  this  is  proportional  to  0,  or  that 

-^=Ae,  (1) 
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where  A  is  a  constant  multiplier.     This  is  equivalent  to 

^~-=Adt,  (2) 

which  asserts  that  for  equal  small  intervals  of  time  the  differences 
between  the  temperatures  are  proportional  to  the  temperatures.  But 
if  the  differences  between  the  successive  terms  of  a  series  are  propor- 
tional to  the  terms  themselves,  the  series  is  geometrical;  for  if  we 
have 

VI  —  0^ B%~  B% ^s ""  ^4 

^i  ^s  ^t 

we  obtain,  by  subtracting  unity  from  each  member, 

o\     9%     v% 

that  is,  01,  02j  ^3,  ^4  are  in  geometrical  progression, 

J  A 

The  expression  -  -^  in  equation  (2)  is,  by  the  rules  of  the  differ- 
ential calculus,  equal  to  —  dlogO;  Ijence  equation  (2)  shows  that 
log  Q  diminishes  by  equal  amounts  in  equal  times.  Log  0  here 
denotes  the  Napierian  logarithm  of  Q\  and  since  common  logarithms 
are  equal  to  Napierian  logarithms  multiplied  by  a  constant  factor, 
the  common  logarithm  of  Q  will  also  diminish  by  equal  amounts  in 
equal  times.  The  constant  A  in  equation  (1)  or  (2)  will  be  deter- 
mined from  the  experimental  results  by  dividing  the  decrement  of 
log  6  by  the  interval  of  time. 

We  have  been  assuming  that  the  body  is  hotter  than  the  chamber 
or  inclosure;  but  a  precisely  similar  law  holds  for  the  warming  of  a 
body  which  is  colder  than  the  inclosure  in  which  it  is  placed. 

462.  Dulong  and  Petit's  Law  of  Cooling. — Newton's  law  is  sensibly 
accurate  for  8mall  differences  of  temperature  between  the  body  and 
the  inclosure.  Dulong  and  Petit  conducted  experiments  on  the  cool- 
ing of  a  thermometer  by  radiation  in  vacuo  with  excesses  of  temper- 
ature varying  from  20''  to  240°  C,  from  which  they  deduced  the 
formula 

or,  as  it  may  be  otherwise  written, 

where  v  denotes  the  temperature  of  the  walls  of  the  inclosure,  which 
was  preserved  constant  during  each  experiment,  v+B  the  tempera- 

ture  of  the  thermometer,  and  —  ^  the  rate  of  cooling.     The  other 

letters,  c  and  a,  denote  constants.     When  the  temperatures  are  Centi- 
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grade,  the  constant  a  is  10077;  when  they  are  Fahrenheit  it  is 
1*0043,  the  form  of  the  expression  for  the  rate  of  cooling  being  un- 
aflfected  by  a  change  of  the  zero  from  which  temperatures  are  reck- 
oned. The  value  of  c  depends  upon  the  size  of  the  bulb  and  some 
other  circumstances,  and  is  changed  by  a  change  of  zero. 

463.  Consequenoes  of  this  Law. — The  formula  in  its  first  form 
shows  that,  for  the  same  excess  6,  the  cooling  is  more  rapid  at  high 
than  at  low  temperatures. 

Employing  the  Centigrade  scale,  we  have  a= 1*0077,  whence 
log  a  =0077  nearly,  and  since 

a'  =  l+tflogo  +  J(^logo)«  +  i(tflogo)*+  &c, 

Dulong  and  Petit's  formula,  in  its  first  form,  gives 

-  ~  =c  (l-0077)''{*0077  tf  +  i(0077  d)"+  &c.} ; 

which  shows  that,  for  a  given  temperature  of  the  inclosure,  the  rate 
of  cooling  is  not  strictly  proportional  to  d,  but  is  equal  to  B  multi- 
plied by  a  factor  which  increases  with  6,  this  factor  being  proportional 
to  l  +  iC0077  0)+K'0077  Qf+  &c 

When  B  is  small  enough  for  '0077  0  to  be  neglected  in  comparison 
with  unity,  the  factor  will  be  sensibly  constant,  in  accordance  with 
Newton's  law. 

464.  Theory  of  Exchanges. — The  second  form  of  Dulong  and 
Petit's  formula,  namely 

suggests  that  an  unequal  exclixtnge  of  heat  takes  place  between  the 
thermometer  and  the  walls,  the  thermometer  giving  to  the  walls  a 
quantity  of  heat  ca'+'  (where  v-k-B  denotes  the  temperature  of  the 
thermometer),  and  the  walls  giving  to  the  thermometer  the  smaller 
quantity  ca"^. 

This  is  the  view  now  commonly  adopted  with  respect  to  radiation 
in  general.  It  has  been  fully  developed  by  Professor  Balfour  Stewart 
under  the  name  of  the  theory  ofexdianges.  Its  original  promulgator. 
Provost  of  Geneva,  called  it  the  theory  of  mobile  equilibrium  of 
temperature. 

The  theory  asserts  that  all  bodies  are  constantly  giving  out  radiant 
heat,  at  a  rate  depending  upon  their  substance  and  temperature,  but 
independent  of  the  substance  or  temperature  of  the  bodies  which 
surround  them;  and  that  when  a  body  is  kept  at  a  uniform  temper- 
ature, it  receives  back  just  as  much  heat  as  it  gives  out 
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According  to  this  view,  two  bodies  at  the  same  temperature,  ex- 
posed to  mutual  radiation,  exchange  equal  amounts  of  heat;  but  if 
two  bodies  have  unequal  temperatures,  that  which  is  at  the  higher 
temperature  gives  to  the  other  more  than  it  receives  in  exchange.^ 

463.  Law  of  Inverse  Squares. — If  we  take  a  delicate  thermometer 
and  place  it  at  successively  increasing  distances  from  a  source  of  heat, 
the  temperature  indicated  by  the  instrument  will  exceed  that  of  the 
atmosphere  by  decreasing  amounts,  showing  that  the  intensity  of 
radiant  heat  diminishes  as  the  distance  increases.  The  law  of  varia- 
tion may  be  discovered  by  experiment.  In  fact,  when  the  excess  of 
temperature  of  the  thermometer  becomes  fixed,  we  know  that  the 
heat  received  is  equal  to  that  lost  by  radiation;  but  this  latter  is,  by 
Newton's  law,  proportional  to  the  excess  of  temperature  above  that 
of  the  surrounding  air;  we  may  accordingly  consider  this  excess  as 
the  measure  of  the  heat  received.  It  has  been  found,  by  experiments 
at  difierent  distances,^  that  the  excess  is  inversely  proportional  to  the 
square  of  the  distance;  we  may  therefore  conclude  that  the  intensity 
of  the  heat  received  froTn  any  source  of  heat  varies  inversely  as  the 
square  of  the  distance. 

The  following  experiment,  devised  by  Tyndall,  supplies  another 
simple  proof  of  this  fundamental  law: — 

The  thermometer  employed  is  a  Melloni's  pile,  the  nature  of  which 
we  shall  explain  in  §  472.  This  is  placed  at  the  small  end  of  a  hollow 
cone,  blackened  inside,  so  as  to  prevent  any  reflection  of  heat  from 
its  inner  surface.  The  pile  is  placed  at  S  and  S'  in  front  of  a  vessel 
filled  with  boiling  water,  and  coated  with  lamp-black  on  the  side 
next  the  pile.  It  will  now  be  observed  that  the  temperature  in- 
dicated by  the  pile  remains  constant  for  all  distances.  This  result 
proves  the  law  of  inverse  squares.  For  the  arrangement  adopted 
prevents  the  pile  from  receiving  more  heat  than  that  due  to  the  area 
of  A  B  in  the  first  case,  and  to  the  area  A'  B'  in  the  second.  These 
are  the  areas  of  two  circles,  whose  radii  are  respectively  proportional 
to  S  O  and  S'  O;  and  the  areas  are  consequently  proportional  to  the 
squares  of  S  O  and  SX.     Since,  therefore,  these  two  areas  communi- 

^  For  a  full  account  of  this  subject  see  "  Report  on  the  Theory  of  Exchanges,"  by  Bal- 
four Stewart,  in  British  A89oct€Uion  Beport,  1861,  p.  97;  and  Stewart  on  Heat,  book  IL 
chap.  iii. 

*  The  dimensions  of  the  source  of  heat  must  be  small  in  comparison  with  the  distance  of 
the  thermometer,  as  otherwise  the  distances  of  different  parts  of  the  so\irce  of  heat  from 
the  thermometer  are  sensibly  different.  In  this  case,  the  amount  of  heat  received  varies 
directly  as  the  solid  angle  subtended  by  the  source  of  heat. 

28 
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cate  the  same  quantity  of  heat  to  the  pile,  the  intensity  of  radiation 
must  vary  inversely  as  the  squares  of  the  distances  S  O  and  S'O. 

The  law  of  inverse  squares  may  also  be  established  a  priori  in  the 
following  manner:— 

Suppose  a  sphere  of  given  radius  to  be  described  about  a  radiating 
particle  as  centre.  The  total  heat  emitted  by  the  particle  will  be 
received  by  the  sphere,  and  all  points  on  the  sphere  will  experience 


Fig.  203.— Law  of  Inverso  Squares. 

the  same  calorific  effect.  If  now  the  radius  of  the  sphere  be  doubled, 
the  surface  will  be  quadrupled,  but  the  total  amount  of  heat  remains 
the  same  as  before,  namely,  that  emitted  by  the  radiating  particle. 
Hence  we  conclude  that  the  quantity  of  heat  absorbed  by  a  given 
area  on  the  surface  of  the  large  sphere  is  one-fourth  of  that  absorbed 
by  an  equal  area  on  the  small  sphere;  which  agrees  with  the  law 
stated  above. 

This  demonstration  is  valid,  whether  we  suppose  the  radiation  of 
heat  to  consist  in  the  emission  of  matter  or  in  the  emission  of  energy; 
for  energy  as  well  aa  matter  is  indestructible,  and  remains  unaltered 
in  amount  during  its  propagation  through  space. 

466.  Law  of  the  Reflection  of  Heat. — When  a  ray  of  heat  strikes 
a  polished  surface,  it  is  reflected  in  a  direction  determined  by  fixed 
laws. 

If,  at  the  point  of  incidence,  that  is,  the  point  where  the  ray  meets 
the  surface,  a  line  be  drawn  normal  or  perpendicular  to  the  surface, 
the  plane  passing  through  this  line  and  the  incident  ray  is  called  the 
plane  of  incidence.  With  this  explanation  we  proceed  to  give  the 
laws  of  the  reflection  of  heat: — 

1.  When  a  ray  of  heat  is  reflected  by  a  surface,  the  line  of  reflec- 
tion lies  in  the  plane  of  incidence. 
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2.  The  angle  of  reflection  is  equal  to  the  angle  of  incidence;  that 
is,  the  reflected  and  incident  rays  make  equal  angles  with  the  normal 
to  the  surface  at  the  point  of  incidence. 

467.  Burning-mirrors. — These  laws,  which  hold  good  for  liorht  also, 


Fig.  2M.— Focus  of  Concare  3Iirror. 

can  be  verified  by  experiments  with  concave  mirrors.  These  are 
usually  either  spherical  or  parabolic.  All  rays,  either  of  heat  or 
light,  falling  on  a  parabolic  min*or 
in  directions  parallel  to  its  axis 
(A  C,  Fig.  294)  are  reflected  ac- 
curately to  its  focus  F,  and  all 
rays  from  F  falling  on  the  mirror 
are  reflected  parallel  to  the  axis. 
A  spherical  concave  mirror  is  a 
small  portion  of  a  sphere,  and 
rays  parallel  to  its  axis  are  re- 
flected so  as  approximately  to 
pass  through  its  "principal  focus" 
F  (same  figure),  which  is  midway 
between  A,  the  central  point  of 
the  mirror,  and  C,  the  centre  of 
the  sphere. 

When  the  axis  of  a  concave 
mirror,  of  either  form,  is  directed 
towards  the  sun,  intense  heat  is 
produced  at  the  focus,  especially 
if  the  mirror  be  large.  Fig.  295 
represents  such  a  mirror  suitably 
mounted  for  producing  ignition 
of  combustible  substances.  Tschimhausen  s  mirror,  which  was  con- 
structed in  1687,  and  was  about  6J  feet  in  diameter,  was  able  to 


Fig.  296.— Bnining  MliTor. 


Digitized  by 


Googk 


436 


BADIATION. 


melt  copper  or  silver,  and  to  vitrify  brick.  Instead  of  curved  mir- 
rors, Buffon  employed  a  number  of  movable  plane  mirrors,  which 
were  arranged  so  that  the  different  pencils  of  heat-rays  reflected 
by  them  converged  to  nearly  the  same  point.  In  this  way  he 
obtained  an  extremely  powerful  effect,  and  was  able,  for  instance, 
to  set  wood  on  fire  at  a  distance  of  between  80  and  90  yards.  This 
is  the  method  which  Archimedes  is  said  to  have  employed  for  the 
destruction  of  the  Roman  fleet  in  the  siege  of  Syracuse;  and  though 
the  truth  of  the  story  is  considered  doubtful,  it  is  not  altogether 
absurd. 

468.  Coxgugate  Mirrors. — Fig.  296  represents  an  experiment  which 
is  said  to  have  been  first  performed  by  Pictet  of  Geneva. 

Two  large  parabolic  mirrors  are  placed  facing  each  other,  at  any 
convenient  distance,  with  their  axes  in  the  same  straight  line.     In 


ng.  206. — Conjugate  Mirrors. 

the  focus  of  one  of  them  is  placed  a  small  furnace,  or  a  red-hot 
cannon-ball,  and  in  the  focus  of  the  other  some  highly  inflammable 
material,  such  as  phosphorus  or  gun-cotton.  On  exciting  the  furnace 
with  bellows,  the  substance  in  the  other  focus  immediately  takes 
fire.  With  two  mirrors  of  14  inches  diameter,  gun-cotton  may  thus 
be  set  on  fire  at  a  distance  of  more  than  30  feet  The  explanation 
is  very  easy.  The  rays  of  heat  coming  from  the  focus  of  the  first 
mirror  are  reflected  in  parallel  lines,  and,  on  impinging  upon  the 
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surface  of  the  second  mirror,  converge  again  to  its  focus,  and  are 
thus  concentrated  upon  the  inflammable  material  placed  there. 

Careful  adjustment  is  necessary  to  the  success  of  the  experiment, 
and  the  adjustment  is  most  easily  made  by  first  placing  a  source  of 
light  (such  as  the  flame  of  a  candle)  in  one  focus,  and  forming  a 
luminous  image  of  it  in  the  other.  We  have  thus  a  convincing 
proof  that  heat  and  light  obey  the  same  law  as  regards  direction  of 
reflection. 

469.  Reflection,  DiStision,  Absorption,  and  Transmission. — Sup- 
pose a  quantity  of  heat  denoted  by  unity  to  be  incident  upon  the 
surface  of  a  body.  This  quantity  will  be  divided  into  several  distinct 
parts. 

1.  A  portion  will  be  regularly  reflected  according  to  the  law  given 

above.  If  the  fraction  of  heat  thus  reflected  be  denoted  by  -,  then 
-  is  the  measure  of  the  reflecting  power  of  the  surface, 

2.  A  portion  ^  will  be  irregularly  reflected,  and  will  be  scattered 
or  diffused  through  space  in  all  directions.  Thus  -^  is  the  measure 
of  the  diffusive  power  of  the  mirface. 

3.  A  portion  -  will  penetrate  into  the  body  so  as  to  be  absorbed 
by  it,  and  to  contribute  to  raise  its  temperature;  -  is  therefore  the 
measure  of  the  absorption, 

4.  Finally,  we  shall  have,  in  many  cases,  a  fourth  portion  y ,  which 

passes  through  the  body  without  contributing  to  raise  its  tempera- 
ture. This  fraction,  which  exists  only  in  the  case  of  diathermanous 
bodies,  is  the  measure  of  the  transmission. 

The  sum  of  these  fractional  parts  must  evidently  make  up  the 
original  unit;  that  is 

r      a     a      9 

The  amount  of  the  transmission,  where  it  exists,  will  generally  vary 
with  the  thickness  of  the  substance;  and  what  is  lost  in  transmission 
by  increasing  the  thickness  is  gained  in  absorption.  When  there  is 
no  transmission,  the  absorption  may  be  called  the  absorbing  power 
of  the  surface. 

470.  Coefficient  of  Absorption  and  Coefficient  of  Emission. — Apply- 
ing Newton's  law  (§  461),  let  0  be  the  small  difference  of  temperature 
between  the  surface  of  the  body  and  the  inclosure,  and  S  the  area 
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of  this  surface,  which  we  suppose  to  have  no  concavities,  then  the 
quantity  of  heat  gained  or  lost  by  the  body  per  unit  of  time  is  ex- 
pressed by  the  formula 

where  A  is  a  constant  depending  on  the  nature  of  the  body  and 
more  especially  on  the  nature  of  its  surface.  This  constant  A  may 
be  called  indifferently  the  coefficient  of  emission  or  the  coefficient 
of  absorption,  inasmuch  as  it  has  the  same  value  (the  temperature 
of  the  body  being  given)  whether  the  inclosure  be  colder  or  warmer 
than  the  body.  Experiments  conducted  by  Mr.  MTarlane  under 
the  direction  of  Sir  W.  Thomson,  have  shown  that  when  the  surface 
of  the  body  (a  copper  ball)  and  the  walls  of  the  inclosure  are  both 
covered  with  lamp-black,  the  inclosure  being  full  of  air  at  atmo- 
spheric pressure,  the  value  of  the  coefficient  A  in  C.G.S.  units  is 
about  4  0^0  0,  that  is  to  say  itJVtt  of  ^  gramme  degree  of  heat  is  gained 
or  lost  per  second  for  each  square  centimetre  of  surface  of  the  body, 
when  there  is  1°  of  difference  between  its  temperature  and  that  of 
the  walls  of  the  inclosure.  When  the  surface  of  the  body  (the 
copper  ball)  was  polished,  the  walls  of  the  inclosure  being  blackened 
as  before,  the  coefficient  had  only  yV  of  its  former  value.  It  is 
estimated  that  of  the  value  toW  ^ot  blackened  surfaces,  one-half  is 
due  to  atmospheric  contact  and  the  other  half  to  radiation.  As  the 
excess  of  temperature  of  the  body  above  that  of  the  walls  increased 
from  5**  to  60°,  the  quantity  of  heat  emitted,  instead  of  being  in- 
creased only  twelve-fold,  was  increased  about  sixteen-fold  for  the 
blackened  and  fifteen-fold  for  the  polished  ball. 

When  air  is  excluded,  and  the  gain  or  loss  of  heat  is  due  to  pure 
radiation  between  the  body  and  the  walls,  the  coefficient  A  repre- 
sents, according  to  the  theory  of  exchanges,  the  difference  between 
the  absolute  emission  at  the  temperature  of  the  body  and  at  a  tem- 
perature V  higher  or  lower. 

471.  Limit  to  Radiating  Power. — It  is  obviously  impossible  for  a 
l)ody  to  absorb  more  radiant  heat  than  falls  upon  it.  There  must^ 
therefore,  be  a  limiting  value  of  A  applicable  to  a  body  whose 

absorbing  power  -  is  unity,  and  such  a  body  must  also  be  regarded 

as  possessing  perfect  emissive  power  for  radiant  heat.  Hence  it 
appears  that  good  radiation  depends  i-ather  upon  defect  of  resistance 
than  upon  any  positive  power.  A  perfect  radiator  would  be  a  sub- 
stance whose  surface  offered  no  resistance  to  the  passage  of  radiant 
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heat  in  either  direction;  while  an  imperfect  radiator  is  one  whose 
surface  allows  a  portion  to  be  communicated  through  it,  and  reflects 
another  portion  regularly  or  irregularly. 

The  reflecting  and  ditfusive  powers  of  lamp-black  are  so  insigni- 
ficant, at  temperatures  below  100°,  that  this  substance  is  commonly 
adopted  as  the  type  of  a  perfect  radiator,  and  the  emissive  and  ab- 
sorptive powers  of  other  substances  are  usually  expressed  by  com- 
parison with  it 
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473.  Thermoscopio  Apparatus  employed  in  researches  connected 
with  Badiant  Heat. — An  indispensable  requisite  for  the  successful 
study  of  radiant  heat  is  an  exceedingly  delicate  thermometer.  For 
this  purpose  Leslie,  about  the  beginning  of  the  present  century, 
invented  the  differential  thermometer,  with  which  he  conducted 
some  very  important  investigations,  the  main  results  of  which  are 
still  acknowledged  to  be  correct.  Modem  investigators,  as  Melloni, 
Laprovostaye,  &c.,  have  exclusively  employed  Nobili's  thermo-multi- 
plier,  which  is  an  instrument  of  much  greater  delicacy  than  the 
differential  thermometer. 

The  thermo-pile,  invented  by  Nobili,  and  improved  by  Melloni, 

consists  essentially  of  a  chain  (Fig. 
297)  formed  of  alternate  elements 
of  bismuth  and  antimony.  If  the 
ends  of  the  chain  be  connected  by 
a  wire,  and  the  alternate  joints 
\  /      slightly  heated,  a   thermo-electric 

^^X/JJJJ-^    r^_AjL  9.iJL>^         current  will  be  produced,  as  will  be 
Fig.  297.— Nobiii's  Thermo-electric  Series,      explained  hereafter.    The  amount 

of  current  increases  with  the  num- 
ber of  elements,  and  with  the  difference  of  temperatures  of  the  oppo- 
site junctions. 

In  the  pile  as  improved  by  Melloni,  the  elements  are  arranged 
side  by  side  so  as  to  form  a  square  bundle  (Fig.  298),  whose  opposite 
ends  consist  of  the  alternate  junctions.  The  whole  is  contained  in 
a  copper  case,  with  covers  at  the  two  ends,  which  can  be  removed 
when  it  is  desired  to  expose  the  faces  of  the  pile  to  the  action  of  heat. 
Two  metallic  rods  connect  the  terminals  of  the  thermo-electric  series 


(WVW) 


Digitized  by 


Googk 


THERMO-MULTIPLIER. 


441 


with  wires  leading  to  a  galvanometer/  so  that  the  existence  of  any 
cunent  will  immediately  be  indicated  by  the  deflection  of  the  needle. 
The  amounts  of  current  which  correspond  to  different  deflections  are 
known  from  a  table  compiled  by  a  method  which  we  shall  explain 
hereafter.  Consequently,  when  a  beam  of  radiant  heat  strikes  the 
pile,  an  electric  current  is  produced,  and  the  amount  of  this  current 


Fig.  208.— Melloni'sThermo-multiplier. 

is  given  by  the  galvanometer.  We  shall  see  hereafter,  when  we 
come  to  treat  of  thermo-electric  currents,  that  within  certain  limits, 
which  are  never  exceeded  in  investigations  upon  radiant  heat,  the 
current  is  proportional  to  the  difference  of  temperature  between  the 
two  ends  of  the  pile.  As  soon  as  all  parts  of  the  pile  have  acquired 
their  permanent  temperatures,  the  quantity  of  heat  received  during 
any  interval  of  time  from  the  source  of  heat  will  be  equal  to  that 
lost  to  the  air  and  surrounding  objects.  But  this  latter  is,  by  New- 
ton's law,  proportional  to  the  excess  of  temperature  above  the  sur- 
rounding air,  and  therefore  to  the  difference  of  temperature  between 
the  two  ends  of  the  pile.  The  current  is  therefore  proportional  to 
the  quantity  of  heat  received  by  the  instrument.  We  have  thus  in 
Nobili's  pile  a  thermometer  of  great  delicacy,  and  admirably  adapted 

^  The  pile  and  galvanometer  together  constitute  the  thermo-moltiplier. 


Digitized  by 


Googk 


442 


RADIATION. 


to  the  study  of  radiant  heat;  in  fact,  the  immense  progress  which 
has  been  made  in  this  department  of  physics  is  mainly  owing  to  this 
invention  of  Nobili. 

473.  Measurement  of  Emissive  Powers. — The  following  arrangement 
was  adopted  by  Melloni  for  the  comparison  of  emissive  powers.  A 
graduated  horizontal  bar  (Fig.  299)  carries  a  cube,  the  different  sides 
of  which  are  covered  with  different  substances.  This  is  filled  with 
water,  which  is  maintained  at  the  boiling-point  by  means  of  a  spirit- 
lamp  placed  beneath.     The  pile  is  placed  at  a  convenient  distance. 


Fig.  299.— Measurement  of  EmiBslve  Powers. 

and  the  radiation  can  be  intercepted  at  pleasure  by  screens  arranged 
for  the  purpose.    The  whole  forms  what  is  called  Melloni's  apparatus. 

If  we  now  subject  the  pile  to  the  heat  radiated  from  each  of  the 
faces  in  turn,  we  shall  obtain  currents  proportional  to  the  emissive 
powers  of  the  substances  with  which  the  different  faces  are  coated. 

From  a  number  of  experiments  of  this  kind  it  has  been  found  that 
lamp-black  has  the  greatest  radiating  power  of  all  known  substances, 
while  the  metals  are  the  worst  radiators.  Some  of  the  most  impor- 
tant results  are  given  in  the  following  table,  in  which  the  emissive 
powers  of  the  several  substances  are  compared  with  that  of  lamp- 
black, which  is  denoted  by  100: — 

Kelatiye  Emissive  Powbbs  at  lOO*"  0. 


Lamp-black, 100 

White-lead, 100 

Paper, 98 

Glass, 90 

Indian  ink, 85 

Shellac, 72 


Steel, 17 

Platinum, 17 

Polished  brass, 7 

Copper, 7 

Polished  gold,    .....  8 

Polished  silver, 3 
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474.  Absorbing  Power. — The  method  which  most  naturally  suggests 
itself  for  comparing  absorbing  powers,  is  to  apply  coatings  of  different 
substances  to  that  face  of  the  pile  which  is  exposed  to  the  action  of 
the  source  of  heat.  But  this  would  involve  great  risk  of  injury  to 
the  pile. 

The  method  employed  by  Melloni  was  as  follows: — He  placed  in 
front  of  the  pile  a  very  thin  copper  disc  (Fig.  300),  coated  with  lamp- 
black on  the  side  next  the  pile,  and  on  the  other  side  with  the  sub- 
stance whose  absorbing  power  was  required.    The  disc  absorbed  heat 


Fig.  800.— Measurement  of  Absorbing  Powers. 

by  radiation  from  the  source,  of  amount  proportional  to  the  absorb- 
ing power  of  this  coating,  and  at  the  same  time  emitted  heat  from 
both  sides  in  all  directions.  When  its  temperature  became  stationary, 
the  amounts  of  heat  absorbed  and  emitted  were  necessarily  equal, 
and  its  two  faces  had  sensibly  equal  temperatures. 

Let  E  and  E'  denote  the  coefficients  of  emission  of  lamp-black  and 
of  the  substance  with  which  the  front  was  coated,  and  0  the  excess 
of  temperature  of  the  disc  above  that  of  the  air;  then  (E  +  K)0  is  the 
heat  emitted  in  unit  time,  if  the  area  of  each  face  is  unity,  and  this 
must  be  equal  to  the  heat  absorbed  in  unit  time. 

But  the  indications  of  the  thermo-pile  are  proportional  to  the  heat 
radiated  from  the  back  alone,  that  is,  to  Ed.     The  heat  absorbed  is 
therefore  represented  by  the  indication  o%  the  pile  multiplied  by 
B  +  E' 
B    • 

In  this  way  the  absorbing  powers  given  in  the  following  list  have 
been  calculated  from  experiments  of  Melloni^  the  source  of  heat  being 
a  cube  filled  with  water  at  100°  C. 
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Rrlativb  Absorbinq  Powers  at  100^  0. 


Lamp-black, 100 

White-lead, 100 

iBinglass, 91 


Indian  ink, 85 

SheUac, 72 

Metal, 13 


It  will  be  observed  that  these  numbers  are  identical  with  those  which 
represent  the  emissive  powers  of  the  same  substances. 

473.  Variation  of  Absorption  with  the  Sonrce. — The  absorbing 
power  varies  according  to  the  source  of  heat  employed.  In  estab- 
lishing this  important  fact,  Melloni  employed  the  following  sources 
of  heat: — 

1.  Locatelli  8  lamp,  a  small  kind  of  oil-lamp,  in  which  the  level  of 
the  oil  remains  invariable,  and  which  has  a  square-cut  solid  wick. 
As  a  source  of  heat  it  is  of  tolerably  constant  action,  and  it  has  been 
employed  in  most  of  the  experiments  upon  diathermancy.  It  is 
shown  in  Fig.  300. 

2.  Incandescent  platinum.  This  is  a  spiral  of  platinum  wire  (Fig. 
301)  suspended  over  a  spirit-lamp  so  as  to  envelop  the  flame.     The 


Fig.  301. 
Incandescent  Platinum. 


Fig.  808. 
Copper  heated  to  400*. 


Fig.  808. 
Cube  at  100*. 


metal  is  heated  to  a  bright  white  heat;  and  since  the  radiating 
powers  of  the  flame  are  very  feeble,  the  metal  may  be  regarded  as 
the  sole  source  of  radiation.  The  flame,  in  fact,  is  scarcely  distin- 
guishable. 

3.  Copper  heated  to  about  400°  C.     This  is  effected  by  placing  a 
spirit-lamp  behind  a  curved  copper  plate  (Fig.  302). 

4.  Copper  covered  with  lamp-black  at  100°  C.    This  is  a  cube  con- 
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taining  boiling  water  (Fig.  303)  similar  to  that  already  described  in 
connection  with  the  measurement  of  emissive  powers.  The  face  whose 
radiation  is  employed  is  covered  with  lamp-black. 

If  these  different  sources  of  heat  be  severally  used  in  measuring 
absorbing  powers,  it  will  be  found  that  these  powers  vary  consider- 
ably according  to  the  particular  source  of  heat  employed,  and  that 
if  we  denote  the  absorption  of  lamp-black  in  each  case  by  100,  the 
relative  absorbing  powers  of  other  substances  are  in  general  greater 
as  the  temperature  of  the  source  is  lower.  In  establishing  this 
important  principle  by  experiment,  the  sources  of  heat  are  first 
placed  at  such  distances  that  the  direct  radiation  upon  the  pile 
shall  be  the  same  for  each,  and  the  pile  is  then  replaced  by  the 
disc.  The  following  table  contains  some  of  the  results  obtained 
by  Melloni: — 


LocateUi's 

Incandescent 

Heated 

Hot-water 

SUBSTikJfOSS. 

Lamp. 

Platinum. 

Copper. 

Cube. 

Lamp-black,   .    .     . 

100 

100 

100 

100 

Indian  ink,      .     .     . 

96 

96 

87 

86 

White-lead,     .     .     . 

63 

66 

89 

100 

Isinglass,    .... 
Shellac, 

52 

64 

64 

91 

48 

47 

70 

72 

Metallic  surface, .    . 

14 

13-6 

13 

13 

476.  Reflecting  Power. — The  reflecting  power  of  a  surface  is  mea- 
sured by  the  proportion  of  incident  heat  which  is  regularly  reflected 
from  it.  This  subject  has  been  investigated  by  Melloni,  and  by 
Laprovostaye  and  Desains.  The  arrangement  used  for  the  purpose 
is  shown  in  Fig.  304. 

The  substance  under  investigation  is  placed  upon  the  circular 
plate  D,  which  is  graduated  round  the  circumference.  The  pile  E 
is  carried  by  the  horizontal  bar  HH',  which  turns  about  the  pillar 
supporting  the  plate  D.  This  bar  is  to  be  so  adjusted  as  to  make 
the  reflected  rays  impinge  upon  the  pile,  the  adjustment  being  made 
by  the  help  of  the  divisions  marked  on  the  circular  plate. 

In  making  an  observation,  the  bar  HH'  is  first  placed  so  as  to 
coincide  with  the  prolongation  of  the  principal  bar,  and  the  intensity 
of  direct  radiation  is  thus  observed.  The  pile  is  then  placed  so  as  to 
receive  the  reflected  rays,  and  the  ratio  of  the  intensity  thus  obtained 
to  the  intensity  of  direct  radiation  is  the  measure  of  the  reflecting 
power. 
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The  following  are  some  of  the  results  obtained  by  Laprovostaye 
and  Desains.  the  source  of  heat  employed  being  a  Locatelli  lamp: — 


Reflecting 
Power. 

Silver  plate, '97 

Gold, -95 

Brass, '98 

Speculum  metal, ....  '86 

Tin, -86 


Polished  platinum, 
Steel,      .... 
•Zinc,      .... 
Iron,      .... 


Reflecting 
Power. 

.  -80 

.  -83 

.  -81 

.  -77 


Laprovostaye  and  Desains  have  also  shown  that,  in  the  case  of 
diathermanous  substances,  the  reflecting  power  varies  considerably, 


F!g.  804.— Measarement  of  Reflecting  Power. 

increasing  with  the  angle  of  incidence,  which  is  also  the  case  for 
luminous  rays. 

In  the  case  of  metals,  the  change  in  the  reflecting  power  produced 
by  a  change  in  the  angle  of  incidence  is  not  nearly  so  great;  the 
reflecting  power  remains  almost  constant  till  about  70°  or  80°,  and 
when  the  angle  of  incidence  exceeds  this  limit,  the  reflecting  power 
decreases,  whereas  the  opposite  is  the  case  with  diathermanous 
bodies. 

Finally,  Laprovostaye  and  Desains  have  shown  that,  contrary  to 
what  was  previously  supposed,  the  reflecting  power  varies  according 
to  the  source  of  heat.  Thus  the  reflecting  power  of  polished  silver, 
which  is  '97  for  rays  from  a  Locatelli  lamp,  is  only  '92  for  solar  rays. 
In  either  case  it  will  be  seen  that  the  reflecting  powers  of  polished 
silver  are  very  great;  and  since  experiment  has  shown  that  luminous 
and  calorific  rays  from  the  same  source  are  reflected  in  nearly  equal 
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proportions,  the  advantages  attending  the  use  of  silvered  specula  in 
telescopes  can  easily  be  understood. 

477.  Diflfusive  Power.^ — Diffusion  is  the  irregular  reflection  of  heat, 
doubtless  owing  to  the  minute  inequalities  of  surface  which  are  met 
with  on  even  the  most  finely-polLshed  bodies.  The  existence  of  this 
power  may  very  easily  be  verified.  We  have  only  to  let  a  beam  of 
radiant  heat  fall  upon  any  dead  surface,  for  example  on  carbonate  of 
lead.  On  placing  the  pile  before  the  surface  in  any  position,  a 
deviation  of  the  galvanometer  is  observed,  which  cannot  be  attri- 
buted to  radiation  from  the  surface,  since  in  that  case  the  effect, 
instead  of  instantly  attaining  its  maximum,  as  it  actually  does, 
would  increase  gradually  as  the  substance  became  warmed  by  the 
heat  falling  upon  it. 

Moreover  the  heat  thus  diflused,  when  the  source  of  heat  is  a  body 
at  high  temperature,  such  as  a  lamp-flame^  is  found  to  agree  in  its 
properties  with  the  heat  radiated  from  a  body  at  high  temperature, 
and  to  be  altogether  different  from  that  which  the  difiusing  surface 
is  capable  of  radiating  at  its  actual  temperature.  The  diffused  heat, 
for  example,  passes  through  a  plate  of  aJum  without  undergoing 
much  absorption. 

The  diffusive  power  of  powders,  especially  if  white,  is  very  con- 
siderable, as  is  shown  by  the  following  table  taken  from  the  results 
published  hv  Laprovostaye  and  Desains: — 

Diffusive  Powkr. 

White-lead, -82 

Powdered  Bilver, 76 

Chromate  of  lead, *66 

The  knowledge  of  this  property  enables  us  to  explain  the  intense 
heat  which  is  felt  in  the  neighbourhood  of  a  white  wall  lighted  up 
by  the  sun. 

Diffusion  takes  place  in  different  proportions  according  to  the 
direction,  and  is  a  maximum  for  points  near  the  direction  of  the 
regularly-reflected  ray. 

The  intensity  of  the  diffused  rays  varies  very  considerably  accord- 
ing to  the  source  of  heat  employed.  This  was  shown  by  Melloni  in 
the  following  manner: — 

He  directed  a  ray  of  heat  upon  the  surface  of  a  disc  of  very  thin 
copper  covered  with  a  substance  capable  of  diffusing  the  rays.     The 

*  There  is  no  connection  whatever  between  this  "diffusive  power"  and  the  "diffusivity" 
which  we  have  discussed  in  the  chapter  on  Conduction. 
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back  of  the  disc  was  coated  with  lamp-black.  When  the  different 
parts  had  acquired  their  permanent  temperatures,  the  pile  was  placed 
in  symmetrical  positions  first  in  front  of,  and  then  behind  the  plane 
of  the  disc,  so  as  to  receive  the  heat  due  to  radiation  and  difl\ision 
from  the  front  in  the  first  case,  and  that  due  to  radiation  from  the 
back  in  the  second.  It  was  found  that  the  ratio  of  the  two  indica- 
tions of  the  pile  in  these  two  positions  varied  very  much  according 
to  the  source  of  heat,  the  general  rule  being  that  the  ratio  of  the 
diffused  to  the  radiated  heat  was  greatest  when  the  source  of  heat 
was  luminous,  and  at  a  high  temperature. 

478.  Peculiar  Property  of  Lamp-black. — If  a  similiar  experiment  be 
performed  with  a  disc  covered  on  both  sides  with  lamp-black,  it  will 
be  found  that  the  difference  between  the  indications  of  the  pile  in 
the  two  positions  is  very  small.  This  difference,  such  as  it  is,  may 
be  accoimted  for  by  a  slight  difference  of  temperature  between  the 
two  faces  of  the  disc.  We  may  therefore  conclude  that  the  whole  of 
the  heat  has  been  absorbed  by  the  lamp-black.  This  important 
result  has  been  confirmed  by  direct  experiments,  which  have  failed  to 
discover  any  trace  of  reflecting  or  diffusive  power  in  this  substance. 
Further,  in  the  above  experiment,  the  ratio  of  the  indications  in  the 
two  positions  of  the  pile  remains  constant  for  all  sources  of  heat; 
whence  we  see  that  the  absorption  of  rays  of  heat  by  lamp-black  is 
independent  of  the  nature  of  the  source.  We  thus  see  the  advantage 
of  applying  a  coating  of  lamp-black  to  all  thermoscopic  apparatus 
intended  for  the  absorption  of  radiant  heat. 

479.  Diathermancy. — It  has  long  been  known  that  some  of  the  heat 
from  an  intensely  luminous  body,  like  the  sun,  could  pass  through 
certain  transparent  substances,  such  as  glass;  but  it  was  formerly 
supposed  that  this  could  not  happen  in  the  case  of  dark,  or  even 
feebly  luminous  rays. 

Pictet,  of  Geneva,  was  the  first  to  establish  the  fact  of  diathermancy 
for  radiant  heat  in  general.  He  showed  that  a  thermometer  rose  in 
temperature  when  exposed  to  radiation  from  a  source  of  heat,  not- 
withstanding the  interposition  of  a  transparent  lamina;  and  the  idea 
that  this  could  be  owing  to  the  absorption  and  subsequent  radiation 
of  heat  from  the  lamina  was  completely  exploded  by  Provost,  who 
showed  that  the  effect  occurred  even  when  the  interposed  substance 
was  a  sheet  of  ice.  It  is  to  Melloni,  however,  that  we  are  indebted 
for  the  principal  results  which  have  been  obtained  in  connection  with 
this  subject. 
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480.  Influence  of  the  Nature  of  the  Substance. — The  arrangement 
adopted  by  Melloni  for  testing  the  diathermancy  of  a  solid  body  is 
that  shown  in  Fig.  305.  The  LocateUi  lamp  A  radiates  its  heat  upon 
the  pile  E  when  the  screen  B  is  lowered;  the  hole  in  the  screen  C  is 
for  the  purpose  of  limiting  the  pencil  of  rays.  Direct  radiation  is 
first  allowed  to  take  place,  and  the  resulting  current  as  indicated  by 
the  galvanometer  G  is  noted.  The  diathermanous  plate  D  is  then 
interposed  between  the  lamp  and  the  pile,  and  the  current  is  again 


'MmmmM 


Fig.  805.— Measurement  of  Diathermancy. 

measured;  the  ratio  of  the  latter  current  to  the  former  is  the  expres- 
sion of  the  diathermancy  of  the  plate. 

In  the  case  of  liquids,  Melloni  employed  narrow  troughs  with  sides 
of  very  thin  glass;  the  rays  were  first  transmitted  through  the  empty 
vessel,  and  then  through  the  same  vessel  filled  with  liquid;  the  dif- 
ference of  the  two  results  thus  obtained  being  the  measure  of  the  heat 
stopped  by  the  liquid.  Specimens  of  the  results  are  given  in  the 
following  table: — 

HsAT  Tbansmitted  bt  Different  Substances  fbom  an  Arqand  Lamp. 

(The  direct  heat  is  represented  by  100.) 

Crystallized  Bodies. 

(Thickneti  81J2  mm.— A  plate  of  glass  of  the  same  thickness  givea  G2.) 


Colourless, 

Rock-salt, 92 

Iceland-spar, 12 

Rock-crystal, 67 

Brazilian  topaz, 54 

Carbonate  of  lead, 52 

Borate  of  soda, 28 


Sulphate  of  lime. 


20 


Citric  acid, 15 

BDck  alum, 12 

Coloured. 

Smoky  quartz  (brown), 57 

Aqua-marina  (light  blue),      ....  29 

Yellow  agate, 29 

Green  tourmaline, 27 

Sulphate  of  copper  (blue),      ....  C 

99 
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Colourlets  QUus. 

(Thickness  1  88  mm.) 

Flint-glass, from  67  to  64 

Plate-glass 62  to  59 

Crown-glass  (French) 58 

Crown-glass  (English),      .         ...  49 

Window-glass, 64  to  60 

Coloured  Glass. 
(ThickneM  1  85  mm.) 

Deep  violet, 63 

Pale  yiolet 46 

Very  deep  blue, 19 

Deep  blue, 83 

Light  blue, 42 

Mineral  green, 23 

Apple  green, 26 

Deep  yellow, 40 

Orange, 44 

Yellowish  red, 63 

Crimson, 61 


lilQUIDB. 

(Thickness  9*21  mm.~A  plate  of  glass  of  the  same 
thickness  gives  53.) 

CoUmrUst  Liquxdt. 

Distilled  water, 11 

Absolute  alcohol, 16 

Sulphuric  ether, 21 

Sulphide  of  carbon, 63 

Spirits  of  turpentine, 31 

Pure  sulphuric  acid, 17 

Pure  nitric  acid, 15 

Solution  of  sea-salt, 12 

Solution  of  alum, 12 

Solution  <^  sugar, .  12 

Solution  of  potash, 13 

Solution  of  ammonia, 16 

Cdoured  Liquids. 

Nut-oil  (yellow), '  .  81 

Colza-oil  (yellow), 80 

Olive-oil  (greenish  yellow),    ....  80 

Oil  of  carnations  (yellowish),      ...  26 

Chloride  of  sulphur  (re  Idish  brown),  .  63 

Pyroligneous  acid  (brown),     ....  12 

White  of  egg  (slightly  yellow),  ...  11 


It  will  be  seen  from  this  table  that  though  diathermancy  and 
transparency  for  light  usually  go  together,  the  one  is  far  from  being 
a  measure  of  the  other.  We  see,  for  instance,  that  colourless  nitric 
acid  is  much  less  diathermanous  than  strongly-coloured  chloride  of 
sulphur;  and  perfectly  colourless  alum  allows  much  less  heat  to  pass 
than  deeply-coloured  glass  of  the  same  thickness.  Tyndall  has  shown 
that  a  solution  of  iodine  in  sulphide  of  carbon,  though  excessively 
opaque  to  light,  allows  heat  to  pass  in  large  quantity. 

The  substance  possessing  the  greatest  diathermanous  power  is  rock- 
salt,  which  allows  the  passage  of  '92  of  the  incident  heat. 

The  diathermancy  of  gases  has  been  investigated  by  Tyndall.  The 
gases  were  contained  in  a  long  metallic  tube  with  rock-salt  ends; 
and,  in  order  to  obtain  greater  sensitiveness,  a  compensating  cube 
filled  with  hot  water  was  employed.  This  cube  was  placed  at  such 
a  distance  from  one  end  of  the  thermo-pile  as  exactly  to  counter- 
balance the  effect  of  the  radiation  from  the  principal  source  of  heat 
when  the  tube  was  vacuous,  so  that  the  needle  of  the  galvanometer 
in  these  circumstances  stood  at  zero.  The  tube  was  then  filled  with 
different  gases  in  turn,  the  compensating  cube  remaining  unmoved; 
and  the  indications  of  the  galvanometer  were  found  to  vary  accord- 
ing to  the  gas  employed.    Compound  gases  stopped  more  than  simple 
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ones;  the  vapours  of  aromatic  substances  increased  the  absorptive 
power  of  dry  air  from  30  to  300  fold,  and  a  similar  eflect  was  pro- 
duced by  the  vapour  of  water,  air  more  or  less  charged  with  aqueous 
vapour  being  found  to  exercise  from  30  to  70  times  the  absorption 
of  pure  dry  air. 

It  is  probable  that  the  aqueous  vapour  which  is  always  present  in 
the  atmosphere  greatly  mitigates  the  heat  of  the  solar  rays,  and  also 
greatly  retards  the  cooling  of  the  earth  by  radiation  at  night.  On 
the  other  hand,  vapour  being  a  better  absorber  is  also  a  better 
radiator  than  dry  air,  a  circumstance  which  conduces  to  the  cooling 
and  condensation  of  the  upper  portions  of  masses  of  vapour  in  the 
atmosphere,  and  the  consequent  formation  of  cloud. 

481.  Influence  of  Thiokness. — !tVom  the  experiments  of  Jamin  and 
Masson,  it  appears  that,  when  heat  of  definite  refrangibility  passes 
through  a  plate,  the  amount  transmitted  decreases  in  geometrical 
progression  as  the  thickness  increases  in  arithmetical  progression;  a 
result  which  may  also  be  expressed  by  saying,  that  if  a  plate  be 
divided  in  imagination  into  laminsa  of  equal  thickness,  the  ratio  of 
the  heat  absorbed  to  the  heat  transmitted  is  the  same  for  them  all. 

In  the  case  of  mixed  radiation,  such  as  is  emitted  by  nearly  all 
available  sources  of  heat,  we  must  suppose  this  law  to  hold  for  each 
separate  constituent;  but  some  of  these  are  more  easily  absorbed  tiian 
others,  and  as  these  accordingly  diminish  in  amoimt  more  rapidly 
than  the  others,  the  beam  as  it  proceeds  on  its  way  through  the  plate 
acquires  a  character  which  fits  it  for  transmission  rather  than  absorp- 
tion. Hence  the  foremost  layers  absorb  much  more  than  the  later 
ones,  if  the  plate  be  of  considerable  thickness. 

In  the  case  of  bodies  which  are  opaque  to  heat,  absorption  and 
radiation  are  mere  surface-actions.  But  in  diathermanous  substances, 
as  we  have  seen,  absorption  goes  on  in  the  interior,  so  that  a  thick 
plate  absorbs  more  heat  than  a  thin  one.  The  same  thing  is  true 
as  regards  radiation: — a  diathermanous  substance  radiates  from  its 
interior  as  well  as  from  its  surface,  as  proved  by  the  fact  that  a  thick 
plate  radiates  more  heat  than  a  thin  one  at  the  same  temperature. 

482.  Belation  between  Badiant  Heat  and  Light. — The  property  in 
virtue  of  which  particular  substances  select  particular  kinds  of  heat 
for  absorption  and  other  kinds  for  transmission,  was  called  by  Melloni 
thermochroae  (literally  heat-colour),  from  its  obvious  analogy  to  what 
we  call  colour  in  the  case  of  light.  A  piece  of  coloured  glass,  for 
example,  selects  rays  of  certain  wave-lengths  for  absorption,  and 
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transmits  the  rest;  what  we  call  the  colour  of  the  glass  being  deter- 
mined by  those  which  it  transmits.  It  is  now  believed  that  ther- 
mochrose  and  colour  are  not  merely  analogous  but  essentially 
identical. 

Prismatic  analysis  shows  that  rays  exist  of  refrangibilities  much 
greater  and  much  less  than  those  which  compose  the  luminous  spec- 
trum. The  spectrum  of  the  electric  light,  for  example,  extends  on 
both  sides  of  the  visible  spectrum  to  distances  considerably  exceed- 
ing the  length  of  the  visible  spectrum  itself.  The  invisible  ultra- 
violet rays  can  be  detected  by  their  chemical  action,  or  by  causing 
them  to  fall  upon  certain  substances  (caXledfiuoreacent)  which  become 
luminous  when  exposed  to  their  action,  but  have  exceedingly  small 
heating  effect.  The  heat  becomes  considerable  in  the  yellow  portion 
of  the  spectrum,  stronger  in  the  red,  and  goes  on  increasing  in  the 
invisible  portion  beyond  the  red,  up  to  a  certain  point,  beyond  which 
it  gradually  diminishes  till  it  becomes  inappreciable. 

It  would,  however,  be  an  error  to  suppose  that  there  is  a  heat 
spectrum  consisting  of  distinct  rays  from  those  which  form  the  lumin- 
ous spectrum,  and  that  the  two  spectra  are  superimposed  one  upon 
the  other.  There  is  every  reason  for  believing  that  the  contrary  is 
the  fact,  and  that  the  radiations  which  constitute  heat  and  light  are 
essentially  identical.  In  operating  upon  rays  of  definite  refrangi- 
bility,  it  is  never  found  possible  to  diminish  their  heating  and  illu- 
minating powers  in  unequal  proportions;  an  interposed  plate  of  any 
partially  transparent  material,  if  it  stops  half  the  light,  also  stops 
half  the  heat. 

It  is  true  that  the  most  intense  heat  is  not  found  in  the  most 
luminous  portion  of  the  spectrum;  but  it  is  probable  that  the  eye, 
like  the  ear,  is  more  powerfully  affected  by  quick  than  by  slow 
vibrations  when  the  amount  of  energy  is  the  same;  and  as  a  treble 
note  contains  far  less  energy  than  a  bass  note  which  strikes  the  ear 
as  equally  loud,  so  a  blue  ray  contains  much  less  energy  than  a  red 
ray  if  they  strike  the  eye  as  equally  bright. 

The  invisibility — at  least  to  human  eyes — of  the  ultra-red  and 
ultra-violet  rays  may  be  due  either  to  the  absorption  of  these  rays 
by  the  humours  of  the  eye  before  they  can  reach  the  retina,  or  to  the 
inability  of  our  visual  organs  to  take  up  vibrations  quicker  than  the 
violet  or  slower  than  the  red. 

A  body  at  a  low  temperature  (say  100**  C.)  emits  only  dark  heat. 
As  the  temperature  rises,  the  emission  of  d^rk  beat  becomes  more 
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energetic,  and  at  the  same  time  rays  of  a  more  refrangible  character 
are  added.  This  strengthening  of  the  rays  formerly  emitted,  with 
the  continual  addition  of  new  rays  of  higher  refrangibility,  goes  on 
as  long  as  the  temperature  of  the  body  continues  to  rise.  The  lumi- 
nosity of  the  body  begins  with  the  emission  of  the  least  refrangible 
of  the  visible  rays,  namely  the  red,  and  goes  on  to  include  rays  of 
other  colours  as  it  passes  from  a  red  to  a  white  heat.  Tyndall,  by 
thus  gradually  raising  the  temperature  of  a  platinum  spiral,  obtained 
the  following  measures  of  the  heat  received  in  a  definite  position  in 
the  dark  portion  of  the  spectrum: — 


Appearance 
of  8] 


Heat 
Beceived. 


Spiral 

Dark, 1 

Dark, 6 

F&int  red, 10 

DuUred, 13 

Red, 18 


Appearance 
of  Spiral. 


Heat 
,Beceived 


FuUred, 27 

Orange, 60 

YeUow, 98 

Full  white, 122 


Generally  speaking,  the  rays  which  fall  within  the  limits  of  the 
visible  spectrum  are  the  most  transmissible,  and  the  extreme  rays  at 
both  ends  of  the  complete  spectrum  are  the  soonest  absorbed.  This 
is  probably  the  reason  why  the  invisible  portion  of  the  solar  spec- 
trum, though  extending  to  a  considerable  distance  in  both  directions, 
is  less  extensive  than  that  of  the  electric  light.  The  extreme  rays 
have  probably  been  absorbed  by  the  earth's  atmosphere. 

Ordinary  glass  is  comparatively  opaque  to  both  classes  of  dark 
rays.  Rock-salt  surpasses  all  other  substances  in  its  transparency 
to  the  dark  rays  beyond  the  red;  and  quartz  (rock-crystal)  is  very 
transparent  to  the  dark  rays  beyond  the  violet.  Alum  is  remarkable 
as  a  substance  which  is  exceedingly  opaque  to  the  ultra-red  rays, 
though  exceedingly  transparent  to  visible  rays;  and  Tyndall  has 
found  that  a  solution  of  iodine  in  sulphide  of  carbon  is,  on  the  con- 
trary, highly  transparent  to  the  ultra-red  and  opaque  to  the  luminous 
rays. 

Great  interest  was  excited  some  years  ago  by  Stokes'  discovery 
that  the  ultra-violet  rays,  when  they  fall  upon  fluorescent  substances, 
undergo  a  lowering  of  refrangibility  which  brings  them  within  the 
limits  of  human  vision.  Akin  subsequently  proposed  the  inquiry 
whether  it  was  possible,  by  a  converse  change,  to  transform  the 
ultra-red  into  visible  rays,  and  Tyndall,  by  taking  advantage  of  this 
peculiar  property  of  the  solution  of  iodine,  succeeded  in  effecting  the 
transformation.    He  brought  the  rays  of  the  electric  lamp  to  a  focus 
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by  means  .of  a  reflector,  and,  after  stopping  all  the  luminous  rays  by 
interposing  a  vessel  with  rock-salt  sides,  containing  the  solution  of 
iodine,  he  found  that  a  piece  of  platinum  foil,  when  brought  into  the 
focus,  was  heated  to  incandescence,  and  thus  emitted  light  as  well  as 
heat.  To  this  transformation  of  dark  radiant  heat  into  light  he  gave 
the  name  of  caZoreacence, 

483.  Selective  Emission  and  Absorption. — In  order  to  connect 
together  the  various  phenomena  which  may  be  classed  under  the 
general  title  of  selective  radiation  and  absorption,  it  is  necessary  to 
'  form  some  such  hypothesis  as  the  following.  The  atoms  or  mole- 
cules of  which  any  particular  substance  is  composed,  must  be  sup- 
posed to  be  capable  of  vibrating  freely  in  certain  periods,  which,  in 
the  case  of  gases,  are  sharply  defined,  so  that  a  gas  is  like  a  musical 
string,  which  will  vibrate  in  unison  with  certain  definite  notes  and 
with  no  intermediate  ones.  The  particles  of  a  solid  or  liquid,  on  the 
other  hand,  are  capable  of  executing  vibrations  of  any  period  lying 
between  certain  limits;  so  that  they  may  perhaps  be  compared  to  the 
body  of  a  violin,  or  to  the  sounding-board  of  a  piano;  and  these  limits 
(or  at  all  events  the  upper  limit)  alter  with  the  temperature, 
so  as  to  include  shorter  periods  of  vibration  as  the  temperature 
rises. 

These  vibrations  of  the  particles  of  a  body  are  capable  of  being 
excited  by  vibrations  of  like  period  in  the  external  ether,  in  which 
case  the  body  absorbs  radiant  heat.  But  they  may  also  be  excited 
by  the  internal  heat  of  the  body;  for  whenever  the  molecules  expe- 
rience violent  shocks,  which  excite  tremors  in  them,  these  are  the 
vibrations  which  they  tend  to  assume.  In  this  case  the  particles  of 
the  body  excite  vibrations  of  like  period  in  the  surrounding  ether, 
and  the  body  is  said  to  emit  radiant  heat. 

One  consequence  of  these  principles  is  that  a  diathermanous  body 
is  particularly  opaque  to  its  own  radiation.  Rock-salt  transmits 
92  per  cent,  of  the  radiation  from  most  sources  of  heat;  but  if  the 
source  of  heat  be  another  piece  of  rock-salt,  especially  if  it  be  a  thin 
plate,  the  amount  transmitted  is  much  less,  a  considerable  proportion 
being  absorbed.  The  heat  emitted  and  absorbed  by  rock-salt  is  of 
exceedingly  low  refrangibility. 

Glass  largely  absorbs  heat  of  long  period,  such  as  is  emitted  by 
bodies  whose  temperatures  are  not  sufficiently  high  to  render  them 
limiinous,  but  allows  rays  of  shorter  period,  such  as  compose  the 
luminous  portion  of  the  radiation  from  a  lamp-flame,  to  pass  almost 
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entire.  Accordingly  glass  when  heated  emits  a  copious  radiation  of 
non-luminous  heat,  but  comparatively  little  light. 

Experiment  shows  that  if  various  bodies,  whether  opaque  or  trans- 
parent, colourless  or  coloured,  are  heated  to  incandescence  in  the 
interior  of  a  furnace,  or  of  an  ordinary  coal-fire,  they  will  all,  while 
in  the  furnace,  exhibit  the  same  tint,  namely  the  tint  of  the  glowing 
coals.  In  the  case  of  coloured  transparent  bodies,  this  implies  that 
the  rays  which  their  colour  prevents  them  from  transmitting  from 
the  coals  behind  them  are  radiated  by  the  bodies  themselves  most 
copiously;  for  example,  a  glass  coloured  red  by  oxide  of  copper  per- 
mits only  red  rays  to  pass  through  it,  absorbing  all  the  rest,  but  it 
does  not  show  its  colour  in  the  furnace,  because  its  own  heat  causes 
it  to  radiate  just  those  rays  which  it  has  the  power  of  absorbing,  so 
that  the  total  radiation  which  it  sends  to  the  eye  of  a  spectator,  con- 
sisting partly  of  the  radiation  due  to  its  own  heat,  and  partly  of  rays 
which  it  transmits  from  the  glowing  fuel  behind  it,  is  exactly  the 
same  in  kind  and  amount  as  that  which  comes  direct  from  the  other 
parts  of  the  fire.  This  explanation  is  verified  by  the  fact  that  such 
glass,  if  heated  to  a  high  temperature  in  a  dark  room,  glows  with  a 
green  light. 

A  plate  of  tourmaline  cut  parallel  to  the  axis  has  the  property  of 
breaking  up  the  rays  of  heat  and  light  which  fall  upon  it  into  two 
equal  parts,  which  exhibit  opposite  properties  as  regards  polarization. 
One  of  these  portions  is  very  largely  absorbed,  while  the  other  is 
transmitted  almost  entire.  When  such  a  plate  is  heated  to  incan- 
descence, it  is  found  to  radiate  just  that  description  of  heat  and  light 
which  it  previously  absorbed;  and  if  it  is  heated  in  a  furnace,  no 
traces  of  polarization  can  be  detected  in  the  light  which  comes  from 
it,  because  the  transmitted  and  emitted  light  exactly  complement 
each  other,  and  thus  compose  ordinary  or  unpolarized  light. 

Spectrum  analysis  as  applied  to  gases  furnishes  perhaps  still  more 
striking  illustrations  of  the  equality  of  selective  radiation  and  absorp- 
tion. The  radiation  from  a  flame  coloured  by  vapour  of  sodium — for 
example,  the  flame  of  a  spirit-lamp  with  common  salt  sprinkled  on 
the  wick — consists  mainly  of  vibrations  of  a  definite  period,  corre- 
sponding to  a  particular  shade  of  yellow.  When  vapour  of  sodium  is 
interposed  between  the  eye  and  a  bright  light  yielding  a  continuous 
spectrum,  it  stops  that  portion  of  the  light  which  corresponds  to  this 
particular  period,  and  thus  produces  a  dark  line  in  the  yellow  portion 
of  the  spectrum. 
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An  immense  number  of  dark  lines  exist  in  the  spectrum  of  the 
sun's  light,  and  no  doubt  is  now  entertained  that  they  indicate  the 
presence,  in  the  outer  and  less  luminous  portion  of  the  sun's  atmo- 
sphere, of  gaseous  substances  which  vibrate  in  periods  corresponding 
to  the  position  of  these  lines  in  the  spectrum. 
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THERMO-DYNAMICS. 


484.  Connection  between  Heat  and  Work. — That  heat  can  be  made 
to  produce  work  is  evident  when  we  consider  that  the 
work  done  by  steam-engines  and  other  heat-engines  is  due 
to  this  source. 

Conversely,  by  means  of  work  we  can  produce  heat. 
Fig.  306  represents  an  apparatus  called  the  fire-syringe  or 
pneumatic  tinder-box,  consisting  of  a  piston  working 
tightly  in  a  glass  barrel.  If  a  piece  of  cotton  wool  moist- 
ened with  bisulphide  of  carbon  be  fixed  in  the  cavity  of 
the  piston,  and  the  air  be  then  suddenly  compressed,  so 
much  heat  will  be  developed  as  to  produce  a  visible  flash 
of  light. 

A  singular  explanation  of  this  effect  was  at  one  time  put 
forward.  It  was  maintained  that  heat  or  caloric  was  a 
kind  of  imponderable  fluid,  which,  when  introduced  into  a 
body,  produced  at  once  an  increase  of  volume  and  an  eleva- 
tion of  temperature.  If,  then,  the  body  was  compressed, 
the  caloric  which  had  served  to  dilate  it  was,  so  to  speak, 
squeezed  out^  and  hence  the  development  of  heat.  An 
immediate  consequence  of  this  theory  is  that  heat  cannot 
be  increased  or  diminished  in  quantity,  but  that  any  addi- 
tion to  the  quantity  of  heat  in  one  pait  of  a  system  must 
be  compensated  by  a  corresponding  loss  in  another  part. 
But  we  know  that  there  are  cases  in  which  heat  is  pro- 
duced by  two  bodies  in  contact,  without  our  being  able 
to  observe  any  traces  of  this  compensating  process.  An  ^^  3^ 
instance  of  this  is  the  production  of  heat  by  friction.  FirMyringe. 

^  In  other  words,  the  thermal  capacity  of  the  body  was  supposed  to  be  dimmished,  so 
that  the  amount  of  heat  contained  in  it,  without  undergoing  any  increase,  was  able  to 
raise  it  to  a  higher  temperature. 
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485.  Heat  prodneed  by  Friction. — Friction  is  a  well-known  source 
of  heat  Savages  are  said  to  obtain  fire  by  rubbing  two  pieces  of 
dry  wood  together.  The  friction  between  the  wheel  and  axle  in 
railway-carriages  frequently  produces  the  same  effect,  when  they 
have  been  insufficiently  greased;  and  the  stoppage  of  a  train  by 
applying  a  brake  to  the  wheels  usually  produces  a  shower  of  sparks. 

The  production  of  heat  by  friction  may  be  readily  exemplified  by 
the  following  experiment,  due  to  Tyndall.  A  glass  tube  containing 
water  (Fig.  307),  and  closed  by  a  cork,  can  be  rotated  rapidly  about 


lilg.  907.— He&t  produced  by  Friction. 

its  axis.  While  thus  rotating,  it  is  pressed  by  two  pieces  of  wood, 
covered  with  leather.  The  water  is  gradually  warmed,  and  finally 
enters  into  ebullition,  when  the  cork  is  driven  out,  followed  by  a  jet 
of  steam.  Friction,  then,  may  produce  an  intense  heating  of  the 
bodies  rubbed  together,  without  any  corresponding  loss  of  heat  else- 
where. 

At  the  dose  of  last  century.  Count  Rumford  (an  American  in  the 
•service  of  the  Bavarian  government)  called  attention  to  the  enormous 
amount  of  heat  generated  in  the  boring  of  cannon,  and  found,  in  a 
special  experiment,  that  a  cylinder  of  gun-metal  was  raised  from  the 
temperature  of  60**  F.  to  that  of  130**  F.  by  the  friction  of  a  blunt  steel 
borer,  during  the  abrasion  of  a  weight  of  metal  equal  to  about  ^  of 
the  whole  mass  of  the  cylinder.  In  another  experiment,  he  sur- 
rounded the  gun  by  water  (which  was  prevented  from  entering  the 
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bore),  and,  by  continuing  the  operation  of  boring  for  2^  hours,  he 
made  this  water  boil.  In  reasoning  from  these  experiments,  he 
strenuously  maintained  that  heat  cannot  be  a  material  substance,  but 
must  consist  in  motion. 

The  advocates  of  the  caloric  theory  endeavoured  to  account  for 
these  effects  by  asserting  that  caloric,  which  was  latent  in  the  metal 
when  imited  in  one  solid  mass,  had  been  forced  out  and  rendered 
sensible  by  the  process  of  disintegration  under  heavy  pressure.  This 
supposition  was  entirely  gratuitous,  no  difference  having  ever  been 
detected  between  the  thermal  properties  of  entire  and  of  comminuted 
metal;  and,  to  account  for  ihe  observed  effect,  the  latent  heat  thus 
supposed  to  be  rendered  sensible  in  the  abrasion  of  a  given  weight  of 
metal,  must  be  sufficient  to  raise  950  x  70,  that  is  66,500  times  its 
own  weight  of  metal  through  l^ 

Yet,  strange  to  say,  the  caloric  theory  survived  this  exposure  of 
its  weakness,  and  the,  if  possible,  still  more  conclusive  experiment 
of  Sir  Humphry  Davy,  who  showed  that  two  pieces  of  ice,  when 
rubbed  together,  were  converted  into  water,  a  change  which  involves 
not  the  evolution  but  the  absorption  of  latent  heat,  and  which  cannot 
be  explained  by  diminution  of  thermal  capacity,  since  the  specific 
heat  of  water  is  much  greater  than  that  of  ice. 

Davy,  like  Rumford,  maintained  that  heat  consisted  in  motion, 
and  the  same  view  was  maintained  by  Dr.  Thos.  Young;  but  the 
doctrine  of  caloric  nevertheless  continued  to  be  generally  adopted 
until  about  the  year  1840,  since  which  time,  the  experiments  of  Joule, 
the  eloquent  advocacy  of  Mayer,  and  the  mathematical  deductions  of 
Thomson,  Rankine,  and  Clausius,  have  completely  established  the 
mechanical  theory  of  heat,  and  built  up  an  accurate  science  of  thermo- 
dynamics. 

486.  Fouoault's  Experiment.— The  relations  existing  between  elec- 
trical and  thermal  phenomena  had  considerable  influence  in  leading 
to  correct  views  regarding  the  nature  of  heat.  An  experiment 
de\  ised  by  Foucault  illustrates  these  relations,  and  at  the  same 
time  furnishes  a  fresh  example  of  the  production  of  heat  by  the 
performance  of  mechanical  work. 

The  apparatus  consists  (Fig.  308)  of  a  copper  disc  which  can  be 
made  to  rotate  with  great  rapidity  by  means  of  a  system  of  toothed 
wheels.  The  motion  is  so  free  that  a  very  slight  force  is  sufficient  to 
maintain  it.  The  disc  rotates  between  two  pieces  of  iron,  constituting 
the  armatures  of  one  of  those  temporary  magnets  which  are  obtained 


Digitized  by 


Googk 


460 


THERMO-DYNAMICS. 


by  the  passage  of  an  electric  current  (called  electro-magnets).  If, 
while  the  disc  is  turning,  the  current  is  made  to  pass,  the  armatures 
become  strongly  magnetized,  and  a  peculiar  action  takes  place 
between  them  and  the  disc,  consisting  in  the  formation  of  induced 
currents  in  the  latter,  accompanied  by  a  resistance  to  motion.     As 


Fig.  806.— FoacaalC'8  Apparatus. 

long  as  the  magnetization  is  continued,  a  considerable  effort  is 
necessary  to  maintain  the  rotation  of  the  disc;  and  if  the  rotation 
be  continued  for  two  or  three  minutes,  the  disc  will  be  found  to 
have  risen  some  50**  or  60®  C.  in  temperature,  the  heat  thus  acquired 
by  the  disc  being  the  equivalent  of  the  work  done  in  maintaining 
the  motion.  It  is  to  be  understood  that,  in  this  experiment,  the 
rotating  disc  does  not  touch  the  armatures;  the  resistance  which  it 
experiences  is  due  entirely  to  invisible  agencies. 
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The  experiment  may  be  varied  by  setting  the  disc  in  very  rapid 
rotation,  while  no  current  is  passing,  then  leaving  it  to  itself,  and 
immediately  afterwards  causing  the  current  to  pass.  The  result  will 
be,  that  ihe  disc  will  be  brought  to  rest  almost  instantaneously,  and 
will  undergo  a  very  slight  elevation  of  temperature,  the  heat  gained 
being  the  equivalent  of  the  motion  which  is  destroyed. 

487.  Mechanical  Equivalent  of  Heat. — The  first  precise  determina- 
.  tion  of  the  numerical  relation  subsisting  between  heat  and  mechani- 
cal work  was  obtained  by  the  following  experiment  of  Joule.  He 
constructed  an  agitator  which  is  somewhat  imperfectly  represented 
in  Fig.  309,  consisting  of  a  vertical  shaft  carrying  several  sets  of 
paddles  revolving  between  stationary  vanes,  these  latter  serving  to 


Fig.  300.— Determination  of  the  Mechanical  Equivalent  of  Heat. 

prevent  the  liquid  in  the  vessel  from  being  bodily  whirled  in  the 
direction  of  rotation.  The  vessel  was  filled  with  water,  and  the 
agitator  was  made  to  revolve  by  means  of  a  cord,  wound  round  the 
upper  part  of  the  shaft,  carried  over  a  pulley,  and  attached  to  a 
weight,  which  by  its  descent  drove  the  agitator,  and  furnished  a 
measure  of  the  work  done.  The  pulley  was  mounted  on  friction- 
wheels,  and  the  weight  could  be  wound  up  without  moving  the 
paddles.  When  all  corrections  had  been  applied,  it  was  found  that 
the  heat  communicated  to  the  water  by  the  agitation  amounted  to 
one  pound-degree  Fahrenheit  for  every  772  foot-pounds  of  work 
spent  in  producing  it.  This  result  was  verified  by  various  other 
forms  of  experiment,  and  may  be  assumed  to  be  correct  within  about 
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one  foot-pound.  The  experiments  were  made  at  Manchester,  where 
g  is  82194,  and  it  is  to  be  borne  in  mind  that  a  foot-pound  does  not 
denote  precisely  the  same  amount  of  work  at  all  places  on  the  earth's 
surface,  but  varies  in  direct  proportion  to  the  intensity  of  gravity. 
The  difference  in  its  value  in  passing  from  one  place  to  another  on 
the  earth  is,  however,  not  greater  than  the  probable  error  of  the 
number  772.  We  may  therefore,  with  about  as  much  accuracy  as  is 
warranted  by  the  present  state  of  our  knowledge,  assert  that  the 
energy  comprised  in  one-pound  degree  Fahrenheit  is  about  772  ter- 
restrial foot-pounds.^ 

The  mechanical  equivalent  of  the  pound-degree  Centigrade  is  y  of 
this,  or  about  1390  foot-pounds. 

The  number  772  or  1390,  according  to  the  scale  of  temperature 
adopted,  is  commonly  called  Joule's  equivalent,  and  is  denoted  in 
f  ormulsB  by  the  letter  J.  If  we  take  the  kilogramme-degree  Centi- 
grade for  unit  of  heat,  and  the  kilogrammetre  for  unit  of  work, 
the  value  of  J  will  be  424,  and  the  same  value  will  be  given  by 
the  gramme-degree  and  gramme-metre.  The  gramme-degree  and 
gramme-centimetre  will  give  42,400,  and  the  gramme-degree  and 
erg  will  give  the  product  of  this  number  by  981,  which  is  41*6 
millions.     This  is  accordingly  the  value  of  J  in  the  C.G.S.  system. 

488.  First  Law  of  Thermo-dynamics. — Whenever  work  is  per- 
formed by  the  agency  of  heat,  an  amount  of  heat  disappears  equi- 
valent to  the  work  performed;  and  whenever  mechanical  work  is 
spent  in  generating  heat,  the  heat  generated  is  equivalent  to  tho 
work  thus  spent;  that  is  to  say,  we  have  in  both  cases 

W=JH; 

W  denoting  the  work,  H  the  heat,  and  J  Joule's  equivalent.  This 
is  called  the  ^r8^  law  of  the'nno-dynamica,  and  it  is  a  particular  case 
of  the  great  natural  law  (Chap,  ix.)  which  asserts  that  energy  may 
be  transmuted,  but  is  never  created  or  destroyed. 

It  may  be  well  to  remark  here  that  work  is  not  energy,  but  is 
rather  the  process  by  which  energy  is  transmuted,  amount  of.  work 
being  measured  by  the  amount  of  energy  transmuted.  Whenever 
work  is  done,  it  leaves  an  effect  behind  it  in  the  shape  of  energy  of 

^  In  British  absolute  units  of  work  (called  foot-pountfali),  of  which  a  foot-pound  con- 
tains g,  the  equivalent  of  a  pound-degree  Fahrenheit  is  772x82*194  =  24854,  which  is 
within  less  than  1  per  cent,  of  25,000.  Hence  the  heat-equivalent  of  the  kinetic  energy 
of  a  mass  of  m  pounds  moving  with  a  velocity  of  v  feet  per  second  is  approximately  J  mt* 
-r- 26000,  or  2mv*-i- 100000. 
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some  kind  or  other,  equal  in  amount  to  the  energy  consumed  in  per- 
forming the  work,  or,  in  other  words,  equal  to  the  work  itself. 

As  regards  the  nature  of  heat,  there  can  be  little  doubt  that  heat 
properly  so  called,  that  is  sensible  as  distinguished  from  latent  heat, 
consists  in  some  kind  of  motion,  and  that  quantity  of  heat  is  quan- 
tity of  energy  of  motion,  or  kinetic  energy  (§  121),  whereas  latent 
heat  consists  in  energy  of  position  or  potential  energy  (§  122). 

We  have  already  had  in  the  experiments  of  Rumford,  Davy,  Fou- 
cault,  and  Joule,  some  examples  of  transmutation  of  energy;  but  it 
will  be  instructive  to  consider  some  additional  instances. 

When  a  steam-engine  is  employed  in  hauling  up  coals  from  a  pit, 
an  amount  of  heat  is  destroyed  in  the  engine  equivalent  to  the  energy 
of  position  which  is  gained  by  the  coal. 

In  the  propulsion  of  a  steam-boat  with  uniform  velocity,  or  in  the 
drawing  of  a  railway  train  with  uniform  velocity  on  a  level,  there  is 
no  gain  of  potential  energy,  neither  is  there,  as  far  as  the  vessel  or 
train  is  concerned,  any  gain  of  kinetic  energy.  In  the  case  of  the 
steamer,  the  immediate  effect  consists  chiefly  in  the  agitation  of  the 
water,  which  involves  the  generation  of  kinetic  energy;  and  the 
ultimate  effect  of  this  is  a  warming  of  the  water,  as  in  Joule's  experi- 
ment. In  the  case  of  the  train,  the  work  done  in  maintaining  the 
motion  is  spent  in  friction  and  concussions,  both  of  which  operations 
give  heat  as  the  ultimate  effect.  Here,  then,  we  have  two  instanpes 
in  which  heat,  after  going  through  various  transformations,  reappears 
as  heat  at  a  lower  temperature. 

In  starting  a  train  on  a  level,  the  heat  destroyed  in  the  engine 
finds  its  equivalent  mainly  in  the  energy  of  motion  gained  by  the 
train;  and  this  energy  can  again  be  transformed  into  heat  by  turning 
off  the  steam  and  applying  brakes  to  the  wheels. 

When  a  cannon-ball  is  fired  against  an  armour  plate,  it  is  heated 
red-hot  if  it  fails  to  penetrate  the  plate,  the  energy  of  the  moving 
ball  being  in  this  case  obviously  converted  into  heat.  If  the  plate 
is  penetrated,  and  the  ball  lodges  in  the  wooden  backing,  or  in  a 
bank  of  earth,  the  ball  will  not  be  so  much  heated,  although  the  total 
amount  of  heat  generated  must  still  be  equivalent  to  the  energy  of 
motion  destroyed.  The  ruptured  materials,  in  fact,  receive  a  large 
portion  of  the  heat.  The  heat  produced  in  the  rupture  of  iron  is  well 
illustrated  by  punching  and  planing  machines,  the  pieces  of  iron 
pimched  out  of  a  plate,  or  the  shavings  planed  off  it,  being  so  hot 
that  they  can  scarcely  be  touched,  although  the  movements  of  the 


Digitized  by 


Googk 


464  THERMO-DYNAMICS. 

punch  and  plane  are  exceedingly  slow.  The  heat  gained  by  the  iron 
is,  in  fact,  the  equivalent  of  the  work  performed,  and  this  work  is 
considerable  on  account  of  the  great  force  required. 

489.  Heat  Lost  in  Expansion. — The  difference  between  the  specific 
heat  of  a  gas  at  constant  pressure  and  at  constant  volume,  is  almost 
exactly  the  equivalent  of  the  work  which  the  gas  at  constant  pres- 
sure performs  in  pushing  back  the  surrounding  atmosphere.  Joule 
immersed  two  equal  vessels  in  water,  one  of  them  containing  highly- 
compressed  air,  and  the  other  being  exhausted;  and  when  they  were 
both  at  the  temperature  of  the  water  he  opened  a  stop-cock  which 
placed  the  vessels  in  communication.  The  compressed  air  thus 
expanded  to  double  its  volume,  but  the  temperature  of  the  surround- 
ing water  was  unaltered,  the  heat  converted  into  energy  of  motion 
by  the  expansion  being,  in  fact,  compensated  by  the  heat  generated 
in  the  destruction  of  this  motion  in  the  previously  vacuous  vessel. 
This  experiment  shows  that,  when  air  expands  without  having  to 
overcome  external  resistances,  its  temperature  is  not  sensibly  changed 
by  the  expansion. 

The  work  done  by  a  gas  in  expanding  against  imif orm  hydrostatic 
or  pneumatic  pressure  may  be  computed  by  Tnultiplying  the  inareaae 
of  volume  by  the  pressure  per  unit  area.  For,  if  we  suppose  the 
expanding  body  to  be  immersed  in  an  incompressible  fluid  without 
weight,  confined  in  a  cylinder  by  means  of  a  movable  piston  under 
constant  pressure,  the  work  done  by  the  expanding  body  will  be  spent 
in  driving  back  the  piston.  Let  A  be  the  area  of  the  piston,  x  the 
distance  it  is  pushed  back,  and  p  the  pressure  per  unit  area.  Then 
the  increment  of  volume  is  A  x,  and  the  work  done  is  the  product  of 
the  force  pA  by  the  distance  x,  which  is  the  same  as  the  product  of 
p  by  A  a:. 

490.  Difference  of  the  two  Specific  Heats. — Let  a  gramme  of  air, 

occupying  a  volume  V  cub.  cm.  at  the  absolute  temperature  T**,  be 

raised  at  the  constant  pressure  of  P  grammes  per  sq.  cm.  to  the 

temperature  T^-l^     It  will  expand  by  the  amount  ^,  and  will  do 

vp 
work   to   the   amount   -^  in  pushing  back  the  surrounding  resist- 

VP 

ances.  Now  the  value  of  -^-  is  (§  325)  the  same  for  all  pressures 
and  temperatures.  But  at  0**  C.  and  760  mm.  we  have  T=273, 
P=1033,  and  since  the  volume  of  1*293  grammes  is  1  litre  or  1000 
cub.  cm.,  we  bavQ  |qqq 
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and 

¥=S  "^  W-  =^^^  gramme-centimetre.. 

This  is  the  work  done  in  the  expansion  of  1  gramme  of  air  at  any 
constant  pressure  when  raised  1**  C.  in  temperature,  and  its  ther- 
mal equivalent 

2926 

is  the  excess  of  the  specific  heat  at  constant  pressure  above  the 
specific  heat  at  constant  volume. 

In  the  above  calculation,  the  only  factor  which  is  peculiar  to  air 
is  1*293  in  the  denominator.  Hence,  if  we  multiply  the  result  by 
1'293,  that  is,  by  the  mass  of  &  litre  of  air,  we  shall  obtain  a  product 
which  would  be  the  same  for  all  gases — at  least  for  all  which  have 

the  coefficient  of  expansion  ^.     But  the  product  of  the  specific 

heat  of  a  substance  by  the  mass  of  a  given  volume  of  it,  is  the  ther- 
mal capacity  of  that  volume.  Hence,  the  difference  of  the  two  iherr 
raal  capacities  of  a  given  volume  is  the  same  for  all  gases  at  the 
same  pressure  and  temperature. 

Assuming  Regnault's  value  of  the  specific  heat  of  air  at  constant 
pressure,  '2375,  the  specific  heat  at  constant  volume  will  be 

•2376 --0690= -1686. 

The  heat  required  to  produce  a  given  change  of  temperature  in  a 
gas,  when  its  volume  changes  in  any  specified  way,  may  be  com- 
puted to  a  very  close  approximation  by  calculating  the  work  done 
by  the  gas  against  external  resistances  during  its  change  of  volume, 
and  adding  the  heat-equivalent  of  this  work  to  the  heat  which 
would  have  produced  the  same  change  of  temperature  at  constant 
volume. 

The  above  calculation  of  the  diflerence  of  the  two  specific  heats 
rests  upon  the  previously  known  value  of  Joule's  equivalent.  Con- 
versely, from  the  work  done  in  the  expansion  of  air  at  constant 
pressure,  combined  with  the  observed  value  of  the  specific  heat  of 
air  at  constant  pressure,  the  value  of  Joule's  equivalent  can  be  com- 
puted. A  calculation  of  this  kind,  but  with  an  erroneous  value  of 
the  specific  heat  of  air,  was  made  by  Mayer,  before  Joule  s  equiva- 
lent had  been  determined. 

491.  Thermic  Engines. — In  every  form  of  thermic  engine,  work  is 
obtained   by  means  of  expansion  produced  by  heat,  the  force  of 
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expansion  being  usually  applied  by  admitting  a  hot  elastic  fluid  to 
press  alternately  on  opposite  sides  of  a  piston  travelling  in  a  cylinder. 
Of  the  heat  received  by  the  elastic  fluid  from  the  furnace,  a  part 
leaks  out  by  conduction  through  the  sides  of  the  containing  vessels, 
another  part  is  carried  out  by  the  fluid  when  it  escapes  into  the  air 
or  into  the  condenser,  the  fluid  thus  escaping  being  always  at  a 
temperature  lower  than  that  at  which  it  entered  the  cylinder,  but 
higher  than  that  of  the  air  or  condenser  into  which  it  escapes;  but 
a  third  part  has  disappeared  altogether,  and  ceased  to  exist  as  heat, 
having  been  spent  in  the  performance  of  work.  This  third  part  is 
the  exact  equivalent  of  the  work  performed  by  the  elastic  fluid  in 
driving  the  piston,^  and  may  therefore  be  called  the  heat  utilized,  or 
the  heat  converted. 

The  ejfflciency  of  an  engine  may  be  measured  by  the  ratio  of  the 
heat  thus  converted  to  the  whole  amouTit  of  heat  which  enters  the 
engine;  and  we  shall  use  the  word  efficiency  in  this  sense. 

492.  Camot's  Investigations. — The  first  approach  to  an  exact 
science  of  thermo-dynamics  was  made  by  Camot  in  1824.  By  rea- 
soning based  on  the  theory  which  regards  heat  as  a  substance,  but 
which  can  be  modified  so  as  to  remain  conclusive  when  heat  is 
regarded  as  a  form  of  energy,  he  established  the  following  prin- 
ciples:— 

I.  The  thermal  agency  by  which  mechanical  effect  may  be  obtained 
is  the  transference  of  heat  from  one  body  to  another  at  a  lower  tem- 
perature. These  two  bodies  he  calls  the  source  and  the  refrigerator. 
Adopting  the  view  generally  received  at  that  time  regarding  the 
nature  of  heat,  he  supposed  that  all  the  heat  received  by  an  engine 
was  given  out  by  it  again  as  heat;  so  that,  if  all  lateral  escape  was 
prevented,  all  the  heat  drawn  by  the  engine  from  the  source  was 
given  by  the  engine  to  the  refrigerator,  just  as  the  water  which  by 
its  descent  turns  a  mill-wheel,  runs  ofl^  in  undiminished  quantity  at 
a  lower  level.  We  now  know  that,  when  heat  is  let  down  through 
an  engine  from  a  higher  to  a  lower  temperature,  it  is  diminished  in 
amount  by  the  equivalent  of  the  work  done  by  the  engine  against 
external  resistances. 

He  further  shows  that  the  amount  of  work  which  can  be  obtained 
by  letting  down  a  given  quantity  of  heat — or,  as  we  should  say  with 
our  present  knowledge,  by  partly  letting  it  down  and  partly  con- 

^  If  negative  work  is  done  by  the  fluid  in  any  part  of  the  stroke  (that  is,  if  the  piston 
presses  back  the  fluid),  the  algebraic  sum  of  work  is  to  be  taken. 
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suming  it  in  worK,  is  increased  by  raising  the  temperature  of  the 
source,  or  by  lowering  the  temperature  of  the  refrigerator;  and  estab- 
lishes the  following  important  principle: — 

II.  A  perfect  thermo-dynamic  engine  is  8uch  that,  whatever  amount 
of  mechanical  effect  it  can  derive  from  a  certain  thermal  agency; 
if  an  equal  am^ount  be  spent  in  working  it  backwards,  an  equal 
reverse  thermal  effect  will  be  produced.  This  is  often  expressed  by 
saying  that  a  comphtely  reversible  engine  is  a  perfect  engine. 

By  a  perfect  engine  is  here  meant  an  engine  which  possesses  the 
maximum  of  efficiency  compatible  with  the  given  temperatures  of  its 
source  and  refrigerator;  and  Camot  here  asserts  that  all  completely 
reversible  engines  attain  this  maximum  of  efficiency.  The  proof  of 
this  important  principle,  when  adapted  to  the  present  state  of  our 
knowledge,  is  as  follows: — 

Let  there  be  two  thermo-dynamic  engines,  A  and  B,  working 
between  the  same  source  and  refrigerator;  and  let  A  be  completely 
reversible. — Let  the  efficiency  of  A  be  m,  so  that,  of  the  quantity  Q 
of  heat  which  it  draws  from  the  source,  it  converts  m  Q  into  mechan- 
ical effect,  and  gives  Q— m  Q  to  the  refrigerator,  when  worked  for- 
wards. Accordingly,  when  worked  backwards,  with  the  help  of 
work  mQ  applied  to  it  from  without,  it  takes  Q— mQ  from  the 
refrigerator,  and  gives  Q  to  the  source. 

In  like  manner,  let  the  efficiency  of  B  be  m\  so  that,  of  heat  Q' 
which  it  draws  from  the  source,  it  converts  ^)i'Q'  into  mechanical 
effect,  and  gives  Q'— m'Q'  to  the  refrigerator. 

Let  this  engine  be  worked  forwards,  and  A  backwards.  Then, 
upon  the  whole,  heat  to  the  amount  Q'  — Q  is  drawn  from  the  source, 
heat  m'Q'— mQ  is  converted  into  mechanical  effect,  and  heat 
Q'— Q  — (m'Q'— mQ)  is  given  to  the  refrigerator. 

If  we  make  m,'Q'=mQ,  that  is,  if  we  suppose  the  external  effect 

to  be  nothing,  heat  to  the  amount  Q' -  Q  or  (^,- 1)  Q  is  carried  from 

the  source  to  the  refrigerator,  if  m  be  greater  than  m',  that  is,  if  the 
reversed  engine  be  the  more  efficient  of  the  two.     If  the  other 

engine  be  the  more  efficient,  heat  to  the  amount  (i  - -/)  Q  is  trans- 
ferred from  the  refrigerator  to  the  source,  or  heat  pumps  itself  up 
from  a  colder  to  a  warmer  body,  and  that  by  means  of  a  machine 
which  is  self-acting,  for  B  does  work  which  is  just  sufficient  to  drive  A. 
Such  a  result  we  are  entitled  to  assume  impossible,  therefore  B  cannot 
be  more  efficient  than  A 
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Another  proof  is  obtained  by  making  Q'=Q.  The  source  then 
neither  gains  nor  loses  heat,  and  the  refrigerator  gains  (m  -  m')  Q, 
which  is  derived  from  work  performed  upon  the  combined  engine 
from  without,  if  A  be  more  efficient  than  B.  If  B  were  the  more 
efficient  of  the  two,  the  refrigerator  would  lose  heat  to  the  amount 
(m'  -  m)  Q,  which  would  yield  its  full  equivalent  of  external  work, 
and  thus  a  machine  would  be  kept  going  and  doing  external  work 
by  means  of  heat  drawn  from  the  coldest  body  in  its  neighbourhood, 
a  result  which  cannot  be  admitted  to  be  possible. 

498.  Examples  of  Reversibility. — The  following  may  be  mentioned 
as  examples  of  reversible  operations. 

When  a  gas  expands  at  constant  temperature,  it  miist  be  supplied 
from  without  with  a  definite  amount  of  heat;  and  when  it  returns, 
at  the  same  temperature,  to  its  original  volume,  it  gives  out  the  same 
amount  of  heat. 

When  a  gas  expands  adiabatically  (that  is  to  say,  without  inter- 
change of  heat  with  other  bodies),  it  falls  in  temperature;  and  when 
it  is  compressed  adiabatically  from  the  condition  thus  attained  to  its 
original  volume,  it  regains  its  original  temperature. 

When  water  at  0**  freezes,  forming  ice  at  O"*,  under  atmospheric 
pressure,  it  expands  and  does  external  work  in  pushing  back  the 
atmosphere.  It  also  gives  out  a  definite  quantity  of  heat  called  the 
latent  heat  of  liquefaction.  This  ice  can  be  melted  at  the  same 
pressure  and  temperature,  and  in  this  reverse  process  it  must  be 
supplied  with  heat  equal  to  that  which  it  formerly  gave  out  Also, 
since  the  shrinkage  will  be  equal  to  the  former  expansion,  the  pres- 
sure of  the  surrounding  atmosphere  will  do  work  equal  to  that  for- 
merly done  against  it. 

On  the  other  hand,  conduction  and  radiation  of  heat  are  essentially 
irreversible,  since  in  these  operations  heat  always  passes  from  the 
warmer  to  the  colder  body,  and  refuses  to  pass  in  the  opposite  direc- 
tion. 

494.  Second  Law  of  Thermo-dynamics. — It  follows,  from  the  prin- 
ciple thus  established,  that  all  reversible  engines  with  the  same  tem- 
peratures of  source  and  refrigerator  have  the  same  efficiency,  whether 
the  working  substance  employed  in  them  be  steam,  air,  or  any  other 
material,  gaseous,  liquid,  or  solid.  Hence  we  can  lay  down  the  fol- 
lowing law,  which  is  called  the  second  law  of  thermo-dynamics:  the 
efficiency  of  a  completely  reversible  engine  isindependentofthe  natwre 
of  the  working  substance,  cmd  depends  only  on  the  temperatv/res  at 
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which  the  engine  takes  in  a/nd  gives  out  heat;  and  the  efficiency  of 
sv/ih  an  engine  is  the  limit  of  possible  effixyiency  for  any  engine. 
As  appendices  to  this  law  it  has  been  further  established: 

1.  That  when  one  of  the  two  temperatures  is  fixed,  the  efficiency 
is  simply  proportional  to  the  difierence  between  the  two,  provided 
this  difference  is  very  small.  This  holds  good  for  all  scales  of  tem- 
perature. 

2.  That  the  efficiency  of  a  reversible  engine  is  approximately 

—m-,  T  denoting  the  upper  and  T'  the  lower  temperature  between 

which  the  engine  works,  reckoned  from  absolute  zero  (§  325),  on  the 

air-thermometer.     This  is  more  easily  remembered  when  stated  in 

the  following  more  symmetrical  form.     Let  Q  denote  the  quantity 

of  heat  taken  in  at  the  absolute  temperature  T,  Q'  the  quantity 

given  out  at  the  absolute  temperature  T',  and  consequently  Q  -  Q' 

the   heat   converted    into   mechanical   effect,  then  we   shall  have 

approximately 

Q_Q'_Q-Q' 

496.  Proof  of  Formula  for  Efficiency. — This  important  proposition 
may  be  established  as  follows: — 

Let  the  volume  and  pressure  of  a  given  portion  of  gas  be  re- 
presented by  the  rectangular  co-ordinates  of  a  movable  point,  which 
we  will  call  "  the  indicating  point,"  horizontal  distance  representing 
volume,  and  vertical  distance  pressure. 

When  the  temperature  is  constant,  the  curve  which  is  the  locus  of 
the  indicating  point  is  called  an  isothermal,  and  the  relation  between 
the  co-ordinates  is 

rp  =  C, 

where  C  is  a  constant,  depending  upon  the  given  temperature,  and 
in  fact  proportional  to  the  absolute  temperature  by  air-thermometer. 
When  the  changes  of  volume  and  pressure  are  adiabatic  (§  497), 
a  given  change  of  volume  will  produce  a  greater  change  of  pressure 
than  when  they  are  isothermal,  and  the  curve  traced  by  the  indicat- 
ing point  is  called  an  adiabatic  line.  Whenever  the  given  gas  gains 
or  loses  heat  by  interchange  with  surrounding  bodies,  the  indicating 
point  will  be  carried  from  one  adiabatic  line  to  another;  and  by 
successive  additions  or  subtractions  of  small  quantities  of  heat  we 
can  get  any  number  of  adiabatic  lines  as  near  together  as  we  please. 
By  drawing  a  number  of  adiabatic  lines  near  together,  and  a  number 
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of  isothermals  near  together,  we  shall  cut  up  our  diagram  into  a 
number  of  small  quadrilaterals  which  will  be  ultimately  parallelo- 
grams. 

Let  A  B  C  D  (Fig.  310)  be  one  of  these  parallelograms,  and  let 

A^^^^  the  gas   be  put  through  the  series  of 

jN/^~~  ;?  changes  represented  by  A  B,  B  C,  C  D, 

I        ^ »"~~"-----C\v        DA,  all  of  which,  it  will  be  observed, 

A  ^""""-"^c    are  reversible. 

In  A  B  the  gas  expands  at  constant 

^**^  •  temperature.     Let    this    temperature, 

^^^  ^^^'  expressed  on  the  absolute  scale  of  the 

air  or  gas  thermometer,  be  T,  let  the  small  increase  of  volume  be 

V,  and  the  mean  pressure  P,  so  that  the  work  done  against  external 

resistances  is  Pt;. 

In  BC  the  gas  expands  adiabatically  and  falls  in  temperature. 
Let  the  fall  of  temperature  be  t. 

In  CD  it  is  compressed  at  the  constant  temperature  T— r. 
In  D  A  it  is  compressed  adiabatically,  and  ends  by  being  in  the 
same  state  in  which  it  was  at  the  commencement  of  this  cycle  of 
four  operations. 

Since  the  external  work  done  by  a  gas  is  equal  to  the  algebraic 
sum  of  such  terms  as 

pressure  x  increase  of  volume, 

it  is  easily  shown  that  the  algebraic  sum  of  external  work  done  by 
the  gas  in  the  above  cycle  is  represented  by  the  area  of  the  par- 
allelogram A  B  C  D. 

Through  A  and  B  draw  verticals  A  F,  B  E,  which,  by  construction, 
represent  diminution  of  pressure  at  constant  volume;  and  produce 
C  D  to  meet  A  F  in  F.  Then  the  area  A  B  C  D  is  equal  to  the  area 
A  B  E  F  (since  the  parallelograms  are  on  the  same  base  and  between 
the  same  parallels),  that  is  to  A  F  multiplied  by  the  perpendicular 
distance  between  AF  and  BE.  But  this  perpendicular  distance 
represents  v,  the  increase  of  volume  from  A  to  B;  and  A  F  represents 
the  difference  (at  constant  volume)  between  the  pressure  at  T  and 
the  pressure  at  T  +  t.    This  difference  is 

hence  the  work  done  in  the  cycle  is    • 


H- 


Digitized  by 


Googk 


PROOF  OP  FORMULA  FOR  EFFICIENCY,  471 

But  the  work  done  in  the  operation  A  B  was 

and  this  work,  being  performed  at  constant  temperature,  is  known 
(§  489)  to  be  sensibly  equivalent  to  the  whole  heat  supplied  to  the 
gas  in  the  performance  of  it.  This  is  the  only  operation  in  which 
heat  is  received  from  the  source,  and  C  D  is  the  only  operation  in 
which  heat  is  given  out  to  the  refrigerator.     Hence  we  have 

heat  converted  T  r 


heat  from  source        Pv 


■  — nS» 


or,  if  Qj  represent  the  heat  received  from  the  source,  Q^  the  heat 
given  to  the-  refrigerator,  T^  the  temperature  of  the  source,  and  T^ 
the  temperature  of  the  refrigerator. 


~Q-  =  -^theretoreQ^  =  ^^. 


This  proves  the  law  for  any  reversible  engine  with  an  indefinitely 
small  difierence  of  temperature  between  source  and  refrigerator. 

Now,  let  there  be  a  series  of  reversible  engines,  such  that  the 
first  acts  as  source  to  the  second,  the  second  as  source  to  the  third, 
and  so  on;  and  let  the  notation  be  as  follows: — 

The  first  receives  heat  Qi  at  temperature  T^,  and  gives  to  the 
second  heat  Qg  at  temperature  T^.  The  second  gives  to  the  third 
heat  Q3  at  temperature  Tg,  and  so  on. 

Then  supposing  the  excess  of  each  of  these  temperatures  above 
the  succeeding  one  to  be  very  small,  we  have,  from  above, 

Qi_T,    Qj_T,  Q»-i_T„-i 

QrV  Q.~T, Q»  -  1»  ' 

Whence,  by  multiplying  equals, 

^-P^  therefore -^--.^,-~. 

ITie  law  is  therefore  proved  for  the  engine  formed  by  thus  combin- 
ing all  the  separate  engines.  But  this  engine  is  reversible,  and  there- 
fore (§  494)  the  law  is  true  for  all  reversible  engines. 

496.  Thomson's  Absolute  Scale  of  Temperature. —  In  ordinary 
thermometers,  temperatures  are  measured  by  the  apparent  expansion 
of  a  liquid  in  a  glass  envelope.  If  two  thermometers  are  constructed, 
one  with  mercury  and  the  other  with  alcohol  for  its  liquid,  it  is 
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obviously  possible  to  make  their  indications  agree  at  two  fixed 
temperatures.  If,  however,  the  volume  of  the  tube  intervening  be- 
tween the  two  fixed  points  thus  determined  be  divided  into  the  same 
number  of  equd  parts  in  the  two  instruments,  and  the  divisions  be 
numbered  as  degrees  of  temperature,  the  two  instruments  will  give 
different  indications  if  plunged  in  the  same  bath  at  an  intermediate 
temperature,  and  they  will  also  differ  at  temperatures  lying  beyond 
the  two  fixed  points.  It  is  a  simple  matter  to  test  equality  of 
temperature,  but  it  is  far  from  simple  to  decide  upon  a  test  of  equal 
differences  of  temperatures.  Different  liquids  expand  not  only  by 
different  amounts  but  by  amounts  which  are  not  proportional,  no  two 
liquids  being  in  this  respect  in  agreement. 

In  the  case  of  permanent  gases  expanding  under  constant  pressure, 
the  discordances  are  much  less,  and  may,  in  ordinary  circumstances, 
be  neglected.  Hence  gases  would  seem  to  be  indicated  by  nature  as 
the  proper  substances  by  which  to  measure  temperature,  if  differences 
of  temperature  are  to  be  measured  by  differences  of  volume. 

It  is  also  possible  to  establish  a  scale  of  temperature  by  assuming 
that  some  one  substance  rises  by  equal  increments  of  temperature  on 
receiving  successive  equal  additions  of  heat;  in  other  words,  by  making 
some  one  substance  the  standard  of  reference  for  specific  heat,  and 
making  its  specific  heat  constant  by  definition  at  all  temperatures. 
Here,  again,  the  scale  would  be  different  according  to  the  liquid 
chosen.  A  mixture  of  equal  weights  of  water  at  0**  C.  and  100*  C. 
will  not  have  precisely  the  same  temperature  as  a  mixture  of  equal 
weights  of  mercury  at  these  temperatures.  If,  however,  we  resort 
to  permanent  gases,  we  find  again  a  very  close  agreement,  so  that,  if 
one  gas  be  assumed  to  have  the  same  specific  heat  at  all  tempera- 
tures (whether  at  constant  volume  or  at  constant  pressure),  the 
specific  heat  of  any  other  permanent  gas  will  also  be  sensibly  in- 
dependent of  temperature.  More  than  this; — ^the  measurement  of 
temperature  by  assuming  the  specific  heats  of  permanent  gases  to 
be  constant,  agrees  almost  exactly  with  the  measui'ement  of  tem- 
perature by  the  expansion  of  permanent  gases.  For,  as  we  have 
seen  (§  343),  a  permanent  gas  under  constant  pressure  has  its  volume 
increased  by  equal  amounts  on  receiving  successive  equal  additions 
of  heat. 

The  air-thermometer,  or  gas-thermometer,  then,  has  a  greatly 
superior  claim  to  the  mercury  thermometer  to  be  considered  as  fur- 
nishing a  natural  standard  of  temperature. 
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But  a  scale  which  is  not  only  sensibly  but  absolutely  independent 
of  the  peculiarities  of  particular  substances,  is  obtained  by  defining 
temperature  in  suck  a  sense  as  to  make  appendix  (2)  to  the  second 
law  of  thermo-dynawAcs  rigorously  exact  According  to  this  system 
(which  was  first  proposed  by  Sir  Wm.  Thomson),  the  ratio  of  any 
two  temperatures  is  the  ratio  of  the  two  quantities  of  heat  which 
would  be  drawn  firom  the  source  and  supplied  to  the  refrigerator  by 
a  completely  reversible  thermo-dynamic  engine  working  between 
these  temperatures.  This  ratio  will  be  rigorously  the  same,  what- 
ever the  working  substance  in  the  engine  may  be,  and  whether  it  be 
solid,  liquid,  or  gaseous. 

497.  Heat  required  for  Change  of  Volume  and  Temperature. — The 
amount  of  heat  which  must  be  imparted  to  a  body  to  enable  it  to 
pass  from  one  condition,  as  regards  volume  and  temperature,  to 
another,  is  not  a  definite  quantity,  but  depends  upon  the  course  by 
which  the  transition  is  efiected.  It  is,  in  fact,  the  sum  of  two  quan- 
tities, one  of  them  being  the  heat  which  would  he  required  if  the 
transition  were  made  without  external  work — as  in  Joule's  experi- 
ment of  the  expansion  of  compressed  air  into  a  vacuous  vessel — and 
the  other  being  the  heat  equivalent  to  the  eocternal  work  which  the 
body  performs  i/n  making  the  transition.  As  regards  the  first  of 
these  quantities,  its  amount,  in  the  case  of  permanent  gases,  depends 
almost  entirely  upon  the  difierence  between  the  initial  and  final  tem- 
peratures, being  sensibly  independent  of  the  change  of  volume,  as 
Joule's  experiment  shows.  In  the  case  of  liquids  and  solids,  its 
amount  depends,  to  a  very  large  extent,  upon  the  change  of  volume, 
so  that,  if  the  expansion  which  heat  tends  to  produce  is  forcibly 
prevented,  the  quantity  of  heat  required  to  produce  a  given  rise  of 
temperature  is  greatly  diminished.  This  contrast  is  sometimes  ex- 
pressed by  saying  that  expansion  by  heat  involves  a  large  amount 
of  internal  work  in  the  case  of  liquids  and  solids,  and  an  exceedingly 
small  amount  in  the  case  of  gases;  but  the  phrase  internal  work  has 
not  as  yet  acquired  any  very  precise  meaning. 

As  an  illustration  of  the  different  courses  by  which  a  transition 
may  be  effected,  suppose  a  quantity  of  gas  initially  at  0°  C.  and  a 
pressure  of  one  atmosphere,  and  finally  at  100''  C.  and  the  same 
pressure,  the  final  volume  being  therefore  1*366  times  the  initial 
volume.  Of  the  innumerable  courses  by  which  the  transition  may 
be  made,  we  wiU  specify  two: — 

1st.  The  gas  may  be  raised,  at  its  initial  \oliune^  to  such  a  tern* 
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perature  that,  when  afterwards  allowed  to  expand  against  pressure 
gradually  diminishing  to  one  atmosphere,  it  falk  to  the  temperature 
100^  C.     Or, 

2d.  It  may  be  first  allowed  to  expand,  under  pressure  diminishing 
from  one  atmosphere  downwards,  until  its  final  volume  is  attained, 
and  may  then,  at  this  constant  volume,  be  heated  up  to  100^ 

In  both  causes  it  is  to  be  understood  that  no  heat  is  allowed  to 
enter  or  escape  during  expansion. 

Obviously,  the  first  course  implies  the  performance  of  a  greater 
amount  of  external  work  than  the  second,  and  it  will  require  the 
communication  to  the  gas  of  a  greater  quantity  of  heat, — greater  by 
the  heat-equivalent  of  the  difierence  of  works. 

When  a  body  passes  through  changes  which  end  by  leaving  it  in 
precisely  the  same  condition  in  which  it  was  at  first,  we  are  not 
entitled  to' assume  that  the  amounts  of  heat  which  have  entered  and 
quitted  it  are  equal.  They  are  not  equal  unless  the  algebraic  simi  of 
external  work  done  by  the  body  during  the  changes  amounts  to  zero. 
If  the  body  has  upon  the  whole  done  positive  work,  it  must  have 
taken  in  more  heat  than  it  has  given  out,  otherwise  there  would  be 
a  creation  of  energy;  and  if  it  has  upon  the  whole  done  negative 
work,  it  must  have  given  out  more  heat  than  it  has  taken  in,  other- 
wise there  would  be  a  destruction  of  energy.  In  either  case,  the 
difference  between  the  heat  taken  in  and  given  out  Taust  be  the 
equivalent  of  the  algebraic  sum  of  external  work. 

These  principles  are  illustrated  in  the  following  sections. 

498.  Adiabatic  Changes.  Heating  by  Compression,  and  Cooling  by 
Expansion. — When  a  gas  is  compressed  in  an  absolutely  non-conduct- 
ing vessel,  or,  more  generally,  when  a  gas  alters  its  volume  without 
giving  heat  to  other  bodies  or  taking  heat  from  them,  its  changes 
are  called  adiahatic  [literally,  without  passage  across]. 

Let  unit  volume  of  gas,  at  pressure  P  and  absolute  temperature  T, 
receive  heat  which  raises  its  temperature  to  T-fr  at  constant  pres- 
sure.    The  increase  of  volume  will  be  ^,  and  the  work  done  by  the 

gas  against  external  resistance  will  be  -^. 

Next  let  the  gas  be  compressed  to  its  original  volume  without 
entrance  or  escape  of  heat,  and  let  the  temperature  at  the  end  of 
this  second  operation  be  denoted  by  T+«:»',  so  that  the  elevation  of 
temperature  produced  by  the  compression  is  (r  - 1)  r.  The  pressure  will 
now  be  P    y^,  as  appears  by  comparing  the  final  condition  of  the  gas 
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with  its  original  condition  at  the  same  volume.  This  may  be  written 
P  (i  +  ^)>  aiid  the  mean  pressure  during  the  second  operation  may- 
be taken  as  half  the  sum  of  the  initial  and  final  pressures,  that  is,  as 
P  (i+i^)-  "^^^  work  done  upon  the  gas  by  the  external  compress- 
ing forces  in  the  second  operation  is  therefore 

or,  to  the  first  order  of  small  quantities,  P^,  which  is  the  same  as 

the  work  done  by  the  gas  in  the  first  operation.  Hence,  to  the  first 
order  of  small  quantities,  the  heat  which  has  been  given  to  the  gas  is 
the  same  as  if  the  gas  had  been  brought  without  change  of  volume 
from  its  initial  to  its  final  condition.  That  is  to  say,  the  heat  which 
produces  an  elevation  r  of  temperature,  at  constant  pressure,  would 
produce  an  elevation  kt  at  constant  volume.     Hence 

'  Specific  heat  at  constant  presgiire 
Specific  heat  at  constant  volume  ~  ' 

where  k  may  be  defined  as  the  ratio  of  the  elevation  of  temperatv/re 
produced  by  a  small  adiabatic  compression  to  the  elevation  of  tem- 
perature which  would  be  required  to  produce  an  equal  eocpan^on  at 
constant  pressure. 

499.  Relations  between  Adiabatic  Changes  of  Volume,  Temperature, 
and  Pressure. — For  the  sake  of  greater  clearness,  we  will  tabulate  the 
values  of  volume,  temperature,  and  pressure,  at  the  beginning  and 
end  of  the  adiabatic  compression  above  discussed. 

At  beginning.  At  end.  Change. 

Volume, 1  +  ^  1  -^ 


Temperature, T  +  r  T  +  #cr  («-1)t 

Pressure. P  P  (l  +  ^)  P^ 


Denoting  volmne,  temperature,  and  pressure  by  V,  T,  P,  and  their 
changes  by  dV,  dT,  dP,  we  have,  to  the  first  order  of  small  quan- 
tities, 

y--j^  T^T'  P~T* 

V*  "T  *  P  ^®  therefore  proportional  to  - 1,  r  -  1,  r; 
that  is  IMZ^rflogT^dlogP 

-1  /C-l  K         ' 
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whence,  if  Vj,  Tj,  Pi  are  one  set  of  corresponding  values,  and  Vj,  Tj,  Pj 
another  set,  we  have 

\yj    p, 

600.  Numerical  Value  of  r. — Since  p^  divided  by — -y  is  K,dF  divided 
by  —  ^  (which,  as  shown  in  §  129,  is  the  coefficient  of  elasticity  of 

the  gas),  is  equal  to  Pic.  Now  the  square  of  the  velocity  of  sound  in 
a  gas  can  be  proved  to  be  equal  to  the  coefficient  of  elasticity  divided 
by  the  density,  and  hence  from  observations  on  the  velocity  of  sound 
the  value  of  k  can  be  determined.     It  is  thus  found  that 

ic=  1-408 

for  perfectly  dry  air;  and  its  value  is  very  nearly  the  same  for  all 
other  gases  which  are  difficult  to  liquefy. 

501.  Bankine's  Prediction  of  the  Specific  Heal  of  Air. — Let  Si 
denote  the  specific  heat  of  air  at  constant  pressure,  and  Sj  its  specific 
heat  at  constant  volume.     Then  (§§  498,  500)  we  have 

-*  =  1-408. 

But  we  have  proved  (§  489)  by  thermo-dynamic  considerations,  in- 
dependent of  any  direct  observation  of  specific  heat,  that 

«i-f,=-069a 

From  these  two  equations  we  have 

«a(l-408-l)  =  -0690 
«,  =  -169+/069  =  -238. 

In  this  way  the  correct  values  of  the  two  specitic  heats  of  air 
were  calculated  by  Rankine,  before  any  accurate  determinations  of 
them  had  been  made  by  direct  experiment 

502.  Cooling  of  Air  by  Ascent.  Convective  Equilibrium. — When  a 
body  of  air  ascends  in  the  atmosphere  it  expands,  in  consequence  of 
being  relieved  of  a  portion  of  its  pressure,  and  the  foregoing  prin- 
ciples enable  us  to  calculate  the  corresponding  fall  produced  in  its 
temperature.    For  we  have 

rfT_     ic-lrfP 
"  T  ""   /c     P* 
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But  (§  213)  if  oj  denote  height  above  a  fixed  level,  and  H  "  pressure 
height,"  or  "  height  of  homogeneous  atmosphere,"  we  have 

dP_da?. 

"  p    h' 

also  H  is  proportional  to  T,  so  that  if  H^,  T^  denote  the  values  of 
H,  T  at  the  freezing-point,  we  have  H=Ho  ^ .     Thus  we  have 

_^=5jJi^T,         _dT_/c-lT 
T         K     H,T*^^      dx        K     H; 

Expressing  height  in  metres,  the  value  of  H^  will  be  7990,  and 

dT 

"j^  will  denote  the  fall  of  temperature  per  metre  of  ascent.  Thus, 
remembering  that  To  is  273,  we  have 

dT_  -408    278  _   1 
'  dx     1-408  7990     101^ 

that  is,  the  temperature  falls  by  j^  of  a  degree  Centigrade  per  metre 

of  ascent,  or  falls  1°  C.  in  ascending  101  metres.  In  descending  air, 
elevation  of  temperature  will  be  produced  at  the  same  rate.  The 
calculation  has  been  made  on  the  supposition  that  the  air  is  perfectly 
dry.  The  value  of  k  for  superheated  vapour  is  probably  difierent 
from  its  value  for  diy  air,  and  thus  the  presence  of  vapour  may 
modify  the  above  rate  even  when  no  liquid  water  is  present.  If 
ascending  air  contains  vapour  which  is  condensed  into  cloud  by  the 
cold  of  expansion,  the  latent  heat  thus  evolved  will  retard  the  cool- 
ing; and  if  descending  air  contains  cloud  which  is  dissipated  by  the 
heat  of  compression,  this  dissipation  retards  the  warming. 

The  ascent  of  warm  air  will  not  occur  when  the  actual  decrease 
of  temperature  upwards  is  slower  than  that  due  to  cooling  by  ascent; 
for  air  will  not  rise  if  the  process  of  rising  would  make  it  colder  and 
heavier  than  the  air  through  which  it  would  have  to  pass.  On  the 
other  hand,  air  is  in  an  unstable  condition,  and  tends  to  form  con- 
vection currents,  when  the  decrease  of  temperature  upwards  is  more 
rapid  than  that  due  to  cooling  by  ascent. 

603.  Adiabatic  Compression  of  Liquids  and  Solids. — The  following 
investigation,  originally  published  by  Sir  W.  Thomson  in  the  Pro- 
ceedings of  the  Royal  Society  of  Edinburgh,  is  applicable  to  liqidds 
and  solids  as  well  as  to  gases. 

Let  unit  volume  of  a  substance  at  the  initial  temperature  f  C, 
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and  pressure  P,  be  subjected  to  the  following  cycle  of  four  opera- 
tions:— 

(1.)  A  small  adiabatic  compression  v,  with  increase  p  of  pres- 
sure. 

(2.)  Addition  of  heat  at  constant  pressure  P+p,  producing  a  small 
rise  dt  of  temperature. 

(3.)  Adiabatic  diminution  of  pressure  from  P+p  to  P. 

(4.)  Subtraction  of  heat,  at  constant  pressure  P,  till  the  body 
returns  to  its  original  temperature  t  and  therefore  also  to  its  original 
volume. 

Since  the  body  is  now  in  the  same  state  as  at  first,  the  algebraic 
sum  of  external  work  done  by  it  in  the  four  operations  must  be  the 
equivalent  of  the  algebraic  sum  of  heat  received. 

Let  r  denote  the  increase  of  temperature  in  (1);  and  let  e  denote 
the  expansion  per  degree  at  constant  pressure. 

Then,  neglecting  small  quantities  of  the  second  order,  the  changes 
of  pressure,  temperature,  and  volume  are  as  shown  in  the  following 
tabular  statement: — 


operation. 

Pressure. 

Temperature. 

Change  of 
Volume. 

1 
2 
3 
4 

PtoP+p 

P+p 

P+ptoP 

P 

ttOt  +  T 
t  +  TtOt  +  T  +  dt 

t  +  T  +  dttot-^dt 
t  +  dtto  i 

-V 

edt 

V 

-edt 

The  work  done  by  the  body  in  the  operations  (1)  and  (3)  taken 
together,  is  zero,  since  the  mean  pressure  is  the  same  in  both  and  the 
changes  of  volume  are  equal  and  opposite.  The  work  done  by  the 
body  in  the  operations  (2)  and  (4)  taken  together,  is  j)e  dt 

The  heat  given  out  by  the  body  in  (4)  is  C  eft,  C  denoting  the 
thermal  capacity  of  unit  volume  of  the  substance. 

As  the  four  operations  are  all  reversible,  we  can  apply  the  standard 
formula  for  efficiency;  that  is  to  say,  denoting  the  absolute  tempera- 
ture 273  +  ^  by  T  and  Joule's  equivalent  by  J,  we  have  the  pro- 
portion 

r:T::^:Cdi;. 

which  expresses  that  the  difference  of  temperatures  of  source  and 
refrigerator  is  to  the  absolute  temperature  of  the  refrigerator  as  the 
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heat  converted  is  the  heat  given  to  the  refrigerator.  From  this 
proportion  we  deduce 

p  "JO' 

where  r  denotes  the  elevation  of  temperature  produced  by  the  adia- 
batic  increase  p  in  the  pressure. 

For  every  substance  which  expands  when  heated  at  constant 
pressure,  e  is  positive  and  therefore  r  has  the  same  sign  as  p,  that  is, 
increase  of  pressure  produces  elevation  of  temperature.  On  the 
other  hand,  substances  which,  like  water  below  4**,  contract  when 
heated,  are  cooled  by  adiabatic  pressure,  since  e  for  such  substances 
Ls  negative. 

504.  Adiabatic  Extension  of  a  Wire. — In  the  above  reasoning  the 
pressure  is  supposed  to  be  of  the  nature  of  hydrostatic  pressure,  that 
is,  to  be  equal  in  all  directions.  In  order  to  treat  the  case  of  stress 
applied  in  one  direction  only,  we  have  merely  to  modify  the  mean- 
ings of  our  symbols.  Thus  if  P  denote  the  tension  of  a  wire, 
operation  (1)  will  consist  in  increasing  this  tension  till  it  amounts 
toP+p. 

In  operation  (2)  the  tension  is  to  be  kept  constant  while  the  tem- 
perature is  raised  by  the  amount  dt,  and  operations  (3)  and  (4)  are 
to  be  similarly  modified. 

r  will  be  negative,  and  e  will  denote  the  linear  expansion  per 
degree  when  the  wire  is  kept  at  constant  tension. 

Instead  of  the  initial  volume  being  unity,  the  initial  length  of  the 
wire  is  to  be  unity.  Then  the  quantities  in  column  4  of  the  tabular 
statement  will  denote  changes  of  length,  while  those  in  column  2 
will  denote  tensions,  and  the  computation  of  work  will  be  precisely 
a3  above,  except  that  the  sign  will  be  changed,  since  the  external 
forces  do  work  when  the  wire  is  lengthening. 

In  the  expression  C  dt  for  the  heat  given  out  by  the  body  in  the 
fourth  operation,  C  will  denote  the  thermal  capacity  of  unit  length 
of  the  wire;  and  with  these  modified  meanings  of  the  symbols,  the 
equation 

jr  _  T« 
p  -JC 

will  give  the  fall  of  temperature  produced  by  an  increase  of  tension. 
Every  wire  that  expands  in  length  with  heat  will  be  cooled  by 
stretching  it  within  its  limits  of  elasticity,  and  will  be  warmed  by 
relieving  it  of  tension.   If  we  suppose  the  wire  to  have  unit  sectional 
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area,  C  will  denote  the  capacity  of  unit  volume,  and  T  the  longi- 
tudinal stress  in  units  of  force  per  unit  of  area. 

605.  Adiabatic  Coefficients  of  Elasticity. — Neglecting  the  excep- 
tional cases  of  bodies  which  do  not  expand  with  heat,  the  resistance 
of  a  liquid  to  compression,  and  the  resistance  of  a  solid  to  both  com- 
pression and  extension,  are  greater  under  adiabatic  conditions  than 
under  the  condition  of  constancy  of  temperature.  Thus,  in  the 
circumstances  discussed  in  §  503  the  pressure  p  produces  an  eleva- 
tion of  temperature  r,  and  the  expansion  due  to  this,  namely  er,  must 
be  subtracted  from  the  compression  which  would  be  produced  at 

constant  temperature.  This  latter  is  g-,  where  E  denotes  the  co- 
efficient of  elasticity  at  constant  temperature;  so  that  the  compres- 
sion will  be  only  g  —  «r.     The  coefficient  of  elasticity  is  in  the 

inverse  ratio  of  the  compression;  hence,  to  find  the  adiabatic  co- 
efficient, we  must  multiply  E  by 


1 


^     ,  or  by  J^T^ 


Substituting  for  r  its  value  j^,  we  find 

Egr  _  Eg«T 
p  ■"  jo- 
in assigning  the  numerical  values  of  E  and  J,  it  is  to  be  remembered 
that  if  E  is  expressed  in  C.G.S.  measure,  as  in  the  table  at  p.  79,  the 
value  of  J  will  be  41  6  millions. 

The  factor  for  Young's  modulus  (§  128)  will  be  of  the  same  form, 
E  now  denoting  its  value  at  constant  temperature,  and  e  the  linear 
expansion  for  1**,  while  C  will  still  denote  the  thermal  capacity  of 
unit  volume,  which  can  be  computed  by  multipljdng  the  specific 
heat  by  the  density. 

606.  Freezing  of  Water  which  has  been  Cooled  below  O*". — We  have 
seen  in  §  355  that  when  freezing  begins  in  water  which  has  been 
cooled  below  its  normal  freezing-point,  a  large  quantity  of  ice  is 
suddenly  formed,  and  the  temperature  of  the  whole  rises  to  0^  In 
§  356  we  have  calculated  the  quantity  of  ice  that  will  be  formed, 
and  we  will  now  revise  the  calculation  in  the  light  of  thermo- 
dynamics. 

The  same  final  condition  would  have  been  attained  if  the  whole 
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mass  (unity)  of  water  at  -f  had  first  been  raised  in  the  liquid 
state  to  0**,  and  the  mass  x  had  then  been  frozen.  The  external 
work  would  also  have  been  the  same,  being,  in  both  cases,  the  pro- 
duct of  atmospheric  pressure  by  the  excess  of  the  final  above  the 
initial  volume.  Hence  the  algebraic  sum  of  heat  required  is  the 
same  in  both  cases.  But  in  the  one  case  it  is  ^  -  79*25a;,  and  in  the 
other  case  (that  is,  in  the  actual  case)  it  is  zero.     Hence  we  have 

«-79-25a=0 
7i25 

The  calculation  in  §  356  therefore  requires  no  correction. 

607.  Lowering  of  Freezing-point  by.  Pressure. — When  a  litre  (or 
cubic  decimetre)  of  water  is  frozen  imder  atmospheric  pressure,  it 
forms  1087  of  a  litre  of  ice,  thus  performing  external  work  amount- 
ing to  '087  X  103*3  =  9  kilogramme-decimetres  =  '9  of  a  kilogram- 
metre,  since  the  pressure  of  one  atmosphere  or  760  mm.  of  mercury 
is  103*3  kilogrammes  per  square  decimetre.  Under  a  pressure  of  n 
atmospheres,  the  work  done  would  be  '9  n  kilogrammetres,  neglecting 
the  very  slight  compression  due  to  the  increase  of  pressure.  If  the 
ice  is  allowed  to  melt  in  vacuo,  no  external  work  is  done  upon  it  in 
the  melting,  and  therefore,  in  the  whole  process,  at  the  end  of  which 
the  water   is  in  the  same  state  as  at  the  beginning,  heat  to  the 

amount  of  ^^j  =00212  n  of  a  kilogramme-degree  is  made  to  disappear. 
This  process  is  reversible,  for  the  water  might  be  frozen  in  vacuo 
and  melted  under  pressure;  and  hence,  by  appendix  (2)  to  the  second 
law  of  thermo-dynamics,  we  have 

•00212n  :Q::T'-r  :T; 

where  Q  denotes  the  heat  taken  in  in  melting,  which  is  79*25  kilo- 
gramme-degiees,  T  the  absolute  temperature  at  which  the  melting 
occurs,  about  273°,  and  T  the  absolute  temperature  of  freezing  under 
the  pressure  of  n  atmospheres.     Hence  we  have 

•0021211  :  79-26  : :  T-T  :  273; 

whence 

T-r  =  -007811; 

that  is,  the  freezing-point  is  lowered  by  •007S  of  a  degree  Cent,  for 
each  atmosphere  of  pressure. 

508.  Heat  of  Chemical  Combination. — ^There  is  potential  energy 
between  the  particles  of  two  substances  which  would  combine  chemi- 

81 


Digitized  by 


Googk 


482 


THERMO-DYNAMICS. 


cally  if  the  opportunity  were  aflforded.  When  combiTiation  actually 
takes  place,  this  potential  energy  runs  down  and  yields  an  equivalent 
of  heat.  We  may  suppose  that  the  particles  rush  together  in  virtue 
of  their  mutual  attraction,  and  thus  acquire  motions  which  constitute 
heat. 

In  every  case  of  decomposition,  an  amount  either  of  heat  or  some 
other  form  of  energy  must  be  consumed  equivalent  to  the  heat  of 
combination. 

When  the  heat  evolved  in  combination  is  so  great  as  to  produce 
incandescence,  the  process  is  usually  called  combustion  or  eocplosion, 
according  as  it  is  gradual  or  sudden.  In  combustion  the  action  takes 
place  at  the  surface  of  contact  of  the  two  combining  bodies.  In 
explosion  they  have  been  previously  mingled  mechanically,  and 
combination  takes  place  throughout  the  whole  mass. 

Chemical  combination  is  often  accompanied  by  diminution  of 
volume,  or  by  change  of  state  from  gas  or  solid  to  liquid  or  vice 
versd.     These  changes  sometimes  tend  to  the  evolution  of  heat,  as 


Fig.  311.— Caloriroeter  of  Favre  and  Silbermann. 

when  oxygen  and  hydrogen  unite  to  form  liquid  water;  and  some- 
times to  its  absorption,  as  in  freezing -mixtures.  The  observed 
thermal  effect  is  therefore  the  sum  or  difference  of  two  separate 
effects;  and  in  general  no  attempt  has  been  made  to  assign  their 
respective  proportions. 

609.  Observations  on  Heat  of  Combination. —  Elaborate  observa- 
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tions  on  the  heats  of  combination  of  various  substances  have  been 
made  by  Andrews,  by  Favre  and  Silbermann,  and  by  Thonisen  (of 
Copenhagen).  The  apparatus  chiefly  employed  by  Favre  and  Silber- 
mann is  represented  in  Fig.  311. 

It  is  a  kind  of  large  mercurial  thermometer,  the  reservoir  R  of 
which  is  made  of  iron,  and  contains  one  or  more  cylindrical  openings 
similar  to  that  shown  at  m.  Into  these  are  fitted  tubes  of  glass  or 
platinum,  in  which  the  chemical  action  takes  place.  One  of  the 
substances  is  introduced  first,  and  the  other,  which  is  liquid,  is  then 
added  by  -means  of  a  pipette  bent  at  B,  and  containing  the  liquid  in 
a  globe,  as  shown  in  the  figure.  This  is  effected  by  raising  the 
pipette  into  the  position  indicated  by  the  dotted  lines  in  the  figure. 

In  the  upper  part  of  the  reservoir  is  an  ppening  fitted  with  a  tube 
containing  a  steel  plunger  P,  which  descends  into  the  mass  of  mer- 
cury, and  can  be  screwed  down  or  up  by  turning  the  handle  M.  To 
prepare  the  apparatus  for  use,  the  plunger  is  so  adjusted  that  the 
mercury  stands  at  the  zero-point  of  the  graduated  tube  tt\  the  action 
is  then  allowed  to  take  place,  and  the  movement  of  the  mercurial 
column  is  observed  with  the  telescope  L.  In  order  to  measure  the 
quantity  of  heat  corresponding  to  this  displacement,  a  known  weight 
of  hot  water  is  introduced  into  the  reservoir,  and  allowed  to  give  up 
its  heat  to  the  mercury;  the  displacement  of  the  mercurial  column 
is  then  observed,  and  since  the  quantity  of  heat  corresponding  to 
this  displacement  is  known,  that  corresponding  to  any  other  displace- 
ment can  easily  be  calculated.  The  iron  reservoir  is  inclosed  in  a 
box  filled  with  wadding  or  some  other  non-conducting  material.^ 

When  the  chemical  action  takes  the  form  of  combustion,  a  different 
arrangement  is  necessary.  The  apparatus  employed  by  Favre  and 
Silbermann  for  this  purpose  is  of  too  complex  a  construction  to  be 
described  here.  Fig.  312  represents  the  much  simpler  apparatus 
employed  for  the  same  purpose  by  Dulong. 

It  consists  of  a  combustion-chamber  C  surrounded  by  the  water 
con  tallied  in  a  calorimeter  D,  in  which  moves  an  agitator  whose  stem  ' 

^  In  the  mode  of  experimentation  adopted  by  Dr.  Andrews,  the  combination  takes  place 
in  a  thin  copper  vessel  inclosed  in  a  calorimeter  of  water  to  which  it  gives  np  its  heat ; 
and  the  rise  of  temperature  in  the  water  is  observed  with  a  veiy  delicate  thermometer,  the 
water  being  agitated  either  by  stirring  with  a  glass  rod  or  by  making  the  whole  apparatus 
revolve  about  a  horizontal  axis. 

In  experimenting  on  the  heat  of  combustion,  the  oxygen  and  the  substance  to  be  burned 
are  introduced  into  the  thin  copper  vessel,  which  is  inclosed  in  the  calorimeter  as  above, 
and  ignition  or  explosion  is  produced  by  means  of  electricity. 
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is  shown  at  A.  The  combustible  substance,  if  it  be  a  gas,  is  con- 
ducted into  the  chamber  through  the  tube  h,  and  the  oxygen  neces- 
sary for  its  combustion  enters  by  one 
of  the  tubes  /  or  p.  The  products  of 
combustion  pass  through  the  worm  8, 
and  finally  escape,  but  not  until  they 
have  fallen  to  the  temperature  of  the 
water  in  the  calorimeter.  This  condition 
is  necessary  to  the  exactness  of  the 
result,  and  its  precise  fulfilment  is  veri- 
fied by  observing  the  temperatures  in- 
dicated by  the  thermometers  t  and  t,  the 
former  of  which  gives  the  temperature 
of  the  water,  and  the  latter  that  of  the 
products  of  combustion  at  their  exit. 
These  two  temperatures  should  always 
agree.  The  progress  of  the  combustion 
is  observed  through  the  opening  p,  which 
is  closed  by  a  piece  of  glass. 
The  following  table  exhibits  some  of  the  principal  results.  The 
numbers  denote  the  mass  of  water  which  would  be  raised  1°  C.  in 
temperature  by  the  heat  evolved  in  the  combustion  of  unit  mass  of 
the  substance,  the  combustion  being  supposed  to  take  place  in  air  or 
oxygen,  with  the  exception  of  the  second  example  on  the  list. 

Heats  of  Combustion. 


Fig.  812.— Dulong'8  Calorimeter  for 
Combustion. 


Hydrogen, 84,462 

Hydrogen  with  chlorine,     .  23,783 

Carbonic  oxide,     ....  3,403 

Marsh-gas, 13,063 

Charcoal, 8,080 

Graphite, 7,797 

Diamond, 7,770 

Native  sulphur,     ....  2,261 


Soft  sulphur, 2,258 

Sulphide  of  carbon,   .     .     .  3,400 

defiant  gas, 11,857 

Ether, 9,028 

Alcohol, 7,184 

Stearic  acid, 9,616 

Oil  of  turpentine,  ....  10,852 

Olive-oil, 9,862 


Of  all  substances  hydrogen  possesses  by  far  the  greatest  heat  of 
combustion.  This  fact  accounts  for  the  intense  heating  effects  which 
can  be  obtained  with  the  oxy-hydrogen  blow-pipe,  in  which  an 
annular  jet  of  hydrogen  is  completely  burned  by  means  of  a  central 
jet  of  oxygen. 

610.  Animal  Heat  and  Work. — We  have  every  reason  to  believe 
that  animal  heat  and  motions  are  derived  from  the  energy  of  chemical 
combinations,  which  take  place  chiefly  in  the  act  of  respiration,  the 
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most  important  being  the  combination  of  the  oxygen  of  the  air  with 
carbon  which  is  furnished  to  the  blood  by  the  animal's  food.  The 
first  enunciation  of  this  view  has  been  ascribed  to  Lavoisier.  Rumf  ord 
certainly  entertained  very  clear  and  correct  ideas  on  the  subject,  for 
lie  says,  in  describing  his  experiments  on  the  boring  of  cannon: — 

"  Heat  may  thus  be  produced  merely  by  the  strength  of  a  horse, 
and,  in  a  case  of  a  necessity,  this  heat  might  be  used  in  cooking  vic- 
tuals. But  no  circumstances  could  be  imagined  in  which  this  method 
of  procuring  heat  would  be  advantageous;  for  more  heat  might  be 
obtained  by  using  the  fodder  necessary  for  the  support  of  a  horse  as 
fuel." 

When  the  animal  is  at  rest,  the  heat  generated  by  chemical  com- 
bination is  equal  to  that  given  off  from  its  body;  but  when  it  works, 
an  amount  of  heat  disappears  equivalent  to  the  mechanical  effect 
produced.  This  may  at  first  sight  appear  strange,  in  view  of  the 
fact  that  a  man  becomes  warmer  when  he  works.  The  reconciliation 
of  the  apparent  contradiction  is  to  be  found  in  the  circumstance  that, 
in  doing  work,  respiration  is  quickened,  and  a  greater  quantity  of 
carbon  consumed. 

Elaborate  experiments  on  this  subject  were  conducted  by  Him. 
He  inclosed  a  man  in  a  box  containing  a  tread-mill,  the  shaft  of  which 
passed  through  the  side  of  the  box;  and  the  arrangements  were  such 
that  the  man  could  either  drive  the  mill  against  external  resistance, 
by  continually  stepping  from  one  tread  to  the  next  above  in  the  usual 
way,  or  could  resist  the  motion  of  the  mill  when  driven  from  without, 
by  continually  descending  the  treads,  thus  doing  negative  work. 
Two  flexible  tubes  were  connected,  one  with  his  nostrils,  and  the 
other  with  his  mouth.  He  inhaled  through  the  former,  and  exhaled 
through  the  latter,  and  the  air  exhaled  was  collected  and  analysed. 
The  heat  given  off  from  his  body  to  the  box  was  also  measured  with 
some  degree  of  approximation.  The  carbon  exhaled,  and  heat  gene- 
rated, were  both  tolerably  constant  in  amount  when  the  man  was  at 
rest.  When  he  was  driving  the  mill  by  ascending  the  treads,  the 
heat  given  out  was  increased,  but  the  carbon  exhaled  was  increased 
in  a  much  greater  ratio.  When  he  was  doing  negative  work  by 
descending  the  treads,  the  heat  given  out,  though  less  in  absolute 
amoiuit,  was  greater  in  proportion  to  the  carbon  exhaled,  than  in 
either  of  the  other  cases. 

611.  Vegetable  Growth. — In  the  growth  of  plants,  the  forces  ol 
chemical  aflSnity  do  negative  work.   Particles  which  were  previously 
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held  together  by  these  forces  are  separated,  and  potential  energy  is 
thus  obtained.  When  wood  is  burned,  this  potential  energy  is  con- 
verted into  heat. 

We  are  not,  however,  to  suppose  that  plants,  any  more  than 
animals,  have  the  power  of  creating  energy.  The  forces  which  are 
peculiar  to  living  plants  are  merely  directive.  They  direct  the 
energy  of  the  solar  rays  to  spend  itself  in  separating  the  carbon  and 
oxygen  which  exist  united  in  the  carbonic  acid  of  the  air;  the  carbon 
being  taken  up  by  the  plant,  and  the  oxygen  left. 

Coal  is  the  remnant  of  vegetation  which  once  existed  on  the  earth. 
Thus  all  the  substances  which  we  are  in  the  habit  of  employing  as 
fuel,  are  indebted  to  the  sun  for  the  energy  which  they  give  out  as 
heat  in  their  combustion. 

612.  Solar  Heat. — The  amount  of  heat  radiated  from  the  sun  is 
great  almost  beyond  belief.  The  best  measures  of  it  have  been 
obtained  by  two  instruments  which  are  alike  in  principle — Sir  John 
Herschel's    actiTtometer  and    Pouillet's   pyrheliometer.      We  shall 

describe  the  latter,  which  is  represented  in 
Fig.  313.  At  the  upper  end,  next  the  sun, 
is  a  shallow  cylinder  composed  of  very  thin 
copper  or  silver,  filled  with  water  in  which 
the  bulb  of  a  thermometer  is  inserted,  the 
stem  being  partially  inclosed  in  the  hollow 
tube  which  supports  the  cylinder.  At  the 
lower  end  of  the  tube  is  a  disc  equal  and 
parallel  to  the  base  of  the  cylinder.  This 
is  intended  to  receive  the  shadow  of  the 
cylinder,  and  thus  assist  the  operator  in 
pointing  the  instrument  directly  towards 
the  sun.  The  cylinder  is  blackened,  in 
order  that  its  absorbing  power  may  be  as 
great  as  possible. 

The  instrument,  initially  at  the  tempera- 
ture of  the  atmosphere,  is  first  placed  for 
five  minutes  in  a  position  where  it  is 
exposed  to  the  sky,  but  shaded  from  the 
sun,  and  the  increase  or  diminution  of  its 
temperature  is  observed;  suppose  it  to  be  a  fall  of  0°.  The  screen 
which  shaded  it  from  the  sun  is  then  withdrawn,  and  its  rise  of  tem- 
perature is  observed  for  five  minutes  with  the  sun  shining  upon  it; 


Fig.  818.— Pyrheliometer. 
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call  this  rise  T°.  Finally,  it  is  again  screened  from  the  sun,  and  its 
fall  in  five  minutes  is  noted; — call  this  d'^.    From  these  observations 

it  is  inferred,  that  the  instrument,  while  exposed  to  the  sun,  lost  -2- 

to  the  air  and  surrounding  objects,  and  that  the  whole  heat  which  it 

received  from  the  sun  was  T  +  — ^-j  or  rather  was  the  product  of 

this  difference  of  temperature  by  the  thermal  capacity  of  the 
cylinder  and  its  contents.  This  is  the  heat  which  actually  reaches 
the  instrument  from  the  sun,  but  a  large  additional  amount  has  been 
intercepted  by  absorption  in  the  atmosphere.  The  amount  of  this 
absorption  can  be  roughly  determined  by  comparing  observations 
taken  when  the  sun  has  different  altitudes,  and  when  the  distance 
traversed  in  the  air  is  accordingly  different.  Including  the  amount 
thus  absorbed,  Pouillet  computes  that  the  heat  sent  yearly  by  the  sun 
to  the  earth  would  be  aufficient  to  Tnelt  a  layer  of  ice  30  metres  thick ^ 
spread  over  the  surface  of  the  earth;  and  Sir  John  Herschers  estimate 
is  not  very  different. 

'the  earth  occupies  only  a  very  small  extent  in  space  as  viewed 
from  the  sun;  and  if  we  take  into  account  the  radiation  in  all  direc- 
tions, the  whole  amount  of  heat  emitted  by  the  sun  will  be  found  to 
be  about  2100  million  times  that  received  by  the  earth,  or  sufficient 
to  melt  a  thickness  of  two-fifths  of  a  mile  of  ice  per  hour  over  the 
whole  surface  of  the  sun. 

513.  Sources  of  Solar  Heat. — The  only  causes  that  appear  at  all 
adequate  to  produce  such  an  enormous  effect,  are  the  energy  of  the 
celestial  motions,  and  the  potential  energy  of  solar  gravitation.  The 
motion  of  the  earth  in  its  orbit  is  at  the  rate  of  about  96,500  feet  per 
second.  The  kinetic  energy  of  a  pound  of  matter  moving  with  this 
velocity  is  eqidvalent  to  about  104,000  pound-degrees  Centigrade, 
whereas  a  pound  of  carbon  produces  by  its  combustion  only  8080. 
The  inferior  planets  travel  with  greater  velocity,  the  square  of  the 
velocity  being  inversely  as  the  distance  from  the  sun's  centre;  and 
the  energy  of  motion  is  proportional  to  the  square  of  velocity.  It 
follows  that  a  pound  of  matter  revolving  in  an  orbit  just  outside  the 
sun  would  have  kinetic  energy  about  220  times  greater  than  if  it 
travelled  with  the  earth.  If  this  motion  were  arrested  by  the  body 
plunging  into  the  sun,  the  heat  generated  would  be  about  2800  times 
greater  than  that  given  out  by  the  combustion  of  a  pound  of  charcoal. 
We  know  that  small  bodies  are  travelling  about  in  the  celestial 
spaces;  for  they  often  become  visible  to  us  as  meteors,  their  incan- 
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(lescence  being  due  to  the  heat  generated  by  their  friction  against 
the  earth's  atmosphere;  and  there  is  reason  to  believe  that  bodies  of 
this  kind  compose  the  immense  circumsolar  nebula  called  the  zodiacal 
light,  and  also,  possibly,  the  solar  corona  which  becomes  visible  in 
total  eclipses.  It  is  probable  that  these  small  bodies,  being  retarded 
by  the  resistance  of  an  ethereal  medium,  which  is  too  rare  to  interfere 
sensibly  with  the  motion  of  such  large  bodies  as  the  planets,  are 
gradually  sucked  into  the  sun,  and  thus  furnish  some  contribution 
towards  the  maintenance  of  solar  heat.  But  the  perturbations  of  the 
inferior  planets  and  comets  furnish  an  approximate  indication  of  the 
quantity  of  matter  circulating  within  the  orbit  of  Mercury,  and  this 
quantity  is  found  to  b^  such  that  the  heat  which  it  could  produce 
would  only  be  equivalent  to  a  few  centuries  of  solar  radiation. 

Helmholtz  has  suggested  that  the  smallness  of  the  sun's  density — 
only  ^  of  that  of  the  earth — may  be  due  to  the  expanded  condition 
consequent  on  the  possession  of  a  very  high  temperature,  and  that 
this  high  temperature  may  be  kept  up  by  a  gradual  contraction. 
Contraction  involves  approach  towards  the  sun's  centre,  and  there- 
fore the  performance  of  work  by  solar  gravitation.  By  assuming 
that  the  work  thus  done  yields  an  equivalent  of  heat,  he  brings  out 
the  result  that,  if  the  sun  were  of  uniform  density  throughout,  the 
heat  developed  by  a  contraction  amounting  to  only  one  ten- thousandth 
of  the  solar  diameter,  would  be  as  much  as  is  emitted  by  the  sim  in 
2100  years. 

614.  Sources  of  Energy  available  to  Man. — Man  cannot  produce 
energy;  he  can  only  apply  to  his  purposes  the  stores  of  energy  which 
he  finds  ready  to  his  hand.  With  some  unimportant  exceptions, 
these  can  all  be  traced  to  three  sources: — 

I.  The  solar  rays. 

II.  The  energy  of  the  earth's  rotation. 

III.  The  energy  of  the  relative  motions  of  the  moon,  earth,  and 
sun,  combined  with  the  potential  energy  of  their  mutual  gravita- 
tion. 

The  fires  which  drive  our  steam-engines  owe  their  energy,  a^  we 
have  seen,  to  the  solar  rays.  The  animals  which  work  for  us  derive 
their  energy  from  the  food  which  they  eat,  and  thus,  indirectly,  from 
the  solar  rays.  Our  water-mills  are  driven  by  the  descent  of  water^ 
which  has  fallen  as  rain  from  the  clouds,  to  which  it  was  raised  in 
the  form  of  vapour  by  means  of  heat  derived  from  the  solar  rays. 

The  wind  which  propels  our  sailing-vessels,  and  turns  our  wind- 
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mills,  is  due  to  the  joint  action  of  heat  derived  from  the  sun,  and  the 
earth's  rotation. 

The  tides,  which  are  sometimes  employed  for  driving  mills,  are 
due  to  sources  II.  and  III.  combined. 

The  work  which  man  obtains,  by  his  own  appliances,  from  the 
winds  and  tides,  is  altogether  insignificant  when  compared  with  the 
work  done  by  these  agents  without  his  intervention,  this  work  being 
chiefly  spent  in  friction.  It  is  certain  that  all  the  work  which  they 
do,  involves  the  loss  of  so  much  energy  from  the  original  sources;  a 
loss  which  is  astronomically  insignificant  for  such  a  period  as  a  cen- 
tury, but  may  produce,  and  probably  has  produced,  very  sensible 
effects  in  long  ages.  In  the  case  of  tidal  friction,  great  part  of  the 
loss  must  fall  upon  the  energy  of  the  earth's  rotation;  but  the  case 
is  very  different  with  winds.  Neglecting  the  comparatively  insigni- 
ficant effect  of  aerial  tides,  due  to  the  gravitation  of  the  moon  and 
sun,  wind-friction  cannot  in  the  slightest  degree  affect  the  rate  of  the 
earth's  rotation,  for  it  is  impossible  for  any  action  exerted  between 
parts  of  a  system  to  alter  the  angular  momentum^  of  the  system. 
The  effect  of  easterly  winds  in  checking  the  earth's  rotation  must 
therefore  be  exactly  balanced  by  the  effect  of  westerly  winds  in 
accelerating  it.  In  applying  this  principle,  it  is  to  be  remembered 
that  the  couple  exerted  by  the  wind  is  jointly  proportional  to  the 
force  of  friction  resolved  in  an  easterly  or  westerly  direction,  and 
to  the  distance  from  the  earth's  axis. 

616.  Dissipation  of  Energy.-^From  the  principles  laid  down  in  the 
present  chapter  it  appears  that,  although  mechanical  work  can  be 
entirely  spent  in  producing  its  equivalent  of  heat,  heat  cannot  be 
entirely  spent  in  producing  mechanical  work.  Along  with  the  con- 
version of  heat  into  mechanical  effect,  there  is  always  the  transference 
of  another  and  usually  much  larger  quantity  of  heat  from  a  body  at 
a  higher  to  another  at  a  lower  temperature.  In  conduction  and 
radiation  heat  passes  by  a  more  direct  process  from  a  warmer  to  a 
colder  body,  usually  without  yielding  any  work  at  all.  In  these 
cases,  though  there  is  no  loss  of  energy,  there  is  a  running  to  waste 
as  far  as  regards  convertibility;  for  a  body  must  be  hotter  than 
neighbouring  bodies,  in  order  that  its  heat  may  be  available  for 
yielding  work.  This  process  of  running  down  to  less  available  forms 
has  been  variously  styled  diffusion,  degradation,  and  dissipation  of 

*  The  angular  momentum  is  measured  by  the  product  of  the  moment  of  inertia  (§114) 
and  the  angular  velocity. 
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energy,  and  it  is  not  by  any  means  confined  to  heat.  We  can  assert 
of  energy  in  general  that  it  often  runs  down  from  a  higher  to  a 
lower  grade  (that  is  to  a  form  less  available  for  yielding  work),  and 
that,  if  a  quantity  of  energy  is  ever  raised  from  a  lower  to  a  higher 
grade,  it  is  only  in  virtue  of  the  degradation  of  another  quantity,  in 
such  sort  that  there  is  never  a  gain,  and  is  generally  a  loss,  of  avail- 
able energy. 

This  general  tendency  in  nature  was  first  pointed  out  by  Sir  W. 
Thomson.  It  obviously  leads  to  the  conclusion  that  the  earth  is 
gradually  approaching  a  condition  in  which  it  will  no  longer  be 
habitable  by  man  as  at  present  constituted. 
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STEAM   AND  OTHEE   HEAT  ENGINES. 


616.  Heat-engines. — The  name  of  heat-engine  or  thermo-dynamic 
engine  is  given  to  all  machines  which  yield  work  in  virtue  of  heat 
which  is  supplied  to  them.  Besides  the  steam-engine,  it  includes  the 
air-engine  and  the  gas-engine.  We  shall  first  describe  one  of  the 
best  forms  of  the  air-engine. 

517.  Stirling's  Air-engine. — Fig.  314  is  a  perspective  view,  and 
Fig.  315  a  section  of  tHe  engine  invented  by  Dr.  Robeiii  Stirling. 
The  particular  form  here  represented  is  that  which  has  been  adopted 
in  France  by  M.  Laubereau.  It  consists  of  two  cylinders  of  different 
diameters,  which  are  in  communication  with  each  other.  The  larger 
cylinder  is  divided  into  two  compartments  by  a  kind  of  large  piston 
made  of  plaster  of  Paris,  which,  however,  does  not  touch  the  sides  of 
the  cylinder,  and  thus  leaves  an  annular  space  for  communication 
between  the  two  compartments. 

The  bottom  of  the  large  cylinder,  which  is  directly  exposed  to  the 
action  of  the  furnace,  is  slightly  concave;  the  top  is  double,  thus 
affording  an  intermediate  space,  through  which  cold  water  is  kept 
circulating  by  means  of  a  pump  which  is  driven  by  the  machine. 
From  this  arrangement  it  follows  that,  when  the  mass  of  plaster  is 
at  the  bottom  of  the  cylinder,  it  will  intercept  the  heat  of  the  fire, 
being  a  very  bad  conductor,  and  thus  the  air  in  the  cylinder  will  be 
cooled  by  the  water  in  the  double  top.  On  the  other  hand,  when 
the  piston  is  in  contact  with  the  refrigerator,  the  air  will  be  exposed 
to  the  action  of  the  fire,  and  its  elastic  force  wiU,  consequently,  be 
increased. 

The  smaller  cylinder  is  open  above,  and  contains  a  piston  which 
drives  a  crank  on  the  axle  of  a  heavy  fly-wheel  of  cast-iron.  The  com- 
munication between  the  two  cylinders  is  in  the  lower  part  of  each. 
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Suppose  now  that  the  large  piston  is  in  contact  with  the  refrige- 
rator, while  the  small  piston  is  in  its  lowest  position.  The  air  is  thus 
exposed  to  the  action  of  heat,  expands,  and  raises  the  small  piston. 
If  we  now  suppose  the  large  piston  shifted  to  the  bottom  of  the 


Fig.  814. -Stirling's  Air-engine. 

cylinder,  the  air  will  cool,  and  its  pressure  will  diminish,  becoming 
equal  to  or  even  less  than  that  of  the  atmosphere.  The  small  piston 
will  thus  be  carried  to  the  bottom  of  the  cylinder  by  the  movement 
of  the  fly-wheel,  and  will  again  be  pushed  up  by  the  expanding 
air,  if  we  suppose  the  large  piston  to  rise  again  to  the  top  of  its 
cylinder. 
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Fig.  815.~Sectioii  of  Stirling's  Air-engine. 


This  motion  of  the  large  piston  is  effected,  as  shown  in  the  figure, 
by  means  of  an  eccentric  on  the  axle  of  the  fly-wheeL  The  engine 
is  of  small  size,  and  is  intended 
for  purposes  requiring  but  little 
power.  To  obtain  high  efficiency, 
according  to  the  principles  of  the 
preceding  chapter,  the  difference  of 
temperature  between  the  two  ends 
of  the  large  cylinder  should  be  very 
great.  This  amounts  to  saying  that 
the  lower  end  must  be  kept  very 
hot,  since  it  is  practically  impos- 
sible to  keep  the  upper  end  much 
cooler  than  the  surrounding  atmo- 
sphere. The  facility  of  maintain- 
ing a  very  high  temperature  con- 
stitutes at  once  the  strength  and  the  weakness  of  the  air-engine. 
The  bottom  of  the  cylinder  becomes  rapidly  oxidized,  and  needs  fre- 
quent renewal.  Partly  for  this  reason,  and  partly  on  account  of  the 
small  expansibility  of  air  as  compared  with  the  expansion  which 
takes  place  when  water  is  converted  into  steam,  air-engines  are 
seldom  employed  for  high  powers. 

518.  The  Steam-engine:  its  History. — As  early  as  the  seventeenth 
century,  when  Otto  Guericke  and  Torricelli  were  investigating  the 
pressure  and  the  weight  of  air,  attention  had  been  given  to  the  phy- 
sical properties  of  steam,  and  the  idea  of  employing  it  as  a  source  of 
work  had  been  entertained. 

The  first  person  who  made  steam  drive  a  piston  was  Papin,  a  French 
philosopher,  inventor  of  the  digester  and  the  safety-valve  (born  1650; 
died  1710).  About  the  year  1690  he  constructed  a  working  model, 
consisting  of  a  cylinder  open  at  the  top,  containing  a  piston  and  a 
little  water  below  it.  The  water  was  converted  into  steam  by  the 
application  of  heat,  and  raised  the  piston.  The  machine  being  then 
allowed  to  cool,  the  pressure  of  the  atmosphere  forced  the  piston 
to  descend.  A  backward  and  forward  motion  was  thus  obtained, 
which  Papin  proposed  to  convert  into  a  rotatory  motion  by  means 
of  rack^  and  pinion  work  and  ratchet-wheels.  A  description  of 
Papin*s  machine  is  given  in  the  Acta  Eruditorv/m  under  date  1690. 

'  A  rack  is  a  straight  bar  with  teeth  at  one  edge,  which  works  with  a  toothed  wheel 
called  a  pinion. 
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The  first  steam-engine  actually  employed  for  doing  useful  work 
was  invented  by  Savery  about  1697,  and  was  extensively  used  for 
draining  mines.  Steam  from  a  separate  boiler  was  admitted  to  press 
upon  the  surface  of  water  in  a  vessel,  and  thus  force  it  up  through 
an  ascending  pipe;  and  on  the  condensation  of  the  steam,  water  from 
a  lower  level  was  raised  into  the  vessel  by  atmospheric  pressure. 
The  condensation  was  effected  by  applying  cold  water  to  the  outside 
of  the  vessel. 

Savery's  engine,  which  was  a  steam-pump,  and  not  an  engine 
adapted  for  general  purposes,  was  superseded  by  an  engine  jointly 
contrived  by  Newcomen,  Savery,  and  Cawley,  which  combined  the 
cylinder  and  piston  with  the  separate  boiler  and  with  condensation 
by  the  injection  of  cold  water  into  the  cylinder.  This  engine  is 
generally  referred  to  as  Newcomen's  atmospheric  engine, — so  called 
because  the  descent  of  the  piston  was  produced  by  atmospheric  pres- 
sure, on  the  condensation  of  the  steam  beneath  it. 

James  Watt  (bom  1736;  died  1819),  who  effected  the  most  im- 
portant improvements  in  the  steam-engine,  had  his  attention  called 
to  the  subject  when  engaged  in  repairing  a  model  of  Newcomen's 
engine,  being  at  that  time  philosophical  instrument  maker  to  the 
University  of  Glasgow.  His  first  improvement  consisted  in  the 
introduction  of  a  separate  vessel  for  the  condensation  of  the  steam, 
so  as  to  allow  of  keeping  the  cylinder  always  hot. 

This  first  improvement,  which  immediately  produced  a  great  saving 
of  fuel,  was  followed  by  another  of  scarcely  less  importance.  This 
consisted  in  substituting  the  pressure  of  steam  for  the  atmospheric 
pressure,  which  in  Newcomen's  engine  caused  the  downward  stroke 
of  the  piston.  The  upward  stroke  was  effected  by  means  of  a  coun- 
terpoise, the  steam  being  admitted  to  press  equally  both  above  and 
below  the  piston.  These  two  improvements,  and  a  general  perfect- 
ing of  the  details  of  the  machinery,  caused  Watt's  engine  to  supersede 
that  of  Newcomen.  The  engine  thus  contrived  by  Watt  is  called 
aingle-acting,  because  only  the  down-stroke  of  the  piston  is  produced 
by  the  pressure  of  steam.  This  arrangement  is  particularly  adapted 
for  pumping,  and  is  commonly  employed  at  the  present  day  for 
draining  mines.  It  was  not  long  before  Watt  perfected  his  engine 
by  employing  steam  to  produce  both  the  up-stroke  and  the  down- 
stroke.  This  is  the  characteristic  of  the  double-acting  engine,  which 
was  carried  to  a  high  degree  of  perfection  by  the  inventor  himself, 
and  which  is  now  most  frequently  adopted  as  the  source  of  moving 
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power.  We  may  add  that  the  improvements  introduced  in  the 
steam-engine  since  Watt's  time  have  been  matters  of  detail  rather 
than  of  principle.     We  proceed  to  describe  Watt's  engine. 

519.  Principle  of  the  Double-acting  Engine. — M  (Fig.  316)  is  a 
boiler  communicating  with  the  top  and  bottom  of  the  cylinder  by 
means  of  two  stop-cocks  a  and  b.  Connection  can  be  established 
between  the  cylinder  and  the  condenser  I  by  two  other  cocks  c  and 
d.    If  now  the  cocks  a  and  c  are  opened,  and  b  and  d  shut,  the 


Fig.  810.— Principle  of  the  Double-acting  Engine. 

steam  from  the  boiler  will  arrive  above  the  piston  P,  while  that 
which  was  previously  introduced  below  will,  by  communication 
with  the  condenser,  be  more  or  less  condensed,  and  will  thus  lose 
its  elastic  force;  the  piston  will  accordingly  descend  to  the  bottom 
of  the  cylinder.  The  two  cocks  b  and  d  are  then  opened,  while  the 
other  two  are  shut;  the  steam  above  the  piston  is  thus  condensed, 
while  that  below  the  piston  forces  it  up,  thus  causing  the  upward 
stroke,  after  which  the  piston  may  again  be  made  to  descend,  and 
so  on. 

We  thus  see  that,  by  suitable  manipulation  of  the  stop-cocks 
a,6,c,ci,  we  can  give  the  piston  a  backward  and  forward  motion,  which 
may  easily  be  transformed  into  one  of  rotation.  For  this  purpose 
the  piston-rod  is  connected  with  one  end  of  the  beam  EG  by  the 
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jointed  parallelogram  C  B  D  E,  while  the  other  end  of  the  beam  is 
jointed  to  the  connecting-rod  GL,  which  is  itself  jointed  to  the  crank 
of  the  fly-wheel  RR 

It  will  be  seen  that,  if  the  piston  descends,  the  action  of  the  crank 
will  drive  the  wheel  in  the  direction  shown  by  the  arrow.  When 
the  piston  has  completed  its  downward  stroke,  the  connecting-rod 
and  the  crank  will  be  in  a  straight  line,  and  the  action  of  the  former 
upon  the  latter  will  have  no  tendency  to  turn  the  wheel  either  way. 
This  position  is  called  a  dead  poirit  But  the  momentum  acquired 
by  the  fly-wheel  will  carry  it  past  this  position,  and,  the  piston  having 
then  commenced  its  upward  stroke,  the  rotatory  movement  will  con- 
tinue in  the  same  direction  until  the  rod  and  crank  are  at  the  other 
dead  point,  which  occurs  at  180°  from  the  first,  and  is  passed  over 
in  the  same  way.  We  thus  see  that,  by  means  of  the  alternate 
motion  of  the  piston,  we  can  obtain  a  rotatory  motion,  which  may 
be  imparted  to  a  horizontal  shaft,  and  made  to  drive  machinery  of 
any  kind. 

The  jointed  parallelogram  which  connects  the  piston-rod  with  the 
beam  is  one  of  the  most  ingenious  of  the  improvements  introduced 
by  Watt.  Its  use  is  evident.  When  the  engine  is  at  work,  the  end  E 
of  the  beam  describes  an  arc  of  a  circle,  while  the  end  D  of  the  piston- 
rod  moves  in  a  straight  line;  it  is  therefore  impossible  to  joint  them 
directly  together.  They  are  therefore  connected  through  the  medium 
of  the  short  rod  ED,  which,  with  the  two  other  rods,  BD  and  BC, 
together  with  the  part  CE  of  the  beam,  form  a  jointed  jxtrallelo- 
gram,  the  angles  of  which  can  vary  according  to  the  position  of  the 
beam.  The  angle  B  is  connected  by  a  joint  with  the  end  of  the 
radiu8-rod  BO,  movable  about  the  fixed  point  O.  The  effect  of  this 
arrangement  is  as  follows: — If  we  take  the  beam  in  a  horizontal 
position,  and  suppose  the  end  E  to  rise,  the  point  D  will  be  drawn 
towards  the  left  by  the  action  of  the  beam,  and  towards  the  right  by 
the  action  of  the  radius-rod  BO,  which,  from  its  checking  the  move- 
ment of  the  piston-rod  to  either  side,  is  often  called  the  bHdle-rod. 
It  will  easily  be  understood  that  these  two  contrary  actions  may  be 
made  to  balance  each  other  almost  exactly,  and  that,  accordingly, 
the  path  of  D  will  deviate  very  little  from  a  straight  line. 

620.  Arrangement  for  Admitting  the  Steam. — We  have  simplified 
the  description  of  the  steam-engine  by  supposing  that  the  cocks  a 
and  c,  6  and  d  were  alternately  opened  by  hand.  This,  however,  is 
not  the  actual  arrangement,  the  opening  and  closing  of  the  passages 
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being  really  effected  by  automatic  movements.  The  most  usual 
arrangement  for  this  purpose  is  the  alide-vulve^  which  we  now  pro- 
ceed to  describe. 

The  steam,  instead  of  entering  the  cylinder  directly,  passes  into  it 
from  a  box  in  front  of  it  (Fig.  317),  which  is  called  the  valve-chest 
In  the  opposite  face  of  the  box  from  that 
at  which  the  steam  enters,  are  three 
holes  or  ports  near  each  other.  The 
uppermost  of  these  communicates  with 
the  upper  part  of  the  cylinder;  the 
lowest  one  with  the  lower  part;  and  the 
middle  hole  with  o,  which  itself  is  in 
communication  with  the  condenser. 
Upon  this  face  of  the  box  there  slides  a 
rectangular  piece  of  metal,  hollowed  out 
on  the  side  next  these  openings,  and 
large  enough  to  reach  over  two  of  the 
ports  at  once. 

In  the  right-hand  jBgure  this  slide-valve  is  supposed  to  be  at  the 
top  of  its  upward  stroke,  thus  admitting  the  steam  below  the  piston, 
and  pushing  it  in  the  direction  indicated  by  the  arrow;  while  the 
steam  above  the  piston  is  put  in  communication  with  the  condenser. 
In  the  left-hand  figure,  the  opposite  position  is  shown;  the  steam  is 
admitted  above  the  piston,  while  the  lower  part  of  the  cylinder  is 
in  communication  with  the  condenser. 

621.  Movement  of  the  Sliding-valve. — It  is  desirable  that  the  move- 
ment of  the  slide-valve  should  be  automatic;  for  this  purpose  the 
following  arrangement  is  employed.     A  circular  piece  of  metal  e> 


Fig.  817.— Sllde-valvw. 


Fig.  818.— Eccentric  for  moving  Slide-valva 


called  the  eccentric,  is  traversed  by  the  shaft  of  the  engine  in  a  point 
which  is  not  the  centre  of  the  piece,  and  is  rigidly  attached  to  the 
shaft.  This  eccentric  is  surrounded  with  a  ring  of  metal,  which  can 
turn  freely  about  it,  and  which  forms  part  of  the  triangular  frame  T. 
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The  vertex  of  the  triangle  is  fastened  to  a  bent  lever  abc,  which  thus 
receives  an  oscillatory  movement  about  the  point  b.  This  move- 
ment raises  and  lowers  alternately  the  rod  d,  which  is  attached  to 
the  sliding-valve,  and  thus  gives  that  valve  its  motion. 

622.  Air-pump  of  the  Condenser. — The  condenser  is  a  cylinder  into 
which  a  jet  of  cold  water  constantly  plays,  the  quantity  of  which 
can  be  increased  or  diminished  at  pleasure.  The  steam,  in  its  con- 
densation, heats  the  cold  water,  and  at  the  same  time  the  air  con- 
tained in  the  water  is  disengaged,  owing  to  the  small  pressure  in  the 
condenser.  It  is  thus  f  oimd  necessary  to  pump  out  both  the  air  and 
the  water;  and  the  pump  which  does  this  is  driven  by  the  beam  of 
the  engine. 

The  warm  water  thus  drawn  out  is  conducted  to  a  reservoir, 
whence  a  portion  of  it  is  raised  by  a  second  pump,  and  forced  into 
the  boiler.  Finally,  a  third  pump,  usually  of  greater  power  than 
the  other  two,  raises  water  from  some  external  source,  and  dis- 
charges it  into  a  bath  called  the  cold  well,  which  feeds  the  con- 
denser. These  last  two  pumps  are  also  connected  with  the  beam  of 
the  engine. 

628.  Ck>vemor-balls. — The  apparatus  called  the  governor-balls  or 
the  centrifugal  governor  was  designed  by  Watt  for  the  purpose  of 
regulating  the  admission  of  steam  in  such  a  manner  as  to  render  the 
rate  of  the  engine  nearly  constant  through  all  variations  of  the  resist- 
ance to  be  overcome. 

It  consists  of  a  vertical  axis  y  (Fig.  319),  which  receive^  a  rotatory 
movement  from  the  machine.  To  the  top  of  this  are  jointed  two 
rods  a/3,  a'/J',  carrying  the  heavy  balls  Z  and  Z'.  Two  other  rods, 
/3f,  /J'e',  are  jointed  to  the  first,  so  as  to  form  with  them  a  lozenge, 
the  lower  end  of  which  is  fastened  to  a  sliding-ring  m,  which  sur- 
rounds the  axis  of  rotation.  When  the  engine  is  at  rest,  the  sides  of 
the  lozenge  are  as  near  as  possible  to  the  vertical,  but  when  it  begins 
to  work,  the  balls  are  carried  out  from  the  vertical  by  centrifugal 
force,  and  the  distance  increases  with  the  velocity  of  rotation.  The 
sliding-ring  is  thus  raised,  and,  by  means  of  a  system  of  levers,  acts 
upon  a  throttle- valve  (a  disc  turning  about  a  diameter)  in  the  steam- 
pipe,  so  as  to  diminish  the  supply  of  steam  to  the  cylinder  when  the 
velocity  increases. 

624.  Use  of  the  Fly-wheel. — From  the  mode  in  which  the  motion 
of  the  piston  is  transmitted  to  the  shaft,  it  is  obvious  that  the  driving 
couple  undergoes  great  variations  of  magnitude.    It  is  greatest  (con- 
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sidered  statically)  when  the  crank  is  nearly  at  right  angles  to  the 
connecting-rod,  and  diminishes  in  approaching  the  dead  points,  where 
it  vanishes  altogether.  These  variations  in  the  driving  couple  tend  to 
produce  corresponding  variations  in  the  velocity  of  rotation. 


Fig.  819.— Watt's  Enoiive. 

A  BCD,  Jointed  parallelogram.  CC,  beam,  turuiiig  about  0.  CM,  connecting-rod.  O^, 
crank,  attached  to  axis  of  fly-wheel.  V  V,  fly-wheeL  e,  eccentric,  which,  by  means  of  the  frame 
d  d,  moves  the  level  e  I,  which  moves  the  slide-valve,  x  x,  an  endless  cord,  passing  over  a  pulley 
on  the  axis  O',  and  over  a  second  pulley  z,  whose  motion  is  transmitted  by  bevel-wheels  to  the 
axis  y  of  the  centrifugal  governor,  a  m,  a  rod  moved  by  the  ring  m,  and  transmitting  its  move- 
luent  by  means  of  levers  to  the  throttle-valve.  H,  condenser.  KB,  cold  well,  t,  tube  through 
which  the  water  of  the  cold  well  under  atmospheric  pressure  flows  into  the  condenser.  £  £', 
cylinder  of  exhaust-pump.  P,  piston  of  ditto.  8,  valve.  X,  rod  of  the  pump  U  which  supplies 
the  cold  welL  B',  bath  which  receives  the  water  drawn  from  the  coudeuaer.  Y,  rod  of  the 
feed-pump  W,  which  draws  water  from  B'  and  forces  it  into  the  boiler. 

Other  causes  also  contribute  to  produce  the  same  result,  especially 
the  variations  in  the  amoimt  of  resistance  to  be  overcome.     If,  for 
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instance,  the  engine  drives  a  wheel  with  cams  which  raise  a  tilt- 
hamnier,  when  the  hammer  falls  the  principal  resistance  is  removed, 
and  the  engine  immediately  begins  to  quicken  its  speed.  When  the 
hammer  is  caught  again  by  the  next  cam,  the  velocity  is  suddenly 
diminished,  and  so  on.  Similar  results,  though  not  of  so  marked  a 
character,  are  produced  in  engines  of  all  kinds.  These  sudden  changes 
of  velocity,  if  not  mitigated,  would  be  very  injurious  to  the  mechan- 
ism of  the  engine,  by  the  shocks  which  they  would  produce. 

The  use  of  the  fly-wheel  is  to  remedy  this  evil.  It  is  a  wheel  of 
considerable  size  and  weight  (the  weight  being  collected  as  much  as 
possible  at  the  rim),  and  receives  a  rotatory  movement  from  the 
engine.  If  the  driving  power  increases,  or  the  resistance  diminishes, 
all  the  moving  parts  of  the  engine  acquire  increased  velocities;  but 
the  greatest  part  of  the  additional  energy  of  motion  thus  generated 
goes  to  the  fly-wheel,  which  has  such  a  large  moment  of  inertia  that 
a  very  slight  change  in  its  angular  velocity  represents  a  large  amount 
of  energy  (§  114).  The  energy  thus  absorbed  by  the  fly-wheel  is 
restored  by  it  when  the  velocity  is  checked;  and  the  rotation  of  the 
shaft  is  thus  rendered  nearly  uniform  in  all  parts  of  the  stroke.  The 
size  of  the  fly-wheel  is  usually  made  such  that  the  difference  between 

the  greatest  and  least  velocities  shall  not  exceed  about  .^^^  of  the  mean 

velocity. 

626.  General  Description  of  Watt's  Engine. — The  explanations  above 
given  will  enable  the  reader  to  understand  the  general  arrangement 
of  Watt's  engine  as  represented  in  Fig.  319.  It  is  merely  necessary 
to  remark  that  the  slide-valve  is  slightly  different  from  that  described 
above,  but  the  modification  is  not  of  any  importance. 

626.  Working  Expansively. — Among  the  modifications  introduced 
since  Watt's  time,^  we  must  notice  in  the  first  place  what  is  called 
expansive  working}  When  the  piston  has  performed  a  part  of  its 
stroke,  the  steam  is  shut  off  (or  in  technical  phrase  cut  off)  from  the 
cylinder,  and  the  expansive  force  of  the  steam  already  admitted  is 
left  to  urge  the  piston  through  the  remainder  of  its  course.  By  this 
means  a  great  economy  of  steam  may  be  effected.  The  part  of  the 
stroke  at  which  the  cut-off  occurs  may  be  determined  at  pleasure. 
It  is  sometimes  at  half-stroke,  sometimes  at  quarter-stroke,  some- 
times at  one-fifth  of  stroke.     In  the  latter  case,  the  piston  describas 

*  This  was  one  of  Watt's  inventions,  but  it  has  been  much  more  fully  developed  in 
recent  times, 
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Fig.  320.— Slide-yolve  for  Expansive  Worldug. 


the  remaining  four-fifths  of  its  stroke  under  the  gradually  diminish- 
ing pressure  of  the  steam  which  entered  the  cylinder  during  the  first 
fifth;  and  the  work  done  during  these  four-fifths  is  so  much  work 
gained  by  working  expansively. 

527.  Modiflcation  of  Slide-valve  for  Expansive  Working. — The  cut- 
ting-ofl*  of  the  steam  before  the  end  of  the  stroke  is  usually  effected 
by  the  contrivance  represented  in  Fig.  320:  ad,  a  d\  are  two  plates 
forming  part  of  the  slide-valve 
and  of  much  greater  width  than 
the  openings  L,  U,  The  excess 
of  width  is  called  lap.  By  this 
arrangement  one  of  the  apertures 
is  kept  closed  for  some  time,  so 
that  the  steam  is  shut  off*,  and 
acts  only  by  its  expansion.  The  expansion  increases  with  the  lap, 
but  not  in  simple  proportion,  as  equal  movements  of  the  slide-valve 
do  not  correspond  to  equal  movements  of  the  piston.  The  amount 
of  expansion  can  also  be  regulated  by  means  of  the  link-motion, 
which  will  be  described  in  §  540. 

628.  Compound  Engines. — This  is  the  name  given  to  engines  in 
which  the  steam  performs  the  greater  part  of  its  expansion  in  a  second 
cylinder,  of  much  larger  cross-section  than  the  first,  the  increased 
area  of  pressure  on  the  piston  serving  to  compensate  for  the  dimin- 
ished intensity  of  pressure  which 
exists  in  the  latter  part  of  the 
stroke,  and  thus  to  produce  greater 
steadiness  of  driving-power.  Various 
methods  have  been  adopted  for  con- 
necting the  two  cylinders.  One  ar- 
rangement for  this  purpose  is  repre- 
sented in  Fig.  321.  p  is  the  smaller 
piston,  working  in  the  smaller  cylin-    —^ —     ^  ,^  y. 

der  ABCD.      P  is  the  larger  piston.    Fig.  821. -compound-cylinder  Arrangement. 

working    in    the    larger    cylinder 

A'B'C'D'.  In  the  up-stroke,  the  passage  DA'  is  closed,  and  CB'  is 
open.  The  small  piston  is  forced  up  by  the  high-pressure  steam 
beneath,  while  the  steam  above  it,  instead  of  escaping  to  a  condenser, 
expands  into  the  large  cylinder,  and  there  raises  the  piston  P,  the 
upper  part  of  the  large  cylinder  being  connected  with  the  condenser. 
In  the  down-stroke,  the  passage  C  B'  is  closed,  and  D  A'  is  open. 
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The  two  piston-rods  are  connected  with  the  same  end  of  the  beam, 
and  rise  and  fall  together.  The  distribution  of  the  steam  is  effected 
by  means  of  two  slide-valves,  each  governed  by  an  eccentric. 

Compound  engines  have  been  adopted  for  several  lines  of  ocean- 
steamers,  where  it  is  of  primary  importance  to  obtain  as  much  work 
as  possible  from  a  limited  quantity  of  fuel. 

529.  Surface  Condensation. — In  several  modem  engines,  the  con- 
denser consists  of  a  number  of  vertical  tubes  of  about  half  an  inch 
diameter,  connected  at  their  ends,  and  kept  cool  by  the  external 
contact  of  cold  water.  The  steam,  on  escaping  from  the  cylinder, 
enters  these  tubes  at  their  upper  ends,  and  becomes  condensed  in  its 
passage  through  them,  thus  yielding  distilled  water,  which  is  pumped 
back  to  feed  the  boiler.  The  same  water  can  thus  be  put  through 
the  engine  many  times  in  succession,  and  the  waste  which  occurs  is 
usually  repaired  by  adding  from  time  to  time  a  little  distilled  water 
prepared  by  a  separate  apparatus. 

630.  Olassiflcation  of  Steam-engines. — The  distinctions  which  exist 
between  different  kinds  of  stationary  engines  relate  either  to  the 
pressure  of  the  steam,  or  to  its  mode  of  action,  or  to  the  arrangement 
of  the  mechanism,  especially  as  regards  the  mode  in  which  the  move- 
ment of  the  piston  is  transmitted  to  the  rest  of  the  machinery. 

On  the  first  of  these  heads,  it  must  be  remarked  that  the  terms 
low-pressure  and  high-pressure  are  no  longer  equivalent  to  con- 
densing and  non-condensing  as  they  once  were,  and  merely  express 
differences  of  degree. 

When  the  pressures  employed  are  very  low  there  is  little  risk  of 
explosion  and  little  wear  and  tear;  but  the  engine  must  be  very  large 
in  proportion  to  its  power,  and  expansive  working  cannot  be  em- 
ployed. Low-pressure  engines  are  always  condensing,  though  the 
converse  is  not  true. 

With  regard  to  the  mode  of  action  of  the  steam,  engines  may  be 
classed  as  condensing  or  non-condensing,  as  expansive  or  non-expan- 
sive. Condensation  increases  the  quantity  of  work  obtainable  from 
a  given  consumption  of  fuel,  and  is  almost  always  employed  for 
stationary  engines  where  the  supply  of  water  is  abundant,  and  also 
for  marine  engines,  but  it  is  dispensed  with  in  locomotives  and 
agricultural  engines. 

Expansive  working  is  also  conducive  to  eflSciency,  as  is  obvious 
from  §  526.  Assuming  the  temperature  of  the  steam  to  remain  con- 
stant during  the  expansion,  the  following  table,  calculated  by  an 
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application  of  Boyle's  law,  exhibits  the  relative  amounts  of  work 


Fig.  822.— High-pressare  Engine  with  Vertica!  Cylinder,  working  Expansively  and 
without  Condensation. 

A,  steam-pipe  through  which  the  steam  arrives  from  the  boiler.  Z.  valve-chest.  B,  sliae- 
vuive.  C,  cylinder.  OG,  guides  fixed  to  the  cylinder  and  to  the  frame  of  the  engine  at  K  and 
H.  S  F,  connecting-rod.  J,  crank.  YV,  fly-wheeL  L,  eccentric  governing  the  slide-valve. 
N,  eccentric  of  the  exhaust-pump  P.  D,  outlet  pipe  for  the  steam.  M,  lever  of  throttle- valve, 
r^^ated  by  centrifugal  governor. 

obtained  from  the  same  weight  of  steam  with  different  ranges  of 
expansion: — 


Fraction  of  the 

stroke  completed  before  the 

shutting-off  of  steam. 

1-0 

Work 
done. 

.     1-000 

Fraction  of  the 

stroke  completed  before  the 

shutting-off  of  steam. 

•5 

Work 
done. 
1-693 

•9 

.     1-106 

•4 

1-916 

•3 

.     1-223 

•3 

2-201 

•7.    .    .    .         . 

.     1-857 

-2 

2-609 

•6.     ....     . 

.     1-509 

•1 

8-302 

Expansive  working  is  often  combined  with  the  superheating  of 
steam,  that  is  to  say,  heating  the  steam  after  it  has  been  formed,  so 
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as  to  nise  iu  iempemtctre  above  the  point  of  satunuion.  This 
inereaae^  the  difference  of  temperatures,  to  which,  acocsding  to  the 
seocmd  law  of  tbermo-Klynamics,  the  maximmn  e&deocy  is  pn^or- 
tional;  and  experience  has  shown  that  an  actual  increase  of  effid^icy 
is  thus  obtained. 

63t  Form  and  Arrangement  of  t^  Sereral  Parta. — As  regards  their 
mechanism,  the  arrangement  of  steam-engines  is  considerably  varied. 
In  stationary  condensing  engines,  the  beam  and  parallelogram  are 
usually  retained;  but  the  arrangement  of  high -pressure  non-con- 
densing engines  is  generally  simpler.  The  piston-rod  frequently 
travels  between  guides,  and  drives  the  crank  by  means  of  a  connect- 
ing-rod. The  cylinder  may  be  either  vertical  or  horizontal,  or  even 
inclined  at  an  angle.  An  engine  of  this  kind  is  represented  in  Hg. 
322. 

Oscillating  Engines. — The  space  occupied  by  the  engine  may  be 
lessened  by  jointing  the  piston-rod  directly  to  the  crank  without  any 
connecting-rod.  In  this  case  the  cylinder  oscillates  around  two 
gudgeons,  one  of  which  serves  to  admit  the  steam,  the  other  to  let 
it  escape.  The  distribution  of  the  steam  is  effected  by  means  of  a 
slide-valve  whose  movements  are  governed  by  those  of  the  cylinder. 
Oscillating  engines  are  very  common  in  steam-boats,  and  usually 
produce  an  exceedingly  smooth  motion. 

682.  Botatory  Engine8.-^Numerous  attempts  have  been  made  to 
dispense  with  the  reciprocating  movement  of  a  piston,  and  obtain 
rotation  by  the  direct  action  of  steam.  Watt  himself  devised  an 
engine  on  this  plan  in  1782.  Hitherto,  however,  the  results  obtained 
by  this  method  have  not  been  encouraging.  Behren's  engine,  which 
we  now  proceed  to  describe,  is  one  of  the  best  examples. 

Fig.  323  is  a  perspective  view  of  the  engine,  and  Fig.  324  a  cross- 
section  of  the  cylinders,  showing  the  mode  of  action  of  the  steam. 
C  and  C  are  two  parallel  axes,  connected  outside  by  two  toothed 
wheels,  so  that  they  always  turn  in  opposite  directions.  One  of 
these  axes  is  the  driving-shaft  of  the  engine.  These  two  axes  are 
surrounded  by  fixed  collars  c  and  c,  which  fit  closely  to  the  cylin- 
drical sectors  E  and  E';  these  latter,  which  are  rigidly  connected  with 
the  axes  C,  C,  are  capable  of  moving  in  the  incomplete  cylinders 
A  and  A',  and  act  as  revolving  pistons.  In  the  position  represented 
in  the  figure,  the  steam  enters  at  B,  and  will  escape  at  D;  it  is  acting 
only  upon  the  sector  E,  and  pushes  it  in  the  direction  indicated  by 
the  arrow;  the  shaft  C  is  thus  turned,  and  causes  the  shaft  C  to  turn 
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in  the  opposite  direction,  carrying  with  it  E,  to  which  it  is  attached. 
After  half  a  revolution  the  sector  E'  will  be  in  a  position  correspond- 
ing, left  for  right,  to  that  which  E  now  occupies;  it  will  then  be 


C.t-APLAN  r£- 


flg.  828.— Behren's  BoUtoiy  Sngino. 

urged  by  the  steam,  so  as  to  continue  the  motion  in  the  same  direc- 
tion for  another  half-revolution,  when  the  two  sectors  will  have 
resumed  the  position  represented  in  the  figure. 

633.  Boilers. — There  are  many  forms  of  boiler  in  use.     That  which 
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is  represented  in  Fig.  326  is  the  favourite  form  in  France,  and  is  also 
extensively  used  in  this  country,  where  it  is  called  the  French  boiler, 

or  the  cylindrical  boiler  with  heaters. 
The  main  boiler-shell  A  is  cylindri- 
cal with  hemispherical  ends.  BB 
are  two  cylindrical  tubes  called 
heaters,  of  the  same  length  as  the 
main  shell,  and  connected  with  it  by 
vertical  tubes  d,  d,  of  which  there 
are  usually  three  to  each  heater.  A 
horizontal  brick  partition,  a  little 
higher  than  the  centres  of  the 
heaters,  extends  along  their  whole 
length;  and  a  vertical  partition  runs  along  the  top  of  each  heater, 
except  where  interrupted  by  the  vertical  tubes.  The  flame  from 
the  furnace  is  thus  compelled  to  travel  in  the  first  instance  back- 
wards, beneath  the  heaters;  then  forwards,  through  the  intermediate 
space  between  the  heaters,  the  vertical  tubes,  and  the  main  shell ;  and 
lastly,  backwards,  through  the  side  passages  C  C,  which  lead  to  the 


Fig  321— Section  of  Behren's  Engine. 


Fig.  325.— Boiler  with  Heaters. 

chimney.  By  thus  compelling  the  flame  to  travel  for  a  long  dis- 
tance in  contact  with  the  boiler,  the  quantity  of  heat  communicated 
to  the  water  is  increased. 

The  level  of  the  water  is  shown  at  A  in  the  left-hand  figiare.  The 
relative  spaces  allotted  to  the  steam  and  the  water  are  not  always 
the  same;  but  must  always  be  so  regulated  that  the  steam  shall 
arrive  in  the  cylinder  as  dry  as  possible,  that  is  to  say,  that  it  shall 
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not  carry  with  it  drops  of  water.  Before  being  used,  boilers  should 
always  be  tested  by  subjecting  them  to  much  greater  pressures  than 
they  will  have  to  bear  in  actual  use.  Hydraulic  pressure  is  com- 
monly employed  for  this  purpose,  as  it  obviates  the  risk  of  explosion 
in  case  of  the  boiler  giving  way  under  the  test. 

534.  Boilers  with  the  Fire  Inside. — When  it  is  required  to  lessen 
the  weight  of  the  boiler,  without  much  diminishing  the  surface 
exposed  to  heat,  as  in  the  case  of  marine  engines,  the  method  adopted 
is  to  place  the  furnace  inside  the  boiler,  so  that  it  shall  be  completely 
surrounded  with  water  except  in  front.  The  flame  passes  from  the 
furnace,  which  is  in  the  front  of  the  boiler,  into  one  or  two  large  tubes, 
leading  to  a  cavity  near  the  back,  whence  it  returns  through  a 
number  of  smaller  tubes  traversing  the  boiler,  and  finally  escapes  by 
the  chimney. 

535.  Bursting  of  Boilers:  Safety-valves. — Notwithstanding  the  tests 
to  which  boilers  are  subjected  before  being  used,  it  too  often  happens 
that,  owing  either  to  excessive  pressure  or  to  weakening  of  the  boiler, 
very  disastrous  explosions  occur. 

Excess  of  pressure  is  guarded  against  by 'gauges,  which  show  what 
the  pressure  is  at  any  moment,  and  by  safety-valves,  which 
allow  steam  to  escape  whenever  the  pressure  exceeds  a  certain 
limit. 

Various  kinds  of  manometer  or  pressure-gauge  have  been  described 
in  Chap.  xix.  That  which  is  most  commonly  employed  in  connection 
with  steam-boilers  is  Bourdon's  (§  226). 

A  thermometer,  specially  protected  against  the  pressure  and  con- 
tact of  the  steam,  is  also  sometimes  employed,  under  the  name  of 
thermO'Tnanometer,  on  the  principle  that  the  pressure  of  saturated 
steam  depends  only  on  its  temperature. 

The  safety-valve,  represented  in  the  upper  part  of  Fig.  325,  consists 
of  a  piece  of  metal,  having  the  form  either  of  a  truncated  cone  or  of 
a  flat  plate,  fitting  very  truly  into  or  over  an  opening  in  the  boiler. 
The  valve  is  pressed  down  by  a  weighted  lever;  the  weight  and  the 
length  of  the  lever  being  calculated,  so  that  the  force  with  which  the 
valve  is  held  down  shall  be  exactly  equal  to  the  f orpe  with  which  the 
steam  would  tend  to  raise  it  when  at  the  limiting  pressure.  In 
movable  engines,  the  weighted  lever  is  replaced  by  a  spring,  the 
tension  of  which  can  be  regulated  by  means  of  a  screw. 

Safety-valves  afford  ample  protection  against  the  danger  arising 
from  gradual  increase  of  pressure;  but  they  are  liable  to  fail  in  cases 
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where  there  is  a  sudden  generation  of  a  large  quantity  of  steam.  This 
explosive  generation  of  steam  may  occur  from  various  causes. 

If,  for  instance,  the  water  in  the  boiler  is  allowed  to  fall  too  low, 
the  sides  of  the  boiler  may  be  heated  to  so  high  a  temperature  that, 
when  fresh  water  is  admitted,  it  will  be  immediately  converted  into 
steam  on  coming  in  contact  with  the  metal. 

Hence  it  is  of  great  importance  to  provide  that  the  water  in  the 
boiler  shall  not  fall  below  a  certain  level,  depending  on  the  shape  of 
the  boiler  and  furnace. 

The  following  are  the  means  employed  for  securing  this  end: — 

1.  Two  cocks  are  placed,  one  a  little  below  the  level  at  which  the 
water  should  stand,  and  the  other  a  little  above  it;  these  are  opened 
from  time  to  time,  when  water  should  issue  from  the  first,  and  steam 
from  the  second. 

2.  The  water-gauge  is  a  strong  vertical  glass  tube,  having  its  ends 
fitted  into  two  short  tubes  of  metal,  proceeding  one  from  the  steam- 
space  and  the  other  from  the  water-space.  The  level  of  the  water  is 
therefore  the  same  in  the  gauge  as  in  the  boiler,  and  is  constantly 
visible  to  the  attendant.  The  metal  tubes  are  furnished  with  cocks, 
which  can  be  closed  if  the  glass  tube  is  accidentally  broken. 

636.  Causes  of  Explosion. — ^Another  cause  of  the  explosive  genera- 
tion of  steam  is  the  incrustation  of  the  boiler  with  a  hard  deposit, 
due  to  the  impurities  of  the  water  employed.  This  crust  is  a  bad 
conductor,  and  allows  the  portion  of  the  boiler  covered  with  it  to 
become  overheated;  when,  if  water  should  find  its  way  past  the  crust, 
and  come  in  contact  with  the  hot  metal,  there  is  great  danger  of 
explosion. 

The  best  preventive  of  incrustation  is  the  emplojrment  of  distilled 
water  in  connection  with  surface  condensation  (§  529).  In  default 
of  this,  portions  of  the  water  in  the  boiler  must  be  blown  off*  from 
time  to  time,  so  as  to  prevent  it  from  becoming  too  highly  concen- 
trated. This  is  especially  necessary  when  the  boiler  is  fed  with  salt 
water. 

Among  the  causes  of  the  bursting  of  boilers,  we  may  also  notice 
undue  smallness  of  the  vertical  tubes  in  boilers  with  heaters  (§  533). 
When  this  fault  exists,  the  steam  which  is  generated  is  not  imme- 
diately replaced  by  water,  and  overheating  is  liable  to  occur. 

Another  cause  of  explosions  is  probably  to  be  found  in  a  property 
of  water  which  has  only  recently  been  recognized.  It  has  been 
shown  that,  when  water  is  deprived  of  air,  it  does  not  begin  boiling 
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till  it  has  acquired  an  abnormally  high  temperature,  and  then  bursts 
into  steam  with  explosive  violence  (§  391,  Donny's  experiment). 
This  danger  is  to  be  apprehended  when  a  boiler,  which  has  been 
allowed  to  cool  after  being  for  some  time  in  use,  is  again  brought 
into  action  without  the  addition  of  a  fresh  supply  of  water. 

But  it  appears  that  the  most  frequent  cause  of  boiler  explosions  is 
the  gradual  eating  away  of  some  portion  of  the  boiler  by  rust,  so  as 
to  render  it  at  last  too  weak  to  withstand  the  pressure  of  the  steam 
within  it.  The  only  general  remedy  for  this  danger  is  periodical  and 
enforced  inspection. 

637.  Feeding  of  the  Boiler:  Oiffard's  Iiyector. — The  feeding  of  the 
boiler  is  usually  effected  by  means  of  a  pump  driven  by  the  engine 


Fig.  826.— Giffard'B  Injector. 

itself.  Of  late  years  this  plan  has  been  largely  superseded  by 
Giffard's  invention  of  an  apparatus  by  means  of  which  the  boiler  is 
supplied  with  water  by  the  direct  action  of  its  own  steam. 

This  very  curious  apparatus  contains  a  conical  tube  1 1  (Fig.  326), 
by  which  the  steam  issues  when  .the  injector  is  working;  the  steam 
from  the  boiler  comes  through  the  tube  V  V,  and  enters  the  tube  1 1 
through  small  holes  in  its  circumference.  On  issuing  from  the  cone 
1 1,  the  steam  enters  another  cone  c  c,  where  it  meets  the  water  which 
is  to  feed  the  boiler,  and  which  comes  through  the  tube  E  E,    The 
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contact  of  the  water  and  the  steam  produces  two  results:  (1)  the  steam, 
which  possesses  a  great  velocity  due  to  the  pressure  of  the  boiler,  com- 
municates part  of  its  velocity  to  the  water;  (2)  at  the  same  time  the 
steam  is  condensed  by  the  low  temperature  of  the  water,  so  that  at 
the  extremity  of  the  cone  as  far  as  ee  the  entire  space  is  occupied 
by  water  only,  with  the  exception  of  a  few  bubbles  of  steam  which 
remain  in  the  centre  of  the  liquid  vein. 

The  liquid,  on  issuing  from  the  cone  c  c,  traverses  an  open  space 
for  a  little  distance  before  entering  the  divergent  opposite  cone  dd, 
through  which  it  is  conducted  to  the  boiler  by  the  pipe  M.  The 
water  will  not  enter  the  boiler  unless  it  possess  a  sufficient  velocity 
to  produce  in  the  divergent  cone  a  greater  pressure  than  that  which 
exists  in  the  boiler;  when  this  is  the  case,  the  excess  of  pressure  opens 
a  valve,  and  water  enters  the  boiler  from  the  injector. 

We  may  complete  this  brief  description  by  pointing  out  one  or 
two  arrangements  by  which  the  action  of  the  apparatus  is  regulated. 
It  is  useful  to  be  able  to  vary  the  volume  of  steam  issuing  through 
the  cone  tt,Bs  required  by  the  pressure  in  the  boiler;  this  is  easily 
effected  by  means  of  the  pointed  rod  a  a,  which  is  called  the  needle, 
and  is  screwed  forwards  or  backwards  by  turning  a  handle.  It  is 
also  necessary  to  be  able  to  regulate  the  volume  of  water  which  enters 
the  cone  c  c  from  the  supply-pipe  E;  this  is  done  by  means  of  a  lever, 
which  is  not  shown  in  the  figure,  and  which  moves  the  tube  and 
cone  1 1  forwards  or  backwards. 

The  tube  E  dips  into  a  bath  containing  the, feed- water;  and  AT 
is  the  overflow  pipe. 

It  appears  at  first  sight  paradoxical  that  steam  should  be  able,  as 
in  Giflard's  injector,  to  overcome  its  own  pressure,  and  force  water 
into  the  boiler  against  itself;  but  it  must  be  remembered  that  the 
water  which  is  forced  in  is  less  bulky  than  the  steam  which  issues, 
so  that  the  exchange,  though  it  produces  an  increase  of  mass  in  the 
contents  of  the  boiler,  involves  a  diminution  of  pressure,  as  well  as 
a  fall  of  temperature. 

638.  Locomotive:  History. — The  following  sketch  of  the  history  of 
the  locomotive  is  given  by  Professor  Rankine.^  "  The  application  of 
the  steam-engine  to  locomotion  on  land  was,  according  to  Watt,  sug- 
gested by  Robison  in  1759.  In  1784  Watt  patented  a  locomotive- 
engine,  which,  however,  he  never  executed.  About  the  same  time 
Murdoch,  assistant  to  Watt,  made  a  very  efficient  working  model  of 

*  Manual  of  the  Steam-enffine,  pp.  xxv-xxvii,  edition  1866. 
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a  locomotive-engine.  In  1802  Trevithick  and  Vivian  patented  a 
Jocomotive-engine,  which  was  constructed  and  set  to  work  in  1804 
or  1805.  It  travelled  at  about  5  miles  an  hour,  with  a  net  load  of 
ten  tons.  The  use  of  fixed  steam-engines  to  drag  trains  on  railways 
by  ropes,  was  introduced  by  Cook  in  1808. 

"  After  various  inventors  had  long  exerted  their  ingenuity  in  vain 
to  give  the  locomotive-engine  a  firm  hold  of  the  track  by  means  of 
rackwork-rails  and  toothed  driving-wheels,  legs  and  feet,  and  other 
contrivances,  Blackett  and  Hedley,  in  1813,  made  the  important  dis- 
covery that  no  such  aids  are  required,  the  adhesion  between  smooth 
wheels  and  smooth  rails  being  sufiScient.  To  adapt  the  locomotive- 
engine  to  the  great  and  widely- varied  speeds  at  which  it  now  has  to 
travel,  and  the  varied  loads  which  it  now  has  to  draw,  two  things 
are  essential — ^that  the  rate  of  combustion  of  the  fuel,  the  original 
source  of  the  power  of  the  engine,  shall  adjust  itself  to  the  work  which 
the  engine  has  to  perform,  and  shall,  when  required,  be  capable  of 
being  increased  to  many  times  the  rate  at  which  fuel  is  burned  in 
the  furnace  of  a  stationary  engine  of  the  same  size;  and  that  the 
surface  through  which  heat  is  communicated  from  the  burning  fuel 
to  the  water  shall  be  very  large  compared  with  the  bulk  of  the 
boiler.  The  first  of  these  objects  is  attained  by  the  blast-pipe,  in- 
vented and  used  by  George  Stephenson  before  1825;  the  second  by 
the  tubular  boiler,  invented  about  1829,  simultaneously  by  S^guin 
in  France  and  Booth  in  England,  and  by  the  latter  suggested  to 
Stephenson.  On  the  6th  October,  1829,  occurred  that  famous  trial 
of  locomotive-engines,  when  the  prize  oflFered  by  the  directors  of  the 
Liverpool  and  Manchester  Railway  was  gained  by  Stephenson's 
engine  the  *  Rocket,'  the  parent  of  the  swift  and  powerful  locomo- 
tives of  the  present  day,  in  which  the  blast-pipe  and  tubular  boiler 
are  combined.  Since  that  time  the  locomotive-engine  has  been  varied 
and  improved  in  various  details,  and  by  various  engineers.  Its  weight 
now  ranges  from  five  tons  to  fifty  tons;  its  load  from  fifty  to  five 
hundred  tons;  its  speed  from  ten  miles  to  sixty  miles  an  hour." 

539.  Description  of  a  Locomotive. — A  section  of  a  locomotive  is 
represented  in  Fig.  327.  The  boiler  is  cylindrical.  Its  forward  end 
abuts  on  a  space  beneath  the  chimney,  called  the  smoke-box.  At  its 
other  end  is  a  larger  opening,  surrounded  above  and  on  the  two  sides 
by  the  boiler,  and  called  the  fire-box.  The  fuel  is  heaped  up  on  the 
bars  which  form  the  bottom  of  the  fire-box,  and  the  cinders  fall  on 
the  line.    The  fire-box  and  smoke-box  are  connected  by  brass  tubes, 
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firmly  ri vetted  to  the  ends  of  the  boiler;  and  the  products  of  combus- 
tion escape  by  traversing  these  from  end  to  end.  The  tubes  are  very 
numerous,  usually  from  150  to  180,  thus  affording  a  very  large  heat- 
ing surface.   The  water  in  the  boiler  stands  high  enough  to  cover  all 


^^^^^v^^v^^^^^^^^^^^^^j^^vx  o^TT'^^^;'^^?^^^ 


Fig.  827.  —Section  of  Locomotive. 

the  tubes,  as  well  as  the  top  of  the  fire-box.  Its  level  is  indicated  in 
the  same  way  as  in  stationary  engines;  and  water  is  pumped  in  from 
the  tender  as  required;  its  amount  being  regulated  by  means  of  a 
stop-cock  in  the  pipe  e'. 

The  steam  escapes  from  the  boiler  by  ascending  into  a  dome,  which 
forms  its  highest  part,  and  thence  descending  the  tube  p,  this  ar- 
rangement being  adopted  in  order  to  free  the  steam  from  drops  of 
water.  It  then  passes  through  a  regulator  q,  which  can  be  opened 
to  a  greater  or  less  extent,  into  the  pipe  8,  which  leads  to  the  valve- 
chests  and  traverses  the  whole  length  of  the  boiler.  There  are  two 
cylinders,  one  on  each  side  of  the  engine,  each  having  a  valve-chest 
and  slide-valve,  by  means  of  which  steam  is  admitted  alternately 
before  and  behind  the  pistons,   The  steam  escapes  from  the  cylinder^ 
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through  the  blast-pipe  v,  up  the  chimney,  and  thus  increases  the 
draught  of  the  fire,  a  is  one  of  the  pistons,  6  the  piston-rod,  cc'  the 
connecting-rod,  which  is  jointed  to  the  crank  d  on  the  axle  of  the 
driving-wheel  m.  The  cranks  of  the  two  driving-wheels,  one  on  each 
side  of  the  engine,  are  set  at  right  angles  to  each  other,  so  that,  when 
one  is  at  a  dead  point,  the  other  is  in  the  most  advantageous  position, 
ty  is  a  spring  safety-valve,  and  J  the  steam  whistle. 

540.  Apparatus  for  Reversing:  Link-motion. — The  method  usually 
employed  for  reversing  engines   is  known  as  Stephenson's  link- 


Fig.  82a— Link-motion. 

motion,  having  been  first  employed  in  locomotives  constructed  by 
Robert  Stephenson,  son  of  the  maker  of  the  "  Rocket."  The  merit 
of  the  invention  belongs  to  one  or  both  of  two  workmen  in  his 
employ — Williams,  a  draughtsman,  who  first  designed  it,  and  Howe, 
a  pattern-maker,  who,  being  employed  by  Williams  to  construct  a 
model  of  his  invention,  introduced  some  important  improvements. 

The  link-motion,  which  is  represented  in  Fig.  328,  serves  two  pur- 
poses; first,  to  make  the  engine  travel  forwards  or  backwards  at 
pleasure;  and,  secondly,  to  regulate  the  amount  of  expansion  which 
shall  take  place  in  the  cylinder.  Two  oppositely  placed  eccentrics, 
A  and  A',  have  their  connecting-rods  jointed  to  the  two  extremities 
of  the  link  B  B',  which  is  a  curved  bar,  having  a  slit,  of  imif orm 
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width,  extending  along  nearly  its  whole  length.  In  this  slit  travels 
a  stud  or  button  C,  forming  part  of  a  lever,  which  turns  about  a  fixed 
point  E.  The  end  D  of  the  lever  D  E  is  jointed  to  the  connecting- 
rod  D  N,  which  moves  the  rod  P  of  the  slide- valva  The  link  itself 
is  connected  with  an  arrangement  of  rods  L I K  H/  which  enables  the 
engine-driver  to  raise  or  lower  it  at  pleasure  by  means  of  the  handle 
G  H  F.  When  the  link  is  lowered  to  the  fullest  extent,  the  end  B 
of  the  connecting-rod,  driven  by  the  eccentric  A,  is  very  near  the 
runner  C  which  governs  the  movement  of  the  slide-valve;  this  valve, 
accordingly,  which  can  only  move  in  a  straight  line,  obeys  the  eccen- 
tric A  almost  exclusively.  When  the  link  is  raised  as  much  as  pos- 
sible, the  slide-valve  obeys  the  other  eccentric  A',  and  this  change 
reverses  the  engine.  When  the  link  is  exactly  midway  between  the 
two  extreme  positions,  the  slide-valve  is  influenced  by  both  eccen- 
trics equally,  and  consequently  remains  nearly  stationary  in  its 
middle  position,  so  that  no  steam  is  admitted  to  the  cylinder,  and 
the  engine  stops.  By  keeping  the  link  near  the  middle  position, 
steam  is  admitted  during  only  a  small  part  of  the  stroke,  and  con- 
sequently undergoes  large  expansion.  By  moving  it  nearer  to  one 
of  its  extreme  positions,  the  travel  of  the  slide-valve  is  increased,  the 
ports  are  opened  wider  and  kept  open  longer,  and  the  engine  will 
accordingly  be  driven  faster,  but  with  less  expansion  of  the  steam. 
As  a  means  of  regulating  expansion,  the  link-motion  is  far  from  per- 
fect, but  its  general  advantages  are  such  that  it  has  come  into  very 
extensive  use,  not  only  for  locomotives  but  for  all  engines  which 
need  reversal. 

541.  Oas-eng^nes. — This  name  includes  engines  in  which  work  is 
obtained  by  the  expansion  of  a  mixture  of  coal-gas  and  air,  on  igni- 
tion or  explosion. 

In  the  engine  of  Otto  and  Langen  (Fig.  329),  a  true  explosive 
mixture  is  introduced  beneath  the  piston,  and  is  exploded  by  means 
of  a  lighted  jet,  which  is  brought  into  contact  with  the  mixture  by 
means  of  a  hole  in  a  movable  plate  of  metal,  driven  by  an  eccentric. 
The  upward  movement  of  the  piston  thus  produced  is  too  violent  to 
admit  of  being  directly  communicated  to  machinery.  The  piston-rod 
is  a  rack,  working  with  a  pinion,  which  is  so  mounted  that  it  can 
slip  roimd  on  the  shaft  when  the  piston  ascends,  but  carries  the  shaft 

^  I  is  a  fixed  centre  of  motion,  and  the  rods  K  I,  M  L  are  rigidly  connected  at  right 
angles  to  each  othef.  M  is  a  heavy  piece,  serving  to  counterpoise  the  link  and  eccentric 
rods. 
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Fig.  829.— Oas-engine  of  Otto  and  Laogen. 
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with  it  when  it  turns  in  the  opposite  direction  during  the  descent  of 
the  piston,  this  descent  being  produced  by  the  pressure  of  the  atmo- 
sphere, as  the  steam  resulting  from  the  explosion  condenses,  and  the 
unexploded  gases  cool.  The  vessel  shown  on  the  right  contains  cold 
water,  which  is  employed  to  cool  the  cylinder  by  circulating  round 
the  lower  part  of  it. 

This  engine,  which  works  with  much  jarring  and  noise,  has  been 
almost  completely  superseded  by  the  "Otto  Silent  Gas  Engine," 
which  runs  as  smoothly  as  a  steam-engine. 

642.  Otto's  Silent  Gas-engine. — ^A  dilute  mixture  of  gas  and  air 
(about  one  part  in  twelve  being  gas)  is  admitted  into  the  cylinder, 
and,  after  being  compressed  to  about  three  atmospheres,  is  ignited 


Fig.  880.— otto's  Silent  Oas-enginek 

by  instantaneous  communication  with  a  small  jet  of  gas  kept  con- 
stantly burning.  The  effect  is  something  intermediate  between 
ignition  and  explosion;  the  maximum  pressure  in  the  early  part  of  the 
stroke  being  10  or  12  atmospheres,  and  the  mean  pressure  in  the 
whole  stroke  4  or  5.  In  the  return  stroke,  the  products  of  combus- 
tion escape  at  atmospheric  pressure,  this  return  stroke  being  effected 
by  the  momentum  of  the  fly-wheel,  which  also  carries  the  piston 
through  another  forward  stroke  during  which  the  charge  of  gas  and 
air  is  admitted,  and  through  another  backward  stroke  in  which  it  is 
compressed  previous  to  ignition  as  above  described. 

This  is  the  ordinary  cycle  of  operations  when  the  engine  is  working 
up  to  the  full  power  for  which  it  is  intended;  but  a  centrifugal 
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governor  is  provided  which  prevents  the  gas  from  being  admitted 
oftener  than  is  necessary  for  keeping  up  the  standard  number  of 
revolutions  per  minute;  so  that  in  working  far  below  its  full  power 
the  gas  is  only  admitted  at  every  third,  fourth,  or  fifth  stroke,  the 
intervening  strokes  being  maintained  by  the  fly-wheel.  The  governor 
can  be  regulated  to  give  any  speed  required,  the  most  usual  being 
170  revolutions  per  minute;  and  the  difference  of  speed  between  full 
work  and  running  idle  is  only  one  or  two  revolutions. 

The  general  appearance  of  the  engine  is  shown  in  Fig.  330.  A  is 
the  cylinder,  with  a  jacket  round  it  through  which  a  convective 
circulation  of  water  is  maintained  by  means  of  two  pipes,  not  shown 
in  the  figure,  connecting  it  with  a  tank  at  a  higher  level.  This  is 
necessary  to  prevent  overheating.  C  is  the  centrifugal  governor. 
B,  D  are  two  vessels  containing  oil  with  automatic  lubricators, 
B  lubricates  the  piston,  and  D  the  slide  which  controls  the  ignition 
of  the  charge.  E  is  a  chimney,  in  the  lower  part  of  which  the  gas 
jet  is  kept  burning.  F  is  a  spring  fastening,  which  keeps  the  slide 
strongly  pressed  home  so  as  to  prevent  leakage.  The  connecting-rod, 
crank,  and  heavy  fly-wheel  speak  for  themselves. 

Gas-engines  have  a  great  advantage  in  being  constantly  ready  for 
use  without  the  tedious  process  of  getting  up  steam.  They  are 
started  by  lighting  the  gas  jet  and  giving  one  turn  to  the  fly-wheel 
by  hand;  and  are  stopped  by  turning  out  the  jet.  The  usual  sizes 
are  from  ^  to  20  horse-power.  They  are  easily  kept  in  order,  the 
principal  trouble  consisting  in  the  removal  of  a  hard  deposit  of  carbon 
which  forms  in  certain  places. 
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TERRESTRIAL  TEMPERATURES   AND   WINDS. 


643.  Temperature  of  the  Air. — By  the  temperature  of  a  place 
meteorologists  commonly  understand  the  temperature  of  the  air  at 
a  moderate  distance  (5  or  10  feet)  from  the  ground.  This  element  is 
easily  determined  when  there  is  much  wind;  but  in  calm  weather, 
and  especially  when  the  sun  is  shining  powerfully,  it  is  often  diffi- 
cult to  avoid  the  disturbing  effect  of  radiation.  Thermometers  for 
observing  the  temperature  of  the  air  mast  be  sheltered  from  rain 
and  sunshine,  but  exposed  to  a  free  circulation  of  air. 

644.  Mean  Temperature  of  a  Place. — The  Tnean  temperature  of  a 
day  is  obtained  by  making  numerous  observations  at  equal  intervals 
of  time  throughout  the  day  (24  hours),  and  dividing  the  sum  of  the 
observed  temperatures  by  their  number.  The  accuracy  of  the  deter- 
mination is  increased  by  increasing  the  number  of  observations;  as 
the  mean  temperature,  properly  speaking,  is  the  mean  of  an  infinite 
number  of  temperatures  observed  at  infinitely  short  intervals. 

If  the  curve  of  temperature  for  the  day  is  given,  temperature  being 
represented  by  height  of  the  curve  above  a  horizontal  datum  line, 
the  mean  temperature  is  the  height  of  a  horizontal  line  which  gives 
and  takes  equal  areas;  or  is  the  height  of  the  middle  point  of  any 
straight  line  (terminated  by  the  extreme  ordinates  of  the  curve) 
which  gives  and  takes  equal  areas. 

Attempts  have  been  made  to  lay  down  rules  for  computing  the 
mean  temperature  of  a  day  from  two,  three,  or  four  observations  at 
stated  hours;  but  such  rules  are  of  very  limited  application,  owing  to 
the  diflFerent  character  of  the  diurnal  variation  at  diflFerent  places; 
and  at  best  they  cannot  pretend  to  give  the  temperature  of  an 
individual  day,  but  merely  results  which  are  correct  in  the  long  run. 
Observations  at  9  a.m.  and  9  p.m.  are  very  usual  in  this  country;  and 
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the  half -sum  of  the  temperatures  at  these  hours  is  in  general  a  good 
approximation  to  the  mean  temperature  of  the  day.  The  half -sum 
of  the  highest  and  the  lowest  temperature  in  the  day,  as  indicated 
by  maximum  and  minimum  thermometers,  is  often  adopted  as  the 
mean  temperature.  The  result  thus  obtained  is  usually  rather 
above  the  true  mean  temperature,  owing  to  the  circumstance  that 
the  extreme  heat  of  the  day  is  a  more  transient  phenomenon  than 
the  extreme  cold  of  the  night.  The  employment  of  self -registering 
thermometers  has,  however,  the  great  advantage  of  avoiding  errors 
arising  from  want  of  pimctuality  in  the  observer.  The  correction 
which  is  to  be  added  or  subtracted  in  order  to  obtain  the  true  mean 
from  the  mean  of  two  observations  is  called  a  correction  for  diurnal 
range.  Its  amount  differs  for  different  places,  being  usually  greatest 
where  the  diurnal  range  itself  (§  214)  is  greatest. 

The  mean  temperature  of  a  calendar  month  is  computed  by  adding 
fche  mean  temperatures  of  the  days  which  compose  it,  and  dividing 
by  their  number. 

The  meowi  temperature  of  a  year  is  usually  computed  by  adding 
the  mean  temperatures  of  the  calendar  months,  and  dividing  by  12; 
but  this  process  is  not  quite  accurate,  inasmuch  as  the  calendar  months 
are  of  unequal  length.  A  more  accurate  result  is  obtained  by  adding 
the  mean  temperatures  of  all  the  days  in  the  year,  and  dividing  by 
365  (or  in  leap-year  by  366). 

545.  Isothermals. — The  distribution  of  temperature  over  a  large 
region  is  very  clearly  represented  by  drawing  upon  the  map  of  this 
region  a  series  of  isothermal  Idnes;  that  is,  lines  characterized  by  the 
property  that  all  places  on  the  aa/me  line  have  the  same  temperature. 
These  lines  are  always  understood  to  refer  to  mean  annual  temper- 
ture  unless  the  contrary  is  stated;  but  isothermals  for  particular 
months,  especially  January  and  July,  are  frequently  traced,  one 
serving  to  show  the  distribution  of  temperature  in  winter,  and  the 
other  in  summer.  The  first  extensive  series  of  isothermals  was  drawn 
by  Humboldt  in  1817,  on  the  basis  of  a  large  number  of  observations 
collected  from  all  parts  of  the  world;  and  the  additional  informa- 
tion which  has  since  been  collected  has  not  materially  altered  the 
forms  of  the  lines  traced  by  him  upon  the  terrestrial  globe.  They 
are  in  many  places  inclined  at  a  very  considerable  angle  to  the 
parallels  of  latitude;  and  nowhere  is  this  deviation  from  parallelism 
more  observable  than  in  the  neighbourhood  of  Great  Britain,  Nor- 
way, and  Iceland — places  in  this  region  having  the  same  mean 
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annual  temperature  as  places  in  Asia  or  America  lying  from  10**  to 
20°  further  south. 

646.  Insalar  and  Continental  Climates. — We  have  seen  that  the 
specific  heat  of  water,  the  latent  heat  of  liquid  water,  and  the  latent 
heat  of  aqueous  vapour  are  all  very  large.  The  presence  of  water 
accordingly  exerts  a  powerful  effect  in  moderating  the  extremes 
both  of  heat  and  cold,  and  a  moist  climate  will  in  general  have  a 
smaller  range  of  temperature  than  a  dry  climate.  Moreover,  since 
earth  and  rock  are  opaque  to  radiant  heat,  while  water  is  to  a  con- 
siderable extent  diathermanous,  the  surface  of  the  ground  is  much 
more  quickly  heated  and  cooled  by  radiation  than  the  surface  of 
water.  This  difference  is  increased  by  the  continual  agitation  of 
the  surface  of  the  ocean.  Large  bodies  of  water  thus  act  as  equal- 
izers of  temperature,  and  the  most  equable  climates  are  found  on 
oceanic  islands  or  on  the  ocean  itself;  while  the  greatest  difference 
between  summer  and  winter  is  found  in  the  interior  of  large  con- 
tinents. It  is  common  to  distinguish  in  this  Isense  between  conti- 
nental climates  on  the  one  hand,  and  insular  or  marine  climates  on 
the  other. 

Some  examples  of  both  kinds  are  given  in  the  following  table. 
The  temperatures  are  Centigrade: — 


MaRINS  CLTIfATBS. 

Winter. 

Sumroer. 

Difference. 

Faroe  Islands,  .    .    . 

8'-90     

.     ll*-60     .. 

...       7^-70 

Isle  of  Unst  (Shetland) 

4-05     

.     11  -92     .. 

....       7  -87 

Isle  of  Man,      .     .     . 

6-69     

.     15  -08     .. 

....       9  -49 

Penzance,     .... 

7-04     

.     16  -83     .. 

....       8  -79 

Helston, 

6-19     

Continental  Climates. 

.     16  -00     .. 

....       9  -81 

St  Petersburg,      .     . 

-  8**-70     

.     15'-96     .. 

....     24''-66 

Moscow, 

-10-22     

.     17  -66     .. 

....    27-77 

Kasau, 

-18-66     

.     17  -36     .. 

....     31  -01 

Slatonst,.     .     .    •.     . 

-16-49     

.     16  -08     .. 

....     32-57 

Irkutsk, 

-17-88     

.     16  -00     .. 

....     33-88 

Jakoutsk,     .... 

-88-90     

.     17  -20     .. 

....     66  -10 

547.  Temperature  of  the  Soil  at  Different  Depths. — By  employing 
thermometers  with  their  bulbs  buried  in  the  earth,  and  their  stems 
projecting  above,  numerous  observations  have  been  made  of  the  tem- 
perature from  day  to  day  at  different  depths  from  1  inch  to  2  or  3  feet; 
and  at  a  few  places  observations  of  the  same  kind  have  been  made 
by  means  of  gigantic  spirit-thermometers  with  exceedingly  strong 
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bulbs,  at  depths  extending  to  about  25  feet.  It  is  found  that  varia- 
tions depending  on  the  hour  of  the  day  are  scarcely  sensible  at  the 
depth  of  2  or  3  feet,  and  that  those  which  depend  on  the  time  of 
year  decrease  gradually  as  the  depth  increases,  but  still  remain  sen- 
sible at  the  depth  of  25  feet,  the  range  of  temperature  during  a  year 
at  this  depth  being  usually  about  2"*  or  3"*  Fahrenheit. 

It  is  also  found  that,  as  we  descend  from  the  surface,  the  seasons 
lag  more  and  more  behind  those  at  the  surface,  the  retardation 
amounting  usually  to  something  less  than  a  week  for  each  foot 
of  descent;  so  that,  at  the  depth  of  25  feet  in  these  latitudes,  the 
lowest  temperature  occurs  about  June,  and  the  highest  about 
December. 

Theory  indicates  that  1  foot  of  descent  should  have  about  the  same 
effect  on  diurnal  variations  sa  V365  that  is  19  feet  on  annual  varia- 
tions; understanding  by  sameness  of  effect  equal  absolute  amounts  of 
lagging  and  equal  ratios  of  diminution. 

As  the  annual  range  at  the  surface  in  Great  Britain  is  usually  about 
3  times  greater  than  the  diurnal  range,  it  follows  that  the  diurnal 
range  at  the  depth  of  a  foot  should  be  about  one-third  of  the  annual 
range  at  the  depth  of  19  feet. 

The  variations  of  temperature  at  the  surface  are,  as  every. one 
knows,  of  a  very  irregular  kind;  so  that  the  curve  of  surface  tem- 
perature for  any  particular  year  is  full  of  sinuosities  depending  on 
the  accidents  of  that  year.  The  deeper  we  go,  the  more  regular  does 
the  curve  become,  and  the  more  nearly  does  it  approach  to  the  char- 
acter of  a  simple  curve  of  sines,  whose  equation  can  be  written 

y  =z  a  sin.  x. 

Neglecting  the  departures  of  the  curve  from  this  simple  character, 
theory  indicates  that,  if  the  soil  be  uniform,  and  the  surface  plane, 
the  annual  range  (which  is  equal  to  2  a)  goes  on  diminishing  in  geo- 
metrical progression  as  the  depth  increases  in  arithmetical;  and 
observation  shows  that,  if  10  feet  be  the  common  difference  of  depth, 
the  ratio  of  decrease  for  range  is  usually  about  J  or  J. 

To  find  a  range  of  a  tenth  of  a  degree  Fahrenheit,  we  must  go  to 
a  depth  of  from  50  to  80  feet  in  this  climate.  At  a  station  where 
the  surface  range  is  double  what  it  is  in  Great  Britain,  we  should 
find  a  range  of  about  two-tenths  of  a  degree  at  a  depth  and  in  a  soil 
which  would  here  give  one-tenth. 

These  remarks  show  that  the  phrase  "  stratum  of  invariable  tem- 
perature," which  is  frequently  employed   to  denote  the  supposed 
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lower  boundary  of  the  region  in  which  annual  range  is  sensible,  has 
no  precise  significance,  inasmuch  as  the  boundary  in  question  will 
vary  its  depth  according  to  the  sensitiveness  of  the  thermometer 
employed. 

648.  Increase  of  Temperature  Downwards. — Observations  in  all 
parts  of  the  world  show  that  the  temperature  at  considerable  depths, 
such  as  are  attained  in  mining  an(}  boring,  is  much  above  the  surface 
temperature.  In  sinking  a  shaft  at  Rose  Bridge  Colliery,  near  Wigan, 
which  is  the  deepest  mine  in  Great  Britain,  the  temperature  of  the 
rock  was  found  to  be  94°  F.  at  the  depth  of  2440  feet.  In  cutting 
the  Mont  C^nis  tunnel,  the  temperature  of  the  deepest  part,  with 
5280  feet  of  rock  overhead,  was  found  to  be  about  85**  F. 

The  rate  of  increase  downwards  is  by  no  means  the  same  every- 
where; but  it  is  seldom  so  rapid  as  1**  F.  in  40  feet,  or  so  slow  as  1**  F. 
in  100  feet.  The  observations  at  Rose  Bridge  show  a  mean  rate  of 
increase  of  about  1**  in  55  feet;  and  this  is  about  the  average  of  the 
results  obtained  at  other  places. 

This  state  of  things  implies  a  continual  escape  of  heat  from  the 
interior  of  the  earth  by  conduction,  and  the  amount  of  this  loss  per 
annum  can  be  approximately  calculated  from  the  absolute  values  of 
conductivity  of  rock  which  we  have  given  in  Chap.  xxxv. 

There  can  be  no  reasonable  doubt  that  the  decrease  of  temperature 
upwards  extends  to  the  very  surface,  when  we  confine  our  attention 
to  mean  annual  temperatures,  for  all  the  heat  that  is  conducted  up 
through  a  stratum  at  any  given  depth  must  also  traverse  all  the 
strata  above  it,  and  heat  can  only  be  conducted  from  a  warmer  to  a 
colder  stratum.  Professor  Forbes  found,  at  his  three  stations  near 
Edinburgh,  increases  of  l°-38, 0***96,  and  0°*19  F.  in  mean  temperature, 
in  descending  through  about  22  feet,  that  is,  from  the  depth  of  3  to 
the  depth  of  24  French  feet.  The  mean  annual  temperature  of  the 
surface  of  the  ground  is  in  Great  Britain  a  little  superior  to  that  of 
the  air  above  it,  so  far  as  present  observations  show.  The  excess 
appears  to  average  about  1**  F. 

640.  Decrease  of  Temperature  Upwards  in  the  Air. — In  comparing 
the  mean  temperatures  of  places  in  the  same  neighbourhood  at  dif- 
ferent altitudes,  it  is  found  that  temperature  diminishes  as  height 
increases,  the  rate  of  decrease  for  Great  Britain,  as  regards  mean 
annual  temperature,  being  about  1°  F.  for  every  300  feet.  A  decrease 
of  temperature  upwards  is  also  usually  experienced  in  ballpon  ascepts, 
and  numerous  observations  have  been  t^ken  fqr  the  purpose  of  deter- 
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mining  its  rate.  Mr.  Glaisher's  observations,  which  are  the  most 
numerous  as  well  as  the  most  recent,  show  that,  upon  the  whole,  the 
decrease  becomes  less  rapid  as  we  ascend  higher;  also,  that  it  is  less 
rapid  with  a  cloudy  than  with  a  clear  sky.  The  following  table 
exhibits  a  few  of  Mr.  Glaisher's  averages: — 

Decrease  of  Temperature  Tpwarda 
Height  With  clear  sky.  With  clondjr  sky. 

From  0  to  1000  feet,     .     .    .     1"  F.  in  139  feet  I'*  F.  in  222  feet 

From  0  to  10,000  ft      ...     1'  F.  in  288  feet  1*"  F.  in  881  feet 

From  0  to  20,000  ft.      ...     1*  F.  in  865  feet  1'  F.  in  468  feet. 

These  rates  may  be  taken  as  representing  the  general  law  of  decrease 
which  prevails  in  the  air  over  Great  Britain  in  the  daytime  during 
the  summer  half  of  the  year;  but  the  results  obtained  on  different 
days  differ  widely,  and  alternations  of  increase  and  decrease  are  by 
no  means  uncommon  in  passing  upwards  through  successive  strata 
of  air.  Still  more  recent  observations  by  Mr.  Glaisher,  relating 
chiefly  to  the  first  1000  feet  of  air,  show  that  the  law  varies  with  the 
hour  of  the  day.  The  decrease  upwards  is  most  rapid  soon  after 
midday,  and  is  at  this  time,  and  during  daytime  generally,  more 
rapid  as  the  height  is  less.  About  sunset  there  is  a  uniform  decrease 
at  all  heights  if  the  sky  is  clouded,  and  a  uniform  temperature  if  the 
sky  is  clear.  From  a  few  observations  which  have  been  taken  after 
sunset,  it  appears  that,  with  a  clear  sky,  there  is  an  increaee  upwards 
at  night. 

That  an  extremely  low  temperature  exists  in  the  interplanetary 
spaces,  may  be  inferred  from  the  experimental  fact  recorded  by  Sir 
John  Herschel,  that  a  thermometer  with  its  bulb  in  the  focus  of  a 
reflector  of  suflScient  size  and  curvature  to  screen  it  from  lateral 
radiation,  falls  lower  when  the  axis  of  the  reflector  is  directed  upwards 
to  a  clear  sky  than  when  it  is  directed  either  to  a  doud  or  to  the  snow- 
clad  summits  of  the  Alps.  The  atmosphere  serves  as  a  protection  against 
radiation  to  these  cold  spaces,  and  it  is  not  siU3)rising  that,  as  we  in- 
crease our  elevation,  and  thus  diminish  the  thickness  of  the  coating 
of  air  above  us,  the  protection  should  be  found  less  complete.  But  pro- 
bably the  principal  cause  of  the  diminution  of  temperature  upwards 
is  the  cooling  of  air  by  expansion,  which  we  have  discussed  in  §  502. 

650.  Causes  of  Winds. — The  influences  which  modify  the  direction 
and  intensity  of  winds  are  so  various  and  complicated  that  anything 
like  a  complete  account  of  them  can  only  find  a  place  in  treatises 
specially  devoted  to  that  subject.    There  is,  however,  one  fundamental 
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principle  which  suffices  to  explain  the  origin  of  many  well-known 
winds.  This  principle  is  plainly  illustrated  by  the  following  experi- 
ment, due  to  Franklin.  A  door  between  two  rooms,  one  heated,  and 
the  other  cold  (in  winter),  is  opened,  and  two  candles  are  placed,  one 
at  the  top,  and  the  other  at  the  bottom  of  the  doorway.  It  is  found 
that  the  flame  of  the  lower  candle  is  blown  towards  the  heated  room, 
and  that  of  the  upper  candle  away  from  it. 

The  principle  which  this  experiment  illustrates  may  be  stated  as 
follows: — When  two  neighbouring  regions  are  at  diffet*ent  tempet^a- 
turea,  a  cv/rrent  of  air  fiowa  from  the  wanner  to  the  colder  in  the 
upper  strata  of  the  atmosphere;  and  in  the  lower  strata  a  cun^ent 
flows  from  the  colder  to  the  warmer.  The  reason  is  that  variation 
of  pressure  with  height  is  greater  in  the  cold  than  in  the  hot  region; 
so  that  if  there  be  one  level  at  which  the  pressure  is  the  same  in 
both,  the  pressure  in  the  cold  region  will  preponderate  at  lower  and 
that  in  the  hot  region  at  higher  levels.  We  proceed  to  apply  this  prin- 
ciple to  the  land  and  sea  breezes,  the  monsoons,  and  the  trade- winds. 

551.  Land  and  Sea  Breezes. — At  the  sea-side  during  calm  weather 
a  wind  is  generally  observed  to  spring  up  at  about  eight  or  nine  in 
the  morning,  blowing  from  the  sea,  and  increasing  in  force  until  about 
two  or  three  in  the  afternoon.  It  then  begins  gradually  to  die  away, 
and  shortly  before  sunset  disappears  altogether.  A  few  hours  after- 
wards, a  wind  springs  up  in  the  opposite  direction,  and  lasts  till 
nearly  sunrise.  These  winds,  which  are  called  the  sea-breeze  and 
land-breeze,  are  exceedingly  regular  in  their  occurrence,  though  they 
may  sometimes  be  masked  by  other  winds  blowing  at  the  same  time. 
Their  origin  is  very  easily  explained.  During  the  day  the  land  grows 
warmer  than  the  water;  hence  there  results  a  wind  blowing  towards 
the  warmer  region,  that  is,  towards  the  land.  During  the  night  the 
land  and  sea  both  grow  colder,  but  the  former  more  rapidly  than  the 
latter ;  and,  accordingly,  the  relative  temperatures  of  the  two  elements 
being  now  reversed,  a  breeze  blowing  from  the  land  towards  the  sea 
is  the  consequence. 

Monsoons. — The  same  cause  which,  on  a  small  scale,  produces  the 
diurnal  alternation  of  land  and  sea  breezes,  produces,  on  a  larger  scale, 
the  annual  alternation  of  monsoons  in  the  Indian  Ocean,  and  the 
seasonal  winds  which  prevail  in  some  other  parts  of  the  world.  The 
general  direction  of  these  winds  is  towards  continents  in  summer, 
and  away  from  them  in  winter. 

662.  Trade-winds:   General  Atmospheric  Circulation. — The  trade- 
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winds  are  winds  which  blow  constantly  from  a  north-easterly  quarter 
over  a  zone  of  the  northern  hemisphere  extending  from  a  lit  tie  north 
of  the  tropic  of  Cancer  to  within  9  or  10  degrees  of  the  equator;  and 
from  a  south-easterly  quarter  over  a  zone  of  the  southern  hemisphere 
extending  from  about  the  tropic  of  Capricorn  to  the  equator.  Their 
limits  vary  slightly  according  to  the  time  of  year,  changing  in  the 
same  direction  as  the  sun's  declination.  Between  them  is  a  zone 
some  5°  or  6*"  wide,  over  which  cahns  and  variable  winds  prevail. 

The  cause  of  the  trade-winds  was  first  correctly  indicated  by 
Hadley.  The  greater  power  of  the  sun  over  the  equatorial  regions 
causes  a  continual  ascent  of  heated  air  from  them.  This  flows  over 
to  both  sides  in  the  upper  regions  of  the  atmosphere,  and  its  place  is 
supplied  by  colder  air  flowing  in  from  both  sides  below.  If  the 
earth  were  at  rest,  we  shoidd  thus  have  a  north  wind  sweeping  over 
the  earth's  surface  on  the  northern  side  of  the  equatorial  regions,  and 
a  south  wind  on  the  southern  side.  But,  in  virtue  of  the  earth's 
rotation,  all  points  on  the  earth's  surface  are  moving  from  west  to 
east,  with  velocities  proportional  to  their  distances  from  the  earth's 
axis.  This  velocity  is  nothing  at  the  poles,  and  increases  in  approach- 
ing the  equator.  Hence,  if  a  body  on  the  earth's  surface,  and  origi- 
nally at  rest  relatively  to  the  earth,  be  urged  by  a  force  acting  along 
a  meridian,  it  will  not  move  along  a  meridian,  but  will  outrun  the 
earth,  or  fall  behind  it,  according  as  its  original  rotational  velocity 
was  greater  or  less  than  those  of  the  places  to  which  it  comes.  That 
is  to  say,  it  will  have  a  relative  motion  from  the  west  if  it  be  approach- 
ing the  pole^  and  from  the  east  if  it  be  approaching  the  equator. 

This  would  be  true,  even  if  the  body  merely  tended  to  keep  its 
original  rotational  velocity  unchanged,  and  the  reasoning  becomes 
still  more  forcible  when  we  apply  the  principle  of  conservation  of 
angular  momentum,  in  virtue  of  which  the  body  tends  to  increase^ 
its  absolute  rotational  velocity  in  approaching  the  pole,  and  to  dim- 
inish it  in  approaching  the  equator. 

Thus  the  currents  of  air  which  flow  in  from  both  sides  to  the 
equatorial  regions,  do  not  blow  from  due  north  and  due  south,  but 
from  north-east  and  south-east.  There  can  be  little  doubt  that,  not- 
withstanding the  variable  character  of  the  winds  in  the  temperate  and 
frigid  zones,  there  is,  upon  the  whole,  a  continual  interchange  of  air 
between  them  and  the  intertropical  regions,  brought  about  by  the 
permanent  excess  of  temperature  of  the  latter.   Such  an  interchange, 

*  The  tendency  is  for  velocity  to  vary  inversely  as  distance  from  the  axis  of  rotation. 
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when  considered  in  conjunction  with  the  difference  in  the  rotational 
velocities  of  these  regions,  implies  that  the  mass  of  air  over  an 
equatorial  zone  some  50"*  or  60°  wide,  must,  upon  the  whole,  have  a 
motion  from  the  east  as  compared  with  the  earth  beneath  it;  and 
that  the  mass  of  air  over  all  the  rest  of  the  earth  must,  upon  the  whole, 
have  a  relative  motion  from  the  west.  This  theoretical  conclusion  is 
corroborated  by  the  distribution  of  barometric  pressure.  The  barom- 
eter stands  highest  at  the  two  parallels  which,  according  to  this 
theory,  form  the  boundaries  between  easterly  and  westerly  wmds, 
while  at  the  equator  and  poles  it  stands  low.  This  difference  may 
be  accounted  for  by  the  excess  of  centrifugal  force  possessed  by  west 
winds,  and  the  defect  of  centrifugal  force  in  eitst  winds.  If  the  air 
simply  turned  with  the  earth,  centrifugal  force  combined  with 
gravity  would  not  tend  to  produce  accumulation  of  air  over  any 
particular  zone,  the  ellipticity  of  the  earth  being  precisely  adapted 
to  an  equable  distribution.  But  if  a  body  of  air  or  other  fluid  is 
moving  with  sensibly  different  rotational  velocity  from  the  earth, 
the  difference  in  centrifugal  force  will  give  a  tendency  to  move 
towards  the  equator,  or  from  it,  according  as  the  differential  motion 
is  from  the  west  or  from  the  east.  The  easterly  winds  over  the 
equatorial  zone  should  therefore  tend  to  remove  air  from  the  equator 
and  heap  it  up  at  the  limiting  parallels;  and  the  westerly  winds 
over  the  remainder  of  the  earth  should  tend  to  draw  air  away  from 
the  poles  and  heap  it  up  at  the  same  limiting  parallels.  This  theore- 
tical consequence  exactly  agrees  with  the  following  table  of  mean 
barometric  heights  in  different  zones  given  by  Maury  :^ — 

South  Latitude.  BaromettT. 

0**  to  6° 29-940 

6' to  10' 29-981 

10**  to  15' 80-028 

16' to  20" 80060 

20*  to  25" 80*102 

25"  to  30° 80-095 

30**  to  36" 30-052 

42"  68' 29-90 

46"   0* 29-66 

49"   8' 29-47 

61"  38' 29-50 

64**  26' 29-35 

66"  52' 29-36 

60*   0' 29-11 


North  Latitude.  Barometer. 

0"  to  6" 29-916 

6"  to  10" 29-922 

10"  to  15" 29-964 

15**  to  20" 80-018 

20"  to  26" 30-081 

25"  to  30" 80-149 

30"  to  35" 30-210 

85"  to  40" 80-124 

40"  to  45' 30-077 

46"  to  50" 30-060 

61"  29' 29-99 

59"  51' 29-88 

78"  37' 29-759 


■  66"  0' 29-08 

74"   C 28-93 

>  Phytical  Geography  and  Meteorology  of  the  Sea,  p.  180,  art.  862,  edition  1860. 
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This  table  shows  that  the  barometric  height  falls  off  regularly  on 
both  sides  frpm  the  two  limiting  zones  30"*  to  SS"*  N.  and  20^  to  25*  S., 
the  fall  continuing  towards  both  poles  as  far  as  the  observations 
extend,  and  continuing  inwards  to  a  central  minimum  between 
0"  and  5"  N.i 

If  the  bottom  of  a  cylindrical  vessel  of  water  be  covered  with  saw- 
dust, and  the  water  made  to  rotate  by  stirring,  the  saw-dust  will  be 
drawn  away  from  the  edges,  and  heaped  up  in  the  middle,  thus 
showing  an  indraught  of  water  along  the  bottom  towards  the  region 
of  low  barometer  in  the  centre.  It  is  probable  that,  from  a  similar 
cause  (a  central  depression  due  to  centrifugal  force),  there  is  an 
indraught  of  air  along  the  earth's  surface  towards  the  poles,  under- 
neath the  primary  circulation  which  our  theory  supposes;  the  diminu- 
tion of  velocity  by  friction  against  the  earth,  rendering  the  lowest 
portion  of  the  air  obedient  to  this  indraught,  which  the  upper  strata 
are  enabled  to  resist  by  the  centrifugal  force  of  their  more  rapid 
motion.  This,  according  to  Professor  James  Thomson,*  is  the  ex- 
planation of  the  prevalence  of  south-west  winds  in  the  north  tem- 
perate zone;  their  southerly  component  being  due  to  the  barometric 
indraught  and  their  westerly  component  to  differential  velocity  of 
rotation.  The  indraught  which  also  exists  from  the  limiting  parallels 
to  the  region  of  low  barometer  at  the  equator,  coincides  with  the 
current  due  to  difference  of  temperature;  and  this  coincidence  may 
be  a  main  reason  of  the  constancy  of  the  trade- winds. 

663.  Origin  of  Cyclones. —  In  the  northern  hemisphere  a  wind 
which  would  blow  towards  the  north  if  the  earth  were  at  rest,  does 
actually  blow  towards  the  north-east;  and  a  wind  which  would  blow 
towards  the  south  blows  towards  the  south-west.  In  both  cases,  the 
earth's  rotation  introduces  a  component  towards  the  right  with 
reference  to  a  person  travelling  with  the  wind.  In  the  southern 
hemisphere  it  introduces  a  component  towards  the  left. 

Again,  a  west  wind  has  an  excess  of  centrifugal  force  which  tends 
to  carry  it  towards  the  equator,  and  an  east  wind  has  a  tendency  to 
move  towards  the  pole;  so  that  here  again,  in  the  northern  hemi- 


^  The  explanation  here  given  of  the  aconmnlation  of  air  towards  the  limiting  parallebs 
as  due  to  excess  and  defect  of  centrifugal  force,  appears  to  have  been  first  published  by 
Mr.  W.  Ferrel,  a  gentleman  connected  with  the  American  Nautical  Almanack.  His  later 
treatise  (1860),  reprinted  from  vols.  i.  iL  of  the  Mathematical  Monthly^  is  the  most  com- 
plete exposition  we  have  seen  of  the  theory  of  general  atmospheric  circulation. 

*  Brit.  Assoc  Report,  1857. 
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sphere  the  deviation  is  in  both  cases  to  the  right,  and  in  the  southern 
hemisphere  to  the  left. 

We  have  thus  an  explanation  of  cyclonic  movements.  In  the 
northern  hemisphere,  if  a  sudden  diminution  of  pressure  occurs  over 
any  large  area,  the  air  all  around  for  a  considerable  distance  receives 
an  impetus  directed  towards  this  area.  But,  before  the  converging 
streams  can  meet,  they  undergo  deviation,  each  to  it^*  own  right,  so 
that,  instead  of  arriving  at  their  common  centre,  they  blow  tangen- 
tially  to  a  closed  curve  surrounding  it,  and  thus  produce  an  eddy 
from  right  to  left  with  respect  to  a  person  standing  in  the  centre. 
This  is  the  universal  direction  of  cyclonic  rotation  in  the  northern 
hemisphere;  and  the  opposite  rule  holds  for  the  southern  hemisphere. 
The  former  is  opposite  to,  the  latter  the  same  as  the  direction  of 
motion  ojf  the  hands  of  a  watch  lying  with  its  face  up.  In  each  case 
the  motion  is  opposite  to  the  apparent  diurnal  motion  of  the  sun  for 
the  hemisphere  in  which  it  occurs. 

664.  Anemometers. — Instruments  for  measuring  either  the  force 
or  the  velocity  of  the  wind  are  called  anemometera.  Its  force  is 
usually  measured  by  Osier  s  anemometer,  in  which  the  pressure  of 
the  wind  is  received  upon  a  square  plate  attached  to  one  end  of  a 
spiral  spring  (with  its  axis  horizontal),  which  yields  more  or  less 
according  to  the  force  of  the  wind,  and  transmits  its  motion  to  a 
pencil  which  leaves  a  trace  upon  paper  moved  by  clock-work.  It 
seems  that  the  force  received  by  the  plate  is  not  rigorously  propor- 
tional to  its  size,  and  that  a  plate  a  yard  square  receives  rather 
more  than  9  times  the  pressure  of  a  plate  a  foot  square.  The 
anemometer  which  has  yielded  the  most  satisfactory  results  is  that 
invented  by  the  Rev.  Dr.  Robinson  of  Armagh,  which  is  represented 
in  Fig.  331,  and  which  indicates  the  velocity  of  the  wind.  It  con- 
sists of  four  hemispherical  cups  attached  to  the  ends  of  equal  hori- 
zontal arms,  forming  a  horizontal  cross,  which  turns  freely  about  a 
vertical  axis.  By  means  of  an  endless  screw  carried  by  the  axis, 
a  train  of  wheel- work  is  set  in  motion;  and  the  indication  is  given 
by  a  hand  which  moves  round  a  dial;  or,  in  some  instruments,  by 
several  hands  moving  round  different  dials  like  those  of  a  gas-meter. 
The  anemometer  can  also  be  made  to  leave  a  continuous  record  on 
paper,  for  which  purpose  various  contrivances  have  been  successfully 
employed.  It  was  calculated  by  the  inventor,  and  confirmed  by  his 
own  experiments  both  in  air  and  water,  as  well  as  by  experi- 
ments conducted  by  Prof.  C.  Piazzi  Smyth  at  Edinburgh,  and  more 
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recently  by  the  astronomer-royal  at  Greenwich,  that  the  centre  of 
each  cup  moves  with  a  velocity  which  is  almost  exactly  one-third  of 
that  of  the  wind.  This  is  the 
only  velocity  -  anemometer 
whose  indications  are  exactly 
proportional  to  the  velocity 
itself.  Dr.  WhewelFs  anemo- 
meter, which  resembles  a  small 
windmill,  is  very  far  from  ful- 
filling this  condition,  its  varia- 
tions of  velocity  being  much 
less  than  those  of  the  wind. 

The  direction  of  the  wind,  as 
indicated  by  a  vane,  can  also  be 
made  to  leave  a  continuous 
record  by  various  contrivances; 
one  of  the  most  common  being 
a  pinion  carried  by  the  shaft 
of  the  vane,  and  driving  a 
rack  which  carries  a  pencil. 
But  perhaps  the  neatest  ar- 
rangement for  this  purpose  is  a 
large  screw  with  only  one  thread 
composed  of  a  metal  which  will  write  on  paper.  A  sheet  of  paper  Is 
moved  by  clock-work  in  a  direction  perpendicular  to  the  axis  of  the 
screw,  and  is  pressed  against  the  thread,  touching  it  of  course  only 
in  one  point,  which  travels  parallel  to  the  axis  as  the  screw  turns, 
and  comes  back  to  its  original  place  after  one  revolution.  When 
one  end  of  the  thread  leaves  the  paper,  the  other  end  at  the  same 
instant  comes  on.  The  screw  turns  with  the  vane,  so  that  a  com- 
plete revolution  of  the  screw  corresponds  to  a  complete  revolution 
of  the  wind.  This  is  one  of  the  many  ingenious  contrivances 
devised  and  executed  by  Mr.  Beckley,  mechanical  assistant  in  Kew 
Observatory. 

666.  Ooeanio  Currents. — The  general  principle  of  §  550  applies 
to  liquids  as  well  as  to  gases;  though  the  eflFects  are  usually  smaller, 
owing  to  their  smaller  expansibility. 

The  warm  water  in  the  equatorial  regions  overflows  towards  the 
poles,  and  an  under-current  of  cold  water  which  has  descended  in 
the  polar  regions  flows  towards  the  equator.     Recent  observations 

84 


Fig.  881.  -  Bobinson's  Anemometer. 
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have  shown  that  a  temperature  not  much  above  0°  C.  prevails  at 
the  bottom  of  the  ocean  even  between  the  tropics.  A  very  gradual 
circulation  is  thus  produced  on  a  very  large  scale. 

The  rapid  currents  which  are  observed  on  some  parts  of  the  sur- 
face of  the  ocean  are  probably  due  to  wind.  Among  these  may  be 
mentioned  the  Gulf  Stream.  This  current  of  warm  water  forms  a 
kind  of  immense  river  in  the  midst  of  the  sea,  differing  in  the  tena- 
perature,  saltness,  and  colour  of  its  waters  from  the  medium  in  which 
it  flows.  Its  origin  is  in  the  Gulf  of  Mexico,  whence  it  issues  through 
the  straits  between  the  Bahamas  and  Florida,  turns  to  the  north- 
west, and  splits  into  two  branches,  one  of  which  goes  to  warm  the 
coasts  of  Ireland  and  Norway,  the  other  gradually  turns  southwards, 
traverses  the  Atlantic  from  north  to  south,  and  finally  loses  itself  in 
the  regions  of  the  equator. 

"  The  Gulf  Stream  is  a  river  in  the  ocean;  in  the  severest  droughts 
it  never  fails,  and  in  the  mightiest  floods  it  never  overflows;  its 
banks  and  its  bottom  are  of  cold  water,  while  its  current  is  of  warm; 
it  takes  its  rise  in  the  Gulf  of  Mexico,  and  empties  into  Arctic  seas. 
There  is  on  earth  no  other  such  majestic  flow  of  waters.  Its  current 
is  more  rapid  than  the  Mississippi  or  the  Amazon,  and  its  volume 
more  than  a  thousand  times  greater.  Its  waters,  as  far  out  from  the 
Gulf  as  the  Carolina  coasts,  are  of  indigo  blue.  They  are  so  distinctly 
marked  that  their  line  of  junction  with  the  common  sea- water  may 
be  traced  by  the  eye.  Often  one-half  of  the  vessel  may  be  perceived 
floating  in  Gulf  Stream  water,  while  the  other  half  is  in  common 
water  of  the  sea,  so  sharp  is  the  line." — (Maury,  Physical  Geography 
of  the  Sea.) 

It  would  appear  that  an  accumulation  of  water  is  produced  in  the 
Gulf  of  Mexico  by  the  trade- wind  which  blows  steadily  towards  it 
over  the  South  Atlantic,  and  that  the  elevation  of  level  thus  occa- 
sioned is  the  principal  cause  of  the  Gulf  Stream. 
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[The  Centigrade  Scale  is  employed^  except  where  otherwise  stcUed,] 


Scales  of  Tbmpbkaturk. 

1.  The  difference  between  the  temperatures  of  two  bodies  is  30°  F.  Express 
this  difference  in  degrees  Cent,  and  in  degrees  B6au. 

2.  The  difference  between  the  temperatures  of  two  bodies  is  12*  C.  Express 
this  difference  in  degrees  B6au.  and  in  degrees  Fahr. 

3.  The  difference  between  the  temperatures  of  two  bodies  is  25*  R  Express 
this  difference  in  the  Cent,  and  Fahr.  scales. 

4.  Express  the  temperature  70*  F.  in  the  Cent,  and  B^au.  scales. 

5.  Express  the  temperature  60*  C.  in  the  K^u.  and  Fahr.  scales. 

6.  Express  the  temperature  30*  R.  in  the  Cent,  and  Fahr.  scales. 

7.  Air  expands  by  '00366  of  its  volume  at  the  freezing-point  of  water  for  each 
degree  Cent.    By  how  much  does  it  expand  for  each  degree  Fahr.l 

8.  The  temperature  of  the  earth  increases  by  about  one  degree  Fahr.  for  every 
50  feet  of  descent.  How  many  feet  of  descent  will  give  an  increase  of  1*  Cent., 
and  how  many  centimetres  of  descent  will  give  an  increase  of  1*  Cent,  the  foot 
being  30-48  cm.? 

9.  The  mean  annual  range  of  temperature  at  a  certain  place  is  100*  F.  What 
is  this  in  degrees  Cent.? 

10.  Lead  melts  at  326*  C,  and  in  melting  absorbs  as  much  heat  as  would  raise 
5*37  times  its  mass  of  water  1*  C.  What  numbers  will  take  the  place  of  326  and 
6*37  when  the  Fahrenheit  scale  is  employed  ? 

11.  Show  that  the  temperature  -40*  C.  and  the  temperature  -40*  F.  are 
identical. 

12.  What  temperature  is  expressed  by  the  same  number  in  the  Fahr.  and 
R^u.  scales? 

EXPANSIOK. 

The  following  coefficients  of  expansion  can  be  used  :- 

liDear.  Cubical. 


Steel, -0000116 

Copper, -0000172 

Brass, -0000188 

Glass, -0000080 


Glass, -000024 

Mercury, -000179 

Alcohol, -001060 

Ether, -001520 


13.  The  correct  length  of  a  steel  chain  for  land  measuring  is  66  ft.  Express, 
as  a  decimal  of  an  inch,  the  difference  between  the  actual  lengths  of  such  a  chain 
at  0*  and  20*. 
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14.  One  braAS  yard-measure  is  correct  at  0**  and  another  at  20*.  Find,  as  a 
decimal  of  an  inch,  the  diiference  of  their  lengths  at  the  same  temperature. 

15.  A  lump  of  copper  has  a  volume  268  cc.  at  0\    Find  its  volume  at  100*. 

16.  A  glass  vessel  has  a  capacity  of  1000  cc.  at  0*.    What  is  its  capacity  at  10°1 

17.  A  weight-thermometer  contains  462  gm.  of  a  certain  liquid  at  0*  and  only 
454  gm.  at  20*.  Find  the  mean  relative  expansion  per  degree  between  these 
limits. 

18.  A  weight-thermometer  contains  325  gm.  of  a  liquid  at  zero,  and  5  gm.  run 
out  when  the  temperature  is  raised  to  12*.  Find  the  mean  coeflScient  of  apparent 
expansion. 

19.  If  the  coefficient  of  relative  expansion  of  mercury  in  glass  be  ^^^,  what 
mass  of  mercury  will  overflow  from  a  weight-thermometer  which  contains  650  gm. 
of  mercury  at  0**  when  the  temperature  is  raised  to  100°? 

20.  The  capacity  of  the  bulb  of  a  thermometer  together  with  as  much  of  the 
stem  as  is  below  zero  is  '235  cc.  at  0*,  and  the  section  of  the  tube  is  ^iJW  ^^-  ^"^' 
Compute  the  length  of  a  degree  (1),  if  the  fluid  be  mercury ;  (2),  if  it  be  ether. 

21.  The  bulb,  together  with  as  much  of  the  stem  as  is  below  the  zero-point, 
contains  3'28  gm.  of  mercury  at  zero,  and  the  length  of  a  degree  is  *1  cm.  Com- 
piite  the  section  of  the  tube,  the  density  of  mercury  being  about  13*6. 

22.  What  will  be  the  volume  at  3(X)*'  of  a  quantity  of  gas  which  occupies 
KXK)  cc.  at  0*,  the  pressure  being  the  same? 

23.  What  will  be  the  volume  at  400*  of  a  quantity  of  gas  which  occupies 
1000  cc.  at  100*,  the  pressure  being  the  same? 

24.  What  will  be  the  pressure  at  30*  of  a  quantity  of  gas  which  at  0*  has  a 
pressure  of  a  million  dynes  per  sq.  cm.,  the  gas  being  confined  in  a  close  vessel 
whose  expansion  may  be  neglected  ? 

25.  A  thousand  cc.  of  gas  at  1'0136  million  dynes  per  sq.  cm.  are  allowed  to 
expand  till  the  pressure  becomes  a  million  dynes  per  sq.  cm.,  and  the  temperature 
is  at  the  same  time  raised  from  its  initial  value  0*  to  100*.    Find  the  final  volume. 

26.  A  gas  initially  at  volume  4500  cc,  temperature  100*,  and  a.pressure  repre- 
sented by  75  cm.  of  mercuiy,  has  its  pressure  increased  by  1  cm.  of  mercury  and 
its  temperature  raised  to  200*.    Find  its  final  volume. 

27.  At  what  temperature  will  the  volume  of  a  gas  at  a  pressure  of  a  million 
dynes  per  sq.  cm.  be  1000  cc,  if  its  volume  at  temperature  0*  and  pressure  1*02 
million  dynes  per  sq.  cm.  be  1200  cc? 

28.  What  temperature  on  the  Fahrenheit  scale  is  the  absolute  zero  of  the  air- 
thermometer? 

29.  Find  the  coefficient  of  expansion  of  air  per  degree  Fahrenheit,  when  0*  F. 
is  the  starting-point. 

30.  Express  the  freezing-point  and  boiling-point  of  water  as  absolute  tempera- 
tures Fahrenheit. 

31.  What  is  the  interior  volume  at  0*  C.  of  a  glass  bulb  which  at  25*  C.  is 
exactly  filled  by  53  grammes  of  mercury? 

For  Densities  of  Gases  see  p.  297. 

32.  At  what  temperature  does  a  litre  of  dry  air  at  760  mm.  weigh  1  gramme? 

33.  At  what  temperature  will  the  density  of  oxygen  at  the  pressure  0-20  m. 
be  the  same  as  that  of  hydrogen  at  0*  C,  at  the  pressure  1*60  m.? 
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DT 
\The  tabulated  densities  are  proportional  to  the  values  of  -p-  for  the  different 


34.  What  must  b^  the  pressure  of  air  at  16%  that  its  density  may  be  the  same 
as  that  of  hydrogen  at  0"  and  760  mm.? 

35.  A  mercurial  barometer  with  brass  scale  reads  at  one  time  770  mm.  with  a 
temperature  86%  and  at  another  time  760  mm.  with  a  temperature  5*.  Find  the 
ratio  of  the  former  pressure  to  the  latter. 

36.  The  normal  density  of  air  being  '000164  of  that  of  brass,  what  change  is 
produced  in  the  force  required  to  sustain  a  kilogramme  of  brass  in  air,  when  the 
pressure  and  temperature  change  from  713  mm.  and  - 19*"  to  781  nmi.  and  +36**? 

37.  A  cylindrical  tube  of  glass  is  divided  into  300  equal  parts.  It  is  loaded 
with  mercury,  and  sinks  to  the  50th  division  from  the  top  in  water  at  10*.  To 
what  division  will  it  sink  in  water  at  60%  the  volumes  of  a  given  mass  of  water 
at  these  temperatures  being  as  1*000268  to  1-01205] 

38.  A  closed  globe,  whose  external  volume  at  0*  is  10  litres,  is  immersed  in 
air  at  15*  and  at  a  pressure  of  0*77  m.  Bequired  (1)  the  loss  of  weight  which  it 
experiences  from  the  action  of  the  air;  (2)  the  change  which  this  loss  would 
undergo  if  the  pressure  became  0*768  m.  and  the  temperature  17°. 

39.  A  brass  tube  contains  mercury,  with  a  piece  of  platinum  immersed  in  it; 
and  the  level  of  the  liquid  is  marked  by  a  scratch  on  the  inside  of  the  tube.  On 
applying  heat,  it  is  found  that  the  liquid  still  stands  at  this  mark.  Deduce  the 
ratio  of  the  weight  of  the  platinum  to  that  of  the  mercury,  assuming  the  density 
of  mercury  to  be  21*5,  and  its  linear  expansion  '00001  per  degree. 

40.  A  glass  tube,  closed  at  one  end  and  drawn  out  at  the  other,  is  filled  with 
dry  air,  and  raised  to  a  temperature  s  at  atmospheric  pressure.  It  is  then  her- 
metically sealed.  When  it  has  been  cooled  to  the  temperature  100*  C,  it  is 
inverted  over  mercury,  and  its  pointed  end  is  broken  off  beneath  the  surface  of 
the  liquid.  The  mercury  rises  to  the  height  of  19  centimetres  in  the  tube,  the 
external  pressure  remaining  at  76  cm.  as  at  the  commencement  of  the  experiment. 
The  tube  is  re-inverted,  and  weighed  with  the  mercury  which  it  contains.  The 
weight  of  this  mercury  is  found  to  be  200  grammes ;  when  completely  full  it  con- 
tains 300  grammes  of  mercury.    Deduce  the  temperature  s. 

41.  A  glass  tube,  whose  interior  is  a  right  circular  cylinder,  2  millimetres  in 
diameter  at  0*  C,  contains  a  column  of  mercury,  whose  length  at  this  temperature 
is  2  decim.  What  will  be  the  length  of  this  column  of  mercury  when  the  tem- 
perature is  80*  C? 

42.  Some  dry  air  is  inclosed  in  a  horizontal  thermometric  tube,  by  means  of 
an  index  of  mercury.  At  0*  C.  and  0'760  m.  the  air  occupies  720  divisions  of  the 
tube,  the  tube  being  divided  into  parts  of  equal  capacity.  At  an  unknown 
temperature  and  pressure  the  same  air  occupies  960  divisions.  The  tube  being 
immersed  in  melting  ice,  and  the  latter  pressure  being  still  maintained,  the  air 
occupies  750  divisions.    Bequired  the  temperature  and  pressure. 

43.  A  Graham's  compensating  pendulum  is  formed  of  an  iron  rod,  whose  length 
at  0*  0.  is  I,  carrying  a  cylindrical  vessel  of  glass,  which  at  the  same  temperature 
has  an  internal  radius  r,  and  height  A.  Find  the  depth  x  of  mercury  at  0*  C. 
which  is  necessary  for  compensation,  supposing  that  the  compensation  consists  in 
keeping  the  centre  of  gravity  of  the  mercury  at  a  constant  distance  from  the  axis 
of  suspension. 
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Thermal  Capacity. 
The  following  values  of  specific  heat  can  be  used : — 


Iron, -1098 

Copper, -0949 

Platinum, -0886 

Sand, -215 

Ice, -604 


Mercury, •038 

Alcohol, -648 

Ether, '629 

Air,  at  constant  pressure,  *2875 


44.  17  parts  by  mass  of  water  at  5*  are  mixed  with  23  parts  at  12".  Find  the 
resulting  temperature. 

45.  200  gm.  of  iron  at  300"  are  immersed  in  1000  gm.  of  water  at  0".  Find 
the  resulting  temperature. 

46.  Find  the  specific  heat  of  a  substance  80  gm.  of  which  at  100**,  when  im- 
mersed in  200  gm.  of  water  at  10"  give  a  resulting  temperature  of  20". 

47.  16  parts  by  mass  of  sand  at  75",  and  20  of  iron  at  45"  are  thrown  into 
50  of  water  at  4".    Find  the  temperature  of  the  mixture. 

48.  300  gm.  of  copper  at  100"  arte  immersed  in  700  gm.  of  alcohol  at  0".  Find 
the  resulting  temperature. 

49.  If  the  length,  breadth,  and  height  of  a  room  are  respectively  6,  5,  and  3 
metres,  how  many  gramme-degrees  of  heat  will  be  required  to  raise  the  tempera- 
ture of  the  air  which  fills  the  room  by  20",  the  pressure  of  the  air  being  constant, 
and  its  average  density  '00128  gm.  per  cubic  centimetre? 

50.  Find  the  thermal  capacities  of  mercury,  alcohol,  and  ether  per  unit  vol- 
ume, their  densities  being  respectively  13*6,  '791,  and  *716. 

Latent  Heat. 

The  following  values  of  latent  heat  can  be  used : — 

In  Moltiug.  In  EvRporation  at  Atmospheric  Pressure. 

Water, 80  I  Steam, 536 

Jicad, 6-4  I 

51.  Find  the  result  of  mixing  5  gm.  of  snow  at  0"  with  23  gm.  of  water  at  20". 

52.  Find  the  result  of  mixing  6  parts  (by  mass)  of  snow  at  0"  with  7  of 
water  at  50". 

53.  Find  the  result  of  mixing  3  parts  by  mass  of  snow  at  - 10"  with  8  of 
water  at  40". 

54.  Find  the  result  of  mixing  equal  masses  of  snow  at  - 10"  and  water  at  60". 

55.  Find  the  temperature  obtained  by  introducing  10  gm.  of  steam  at  100" 
into  1000  gm.  of  water  at  0". 

56.  Lead  melts  at  326".  Its  specific  heat  is  -0314  in  the  solid,  and  '0402  in 
the  liquid  state.  Find  what  mass  of  water  at  0"  will  be  raised  one-tenth  of  a 
degree  by  dropping  into  it  100  gm.  of  melted  lead  at  350". 

57.  What  mass  of  mercury  at  0"  will  be  raised  1"  by  dropping  into  it  150  gm. 
of  lead  at  400"? 

58.  A  litre  of  alcohol,  measured  at  0"  C,  is  contained  in  a  brass  vessel  weigh- 
ing 100  grammes,  and  after  being  raised  to  58"  C,  is  immersed  in  a  kilogramme 
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of  water  at  10*  C,  contained  in  a  brass  vessel  weighing  200  grammes.  The  tem- 
perature of  the  water  is  thereby  raised  to  27*.  What  is  the  specific  heat  of 
alcohol?    The  specific  gravity  of  alcohol  is  0'8 ;  the  specific  heat  of  brass  is  O'l. 

59.  A  copper  vessel,  weighing  1  kilogramme,  contains  2  kilogr.  of  water.  A 
thermometer  composed  of  100  grammes  of  glass  and  200  gr.  of  mercury,  is  com- 
pletely immersed  in  this  water.  All  these  bodies  are  at  the  same  tempei'ature, 
0*  C.  If  100  grammes  of  steam  at  100*  C.  are  passed  into  the  vessel,  and  con- 
densed in  it,  what  will  be  the  temperature  of  the  whole  apparatus  when  equili- 
brium has  been  attained,  supposing  that  there  is  no  loss  of  heat  externally.  The 
specific  heat  of  mercury  is  0*033 ;  of  copper,  0*095;  of  glass,  0*177. 

Various. 

60.  A  truly  conical  vessel  contains  a  certain  quantity  of  mercury  at  0*  C.  To 
what  temperature  must  the  vessel  and  its  contents  be  raised  that  the  depth  of  the 
liquid  may  be  increased  by  ^l^  of  itself? 

61.  There  is  a  bent  tube,  terminating  at  one  end  in  a  large  bulb,  and  simply 
closed  at  the  other.  A  column  of  mercury  stands  at  the  same  height  in  ihe  two 
branches,  and  thus  separates  two  quantities  of  air  at  the  same  pressure.  The  air 
in  the  bulb  is  saturated  with  moisture ;  that  in  the  opposite  branch  is  perfectly 
dry.  The  length  of  the  column  of  dry  air  is  known,  and  also  its  initial  pressure, 
the  temperature  of  the  whole  being  0*  C.  Calculate  the  displacement  of  the 
mercurial  column  when  the  temperature  of  the  apparatus  is  raised  to  100*  C. 
The  bulb  is  supposed  to  have  enough  water  in  it  to  keep  the  air  constantly 
saturated ;  and  is  also  supposed  to  be  so  large  that  the  volume  of  the  moist  air  is 
not  sensibly  afi*ected  by  the  displacement  of  the  mercurial  column. 


Conduction. 
{Units  the  centimetre^  gramme,  and  second.) 

62.  How  many  gramme-degrees  of  heat  will  be  conducted  in  an  hour  through 
each  sq.  cm.  of  an  iron  plate  '02  cm.  thick,  its  two  sides  being  kept  at  the  respec- 
tive tem()eratures  225*  and  275*,  and  the  mean  conductivity  of  the  iron  between 
these  temperatures  being  '12? 

63.  Through  what  thickness  of  copper  would  the  same  amount  of  heat  flow 
aji  through  the  '02  cm.  of  iron  in  the  preceding  question,  with  the  same  tempera- 
tures of  its  two  faces,  the  mean  conductivity  of  the  copper  between  these  tem- 
peratures being  unity? 

64.  How  much  heat  will  be  conducted  in  an  hour  through  each  sq.  cm.  of  a 
plate  of  ice  2  cm.  thick,  one  side  of  the  ice  being  at  0*  and  the  other  at  -  3*,  and 
its  conductivity  being  *00223 ;  and  what  volume  of  water  at  0*  would  be  converted 
into  ice  at  0*  by  the  loss  of  this  quantity  of  heat? 

65.  How  much  heat  wiD  escape  in  an  hour  from  the  walls  of  a  building,  if 
their  area  be  80  sq.  metres,  their  thickness  20  cm.,  their  material  sandstone  of 
conductivity  *01,  and  the  diflference  of  temperature  between  outside  and  inside 
15"?  What  quantity  of  carbon  burned  per  hour  would  generate  heat  equal  to 
this  loss? 
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Htorombtrt. 


66.  A  cubic  metre  of  air  at  20°  is  found  to  contain  11*56  grammee  of  aqueoua 
vapour.  What  is  the  relative  humidity  of  this  air,  the  maximum  pressure  of 
vapour  at  20°  being  17*39  nam.? 

67.  Calculate  the  weight  of  15  litres  of  air  saturated  with  aqueous  vapour  at  20° 
and  750  mm. 

Thermootnamics. 

For  the  value  of  Joule's  equivalent  see  §  487. 
For  heats  of  combustion  see  §  509. 

68.  The  labour  of  a  horse  is  employed  for  3  hours  in  raising  the  temperature  of 
a  million  grammes  of  water  by  friction.  What  elevation  of  temperature  will  be 
produced,  supposing  the  horse  to  work  at  the  rate  of  6  x  10*  ergs  per  second  ? 

69.  From  what  height  (in  cm.)  must  mercury  fall  at  a  place  where  g  is  980,  in 
order  to  raise  its  own  temperature  1°  by  the  destruction  of  the  velocity  acquired, 
supposing  no  other  body  to  receive  any  of  the  heat  thus  generated? 

70.  With  what  velocity  (in  cm.  per  sec.)  must  a  leaden  bullet  strike  a  target 
that  its  temperature  may  be  raised  100°  by  the  collision,  supposing  all  the  energy 
of  the  motion  which  is  destroyed  to  be  spent  in  heating  the  bullet? 

71.  What  is  the  greatest  proportion  of  the  heat  received  by  an  engine  at  200' 
that  can  be  converted  into  mechanical  effect,  if  the  heat  which  is  given  out  from 
the  engine  is  given  out  at  the  temperature  10°1 

72.  If  a  perfect  engine  gives  out  heat  at  0°,  at  what  temperature  must  it  take 
in  heat  that  half  the  heat  received  may  be  converted? 

73.  What  mass  of  carbon  burned  per  hour  would  produce  the  same  quantity 
of  heat  as  the  work  of  one  horse  for  the  same  time,  a  horse-power  being  taken  as 
75  X  10^  ergs  per  second. 

74.  A  specimen  of  good  coal  contains  88  per  cent,  of  carbon  and  4^  per  cent, 
of  hydrogen  not  already  combined  with  oxygen.  How  many  gramme-degrees  of 
heat  are  generated  by  the  combustion  of  1  gm.  of  this  coal;  and  with  what 
velocity  must  a  gramme  of  matter  move  that  the  energy  of  its  motion  may  be 
equal  to  the  energy  developed  by  the  combustion  of  the  said  gramme  of  coal? 

Adiabatic  Compression  and  Extension. 

75.  Find  the  rise  of  temperature  produced  in  water  at  10°  C.  by  an  atmosphere 
of  additional  pressure,  an  atmosphere  being  taken  as  a  million  dynes  per  sq.  cm., 
and  the  coefficient  of  expansion  at  this  temperature  being  "000092. 

76.  Find  the  ratio  of  the  adiabatic  to  the  isothermal  resistance  of  water  at  10^ 
to  compression,  the  value  of  the  latter  being  2*1  x  10^^  dynes  per  sq.  cm. 

77.  Find  the  fall  of  temperature  produced  in  a  wrought  iron  bar  by  applying  a 
pull  of  a  million  dynes  per  sq.  cm.  of  section,  the  coefficient  of  expansion  being 
•0000122. 

78.  Find  the  ratio  of  the  adiabatic  to  the  isothermal  resistance  of  the  bar  to 
extension,  the  value  of  the  latter  being  1*96  x  10^*  dynes  per  sq.  cm. 
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ANSWERS  TO  EXAMPLES. 

Ex.  1.  16*J  C,  IS'^i  R  Ex.  2.  9^  C,  Srf  F.  Ex.  3.  31"^  C,  66'i  F.  Ex.  4. 
2Vi  C,  16*f  R.  Ex.  6.  48"  R.,  140'  F.  Ex.  6.  ZTi  C,  99"^  F.  Ex.  7.  -00203. 
Ex.  8.  90  ft.,  2743  cm.     Ex.  9.  55-|  C.    Ex.  10.  619%  9*666.     Ex.  12.  - 256. 

Ex.  13.  -184  in.  Ex.  14.  0136  in.  Ex.  15.  269*33  cc.  Ex.  16.  1000-24  cc. 
Ex.  17.  -000881.  Ex.  18.  '001302.  Ex.  19.  ^  =  9'S6  gm.  Ex.  20.  (1)  -084  cm., 
(2)  -714  cm.    Ex.  21.  -000432  sq.  cm. 

Ex.  22.  2098  cc.  Ex.  23.  1804  cc.  Ex.  24.  1*1098  million.  Ex.  25.  1386  cc. 
Ex.  26.  5631  cc.     Ex.  27.  -50*. 

Ex.  28.  -459".  Ex.  29.  ■^.  Ex.  30.  491%  671".  Ex.  31.  3*913  cc.  Ex.  32. 
80**  C.  Ex.  33.  272^  Ex.  34.  66-6  mm.  Ex.  36.  769-53  :  769-39.  Ex.  36. 
-155-  '140  =  *016  grammes  of  increase  in  the  apparent  weight. 

Ex.  37.  47-36.  Ex.  38.  Loss  of  12*42  gm.,  diminished  by  12  gm.  Ex.  39.  The 
ratio  of  the  platinum  to  the  mercury  is  4*7  to  1  by  volume,  and  7*6  to  1  by  weight. 
Ex.  40.  1219^ 

Ex.  41.  20248  decim.     Ex.  42.  7r*6,  '7296  m.    Ex.  43.  •160^  +  *103A. 

Ex.  44.  9**02.  Ex.  45.  6"*44.  Ex.  46.  A  =  *3126.  Ex.  47.  10*.  Ex.  48.  6''-91. 
Ex.  49.  547200.     Ex.  50.  '449,  -433,  '379. 

Ex.  51.  Water  at  2"|.  Ex.  52.  1}  part  snow,  llg  water,  all  at  zero.  Ex.  53. 
Water  at  5*9.  Ex.  54.  313  snow,  1*687  water,  all  at  zero.  Ex.  65.  Water  at 
6**3.    Ex.  66.  16600  gm.  nearly.    Ex.  57.  84400  gm.  nearly. 

Ex.  68.  -687.    Ex.  59.  28*7.    Ex.  60.  88^     Ex.  61.  The  displacement  x  is  given 

by  the  equation  2r=753-7-3=^  ^^tP  ^^d  I  being  the  given  pressure  and 

length. 

Ex.  62.  1080000.  Ex.  63.  J  cm.  =  *1666  cm.  Ex.  64.  11*88  gm.-deg.,  -149  cc. 
Ex.  66.  21600000  gm.-deg.,  2700  gm. 

Ex.  66.  67  per  cent.  Ex.  67.  17*68  gm. 

Ex.  68.  l''*54.  Ex.  69.  1414  cm.  Ex.  70.  16240  cm.  per  sec.  Ex.  71.  }?8  = 
-4  nearly.  Ex.  72.  273^  Ex.  73.  80-36  gm.  Ex.  74.  8670  gm.-deg.,  848400  cm. 
per  sec.  nearly. 

Ex.  76.  0''*000626.   Ex.  76.  1*0012.   Ex.  77.  0**00009.   Ex.  78.  1*002. 
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Absolute  temperature  and  abso- 
lute zero  by  air-thermometer, 
30X. 

by  thermo  •  dynamic  scale, 

473. 

Absorbing  powers,  443. 

Absorption  and  emission,  437. 

equality  of,  454. 

Actinometer,  486. 

Adiabatic  changes  in  gases,  474. 

liquids  and  solids,  477- 

480. 

Air,  cooling  of,  by  ascent,  476. 

—  density  of  dry,  305. 
of  moist,  40a 

—  temperature  of,  518,  523. 
Air-engine,  491. 
Air-thermometer,  301. 

Alcohol  at  low  temperatures,  350. 

—  thermometers,  267,  280. 
Alum,  its  small  diathermancy,  450, 

453- 
Andre  ws'calorimetric  experiments, 

483. 

—  on    continuity  of  liquid   and 

gaseous  states,  351. 
Anemometers,  528. 
Animal  heat  and  work,  485. 
Apjohn's  Formula,  397. 
Ascent,  cooling  of  air  by,  476. 
Aspirator,  395. 
Atmosphere,  distribution  of,  over 

the  earth,  526. 
Atmospheric  circulation,  general, 

525. 
Atomic  weight  inversely  as  specific 

heat,  318. 
August's  psychrometer,  395. 

Bar,  flow  of  heat  in,  426. 
Barometric    variation    with    lati- 
tude, 526. 
Boiler  of  steam-engine,  506-508. 
Boiling,  355,  357. 

—  by  bumping,  365. 

—  explosive,  363. 

—  promoted  by  presence  of  air, 

36a. 

Boiling-points,  affected  by  pres- 
sure^ pB. 

heights  determined  by,  359. 

of  solutions,  36a. 

table  of,  356. 

Bottomley's  ice  experiment,  333. 

Boutigny's  experiments,  366. 

Breezes,  land  and  sea,  524. 

Breguet's  thermometer,  274. 

Burning  mirrors,  435. 

Bursting  by  freezing,  330. 

Bursting  of  boilers,  507. 

Cagniard  de  Latour's  experiments 

on  vaporization,  351. 
Calibration.  261. 


Calorescence,  454. 
Caloric  theory,  457. 
Calorimeter,  313. 
Calorimetry,  3x0. 
Capacity,  thermal.  3x1. 

specific,  3x2. 

Carbonic   add,    solidification   of, 

350. 
Camot's  principles,  467. 
Carres  two  freezing-machines,  347, 

349- 
Centigrade  scale,  265. 
Centrifugal  governor,  498. 
Chemical  combination,  482. 

—  hygrometer,  399. 

Cherra  Ponjee,  rainfall  at,  406. 
Chimneys,  draught  of,  306. 
Climates,  insular  and  continental. 

520. 
Gothing,  warmth  of,  424. 
Clouds,  402-406. 
Coal,  origin  of,  486. 
Coefficient  of  expansion,  982. 

uble  of,  284. 

Cold  of  evaporation,  345. 
Combination  by  volume,  378. 
Combination,  heat  of,  482. 

table  of,  484. 

Combustion,  heat  of,  484. 
Comparability    of    thermometers, 

a8o. 
Compensated  pendulums,  984. 
Compound  engines,  501. 
Condensation,  342. 
Condenser  of  steam-engine,  498, 

509. 
Conduction  of  heat,  412. 

—  —  in  gases,  424, 

in  liquids,  422. 

Conductivity  defined,  4x3. 

—  determinations  of,  419-424. 
Congelation,  325. 

—  at  temperatures  below  freezing, 

326. 
Coi^tigate  mirrors,  436. 
Continental  climates,  59a 
Continuity  of  gaseous  and  liquid 

Mate*.  35X- 
Convection  of  heat,  995,  429,  594. 
Convective  equilibrium  of  air,  476. 
Cooling,  law  of,  430-439. 

—  method  of,  319. 

—  of  air  by  ascent,  476. 
Critical    temperature,    Andrews', 

35a. 
Cryophorus,  348. 
Crystallization,  327. 
Cturrenls,  marine,  599. 
Cyclones,  597. 

Dalton*s  experiments  on  vapours, 
370. 

—  laws  of  vapours,  349. 
Daniell's  hygrometer,  393. 


Davy  lamp,  4x6. 

—  on  friaion  of  ice,  459. 
Dead  points,  496 
Deep-water  thermometers,  97T. 
Degree  of  therxnometer,  979,  28a 
Delaroche's  value  of  specific  heat 

of  air,  398. 
Delicacy  of  thermometer,  267. 
Density,  tee  Air,  Vapour. 

—  correction  of,  for  temperature, 

278. 

—  of  air,  305,  40a 

—  of  gases,  302. 
table  of,  306. 

—  of  vapours,  379. 

De  Saussure's  hygrometer,  399. 
Despretz's  experiments  on  alcohol 

at  low  temperatures,  35a 
Dew,  409. 

—  point,  390. 

computation' of,  396. 

Diathermancy,  448. 

—  table  of,  449. 

Differential  equations  for  flow  of 
heat,  495,  426. 

—  thermometer,  275. 
Difficulty  of  commencing  change 

of  state,  364. 
Diffusive  reflection,  437,  447. 
Diffusivity,  4x3,  4x4. 

—  deduced    from    underground 
temperatures,  426. 

Digester,  Papin's  36a 
Dines'  hygrometer,  393. 
Dissipation  of  energy,  489. 
Distillation,  368. 
Donny's  experiment,  363. 
Draught  of  chimneys,  306. 
Drion's  experiments,  351. 
Dufour^s  experiment,  363. 
Dulong  &  Petit's  law,  318. 

law  of  cooling,  431. 

Dumas'  method  for  vapour  den- 
sities, 379. 

Ebullition,  355,  357. 
Eccentric  of  slide-valve,  497. 
Efficiency  of  thermic  engine,  466- 

47  X  ;  reversible,  469. 
Emission,  coefficient  of,  438. 
Emissive  power,  449. 
Energy,  available  sources  of,  488. 

—  dissipation  ofi  489. 

Engines,  thermic,  see  Steam- 
engine,  465,  491. 

Equilibrating  columns  of  liquid, 
287. 

Equivalents  of  heat  and  woric,  469. 

Evaporation,  337. 

—  cold  of,  345. 

—  latent  heat  of,  385-388. 
Exchanges,  theory  of,  432. 
Expansion,  apparent  and  real,  of 

■  liquids,  978. 
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Expansion  by  heat,  958. 

—  coefficient  of,  a8a. 

—  cubic  and  linear,  277. 

—  force  oC  a86. 

—  heat  lost  in,  464. 

—  in  freezing,  330. 

—  linesu-,  modes  of  observing.  283. 
table  of,  284. 

—  mathematics  of,  277. 

—  of  gases,  281. 
table  of,  300. 

—  of  liquids,  table  of,  291,  292. 

—  of  mercury,  287-289. 

—  of  solids,  283. 
Expansion  factor,  277. 
Expansive  working  in  steam-en- 
gine, 500,  503. 

Explosion  of  boilers,  507. 

Factor  of  expansion,  277. 

Fahrenheit's  scale  of  temperature, 
265. 

Faraday's  experiments  on  lique- 
faction of  gases,  343,  345. 

on  solidification  of  gases,  350, 

Favre  and  Silbcrmann's  9alori- 
meter,  48a. 

Fire-places,  307. 

Fire-syringe,  457. 

Flowers  of  ice,  327-329. 

Fluorescence,  453. 

Fly-wheel,  498. 

Forbes'  experiments  on  conduc- 
tivity, 420. 

—  observations  on  glacier  motion, 

334. 

Foucault's  magneto  -  thermic  ex- 
periment, 459. 

Franklin's  experiment  on  ebulli- 
tion, 358. 

Frcering  at  abnormally  low  tem- 
peratures, 326,  480. 

—  by  evaporation,  346-350. 

—  by  the  spheroidal  state,  366. 

—  expansion  in,  330. 

—  mercury  in  red-hot  crucible,  366, 

—  mixtures,  324. 
Freezing-point  lowered  by  pres- 

si"^.  33'.  481. 

;  computation,  481. 

by  stresses,  33  a. 

Friction,  heat  of,  458. 
Frost,  hoar,  411. 
Fusion,  320. 

—  latent  heats  of,  322. 

—  temperatures  of,  320. 

Gas-engines,  514-517. 

Gases,  table  of  densities  of,  306. 

—  conducting  power  of,  424. 

—  their  expansion  by  heat,  281, 

297-300. 

—  two  specific  heats  of,  317. 
Gay-Lussac's  experiments  on  ex- 
pansion of  gases,  297. 

method  for  vapour  densities, 

382. 
Gifiard's  injector,  509. 
Glaciers,  motion  of,  334. 
Glaishei^s  balloon-ascents,  523. 

—  tables,  396. 

Glass,  expansion  of,  289. 


Governor -balls,  498. 
Gramme-degree,  311. 
Gridiron-pendulum,  285. 
Gulf-stream,  530. 

Hail,  409. 

Harrison's  gridiron-pendulum,  285. 
Head,  306. 

Heat,  mechanical  equivalent  of, 
461. 

—  of  combustion,  table  of,  484. 

—  quantity  oC  310. 

—  required  for  a  cyclic  change,  474. 
for  change   of  volume  and 

temperature,  473. 

—  units,  311. 

Heating  by  hot  water,  295. 
Heights  measured  by  boiling-point, 

359- 
High-pressure  engines,  50a. 
Him  on  animal  heat,  485. 
Hoar-frost.  41  j. 
Hope's  experiment,  292. 
Howard's  cloud  nomenclature,  404. 
Humidity  of  air,  389. 
Hydrogen,  conductivity  of,  424. 

—  heat  of  combusdon  of,  484. 
Hygroscopes    and    hygrometers 

39»-399- 
Hypsometer,  359. 

Ice-calorimeter,  319. 

flowers,  3a7-329. 

house?,  418. 

—  plasticity  of,  334. 

—  regelation  of,  334. 
Ingenhousz's  experiment,  415. 
Injector,  GifTard's,  509. 
Insular  climates,  520. 
Inverse  squares,  433. 

Iodine,  solution  of,  in  bisulphide 

of  carbon,  453. 
Isothermal  lines,  469,  519. 

Joule's  equivalent,  462. 

— experiment  in  stirring  water,  461. 

Lamp-black  as  absorber,  448. 

radiator,  439. 

Land  and  sea  breezes,  524. 
Laplace  and   Lavoisiei^s  experi- 
ments, 283.  * 
Latent  heat  of  fusion,  321. 

of  vaporization,  385-388. 

of  water,  322,  324. 

Leidenfrost's  phenomenon,  366. 
Leslie's  differential  thermometer, 

275- 

—  experiment  (freezing  by  evapo- 

ration), 346. 
Linear  flow  of  heat,  425. 
Link-motion,  513. 
Liquefaaion  of  gases.  342,  353. 

—  of  oxygen  and  hydrogen,  353. 

—  of  solids,  tee  Fusion. 
Liquids,  expansion  of,  287-296. 
liquid  and  gaseous  sUtes  continu- 
ous, 35X. 

Ix>comotive,  51a 

Mason's  hygrometer,  395. 
Maximum  thermometers,  267. 


Mean  temperature,  518. 
Mechanicsil    equivalent  of  heat, 

Melloni's  experiments,  441-450. 
Melting-points,  table  of,  320. 
Mercury,  expansion  of,  a87-a89. 
Metallic  thermometers,  273. 
Meteoric  theory  of  sun's  heat,  487. 
Meteorology,  402. 
Meyer's  method  for  vapour  den- 
sities, 384. 
Mirrors,  conjugate,  436. 
Mist,  402,  407. 

Mixture  of  gases  and  vapours,  342. 
Mixtures,  boiling-point  of,  362. 

—  method  of,  312. 
Moist  air,  density  of,  40a 
Monsoons,  524. 
Mousson's  experiment,  331. 

Negretti's  maximum  thermometer, 

27a 
Newton's  law  of  cooling,  43a 
Nobili's  thermo-pile,  440. 
Norwegian  cooking-box,  418. 

Obscure  radiation,  453. 
Oceanic  currents,  539. 
Oscillating  engines,  504. 
Oxyhydrogen  blow-pipe,  484. 

Papin*s  digester,  360. 
Parabolic  mirrors,  435. 
Pendulum,  compensated,  284. 
Perfect  gas,  301. 
Phillips'  maximum  thermometer, 

27a 
Plasticity  of  ice,  334. 
Platinum,  expansion  of,  294. 
Pluviometer,  see  Rain-gauge. 
Pneumatic  tinder-box,  457. 
Pressure,  correction  of,  for  gravity, 

377- 
Prevost's  theory  of  radiation,  432. 
Psychrometer,  395. 
PyrheUometer,  486. 
Pyrometer,  274, 30a. 

Quantity  of  heat,  310. 
Quartz  transparent  to  ultra-violet 
rays,  453. 

Radiant  heat  and  light,  451. 
Radiation,  428. 

—  at  different  temperatures,  453. 

—  selective,  454. 
Rain,  407. 

Rainfall,  British,  409. 
Rain-gauge,  407-408. 
Ramsdcn  and  Roy's  experiments, 

284. 
Rankine's   prediction  of  specific 

heat,  476. 
Real  and  apparent  expansion,  278. 
Rdaumur's  scale,  265. 
Red-hot  ball  in  water,  368. 
Reflecting  power,437;  table  of,  445. 
Reflection  of  heat,  434. 
Refrangibility,  change  of,  453. 
Regelation,  334. 
Rcgnault's  hygrometer,  394. 

—  hypsometer,  359. 
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Renault's  experiments  on  expan- 
sion of  gases,  398. 
on  specific  heat,  315. 

—  —  on  vapour-pressures,  371. 
Reversal  of  bright  lines,  455. 
Reversible  engine,  perfect,  467. 

efficiency  of,  469. 

Reversing  of  locomotive,  513. 
Rock-salt,  its  diathermancy,  453, 

454- 
Rotation  of  earth  as  affecting  wind, 

525- 
Rotatory  engines,  504. 
Roy  and  Ramsden's  measures  of 

expansion,  284. 
Rumford  on  heat  of  friction,  458. 

—  on  radiation  in  vacuo,  429. 
Rumford's  thermoscope,  275. 
Rutherford's  self-registering  ther- 
mometers, 268. 

Safety-valve,  361,  507. 

Saline  solutions,  boiling-point  of, 

361. 
Saturated  air,  weight  of,  40a 

—  vapour,  339. 

Scales,  thermometric,  265. 
Scattered  rays,  437,  447. 
Sea-breeze  and  land-breeze,  524. 
Selective  emission  and  absorption, 

454. 
Self-registering  thermometers,  267. 
Sensibility  of  thermometer,  267. 
Six's  thermometer,  267. 
Slide-valve,  497. 
Snow.  408-410. 
Soil,  temperature  of,  52a 
Solar  heat,  486. 

sources  of,  487. 

Solidification,  chajnge  of  voliune  in, 

330. 
-^  of  gases.  350,  353. 

—  of  liquids,  325. 
Solution,  324. 

Solutions,  boiling-points  of,  362. 

Sources  of  energy,  488. 

Specific  gravity,  correction  of,  for 

temperature,  278. 
Specific  heat,  313. 

—  —  of  gases,   317.      Set  Two 

Specific  Heats. 

—  —  tables  of,  3x6. 


Spheroidal  sute,  365. 
Spirit  thermometer,  267,  28a 
Squares,  inverse,  433. 
Steam,  pressure  of,  375. 

—  volume  of,  385. 
Steam-engine,  493. 

—  locomotive,  51a. 
Still,  368. 

Stirling's  air-engine.  491 
Stoves,  308. 

—  Norwegian,  418. 
Sulphate  of  soda,  329. 
Sulphuric  acid,  boiling  of,  365. 
Sun,  SM  Solar. 
Superheated  vapour,  341. 
Superheating  of  steam,  503. 
Supersaturated  solutions,  329 
Surface-condensers,  502. 
Surface  conduction,  430. 
Syringe,  pneumatic.  457. 

Temperatiure,  257. 

—  absolute,  30X,  471. 

—  mean,  518. 

—  of  a  place,  518. 

—  of  the  air,  5x8. 

decrease  upwards,  52a. 

—  of  the  soil,  sax. 

increase  downwards,  522. 

—  scales  of,  265. 
Tension  of  vapour,  338. 
Terrestrial  temperatures,  518. 
Theory  of  exchanges,  432. 
Thermic  engines,  465. 
Thermochrose,  451. 
Thermo-dynaunics,  457. 

—  first  law  of,  462. 

—  second  law  of.  468. 
Thermographs,  272. 
Thermdtaeter,  257-275. 

—  alcohol,  267,  280. 

—  differential,  275. 

—  metallic,  a73. 

—  self-registering,  267. 
Thermo-pile,  440. 
Thilorier^s  apparatus,  344. 
Thomson,  J.,  on  glacier  motion, 

33a.  335. 
on  lowering  of  freezuig-point. 

33»- 
Two  specific  heats,  difference  of, 

464- 


Two  specific  beats,  ratio  of,  475, 

476. 
Tyndall  on  moulding  of  ice,  33$. 

Underground  temperature,  590- 
522. 

difliisivity  deduced  fiom,  436. 

Units  of  heat,  3x1. 

Vapour,  337. 

—  apparatus  to  illustrate,  339. 

—  at  maximum  tension,  338. 
Vapour-density,  379-385. 

related  to  chemical  combina- 
tion, 378. 

Vapour-pressure,  measurement  of. 
370-375- 

—  pressures  of  various  liquids,  376. 
Vegetable  growth,  485. 
Vesicular  state,  403. 

Volume,  change  of,  in  congelation, 

330. 
in  vaporization,  385. 

Walferdin's     maximum    thermo- 
meter, 272. 
Water,  conductivity  of,  423. 

—  conservatism  of,  323. 

—  -equivalent  of  a  body,  312. 

—  expansion  of,  294. 

—  maximum  density  of,  292. 

—  specific  heat  of,  317. 
Watt's  steam-engine,  495-499. 
Weight-thermometer,  281. 
Well-thermometers,  27  x. 
Wet  and  dry  bulb,  395. 
Wiedemann  and   Franz's  experi- 
ments, 419. 

Williams',  Major,  experiment  with 

ice,  330. 
Wind,  causes  of,  524. 

—  measurement  of,  528. 

—  trade,  525. 

Wire-gauze  and  flame,  416. 
Work  spent  in  generating  heat, 

458-464. 

Zero,    absolute,   of   temperature, 

301,  473r 

—  displacement  of,  in  thermome- 

ters, 266,  280. 
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NOTE  PREFIXED  TO   FIRST  EDITION. 

The  accurate  method  of  treating  electrical  subjects  which  has  been 
established  in  this  country  by  Sir  Wm.  Thomson  and  his  coadjutors, 
has  not  yet  been  adopted  in  France ;  and  some  of  Faradajr's  electro- 
magnetic work  appears  to  be  still  very  imperfectly  appreciated  by 
French  writers.  The  Editor  has  accordingly  found  it  necessary  to 
recast  a  considerable  portion  of  the  present  volume,  besides  intro- 
ducing two  new  chapters  (xxxix\  and  XLI^.)  and  an  Appendix. 
Potential  and  lines  of  force  are  not  so  much  as  mentioned  in  the 
original 

The  elements  of  the  theory  of  magnetism  have  been  based  on  Sir 
Wm.  Thomson's  papers  in  the  Philosophical  Transactions;  and  the 
description  of  the  apparatus  used  in  magnetic  observatories  has 
been  drawn  from  the  recently  published  work  of  the  Astronomer 
Royal  The  account  of  electrical  units  given  in  the  Appendix  is 
mainly  founded  on  the  Report  of  the  Electrical  Committee  of  the 
British  Association  for  the  year  1863. 

M.  DeschaneFs  descriptions  of  apparatus,  of  which  some  very 
elaborate  examples  occur  in  the  present  volume,  left  little  to  be 
desired  in  point  of  clearness.  In  no  instance  has  it  been  found 
necessary  to  resort  to  the  mere  verbal  rendering  of  unintelligible 
details. 


This  Part  has  been  thoroughly  revised  since  the  publication  of  the 
first  edition.  Important  changes  and  additions  have  been  made  at 
pages  572, 582, 642-64^4,  675-C77, 773»,  778-784,  and  an  Alphabetical 
Index  has  been  added. 

J.  D.  t, 

Belfast,  Decfmbir,  187  "i. 
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INCHES  AND  TENTHS. 


TABLE  FOR  THE  CONVERStON  OP  FRENCH  INTO  ENGLISH 
MEASURES. 


Measubes  of  Length. 

1  Millimetre  =  '039370432  inch,  or  about  -Js  inch. 

1  Centimetre  =  '39370432  inch. 

1  Decimetre  =  3.937(M32  inches. 

1  Metre  =  39.370432  inches,  or  3.2809  feet  nearly. 

1  Kilometre  =  39370.432  inches,  or  1093'6  yards  nearly. 


Measures  of  Area. 

1  sq.  millimetre  =  '00155003  square  inch. 
1  sq.  centimetre  =  '155003  square  inch. 
1  sq.  decimetre    =  15*5003  square  inches. 
1  sq.  metre  =  1550  03  square  inches,  or 

107641  square  feet. 

Measures  of  Volume. 

1  cubic  centimetre  =  *0610254  cubic  inch. 
1  cubic  decimetre  =  61*0254  cubic  inches. 
1  cubic  metre  =  61025*4  cubic  inches,  or 

35'3156  cubic  feet. 

The  Litre  (used  for  liquids)  is  the  same  as 
the  cubic  decimetre,  and  is  equal  to  1*76172 
imi^erial  pint,  or  '220215  gallon. 


Measures  of  Weight  (or  Mass). 


1  milligramme 
1  centigramme 
1  decigramme 
1  gramme 
1  kilogramme 


'015432349  grain. 
'15432349  grain. 
1*5432349  grain. 
15*432349  grains. 
15432*349    grains,    or 
2-20462125  lbs.  avoir. 


Measures  involving  reference  to  two 

UNITS.  Lb.  per 

square  foot 

1  gramme  per  sq.  centimetre         -  2*048124 

1  kilogramme  per  sq.  metre  -  *2048124 

1  kilogramme  per  sq.  millimetre  =  204812  4 

1  kilogrammetre  =  7*23307  foot-pounds. 

1  force  de  cheval  =  75  kilogram  metres  per 
second,  or  542^  foot-pounds  per  second  nearly, 
whereas  1  horse-power  (English)- 550  foot- 
pounds per  second. 


TABLE    FOR   THE    CONVERSION   OF   ENGLISH    INTO   FRENCH 

MEASURES. 


Measures  of  Length. 

1  inch  =25*39977  millimetres. 
1  foot  =  -30479726  metre. 
1  yard=  -9143918  metre. 
1  mile=l'60933  kilometre. 

Measures  of  Are.v. 

1  sq.  inch  =645*148  sq.  millimetres. 
1  sq.  foot  =  '0929014  sq.  metre. 
1  sq.  yard  ='8361124  sq.  metre. 
1  sq.  mile  =2*589942  sq.  kilometres. 


Solid  Measures. 

1  cubic  inch  =16386*6  cubic  millimetres. 
1  cubic  foot  =•0283161  cubic  metre. 
1  cubic  yard=  '7645343  cubic  metre. 

ME.VSURES  OF  Capacity. 

1  pint  =  -5676275  litre. 
1  gallon  =4*54102  litres. 
1  bu8hel= 36-32816  litres. 
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nil  FBENGH  AND  ENGLISH  HEASUBES. 

Measures  of  Weight. 


1  grain       =  '064799  gramme. 

1  oz.  ayoir.=28'3496  grammes. 

I  lb.  ayoir.  =  '453593  kOogmmme. 

1  ton  =1-01605  tonne=1016-05  kiloi. 


MBASUBBB  INTOLVIKa  BKFEREKOE  TO 
TWO  UNITS. 


1  lb.  per  sq.  foot  =4 '88252  kilos,  persq.  metre. 
1  lb.  per  sq.  inoh=  -0703083 kilos,  persq.  centi- 
metre. 
1  foot-pound     =  '138254  Idlogiammetre. 


TABLE  OF  CONSTANTS. 

The  velocity  acquired  in  falling  for  one  second  in  vacuo,  in  any  pait  of  Great  Britain, 
is  about  32*2  feet  per  second,  or  9*81  metres  per  second. 

The  pressure  of  one  atmosphere,  or  760  millimetres  [29*922  inches)  of  mercury,  is  1*033 
kilogramme  per  sq.  centimetre,  or  14*73  lbs.  per  square  mch. 

The  weight  of  a  litre  of  dry  air,  at  this  pressure  (at  Paris)  and  0**  0.,  is  1*293  gramme. 

The  weight  of  a  cubic  centimetre  of  water  is  about  1  gramme. 

Tlie  weight  of  a  cubic  foot  of  water  is  about  62*4  lbs. 
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ELECTRICITY. 


CHAPTER    XXXV. 


INTBODUOTOBY    PHENOMENA. 


408.  Fundamental  Phenomena. — If  a  gla^s  tube  be  rubbed  with  a 
silk  handkerchief,  both  tube  and  rubber  being  very  dry,  tlie  tube 
will  be  found  to  have  acquired  the  property  of  attracting  light  bodies. 
If  the  part  rubbed  be  held  near  to  small  scraps  of  paper,  pieces  of 


Fig.  8d8.-Attnciion  of  Light  Bodies  by  au  Elaotrilled  Body. 

cut  straw,  sawdust,  &c.,  these  objects  will  move  to  the  tube ;  some- 
times they  remain  in  contact  with  it,  sometimes  they  are  alternately 
attracted  and  repelled,  the  intensity  as  well  as  the  duration  of  these 
effects  varying  according  to  the  amount  of  friction  to  which  the  tube 
has  been  subjected. 

If  the  tube  be  brought  near  the  face,  the  result  is  a  sensation  similar 
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to  that  produced  by  the  contact  of  a  cobweb.  If  the  knuckle  be  held 
near  the  tube,  a  peculiar  crackling  noise  is  heard,  and  a  bright  spark 
passes  between  the  tube  and  knuckla  The  tube  then  has  acquired 
peculiar  properties  by  the  application  of  friction.  It  is  said  to  be 
electrified,  and  the  name  of  electricity  is  given  to  the  agent  to  which 
the  various  phenomena  just  described  are  attributed. 

Glass  is  not  the  only  substance  which  can  be  electrified  by  friction; 
the  same  property  is  possessed  also  by  resin,  sulphur,  precious  stones, 
amber,  &a  The  Greek  name  of  this  last  substance  {p.ti:Tpoy)  is  the 
root  from  which  the  word  electricity  is  derived. 

At  first  sight  it  appears  that  this  property  of  becoming  electrified 
by  friction  is  not  common  to  all  bodies ;  for  if  a  bar  of  metal  be  held 
in  the  hand  and  rubbed  with  wool,  it  does  not  acquire  the  properties 


Fig.  888.— Elactzilioation  of  a  Metal  by  Friction. 

of  an  electrified  body.  But  we  should  be  wrong  in  concluding  that 
metals  cannot  be  electrified  by  friction;  for  if  the  bar  be  fitted  on  to 
a  glass  rod,  and,  while  held  by  this  handle,  be  struck  with  flannel  or 
catskin,  it  may  be  very  sensibly  electrified.  There  is  therefore  no 
basis  for  the  distinction  formerly  made  between  electrics  and  non- 
electrics,  that  is,  between  substances  capable  and  incapable  of  being 
electrified  by  friction ;  for  all  bodies,  as  far  as  at  present  known,  are 
capable  of  being  thus  excited.  There  is,  however,  an  important  dif- 
ference of  another  kind  between  them,  which  was  first  pointed  out 
by  Stephen  Grey  in  1729. 

409.  Conductors  and  Non-condactorB. — In  certain  bodies,  such  as 
glass  and  resin,  electricity  does  not  spread  itself  beyond  the  parts  of 
the  surface  where  it  has  been  developed ;  while  in  other  bodies,  such 
as  metals,  the  electricity  developed  at  any  point  immediately  spreads 
itself  over  the  whole  body.  Thus,  in  the  last-mentioned  experiment, 
the  signs  of  electricity  are  immediately  manifested  at  the  end  of  the 
metal  bar  which  is  £a.rthest  from  the  glass  rod,  if  the  end  next  the 
rod  be  submitted  to  friction.  Bodies  of  the  former  kind,  such  as 
glass,  resin,  &c.,  are  said  to  be  rum-conductore,  Metals  are  said  to 
be  good  coTiductors,  A  non-conductor  is  often  called  an  iriaulator, 
and  a  conductor  supported  by  a  non-conductor  is  said  to  be  vn- 
svlated.  The  appropriateness  of  these  expressions  is  evident.  No 
substance  is  perfectly  non-conducting,  but  the  difierence  in  conduct- 
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ing  power  between  what  are  called  non-conductors  and  good  con- 
ductors, is  enormous.  The  following  are  lists  of  conductors  and 
non-conductors,  arranged,  at  least  approximately,  in  order  of  their 
conducting  powers.  In  the  list  of  conductors,  the  best  conductors 
are  put  first;  in  the  list  of  non-conductors,  the  worst  conductors  (or 
best  insulators)  are  put  first 


CONDUCfTOlW. 

AU  metals. 

MetaUio  ores. 

Living  vegetables. 

Well- burned  charcoal. 

Animal  fluids. 

Fhtt. 

Plumbago. 

Sea  water. 

Hemp. 

Concentrated  acids. 

Spring  water. 

Living  animals. 

DUute  acids. 

Rainwater. 

Flame. 

Saline  solutions. 

Snow. 

NON-CONDUOTOES. 

Moist  earth  and  stones. 

Shellac. 

Gems. 

Leather. 

Amber. 

Ebonite. 

Baked  wood. 

Resins. 

Caoutchouc. 

Porcelain. 

Sulphur. 

Gutta-percha. 

Marble. 

Wax. 

Silk. 

Camphor. 

Jet. 

Wool 

Chalk. 

Glass. 

Feathers. 

Lime. 

Mica. 

Dry  paper. 

Oils. 

Diamond. 

Ji'arohment. 

MetaUic  oxides. 

The  human  body  is  a  good  conductor  of  electricity.  If  a  pei-son 
standing  on  a  stool  with  glass  legs  be  struck  witli  a  catskin,  he 
becomes  electrified  in  a  very  perceptible  degree,  and  sparks  may  be 
drawn  fi'om  any  part  of  his  body. 

When  an  insulated  and  electrified  conductx)r  is  allowed  to  touch 
another  conductor  insulated  but  not  electrified,  it  is  observed  that, 
after  the  contact,  both  bodies  possess  electrical  properties,  electricity 
having  been  communicated  to  the  second  body  at  the  expense  of  the 
first  If  the  second  body  be  much  the  larger  of  the  two,  the  electri- 
city of  the  first  is  greatly  diminished,  and  may  become  quite  insen- 
sible. This  explains  the  disappearance  of  electricity  when  a  body  is 
put  in  connection  with  the  earth,  which,  together  with  most  of  the 
objects  on  its  surface,  may  be  regarded  as  constituting  one  enormous 
conductor.  On  account  of  its  practically  inexhaustible  capacity  for 
furnishing  or  absorbing  electricity,  the  earth  is  often  called  the  comr 
man  reservoir. 

It  will  now  be  ea.sily  understood  why  it  is  not  possible  to  electrify 
a  metal  rod  by  rubbing  it  while  it  is  held  in  the  hand ;  since  the 
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electricity,  as  fietst  as  it  is  generated,  passes  off  through  the  body  into 
the  earth. 

Air,  when  thoroughly  dry,  is  an  excellent  insulator ;  and  electrified 
conductors  exposed  to  it,  and  otherwise  insulated,  retain  their  chai^ 
with  very  little  diminution  for  a  considerable  time.  Dampness  in 
th  e  air  is,  however,  a  great  obstacle  to  insulation,  mainly,  or  (as  it  would 
appear  from  Sir  W.  Thomson's  experiments)  entirely,  by  reason  of  the 
moisture  which  condenses  on  the  insulating  supports.  Electrical 
experiments  are  accordingly  very  difficult  to  perform  in  damp  wea- 
ther. The  difficulty  is  sometimes  met  by  employing  a  stove  to  heat 
the  air  in  the  neighbourhood  of  the  supports,  and  thus  diminish  its 
relative  humidity.  Sir  W.  Snow  Harris  employed  heating-irons, 
which  were  heated  in  a  fire,  and  then  fixed  near  the  insulating  sup- 
ports; and  thus  succeeded  in  exhibiting  electrical  experiments  to  an 
audience  in  the  most  unfavourable  weather.  Sir  W.  Thomson,  by 
keeping  the  air  in  the  interior  of  his  electrometers  dry  by  means  of 
sulphuric  acid,  causes  them  to  retain  their  charge  with  only  a  small 
percentage  of  loss  in  twenty-four  houra  Dry  frosty  days  are  the  best 
for  electrical  experiments,  and  next  perhaps  to  these,  is  the  season  of 
dry  cutting  winds  in  spring. 

410.  Duality  of  Eleotrioity. — The  elementary  phenomena  which  we 
have  mentioned  in  the  beginning  of  this  chapter  may  be  more  accu- 
rately studied  by  means  of  the  electric  pendulum,  which  consists  of  a 
pith-ball  suspended  by  a  silk  fibre  from  an  insulated  support  When 
an  electrified  glass  rod  is  brought  near  the  insulated  ball,  the  latter 
is  attracted ;  but  as  soon  as  it  touches  the  glass  tube,  the  attraction 
is  changed  to  repulsion,  which  lasts  as  long  as  the  ball  retains  the 
electricity  which  it  has  acquired  by  the  contact  A  similar  experi- 
ment can  be  shown  by  emplo3nng,  instead  of  the  glass  tube,  any 
other  body  which  has  been  electrified  by  friction,  for  example,  a 
piece  of  resin  which  has  been  rubbed  vrith  flannel 

If,  while  the  pendulum  exhibits  repulsion  for  the  glass,  the  electri- 
fied resin  is  brought  near,  it  is  attracted  by  the  latter ;  and  conversely, 
when  it  is  repelled  by  the  resin,  it  is  attracted  by  the  glasa  These 
phenomena  clearly  show  that  the  electricity  developed  on  the  resin 
is  not  of  the  same  kind  as  that  developed  on  the  glass.  They  exhibit 
opposite  forces  towards  any  third  electrified  body,  each  attracting  what 
the  other  repels.  They  have  accordingly  received  names  which  indi- 
cate opposition.  The  electricity  which  glass  acquires  when  rubbed 
witli  silk,  is  called  positive;  and  that  which  resin  acquires  by  friction 
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with  flannel,  negative.    The  former  is  also  called  vitrecms,  and  the 
latter  reairuma.    On  repeating  the  experiment  with  other  substances^ 


Fig.  834.— Bleotrio  Pendulnnu 

it  is  found  that  all  electrified  bodies  behave  either  like  the  glass  or 
like  the  resin. 

410  a. — Without  making  any  assumption  as  to  what  electricity  is, 
we  may  speak  of  an  electrified  body  as  being  charged  with  electricity, 
and  we  may  compare  quantities  of  electricity  by  means  of  the  attrac- 
tions and  repulsions  exe;rted.  Bodies  oppositely  electrified  must  then 
be  spoken  of  as  charged  with  electridtiea  of  opposite  kind,  or  of 
opposite  sign ;  and  experiment  shows  that,  whenever  electricity  of 
the  one  kind  is  developed,  whether  by  friction  or  by  any  other  means, 
electricity  of  the  opposite  sign  is  always  developed  in  exactly  equal 
quantity.  If  a  conductor  receives  two  charges  of  electricity  of  equal 
quantity  but  opposite  sign,  it  is  found  to  exhibit  no  traces  of  electri- 
city whatever. 

Electricities  of  Wee  sign  repel  one  another  and  those  of  unlike 
sign  attract  on£  another. — The  magnitude  of  the  force  exerted  upon 
each  other  by  two  electrified  bodies,  is  not  altered  in  amount  by 
reversing  the  sign  of  the  electricity  of  one  or  both  of  them,  provided 
that  the  quantities  of  electricity,  and  their  distribution  over  the  two 


Digitized  by 


Googk 


610  LNTaODUCTO&T   PH£M0I1KMA. 

bodies,  remain  unchanged  If  the  sign  of  one  only  be  changed,  the 
mutual  force  is  simply  reversed,  and  if  the  signs  of  both  be  changed, 
the  force  is  not  changed  at  alL 

411. — The  simultaneous  development  of  both  kinds  of  electricity 
is  illustrated  by  the  following  experiment: — Two  persons  stand  on 
stools  with  glass  legs,  and  one  of  them  strikes  the  other  with  a  cat- 
skin.  Both  of  them  are  now  found  to  be  electrified,  the  striker  posi- 
tively, and  the  person  struck  negatively,  and  from  both  of  them 
sparks  may  be  drawn  by  presenting  the  knuckle. 

The  kind  of  electricity  which  a  body  obtains  by  friction  with 
another  body,  evidently  depends  on  the  nature  of  their  surfaces.  If, 
for  example,  we  take  two  discs,  one  of  glass,  and  the  other  of  metal, 
and,  holding  them  by  insulating  handles,  rub  them  briskly  together, 
we  shall  find  that  the  metal  becomes  negatively,  and  the  glass  posi- 
tively electrified ;  but  if  the  metal  be  covered  with  a  catskin,  and  the 
experiment  repeated,  it  will  be  the  glass  which  will  this  time  be 
negatively  electrified.  In  the  subjoined  list,  the  substances  are 
arranged  in  such  order  that,  generally  speaking,  each  of  them  be- 
comes positively  electrified  by  friction  with  those  which  follow  it, 
and  negatively  with  those  which  precede  it 


Fur  of  oat. 

FsAthen. 

Silk. 

Polished  glass. 

Wood. 

Shellac. 

Woollen  stuflb. 

Paper. 

Bough  glass. 

411a.  Hypotheses  regarding  the  Nature  of  Eleotricity. — Two  theories 
regarding  the  nature  of  electricity  must  be  described  on  account  of 
the  historical  interest  attaching  to  them. 

The  two-fluid  theory,  originally  propounded  by  Dufaye,  reduced 
to  a  more  exact  form  by  Symmer,  and  still  very  extensively  adopted, 
maintains  that  the  opposite  kinds  of  electricity  are  two  fluida  Posi- 
tive electricity  is  called  the  vitreous  fluid,  and  negative  electricity 
the  resinous  fluid.  Fluids  of  like  name  repel,  and  those  of  unlike 
name  attract  each  other.  The  union  of  equal  quantities  of  the  two 
fluids  constitutes  the  neutral  fluid  which  is  supposed  to  exist  in  very 
large  quantity  in  all  unelectrified  bodies.  When  a  body  is  electri- 
fied, it  gains  an  additional  quantity  of  the  one  fluid,  and  loses  an 
equal  quantity  of  the  other,  so  that  the  total  amount  of  electric  fluid 
in  a  body  is  never  changed ;  and  (as  a  consequence  of  this  last  con- 
dition) when  a  current  of  either  fluid  traverses  a  body  in  any  direc- 
tion, an  equal  current  of  the  other  fluid  traverses  it  in  the  opposite 
direction. 
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This  theory  is  in  complete  agreement  with  all  electrical  phenomena 
80  far  as  at  present  known ;  but  as  it  is  conceivable  that  the  two 
electricities,  instead  of  being  two  kinds  of  matter,  may  be  two  kinds 
of  motion,  or,  in  some  other  way,  may  be  opposite  states  of  one  and 
the  same  substance,  it  is  more  philosophical  to  avoid  the  assumption 
involved  in  speaking  of  two  electric  Jluids,  and  to  speak  rather  of 
two  opposite  electricities.  They  may  be  distinguished  indifferently 
by  the  names  vitreous  and  resinous,  or  positive  and  negative. 

The  one-fiuid  theory,  as  originally  propounded  by  Franklin,  main- 
tained the  existence  of  only  one  electric  fluid,  which  unelectrified 
bodies  possess  in  a  certain  normal  amount  A  positively  electrified 
body  has  more,  and  a  negatively  electrified  body  less  than  its  normal 
amount  The  particles  of  this  fluid  repel  one  another,  and  attract 
the  particles  of  other  kinds  of  matter,  at  all  distancea  iEpinus,  in 
developing  this  theory  more  accurately,  found  it  necessary  to  intro- 
duce the  additional  hypothesis  that  the  particles  of  matter  repel  one 
another.  Thus,  according  to  ^Epinus,  the  absence  of  sensible  force 
between  two  bodies  in  the  neutral  condition,  is  due  to  the  equilibrium 
of  four  forces,  two  of  which  are  attractive,  and  the  other  two  repul- 
siva  Calling  the  two  bodies  A  and  B,  the  electricity  which  A  pos- 
sesses in  normal  amount,  is  repelled  by  the  electricity  of  B,  and 
attracted  by  the  matter  of  B.  The  matter  of  A  is  attracted  by  the 
electricity  of  B,  and  repelled  by  the  matter  of  B.  These  four  forces 
are  all  equal,  and  destroy  one  another;  but,  without  the  supplemen- 
tary hypothesis  of  -^pinus,  one  of  the  four  forces  is  wanting,  and  the 
equilibrium  is  not  easily  explained.  To  reconcile  iEpinus's  addition 
with  the  Newtonian  theory  of  gravitation,  it  is  necessary  to  suppose 
that  the  equality  between  the  four  forces  is  not  exact,  the  attractions 
being  greater  by  an  infinitesimal  amount  than  the  repulsions. 

The  one-fluid  theory  in  this  form  is,  like  the  two-fluid  theory,  con- 
sistent with  the  explanation  of  all  known  phenomena.  But  it  is  to 
be  remarked  that  there  is  no  sufficient  reason,  except  established 
usage,  for  deciding  which  of  the  two  opposite  electricities  should  be 
regarded  as  corresponding  to  an  excess  of  the  electric  fluid. 

Franklin  was  the  author  of  the  terms  positive  and  negative  to 
denote  the  two  opposite  kinds  of  electrification ;  but  the  names  can 
legitimately  be  retained  without  accepting  the  one-fluid  theory, 
understanding  that  opposite  signs  imply  forces  in  opposite  directions, 
and  that  the  connection  between  the  positive  sign  and  the  forces 
exhibited  by  vitreous  electricity  is  merely  conventional 
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411b. — In  speaking  of  electric  correnta^  the  language  of  the  one- 
fluid  theory  is  almost  invariably  employed.  Thus,  if  A  is  a  con- 
ductor charged  positively,  and  B  a  conductor  charged  negatively; 
when  the  two  are  put  in  connection  by  a  wire,  we  say  that  the 
direction  of  the  current  is  firom  A  to  B;  whereas  the  language  of  the 
two-fluid  theory  would  be,  that  a  current  of  vitreous  or  positive 
electricity  travels  from  A  to  B,  and  a  current  of  resinous  or  negative 
from  B  to  A 
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412.  Indaction. — In  the  preceding  chapter  we  have  spoken  of  move- 
tnents  of  material  bodies  caused  by  electrical  attractions  and  repul- 
siona  We  have  now  to  treat  of  the  movement  of  electricity  itself 
in  obedience  to  the  attractions  or  repulsions  exerted  upon  it  by  other 
electricity.     This  kind  of  action  is  called  induction. 

It  may  be  illustrated  by  means  of  the  arrangement  shown  in  Fig. 
336.  The  apparatus  consists  of  a  sphere  C  which  is  electrified  posi- 
tively, suppose,  and  of 
a  conducting  insulated 
xjylinder  A  B  placed 
near  it.  From  this 
latter  are  suspended  at 
equal  distances  a  few 
pairs  of  pith -balls. 
When  the  cylinder 
18  brought  near  the 
sphere,  the  balls  are 
observed  to  diverga 
The  divergence  of  the 
different  pairs  is  not 
the  same,  but  goes  on  decreasing  fix)m  the  pair  nearest  the  cylinder 
until  a  point  M  is  reached,  where  there  is  no  divergence.  Beyond 
this  the  divergence  goes  on  increasing.  The  neutral  point  M  does 
not  exactly  bisect  the  length  of  the  cylinder,  but  is  nearer  the  end 
A  than  the  end  B,  and  the  former  end  is  found  to  be  more  strongly 
-electrified  than  the  latter. 

It  is  easy  to  show  that  the  two  ends  of  the  cylinder  are  charged 
with  opposite  kinds  of  electricity;  the  end  A  being  negatively,  and 

34 


Fig.  886.— ElMtriflcation  by  Influence. 
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the  end  B  positively  electrifieA  We  have  only  to  bring  an  electrified 
stick  of  resin  near  the  pith-balls  at  A,  when  these  will  be  found  to 
be  repelled;  if,  on  the  contrary,  it  be  held  near  those  at  B,  they  will 
be  attracted. 

The  explanation  is,  that  the  positive  electricity  with  which  C  is 
charged  attracts  the  negative  electricity  of  A  B  to  the  end  A,  and 
repels  the  positive  to  the  end  B  This  action  is  more  powerful  at  A 
than  at  B,  on  account  of  the  greater  proximity  of  the  influencing 
body,  and  for  the  same  reason  the  eflfect  fisdls  off  more  rapidly  in  the 
portion  AM  than  in  MR 

If  the  cylinder  be  brought  closer  to  the  sphere,  the  divergence  of 
the  balls  increases ;  if  it  be  removed  ferther  from  it^  the  divergence 
diminishes.  Finally,  all  sighs  of  electricity  disappear  if  the  sphere 
be  taken  away,  or  connected  with  the  earth. 

If,  while  the  cylinder  is  under  the  influence  of  the  electricity  of  C, 
the  end  B  is  connected  with  the  earth,  the  pith-balls  at  this  end 
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immediately  collapse,  while  the  divergence  of  those  at  A  increases. 
The  explanation  is  that  the  electricity  which  was  repelled  to  the  end 
B  escapes  to  the  earth,  and  thus  affords  an  opportunity  for  a  fresh 
exercise  of  induction  on  the  part  of  the  sphere,  which  increases  the 
accumulation  of  negative  electricity  at  A  We  may  also  remark  that 
the  whole  of  the  cylinder  is  now  negatively  electrified,  the  neutral 
line  being  pushed  back  to  the  earth.  If  the  earth-connection  be 
now  broken,  and  the  sphere  C  be  then  removed,  the  cylinder  wiU 
remain  negatively  electrified,  and  will  be  in  the  same  condition  as  if 
it  had  been  touched  by  a  negatively-electrified  body.     This  mode 
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of  giving  a  charge  to  a  conductor  is  called  charging  by  induction, 
and  the  charge  thus  given  is  always  opposite  to  that  of  the  i/nducimg 
body  C. 

If  a  series  of  such  conductors  as  A B  be  placed  in  line,  without 
contact,  and  the  positively-electrified  body  C  be  placed  opposite  to 
one  end  of  the  series,  all  the  conductors  will  be  affected  in  the  same 
manner  as  the  single  conductor  in  the  last  experiment.  They  will 
all  be  charged  with  negative  electricity  at  the  end  next  C,  and  with 
positive  electricity  at  the  remote  end,  the  effect,  however,  becoming 
feebler  as  we  advance  in  the  series.  In  this  experiment  each  of  the 
conductors  acts  inductively  npon  those  next  it;  for  example,  if  there 
be  two  conductors  AB,  A'B',  as  in  Fig.  337,  the  development  of 
electricity  at  A'  and  B'  is  mainly  due  to  the  action  of  the  positive 
electricity  in  MB.  K  the  conductor  AB  be  removed,  the  pith-balls 
at  A'  and  B'  will  diminish  their  divergence. 

The  molecules  of  a  body  may  be  regarded  as  such  a  series  of  con- 
ductors, or  rather  as  a  number  of  such  series.  When  an  electrified 
body  is  brought  near  it,  each  molecule  may  thus  become  positive  on 
one  side  and  negative  on  the  other.  In  the  case  of  good  conductors, 
this  polarization  is  only  instantaneous,  being  destroyed  by  the  dis- 
charge of  electricity  firom  particle  to  partida  Good  insulators  are 
substances  which  are  able  to  resist  this  tendency  to  discharge,  and 
to  maintain  a  high  degree  of  polarization  for  a  great  length  of  time. 
This  is  Faraday's  theory  of  "  induction  by  contiguous  particles." 

413.  Eleotrical  Attraction  and  Bepolsion. — The  attraction  which  is 
observed  when  an  electrified  is  brought  near  to  an  unelectrified  body, 
is  dependent  upon  induction.  Suppose,  for 
instance,  that  a  body  C,  which  is  positively 
electrified,  is  brought  near  to  an  insulated  and 
uncharged  pith-balL  Negative  electricity  is  ^^  . 
induced  on  the  near  side  of  the  pith-ball,  and  'p^^^"  CS^i^^ 
an  equal  quantity  of  positive  on  the  further 
side.  The  former,  being  nearer  to  the  body  C,  Kg.  888.-Bi6otriaa  Attraction 
is  more  strongly  attracted  than  the  other  is 
repelled.     The  ball  is  therefore  upon  the  whole  attracted. 

If  the  pith-ball,  instead  of  being  insulated,  is  suspended  by  a  con- 
ducting thread  firom  a  support  connected  with  the  earth,  it  will  be 
more  strongly  attracted  than  before,  as  it  is  now  entirely  charged 
with  negative  electricity. 

In  the  case  of  any  insulated  conductor,  the  algebraic  sum  of  the 
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electricities  induced  upon  it  by  the  presence  of  a  neighbouring  elec- 
trified body  must  be  zero.  If  the  pith-ball  be  insulated,  and  liave 
an  independent  charge  of  either  kind  of  electricity,  the  total  force 
exerted  on  the  pith-ball  is  the  algebraic  sum^  of  the  two  following 
quantities: — 

(1)  The  force  which  the  baU  would  experience,  if  it  had  no 
independent  charga  This  force,  as  we  have  just  seen,  is  always 
attractiva 

(2)  The  force  due  to  the  independent  charge  when  distributed  over 
the  ball  as  it  would  be  if  C  were  removed.  This  second  force  is 
attractive  or  repulsive,  according  as  the  independent  charge  is  ol 
unlike  or  like  sign  to  that  of  C.  In  the  latter  case,  repulsion  will 
generally  be  observed  at  distances  exceeding  a  certain  limit  and 
attraction  at  nearer  distances,  the  reason  being  that  the  force  (1)  due 
to  the  induced  distribution  increases  more  i*apidly  than  the  other  as 
the  distance  is  diminished. 

It  is  important  to  remember  this  in  testing,  by  the  electric  pen- 
dulum, or  by  any  other  electroscope,  the  kind  of  electricity  with 
which  a  body  is  charged.  In  bringing  the  body  towards  the  elec- 
troscope, the  first  movement  produced  is  that  which  is  to  be  observed, 
and  repulsion  is  in  general  a  more  reliable  test  of  kind  of  electricity 
than  attraction. 

416.  Electroscopes. — An  electroscope  is  an  apparatus  for  detecting 
the  presence  of  electricity,  and  determining  its  sign.  The  insulated 
electric  pendulum  is  an  electroscope.  If  the  pith- ball,  when  itself 
uncharged,  is  attracted  by  a  body  brought  near  it,  we  know  that  the 
body  is  electrified.  To  determine  the  kind  of  electricity,  the  body 
is  allowed  to  touch  the  pith-ball,  which  is  then  repelled.  At  this 
moment  an  excited  glass  tube  is  brought  near.  If  it  repels  the  ball, 
this  latter,  as  well  as  the  body  which  touched  it,  must  be  electrified 
positively.  If  the  glass  tube  attracts  it^  or,  still  more  decisively,  if 
excited  resin  or  sealing-wax  repels  it,  the  ball  and  the  body  which 
touched  it  are  electrified  negatively.  The  loss  of  electricity  from  the 
pith-ball  is  often  so  rapid  as  to  render  this  test  of  sign  somewhat 
uncertain. 

The  gold'Uaf  electroscope  (Fig.  339)  is  constructed  as  follows: — 

'  We  here  suppose  0  to  be  a  non-conductor,  so  that  the  distribution  of  its  electridtj  is 
not  affected  by  the  presence  of  the  pith-ball.  If  C  be  a  conductor,  the  effect  of  induction 
upon  it  will  be  to  favoiir  attraction,  so  that  an  attractive  force  must  be  added  to  the  two 
forces  specified  in  the  text 
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Two  small  gold-leaves  are  attached  to  the  lower  end  of  a  metallic 
rod,  which  passes  through  an  opening  in  the  top  of  a  bell-glass,  and 
terminates  in  a  ball  The  metallic  rod  is  sometimes,  for  the  sake  of 
better  insulation,  inclosed  in  a  glass  tube  secured  by  sealing-wax  or 
some  other  non-conducting  cement, 
and,  for  the  same  purpose,  the  upper 
part  of  the  bell-glass  is  often  varnished 
with  shellac,  which  is  less  apt  than 
glass  to  acquire  a  deposit  of  moisture 
from  the  air.  The  bell-glass  is  attached 
below  to  a  metallic  base,  which  ex- 
cludes the  external  air.  For  the  gold- 
leaves  are  sometimes  substituted  two 
straws,  or  two  pith-balls  suspended 
by  linen  threads;  we  have  thlis  the 
8traw-electro8Cope  and  the  pith-ball 
electroscope. 

To  test  whether  a  body  is  electri- 
fied, it  is  brought  near  the  ball  at 
the  top  of  the  electroscopa     The  like      Fig.  ssd.-ooidieaf  EieotnMoope. 
electricity  is  repelled  into  the  leave?, 

and  makes  them  diverge,  while  the  unlike  is  attracted  into  the 
balL  The  sign  of  the  body's  charge  may  be  determined  in  the 
following  manner: — While  the  leaves  are  divergent  under  the  in- 
fluence of  the  body,  the  operator  touches  the  ball  with  his  finger. 
This  causes  the  leaves  to  collapse,  and  gives  to  the  insulated  con- 
ductor composed  of  leaves,  rod,  and  ball,  a  charge  opposite  to  that 
of  the  influencing  body.  The  finger  must  be  removed  while  the 
influencing  body  remains  in  position,  as  the  amount  of  the  induced 
charge  depends  upon  the  position  of  the  influencing  body  at  the 
instant  of  breaking  connection.  On  now  withdrawing  the  influencing 
body,  the  charge  of  unlike  electricity  is  no  longer  attracted  to  the 
ball,  but  spreads  over  the  whole  of  the  conductor,  and  causes  the 
leaves  to  diverge.  If,  while  this  divergence  continues,  an  excited 
glass  tube,  when  gradually  brought  towards  the  ball,  diminishes  the 
divergence,  we  know  that  the  body  in  question  was  electrified  posi- 
tively. If  it  increases  the  divergence,  the  body  was  electrified  nega- 
tively. 

Great  caution  must  be  used  in  bringing  electrified  bodies  near  the 
gold-leaf  electroscope,  as  the  leaves  are  very  apt  to  be  ruptured  by 
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quick  movements.  K  they  diverge  so  widely  aa  to  touch  the  sides 
of  the  bell-glass,  it  is  often  difficult  to  detach  them  from  the  glass 
without  tearing.  To  prevent  this  contact,  two  metallic  columns  are 
interposed,  communicating  with  the  ground.  If  the  leaves  diverge 
too  widely,  they  touch  these  columns  and  lose  their  electricity. 
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CHAPTER    XXXVII. 


MEASUREMENT  OF  ELECTRICAL  FORCES. 


416.  Coulomb's  Torsion-balance. — Coulomb,  who  was  the  first  to 
make  electricity  an  accurate  science,  employed  in  his  researches  an 
instrument  which  is  often  called  after  his  name,  and  which  is  still 
extensively  employed.  It  depends  on  the  principle  that  the  torsion 
of  a  wire  is  simply  proportional  to  the  twisting  couple.  We  shall 
first  describe  it,  and  then  point  out  some  of  its  applications. 

It  consists  of  a  cylindrical  glass 
case  A  A  (Fig.  340),  from  the  upper 
end  B  of  which  rises  another  glass 
cylinder  DD  of  much  smaller  dia- 
meter. This  small  cylinder  is  fitted 
at  the  top  with  a  brass  cap  a,  carry- 
ing an  ipdex  C  Outside  of  this, 
and  capable  of  turning  round  it,  is 
another  cap  6,  the  top  of  which  is 
divided  into  360  equal  parta  In 
the  centre  of  the  cap  6  is  an  opening 
through  which  passes  a  small  metal 
cylinder  d,  capable  of  turning  in 
the  opening  with  moderate  fric- 
tion, and  having  at  its  lower  end 
a  notch  or  slit  When  the  cap  6 
is  turned,  the  cylinder  d  turns  with 
it;    but    the    latter   can    also    be 

turned  separately,  so  as  not  to  change  the  reading.  These  parts  com- 
pose the  torawn-ltead.  A  very  fine  metallic  wire  is  held  by  the  notch, 
and  supports  a  small  piece  of  metal,  through  which  passes  a  light 
needle  of  shellac  /,  carrying  at  one  end  a  small  gilt  ball  g.    A  circular 


Fig.  340. — Coulomb's  Tonion-balanoe. 
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scale  runs  round  the  outside  of  the  large  cylinder  in  the  plane  of  the 
needle.  Finally,  opposite  the  zero  of  this  scale,  there  is  a  fixed  ball  g' 
of  some  conducting  material,  supported  by  a  rod  /  of  shellac,  which 
passes  through  a  hole  in  the  cover  of  the  cylindrical  casa 

417.  Laws  of  Electric  Repulsion. — To  illustrate  the  mode  of  em- 
ploying this  apparatus  for  electrical  measurements,  we  shall  explain- 
the  course  followed  by  Coulomb  in  investigating  the  Iwv  according 
to  which  electrical  repulsions  and  attractions  vary  with  the  distance. 
The  index  is  set  to  the  zero  of  the  scala  The  inner  cylinder  d  ia 
then  turned,  until  the  movable  ball  just  touches  the  fixed  ball  without 
any  torsion  of  the  wire.  The  fixed  ball  is  then  taken  out,  placed 
in  communication  with  an  electrified  body,  and  replaced  in  the 
apparatua  The  electricity  with  which  it  is  charged  is  commu- 
nicated to  the  movable  ball,  and  causes  the  repulsion  of  this  latter 
through  a  number  of  degrees  indicated  by  the  scale  which  surrounda 
the  casa  In  this  position  the  force  of  repulsion  is  in  equilibrium 
with  the  force  of  torsion  tending  to  bring  back  the  ball  to  its  original 
position.  The  graduated  cap  h  is  then  turned  so  as  to  oppose  the 
repulsion.  The  movable  ball  is  thus  brought  nearer  to  the  fixed 
ball,  and  at  the  same  time  the  amount  of  torsion  in  the  wire  ia 
increased.  By  repeating  this  process,  we  obtain  a  number  of  dif- 
ferent positions  in  which  repulsion  is  balanced  by  torsion.  But 
we  know,  from  the  laws  of  elasticity,  that  the  force  (strictly  the 
couple^)  of  torsion  is  proportional  to  the  angle  of  torsion.  Hence  we 
have  only  to  compare  the  total  amounts  of  torsion  with  the  distances 
of  the  two  balla  By  such  comparisons  Coulomb  found  that  the  force 
of  electrical  repulsion  varies  inversely  as  the  square  of  the  distance. 

The  following  are  the  actual  numbers  obtained  in  one  of  the 
experiments.  The  original  deviation  of  the  movable  ball  being  36^ 
it  was  found  that,  in  order  to  reduce  this  distance  to  IS"",  it  was 
necessary  to  turn  the  head  through  1 26°,  and,  for  a  farther  reduction 
of  the  deviation  to  8°-5,  an  additional  rotation  through  441*  was 
required.  It  will  thus  be  perceived  that  at  the  distances  of  36*,  18*, 
and  8**5,  which  may  be  practically  considered  as  in  the  ratio  of  1,  i, 
and  J,  the  forces  of  repulsion  were  equilibrated  by  torsions  of  36% 

*  The  repulsive  force  on  the  moTable  ball  is  equivalent  to  an  equal  and  parallel  force 
acting  at  the  oentie  of  the  needle  (the  point  of  attachment  of  the  wire),  and  a  couple  whose 
arm  is  the  perpendicular  from  this  centre  on  the  line  joining  the  balls.  This  couple  must 
be  equal  to  the  couple  of  torsion.  The  other  component  produces  a  small  deviation  of  the 
suspending  wire  from  the  vertical. 
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1 26^+18°=  14.4.°,  and  441  +126+ 85  =  575^-5  respectively.  Now  144 
is  36x4,  and  575o  may  be  considered  as  576,  or  36x  16.  Hence 
we  perceive  that,  as  the  distance  is  divided  by  2,  or  by  4,  the  force 
of  repulsion  is  multiplied  by  4  or  by  16,  which  precisely  agrees  with 
the  law  enunciated  above. 

418.  Equation  of  Equilibrium. — We  must,  however,  observe  that 
in  this  mode  of  reducing  the  obser- 
vations two  inaccurate  assumptions 
are  made.  First,  the  distance  be- 
tween the  balls  is  regarded  as  being 
equal  to  the  arc  which  lies  between 
them,  whereas  it  is  really  the  chord 
of  that  ara  Secondly,  the  force 
of  repulsion  is  regarded  as  acting 
always  at  the  same  arm,  whereas 
its  arm,  being  the   perpendicular  rig.  $41. 

from  the  centre  on  the  chord,  dimi- 
nishes as  the  distance  increasea    The  following  investigation  is  more 
rigorous. 

Let  AOB  (Fig.  341),  the  angular  distance  of  the  baUs,  be  denoted 
by  a,  and  let  I  be  the  length  of  the  radius  OA.  Then  the  chord 
AB  is  22  sin  ^  a,  and  the  arm  OK  is  2  cos  ^  a  Let  /  denote  the 
force  of  repulsion  at  unit  distance,  and  n  the  couple  of  torsion  for  V. 

Then  the  force  of  repulsion  in  the  given  position  is  Tit--  rr"  ^  ^^® 

law  of  inverse  squares  be  true,  and  the  moment  of  this  about  the 

centre  is  "f/^t^*  which  must  be  equal  to  n  A,  if  A  be  the  number 

of  degrees  of  torsion.     Hence  we  have 

-j^  a  Asmiatanio, 

and  as  the  first  member  of  this  equation  is  constant,  the  second  mem- 
ber must  be  constant  also  for  different  values  of  A  and  a,  if  the  law 
«»f  inverse  squares  be  trua  The  degree  of  constancy  is  shown  by  the 
following  table: — 

a  A      A  sin  }  a  tan  i  a 

Ist  experiment, 36  36  3'6H 

2d  experiment, 18  144  8*568 

8d  experiment, 85  675-5  8169 

Supposed  case, 9  576  8557 

The  difference  between  the  first  and  second  numbers  of  the  last 
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columa  is  insignificani  That  between  the  second  and  third  is  more 
considerable,^  but  in  reality  only  corresponds  to  an  error  of  half  a 
degree  in  the  measurement  of  the  arc. 

419.  Case  of  Attraction. — The  law  of  attractions  may  be  investigated 
by  a  similar  method  The  index  is  set  to  zero,  and  the  central  piece 
is  turned  so  as  to  place  the  movable  ball  at  a  known  distance  firom 
the  fixed  ball  The  two  balls  are  then  charged  with  electricity  of 
different  kinds.  The  movable  ball  ia  accordingly  attracted  towards 
the  other,  and  settles  in  a  position  in  which  attraction  is  balanced  by 
torsion.  By  altering  the  amount  of  toi*sion,  different  positions  of  the 
ball  can  be  obtained.  On  comparing  the  distances  with  the  corre- 
sponding torsions,  it  is  found  that  the  same  law  holds  as  in  the  case 
of  repulsion.  The  experiment,  however,  is  difficult,  and  is  only  pos- 
sible when  the  balls  are  very  feebly  electrified.  To  prevent  the 
contact  of  the  two  balls,  Coulomb  fixed  a  silk  thread  in  the  instru- 
ment, so  as  to  stop  the  course  of  the  movable  ball 

420.  Law  of  Attraction  and  Bepulsion  as  depending  on  Amount  of 
Charge. — We  may  assume  as  evident,  that  when  an  electrified  ball 
is  placed  in  contact  with  a  precisely  equal  and  similar  ball,  the  charge 
will  be  divided  equally  between  them,  so  that  the  first  will  retain 
only  half  the  charge  which  it  had  before  contact 

Suppose  that  an  observation  on  repulsion  ha§  just  been  made  with 
the  torsion-balance,  and  that  we  touch  the  fixed  ball  with  another 
exactly  equal  insulated  ball,  which  we  then  remove.  It  will  be 
found  that  the  amount  of  torsion  requisite  for  keeping  the  movable 
ball  in  its  observed  position  is  just  half  what  it  was  before.     The 

'  We  hare  already  seen  that  the  matnal  induction  of  two  condnoton  tends  to  diminiBh 
their  mutual  repulsion,  and  that  this  inductive  action  beoomee  more  important  as  the  distance 
is  diminished.  Hence  the  repulsion  at  distance  9  should  be  less  than  a  quarter  of  that  at 
distance  18.     The  apparent  error  thus  confirms  the  law. 

Many  persons  have  adduced,  as  tending  to  overthrow  Coulomb's  law  of  inverse  squazes, 
experimental  results  which  really  confirm  it.  Except  when  the  dimensions  of  the  charged 
bodies  are  very  small  in  comparison  with  the  distance,  the  observed  attraction  or  repulsion 
is  the  resultant  of  an  infinite  number  of  forces  acting  along  lines  drawn  from  the  different 
points  of  the  one  body  to  the  different  points  of  the  other.  The  law  of  inverse  squaies 
applies  directly  to  these  several  components,  and  not  to  the  resultant  which  they  yield.  The 
latter  can  only  be  computed  by  elaborate  mathematical  processes. 

It  is  incorrectly  assumed  in  the  text  that  the  law  ought  to  apply  directly  to  two  spheres, 
when  by  their  distance  we  understand  the  distance  between  their  nearest  points.  It  is  not 
obvious  that  the  distance  of  the  nearest  points  should  give  a  better  result  than  the  distance 
between  the  centres. 

The  strongest  evidence  for  the  rigorous  exactness  of  the  law  of  inverse  squares  is  indirect; 
see  §  421  o. 


Digitized  by 


Googk 


LAW   OF   ATTRACTION  AND   REPULSION. 


523 


same  result  will  be  obtained  by  touching  the  movable  ball  with  a 
ball  of  its  own  size.  We  conclude  that,  if  the  charge  of  either  body 
be  altered,  the  attractive  or  repulsive  force  between  the  bodies  jit 
given  distance  will  be  altered  in  the  same  ratio.  The  law  is  not 
rigorously  true  for  bodies  of  finite  size,  unless  the  distribution  of  the 
electricity  on  the  two  bodies  remains  unchanged.  When  the  two 
bodies  are  very  small  in  all  their  dimensions  in  comparison  with 
the  distance  between  them,  their  mutual  force  is  represented  by  the 
expression 

q  and  ^  denoting  their  charges,  and  D  the  distance.  If  this 
expression  has  the  positive  sign,  the  force  is  repulsive,  if  negative, 
attractive. 

421.  Electricity  resides  on  the  Surface. — Electricity  (subject  to  the 


Fig.  842.— Biot's  Experiment. 

exceptions  mentioned  below)  resides  exclusively  on  the  external 
surface  of  a  conductor.  This  is  perhaps  implied  in  the  experimental 
fact  frequently  observed  by  Coulomb,  that  when  a  solid  and  a  hollow 
sphere  of  equal  external  diameter  are  allowed  to  touch  each  other, 
any  charge  possessed  by  either  is  divided  equally  between  them.     A 
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direct  demonstration  is  afforded  by  the  following  experiment  of 
Biot:— 

We  take  an  insulated  sphere  of  metal,  charge  it  with  electricity, 
and  cover  it  with  two  hemispheres  furnished  with  insulating  handles, 
which  fit  the  sphere  exactly  (Fig.  34!2).  If  the  two  hemispheres  be 
quickly  removed,  and  presented  to  an  electric  pendulum,  they  wiU 
be  found  to  be  electrified,  while  the  sphere  itself  will  show  hardly 
any  traces  of  electricity.  We  must,  however,  remark  that  this 
experiment  is  rarely  successful,  and  that  generally  the  sphere  remains 
very  sensibly  electrified.  The  reason  of  this  is,  that  it  is  very  difficult 
to  remove  the  hemispheres  so  steadily,  as  not  to  permit  their  edges 
to  touch  the  sphere  after  the  first  separation. 

The  following  is  a  much  surer  form  of  the  experiment: — 
A  hollow  insulated  sphere,  with  an  orifice  in  the  top,  is  charged 

with  electricity  (Fig. 
S4iS).  A  proof-planey 
consisting  of  a  small 
disc  of  gilt  paper  insu- 
lated by  a  thin  handle- 
of  shellac,  is  then  ap- 
plied to  the  interior 
surface  of  the  sphere, 
and,  when  tested  by 
an  electric  pendulum 
or  an  electroscope,  is- 
found  to  exhibit  no^ 
trace  of  electricity.  But 
if,  on  the  contrary,  tht- 
disc  be  applied  to  the- 
extemal  surface  of  the 
sphere,  it  will  be  found 
to  be  electrified,  and 
capable  of  attracting 
light  bodiea  Faraday 
varied  this  experiment^ 
by  substituting  a  cylinder  of  wire-gauze  for  the  sphere.  This  cylinder 
rested  on  an  insulated  disc  of  metaL  The  disc  was  charged  with 
electricity,  and  it  was  found  that  no  trace  of  the  electricity  could  be 
detected  by  applying  the  proof-plane  to  the  interior  surface  of  the 
cylinder. 


Fig.  843.— Proof-plane  and  Hollow  Sphere. 
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The  following  experiment  is  also  due  to  Faraday.  A  metal  ring 
is  fixed  upon  an  insulating  stand  (Fig.  344).  To  this  ring  is  attached 
a  cone-shaped  bag  of  fine  linen,  which  is  a  conductor  of  electricity. 
A  silk  thread,  attached  to  the  apex  of  the  cone,  and  extending  both 


Fig.  844.— Farmday's  Exp<»rimeut. 

ways,  enables  the  operator  to  turn  the  bag  inside  out  as  often  as 
required,  without  discharging  it.  Wlien  the  bag  is  electrified,  the 
application  of  the  proof-plane  always  shows  that  there  is  electricity 
on  the  outer,  but  not  on  the  inner  surface.  Wlien  the  bag  is  turned 
inside  out,  the  electricity  therefore  passes  from  one  surface  of  the 
iinen  to  the  other. 

421a.  Limitations  of  the  Eule. — There  are  two  exceptions  to  the 
rule  that  electricity  is  confined  to  the  external  surface  of  a  conductor. 

1.  It  does  not  hold  for  electric  currents.  We  shall  see  hereafter  in 
connection  with  galvanic  electricity,  that  the  resistance  which  a  wire 
of  given  length  opposes  to  the  passage  of  electricity  through  it, 
depends  not  upon  its  circumference  but  upon  its  sectional  area.  A 
hollow  wire  will  not  conduct  electricity  so  well  as  a  solid  wire  of  the 
same  external  diameter. 

2.  Electricity  may  be  induced  on  the  inner  surface  of  a  hollow 
conductor  by  the  presence  of  an  electrified  body  insulated  from  the 
conductor  itself  If  an  insulated  body  charged  with  electricity  be 
introduced  into  the  interior  of  a  hollow  conductor,  so  as  to  be  com- 
pletely  surrounded  by  it,  but  still  insulated  irom.  it,  it  induces  upon 
the  inner  surface  a  quantity  equal  to  its  own  charge,  but  of  opposite 
sign.  If  the  conductor  is  insulated,  an  equal  quantity,  but  of  the  same 
sign  as  the  charge  of  the  inclosed  body,  is  repelled  to  the  outside,  and 
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this  is  true  whether  the  conductor  has  an  independent  charge  of  its 
own  or  not.  In  this  case,  then,  we  have  electricity  residing  on  both 
the  external  and  the  internal  surfaces  of  a  hollow  conductor,  but  it 
still  resides  only  on  the  surfaces. 

If  a  conducting  body  connected  with  the  earth  be  introduced  into 
the  interior  of  a  hollow  charged  conductor,  so  as  to  be  partially  sur- 
rounded by  it,  the  body  thus  introduced  will  acquire  an  opposite 
charge  by  induction,  and,  by  the  reciprocal  action  of  this  charge, 
electricity  will  be  induced  on  the  inner  at  the  expense  of  the  outer 
surfsu^e  of  the  hollow  conductor,  just  as  in  the  preceding  case. 

421b.  Ice-pail  Experiment. — The  effect  of  introducing  a  charged 
body  within  a  hollow  conductor  is  well  illustrated  by  the  following 
experiments  of  Faraday.     Let  A  (Fig.  34<4  a)  represent  an  insulated 

pewter  ice-pail,  ten  and  a  half  inches  high 
and  seven  inches  in  diameter,  connected 
by  a  wire  with  a  delicate  gold  leaf  electro- 
scope E,  and  let  C  be  a  round  brass  ball 
insulated  by  a  dry  thread  of  white  silk, 
three  or  four  feet  in  length,  so  as  to  remove 
the  influence  of  the  hand  holding  it  from 
the  ice-pail  below.  Let  A  be  perfectly 
discharged,  and  let  C,  afEer  being  charged 
at  a  distance,  be  introduced  into  A  as  in 
the  figure.  If  C  be  positive,  E  also  will 
diverge  positively;  if  C  be  taken  away,  E 
will  collapse  perfectly,  the  apparatus  being 
in  good  order.  As  C  enters  the  vessel  A, 
the  divergence  of  E  will  increase  until  C  is 
about  three  inches  below  the  edge  of  the 
vessel,  and  will  remain  quite  steady  and 
unchanged  for  any  greater  depression.  If 
C  be  made  to  touch  the  bottom  of  A,  all 
its  charge  is  communicated  to  A,  and  C, 
upon  being  withdrawn  and  examined,  is  found  perfectly  discharged. 
Now  Faraday  found  that  at  the  moment  of  contact  of  C  with  the 
bottom  of  A,  not  the  slightest  change  took  place  in  the  divergence 
of  the  gold-leavea  Hence  the  charge  previously  developed  by  induc- 
tion on  the  outside  of  A  must  have  been  precisely  equal  to  that 
acquired  by  the  contact,  that  is,  must  have  been  equal  to  the 
charge  of  Q 
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V. 


Fig.  M4A.— lo^-paQ  Experiment. 
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He  then  employed  four  ice-pails  (Fig.  344  b),  arranged  one  within 
the  other,  the  smallest  innermost,  insulated  from  each  other  by  plates 
of  shellac  at  the  bottom,  the  outermost  pail  being  connected  with  the 
electroscope.  When  the  charged  carrier- 
ball  C  was  introduced  within  the  innermost 
pail,  and  lowered  until  it  touched  the  bot- 
tom, the  electrometer  gave  precisely  the 
same  indications  as  when  the  outermost 
pail  was  employed  alone.  When  the  inner- 
most was  lifted  out  by  a  silk  thread  after 
being  touched  by  C,  the  gold-leaves  col- 
lapsed perfectly.  When  it  was  introduced 
again,  they  opened  out  to  the  same  extent 
as  before.  When  4  and  3  were  connected 
by  a  wire  let  down  between  them  by  a  silk 
thread,  the  leaves  remained  unchanged,' and 
so  they  still  remained  when  3  and  2  were 
connected,  and  finally  when  all  four  pails 
were  connected. 

421c.  No  Force  within  a  Oonductor.^- 
When  a  hollow  conductor  is  electrified, 
however  strongly,  no  effect  is  produced 
upon  pith-balls,  gold-leaves,  or  any  other 
electroscopic  apparatus  in  the  interior,  whether  connected  with  the 
hollow  conductor,  or  insulated  fix)m  it,  provided,  in  the  latter  case, 
that  they  have  no  communication  with  bodies  external  to  the  hollow 
conductor.  Faraday  constructed  a  cubical  box,  measuring  12  feet 
each  way,  covered  externally  with  copper  wire  and  tin-foil,  and  insu- 
lated from  the  earth.  He  charged  this  box  very  strongly  by  outside 
communication  with  a  powerful  electrical  machine ;  but  a  gold-leaf 
electrometer  within  showed  no  effect.  He  says,  "I  went  into  the 
cube  and  lived  in  it^  using  lighted  candles,  electrometers,  and  all  other 
tests  of  electrical  statea  I  could  not  find  the  least  influence  upon 
them,  or  indication  of  an3rthing  particular  given  by  them,  though  all 
the  time  the  outside  of  the  cube  was  powerfully  charged,  and  large 
sparks  and  brushes  were  darting  off*  from  every  part  of  its  outer 
surface." 

The  fact  that  electricity  resides  only  on  the  external  surface  of  a 
conductor,  combined  with  the  fact  that  there  is  no  electrical  force  in 
the  space  inclosed  by  this  surface,  affords  a  rigorous  proof  of  the  law 
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Fig.  844  b.— Bzp^Hment  with  Four 
lot-pAilB. 
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of  inverse  squares.  For  if  the  conductor  be  a  sphere  removed  from 
the  influence  of  external  bodies,  its  charge  must  be  distributed 
uniformly  over  its  surface.  Now  it  admits  of  proof,  and  is  well 
known  to  mathematicians,  that  a  uniform  spherical  shell  exerts  no 
attraction  at  any  point  of  the  interior  space,  if  the  law  of  attraction 
be  that  of  inverse  squares,  and  that  the  internal  attraction  does  not 
vanish  for  any  other  law. 

421 D.  Electrical  Density  and  Distribution. — When  the  proof-plane 
is  applied  to  different  parts  of  the  surface  of  a  conductor,  the  quan- 
tities of  electricity  which  it  carries  off  are  not  usually  equal  But 
the  electricity  carried  off  by  the  proof-plane  is  simply  the  electricity 
which  resided  on  the  part  of  the  surface  covered  by  it,  for  the  proof- 
l)lane  during  the  time  of  its  contact  is  virtually  part  of  the  surface 
of  the  conductor.  We  must  therefore  conclude  that  equal  areas  on 
different  parts  of  the  surface  of  a  conductor  have  not  equal  amounts 
of  electricity  upon  them.  It  is  also  found  that  if  the  charge  of  the 
conductor  be  varied,  the  electricity  resident  upon  any  specified 
portion  of  the  surface  is  changed  in  the  same  ratio.  The  ratio  of  the 
quantities  of  electricity  on  two  specified  portions  of  the  surface  is  in 
fact  independent  of  the  charge,  and  depends  only  on  the  form  of  the 
conductor.  This  is  expressed  by  saying  that  distribution  is  inde- 
pendent of  charge,  and  that  the  distribution  of  electricity  on  the 
surface  of  a  conductor  depends  on  its  form. 

By  the  average  electricaZ  density  on  the  whole  or  any  specified 
portion  of  the  surface  of  a  conductor,  is  meant  the  quantity  of  elec- 
tricity upon  it,  divided  by  its  area.  By  the  electrical  density  at  a 
specified  point  on  the  surface  of  a  conductor,  is  meant  the  average 
electrical  density  on  an  exceedingly  small  area  surrounding  it,  in 
other  words,  the  quantity  of  electricity  per  unit  area  at  the  point 
The  name  is  appropriate,  from  the  analogy  of  ordinary  material 
density,  which  is  mass  per  unit  volume,  and  is  not  intended  to  imply 
any  hypothesis  as  to  the  nature  of  electricity.  The  name  was  intro- 
duced by  Coulomb,  who  first  investigated  the  subject  in  question, 
and  is  generally  employed  by  the  best  electricians  in  this  country. 
The  term  thickness  of  electrical  stratum,  which  was  introduced  by 
Poisson,  is  much  used  in  France,  but  is  more  open  to  objection  from 
the  coarse  assumptions  which  it  seems  to  involve. 

The  following  are  some  of  Coulomb's  results.  The  dotted  line  in 
each  of  the  figures  is  intended  to  represent,  by  its  distance  from  the 
outline  of  the  conductor,  the  electric-density  at  each  point  of  the 
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latter.     In  all  cases  it  is  to  be  understood  that  the  conductor  is  so 
far  removed  from  external  bodies  as  not  to  be  influenced  by  them : — 

1.  Sphere  (Fig.  345).     The  electric  density  is  the  same  for  all 
points  on  the  surface  of  a  spherical  conductor. 

2.  Ellipsoid  (Fig.  346).     The  density  is  greatest  at  the  ends  of  the 


Eig.  846.— Distribution  on  Sphere.  Fig.  846.— Distribution  on  ElliiMoid. 

longest,  and  least  at  the  ends  of  the  shortest  axis ;  and  the  densities 
at  these  points  are  simply  proportional  to  the  axes  themselves.^ 

3.  Flat  Disc  (Fig.  347).  The  density  is  almost  inappreciable  over 
the  whole  of  both  faces,  except  dose  to  the  edges,  where  it  increases 
almost  per  saltuTTL 

4.  CylindeT  with  Hemispherical  Ends  (Fig.  348).     The  density  is 

Fig.  847.— Distribution  on  Disc.  Fig.  848.— Distribution  on  Cylinder  with  nmnded  ends. 

a  minimum,  and  nearly  uniform,  at  parts  remote  from  the  ends,  and 
attains  a  maximum  at  the  ends.  The  ratio  of  the  density  at  the  ends 
to  that  at  the  sides  increases  as  the  radius  of  the  cylinder  diminishes, 
the  length  of  the  cylinder  remaining  the  same. 

5.  Spheres  in  Contact — In  the  case  of  equal  spheres,  the  charge, 
which  is  nothing  at  the  point  of  contact,  and  very  feeble  up  to  30** 
from  that  point,  increases  very  rapidly  from  30**  to  60**,  less  rapidly 
from  60°  to  90^  and  almost  insensibly  from  90**  to  180^  When  the 
spheres  are  of  unequal  size,  the  charge  at  any  point  on  the  smaller 

'  More  generally,  the  density  at  any  point  on  the  surface  of  an  ellipsoid  is  proportional 
to  the  length  of  a  perpendicular  from  the  centre  of  the  ellipsoid  on  a  tangent  plane  at  the 
point. 

If  an  ellipsoid,  similar  and  nearly  equal  to  the  given  one,  be  placed  so  that  the  corre- 
sponding axes  of  the  two  are  coincident,  we  shall  have  a  thin  ellipsoidal  shell,  whose  thick- 
ness at  any  point  exactly  represents  the  electric  density  at  that  point. 

Such  a  shell,  if  composed  of  homogeneous  matter  attracting  inversely  as  the  square  of  the 
tiistance,  would  exercise  no  force  at  points  in  its  interior. 

Sfi 
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Bpliere  is  greater  than  at  the  corresponding  point  on  the  larger  one; 
and  as  the  smaller  sphere  is  continually  diminished,  the  other 
remaining  the  same,  the  ratio  of  the  densities  at  the  extremities  of 
the  line  of  centres  tends  to  become  2:1. 

422.  Method  of  Experiment. — The  preceding  results  were  obtained 
by  Coulomb  in  the  following  manner.  He  touched  the  electrified 
body  at  a  known  point  with  the  proof-plane,  and  then  put  the  plane 
in  the  place  of  the  fixed  ball  of  the  torsion-balance,  the  movable 
ball  having  previously  been  charged  with  electricity  of  the  same 
sign.  Repulsion  was  thus  produced,  and  the  amount  of  torsion 
necessary  to  keep  the  balls  at  a  certain  distance  asunder  was  observed. 
He  then  repeated  the  experiment  with  electricity  taken  from  a  dif- 
ferent point  of  the  body  under  examination,  and  the  ratio  of  the 
densities  at  the  two  points  was  given  by  the  ratio  of  the  torsions 
necessary  to  keep  the  baUs  at  the  same  distance. 

By  way  of  checking  the  accuracy  of  this  mode  of  experimentation. 
Coulomb  electrified  an  insulated  sphere,  and  measured  the  electric 
density  on  its  surface  by  the  method  described  above.  He  then 
touched  the  sphere  with  another  precisely  equal  sphere,  and  on  again 
applying  the  proof- plane  he  found  that  the  charge  carried  off  by  the 
plane  was  just  half  what  it  had  been  before. 

428.  Alternate  Contact. — The  above  experiments  naturally  require 
some  time,  during  which  the  body  under  investigation  is  gradually 
losing  its  charge.  The  consequence  is,  that  the  densities  indicated 
by  the  balance,  if  taken  singly,  do  not  correctly  represent  the 
electric  distribution.  This  source  of  error  was  avoided  by  Coulomb 
in  the  following  manner.  He  touched  two  points  on  the  body  suc- 
cessively, and  determined  the  electric  density  at  each;  and  then,  after 
an  interval  equal  to  that  between  the  two  experiments,  he  touched 
the  first  point  again,  and  obtained  a  second  measure  of  its  density, 
-vhich  was  less  than  the  first,  on  account  of  the  dissipation  of  elec- 
tricity.    If  the  densities  thus  observed  be  denoted  by  A  and  A',  and 

the  density  observed  at  the  second  point  by  B,  it  is  evident  that  ^  is 

A' 

greater,  and  ^  less  than  the  ratio  required.     Coulomb  adopted,  &» 

A  + A' 

the  correct  value,  their  arithmetic  mean  J  -^— . 

424.  Power  of  Points. — ^The  distribution  of  electricitj'  on  a  con- 
ductor of  any  form  may  be  roughly  described,  by  saying  that  the 
density  is  greatest  on  those  parts  of  the  surface  which  project  most^ 
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or  which  have  the  sharpest  convexity,  and  that  in  depressions  or 
concavities  it  is  small  or  altogether  insensible.  Theory  shows  that 
at  a  perfectly  sharp  edge,  such,  for  example,  aa  is  formed  by  two 
planes  meeting  at  any  angle  however  obtuse,  but  not  rounded  off, 
the  density  must  be  infinite,  and  a  fortiori  it  must  be  infinite  at  a 
perfectly  sharp  point,  for  example  at  the  apex  of  a  cone,  however 
obtuse,  if  not  rounded  off.  Practically,  the  points  and  edges  of 
bodies  are  always  rounded  off";  the  microscope  shows  them  merely  as 
[>laces  of  very  sharp  convexity  (that  is,  of  very  small  radius  of  curva- 
ture), and  hence  the  electric  density  at  those  places  is  really  finite; 
but  it  is  exceedingly  great  in  comparison  with  the  density  at  other 
parts,  and  this  is  especially  true  of  very  acute  points,  such  as  the 
point  of  a  fine  needle.  The  consequence  is,  that  if  a  pointed  con- 
ductor is  insulated  and  charged,  the  concentration  of  a  large 
amount  of  repulsive  force  within  an  exceedingly  small  area  pro- 
duces very  rapid  escape  of  electricity  at  the  points.  Conductors 
intended  to  retain  a  charge  of  electricity  must  have  no  points  or 
edges,  and  must  be  very  smooth.  If  of  considerable  length  in 
proportion  to  their  breadth,  they  are  usually  made  to  terminate  in 
large  knobs. 

425.  Dissipation  of  Charge. — When  an  insulated  conductor  is 
charged  and  left  to  itself,  its  charge  is  gradually  dissipated,  and  at 
length  completely  disappears.  This  loss  takes  place  partly  through 
the  supports,  and  partly  through  the  air. 

As  regards  the  supports,  the  loss  occurs  chiefly  at  their  surface, 
especially  if  (as  is  usually  the  case)  they  are  not  perfectly  dry.  It  is 
diminished  by  diminishing  their  perimeter,  and  by  increasing  their 
length;  for  example,  a  long  fibre  of  glass  or  raw  silk  is  an  excellent 
insulator. 

As  rp'rnrds  the  air,  we  must  distinoriiish  between  conduction  and 
convection.  Very  hot  air  and  highly  rarefied  air  probably  act  as 
conductors;  but  air  in  the  ordinary  condition  acts  chiefly  by  con- 
tact and  convection.  Successive  layers  of  air  become  electrified 
by  contact  with  the  conductor,  and  are  then  repelled,  carrying 
off  the  electricity  which  they  have  acquired.  It  is  by  an  action 
of  this  kind  that  electricity  escapes  into  the  air  from  points,  as  is 
proved  by  the  wind  which  passes  oflT  from  them  (§  444}).  Particles 
of  dust  present  in  the  air,  in  like  manner,  act  as  carriers,  being 
attracted  to  the  conductor,  charged  by  contact  with  it,  and  then 
repelled.     They  also  frequently  adhere  by  one  end  to  the  conductor. 
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and  thus  constitute  pointed  projections  through  which  electricity  is 
discharged  into  the  air. 

Coulomb  deduced  from  his  observations  on  dissipation  of  charge,  a 
law  precisely  analogous  to  Newton's  law  of  cooling,  namely,  that 
when  all  other  circumstances  remain  the  same,  the  rate  of  loss  is 
svmply  proportional  to  the  charge,  so  that  the  charges  at  equal 
intervals  of  time  form  a  decreasing  geometric  seriea  Subsequent 
experience  has  confirmed  this  law,  as  approximately  true  for  moderate 
charges  of  the  same  sign.  Negative  charges  are,  however,  dissipated 
more  rapidly  than  positive. 
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ELECTRICAL   MACHINES. 


426.  Electrical  Machines. — The  first  electrical  machine  was  invented 
by  Otto  Guericke,  to  whom,  as  we  have  already  seen  (§  129),  science 
is  indebted  for  the  invention  of  the  air-pump.  It  consisted  of  a  ball 
of  sulphur  which  was  turned  upon  its  axis  by  one  person,  while 
another  held  his  hands  upon  the  ball,  thus  causing  the  Motion 
necessary  for  the  production  of  electricity.  The  result  was  that 
the  globe  was  negatively  electrified,  and  the  positive  electricity 
escaped  into  the  earth  through  the  hands  of  the  operator.  This 
machine,  however,  was  capable  of  producing  only  very  feeble  effects, 
and  the  sparks  obtained  from  it  were  visible  only  in  the  dark.  An 
English  philosopher,  Hawksbee,  substituted  a  globe  of  glass  for  the 
globe  of  sulphur;  the  electricity  thus  obtained  was  positive,  and 
the  sparks  obtained  by  the  new  machine  were  of  considerable  bright- 
neps.  The  machine,  however,  was  for  the  time  superseded  by  the 
use  of  glass  tubes,  which  continued  to  be  the  fietvourite  instruments 
for  generating  electricity  until  the  middle  of  the  eighteenth  century, 
when  a  German  philosopher,  Boze,  professor  of  physics  at  Wittem- 
berg,  revived  and  perfected  Hawksbee's  machine,  which  became 
universally  adopted. 

Fig.  349,  which  is  taken  from  the  Legona  de  Physique  of  the  Abb^ 
Nollet,  published  in  1 767,  shows  the  arrangement  of  the  machine 
adopted  by  this  celebrated  philosopher.  It  consists  of  a  large  wheel, 
round  which  is  passed  an  endless  cord,  which,  passing  also  round  a 
pulley,  serves  to  turn  a  glass  globe  when  the  wheel  is  set  in  motion. 
The  electricity  thus  produced  is  collected  on  a  conductor  suspended 
firom  the  ceiling  by  silk  cords. 

It  will  be  observed  that,  in  the  figure,  the  friction  is  produced  by 
the  hand.     This  mode  of  applying  friction,  which  is  evidently  rude 
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and  defective,  was  nevertheless  long  used  for  want  of  a  better,  though 
many  attempts  were  made  to  replace  it  by  the  use  of  rubbers  of 
leather,  stuffed  with  hair,  and  pressed  against  the  globe  by  means  of 
regulating  screws.  The  shape  of  the  globe  rendered  the  use  of  these 
very  difficult,  and  it  was  not  until  a  cylinder  was  substituted  for  the 
globe  that  they  were  generally  adopted. 

427.  Bamsden's  Machine. — The  kind  of  machine  most  commonly 
employed  at  present  is  the  plate- machine,  invented  by  Ramsden  about 
1768,  and  only  slightly  changed  and  improved  since. 

The  most  usual  form  of  this  machine  is  shown  in  Fig.  350.     It 


Fig.  850.— Ramaden's  Electrioal  Machins. 

has  a  circular  plate  of  glass,  which  turns  on  an  axis  supported 
by  two  wooden  uprighta  On  each  side  of  the  plate,  at  the  upper 
and  lower  parts  of  the  uprights,  are  two  cushions,  which  act  aa 
rubbei-s  when  the  plate  is  turned.  In  front  of  the  plate  are  two 
metallic  conductors  supported  on  glass  legs,  and  terminating  in 
branches,  which  are  bent  round  the  plate  at  the  middle  of  its  height, 
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and  are  studded  with  points  projecting  towards  it.  The  plate 
becomes  charged  with  positive  electricity  by  friction  against  the 
cushions,  and  gives  off  its  electricity  through  the  points  to  the  two 
conductors,  or,  what  amounts  to  the  same  thing,  the  conductors  give 
off  negative  electricity  through  the  points  to  the  positively-electrified 
plate.  In  order  to  avoid  loss  of  electricity  from  that  portion  of  the 
plate  which  is  passing  from  the  cushions  to  the  points,  sector-shaped 
pieces  of  oiled  silk  are  placed  so  as  to  cover  it  on  both  sides.  The 
cushions  become  negatively  electrified  by  the  friction ;  and  the 
machine  will  not  continue  working  unless  this  negative  electricity 
is  allowed  to  escape.  The  cushions  are  accordingly  connected  with 
the  earth  by  means  of  metal  plates  let  into  their  supports. 

428.  Limit  of  Charge. — As  the  conductors  become  more  highly 
charged,  they  lose  electricity  to  the  air  more  rapidly,  and  a  time  soon 
arrives  when  they  lose  electricity  as  fast  as  they  receive  it  from  the 
plate.  After  this,  if  the  machine  continues  to  be  worked  uniformly, 
their  charge  remains  neai'ly  constant.  This  limiting  amount  of 
charge  depends  very  much  upon  the  condition  of  the  air ;  and  in 
damp  weather  the  machine  often  refuses  to  work  unless  special  means 
are  employed  to  keep  it  dry. 

The  rubbers  are  covered  with  a  metallic  preparation,  of  which 
several  different  kinds  are  employed.  Sometimes  it  is  the  <x)mpound 
called  aurum  musivum  (bisulphide  of  tin),  but  more  frequently  an 
amalgam.     Rienmeier's  amalgam  consists  of  one  part  of  zinc,  one  of 

tin,  and  two  of  mercury.  The  amalgam 
is  mixed  with  grease  to  make  it  adhere 
to  the  leather  or  silk  which  forms  the 
face  of  the  cushion. 

Before  using  the  machine,  the  glass 
legs    which    support    the    conductors 
should   be  wiped   with   a  warm   dry 
clotL     The  plate  must  also  be  cleaned 
Kg.  wi.-Qaad»nt  EieotroMopeL        from  any  dust  or  portious  of  amalgam 

which  may  adhere  to  it,  and  lastly, 
dried  with  a  hot  cloth 'or  paper.  When  these  precautions  are  taken, 
the  machine,  if  standing  near  a  fire,  will  always  work;  but  the 
charging  of  Leyden  jars,  and  especially  of  batteries,  may  be  rendered 
impossible  by  bad  weather. 

The  variations  of  charge  are  indicated  by  the  quadrant  electroscope 
(Fig.  351),  which  is  attached  to  one  of  the  conductors     It  consists 
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of  an  upright  conducting  stem,  supporting  a  quadrant,  or  more  com- 
monly a  semicircle,  of  ivory,  at  whose  centre  a  light  needle  of  ivory 
is  jointed,  carrying  a  pith-ball  at  its  end.  When  there  is  no  charge 
in  the  conductor,  this  pendulum  hangs  vertically,  and  as  the  charge 
increases  it  is  repelled  further  and  further  from  the  stem.  In  damp 
weather  it  will  be  observed  to  return  to  the  vertical  position  almost 
immediately  on  ceasing  to  turn  the  machine,  while  in  very  favour- 
able circumstances  it  gives  a  sensible  indication  of  charge  after  two 
or  three  minutes. 

429.  Naime's  Machine. — Ramsden's  machine  furnishes  only  positive 
electricity.     In  order  to  obtain  negative  electricity,  it  is  necessary  to 


Fig.  358.— Naime's  Electrical  Machine. 

insulate  the  cushions  from  the  ground,  and  to  place  them  in  com- 
munication with  an  insulated  conductor.  An  arrangement  of  this 
kind  is  adopted  in  Nairne's  machina 

In  this  machine  a  large  cylinder  of  glass  revolves  between  two 
separately  insulated  conductors.  One  of  these  has  a  row  of  points 
projecting  towards  the  glass,  and  collects  positive  electricity.  The 
other  is  connected  with  the  rubber,  and  collects  negative.  If  one 
kind  of  electricity  only  is  required,  the  conductor  which  furnishes 
the  other  must  be  connected  with  the  ground. 

480.  Winter's  Machine. — Winter,  of  Vienna,  has  introduced  some 
modifications  in  Ramsden's  machine. 
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Instead  of  four  cushions,  there  are,  as  will  be  seen  by  the  figure 
(Fig.  353),  only  two,  which  are  in  communication  with  a  spherical 
conductor,  supported  on  a  glass  pillar.  This  may  be  used  to  collect 
negative  electricity,  in  the  same  way  as  the  negative  conductor  in 
Naime's  machine.  The  chief  or  positive  conductor  consists  of  an 
insulated  sphere,  on  the  top  of  which  is  often  another  sphere  of 
smaller  siza     The  positive  electricity  is  collected  from  the  plate  by 


Fig.  S5S.— Wintar't  Eleotrioal  Moohinai 

means  of  two  rings  opposite  to  each  other,  one  on  each  side  of  the 
plate.  On  the  side  next  the  plate,  they  have  a  groove,  which  is  lined 
with  metal,  and  studded  with  points.  They  are  supported  by  an  arm 
which  is  inserted  in  the  positive  conductor.  The  size  of  the  positive 
conductor  is  often  increased  by  the  addition  of  a  very  large  ring  (3 
or  4  feet  in  diameter)  which  is  supported  on  the  top  of  the  large 
sphere.  The  ring  consists  of  very  stout  brass  wire  inclosed  in  well- 
polished  mahogany. 

Winter's  machine  appears  to  give  longer  sparks  than  the  ordinary 
machine  under  the  same  circumstancea  This  circumstance  is  owing, 
partly  at  least,  to  the  considerable  distance  between  the  rubber  and 
the  positive  conductor,  which  prevents  the  occurrence  of  discharges 
between  them. 
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431.  Hydro-electric  Machine. — About  the  year  1840,  Mr.  (now  Sir) 
W.  Armstrong  invented  an  electric  machine,  in  which  electricity  was 
generated  by  the  friction  of  steam  against  the  sides  of  orifices,  through 
which  it  is  allowed  to  escape  under  high  pressure.     It  consists  of  a 


IK^i.^^ri 


1->- 


Fig.  364.— Armstroog'a  Hydro-electric  Machine. 

boiler  with  the  fire  inside,  supported  on  four  glass  legs.  The  steam, 
before  escaping,  passes  through  a  number  of  tubes  which  traverse  a 
cooling-box  containing  water,  into  which  dip  meshes  of  cotton,  which 
are  led  over  the  tubes,  and  passed  round  them.  The  cooling  thus 
produced  in  the  tubes,  causes  partial  condensation  of  the  steam.  This 
has  been  found  to  be  an  indispensable  condition,  the  friction  of  per- 
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fectly  dry  steam  being  quite  inoperative.  Speaking  strictly,  it  is  the 
friction  of  the  drops  of  water  against  the  sides  of  the  orifice,  which 
generates  the  electricity,  and  the  steam  merely  furnishes  the  means 
of  applying  the  friction.  The  jet  of  steam  is  positively,  and  the- 
boiler  negatively  electrified.  The  positive  electricity  is  collected  by 
directing  the  jet  of  steam  upon  a  metal  comb  communicating  with 
an  insulated  conductor. 

The  form  of  the  outlet  by  which  the  steam  escapes  is  shown  in 
Fig.  365.  The  steam  is  checked  in  its  course  by  a  tongue  of  metal, 
round  which  it  has  to  pass,  before  it  can  enter  the  wooden  tube 
through  which  it  escapes  into  the  air.  This  machine,  in  order  to 
work  well,  requires  a  pressure  of  several  atmospheres.  The  water  in 
the  boiler  should  be  distilled  water.  If  a  saline 'solution  be  intro- 
duced into  the  tube  through  which  the  steam 
escapes,  all  traces  of  electricity  immediately 
disappear.  The  generation  of  electricity 
varies  both  in  sign  and  degree,  according  to 
the  substance  of  which  the  escape-tube  is 
Fig.  856.~Ouu«t  of  8t«ain.  composcd,  and  according  to  the  liquid  whose 
particles  are  carried  out  by  the  steam.  Thus, 
when  a  small  quantity  of  oil  of  turpentine  is  introduced  into  the  jet 
of  steam,  the  boiler  becomes  positively,  and  the  steam  negatively 
electrified. 

The  hydro-electric  machine  is  exceedingly  powerful  At  the 
Polytechnic  Institution  in  London,  there  was  one  with  a  boiler 
78  inches  long  and  42  in  diameter,  and  with  46  jeta  Sparks  were 
obtained  from  the  conductor  at  the  distance  of  22  inches.  The 
machine  is,  however,  very  inconvenient  to  manage.  A  long  time  is 
required  to  get  up  the  requisite  pressure  of  steam.  The  boiler  must 
be  carefully  washed  with  a  solution  of  potash,  after  each  occasion  of 
its  use;  and,  finally,  the  working  of  the  machine  is  necessarily  accom- 
panied by  the  disengagement  of  an  enormous  quantity  of  steam« 
which,  besides  causing  a  deafening  noise,  has  the  mischievous  efiect 
of  covering  with  moisture  everything  within  reach.  Accordingly, 
though  very  interesting  in  itself,  it  is  by  no  means  adapted  to  the 
general  purposes  of  an  electrical  machine. 

432.  Holtz's  Machine. — In  the  machines  just  described,  electricity 
is  produced  by  the  friction  of  one  substance  against  another.  Quite 
recently,  several  machines  have  been  invented  of  quite  a  different 
kind,  in  which  a  body  is  electrified  once  for  all,  and  made  to  act  by 
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induction  upon  a  movable  system,  in  such  a  way  as  to  produce  a 
continual  generation  of  electricity.  The  most  successful  of  these  is 
that  invented  by  Holtz  of  Beriin  in  1865. 

It  contains  two  thin  circular  plates  of  glass,  one  of  which,  A,  is 
fixed,  while  the  other,  B,  which  is  rather  smaller,  can  be  made  to 
revolve  very  near  it  In  the  fixed  plate  there  are  two  large  openings 
called  windows  near  the   extremities  of  its  horizontal  diameter. 


Fig.  856.— Holtz't  Bleotrioal  Maohino. 

Adjacent  to  these  are  glued  two  paper  bands  or  armatures  ff,  each 
having  u  sharp  tongue  of  card  projecting  through  the  window,  and 
pointing  the  opposite  way  to  that  in  which  the  revolving  plate  turns. 
Two  rows  of  brass  points  P,  F  are  placed  opposite  the  armatures,  on 
the  other  side  of  the  revolving  plate,  and  are  connected  with  two 
insulated  conductors  terminating  in  the  knobs  ?i,  m,  which  may  be 
called  the  poles  or  electrodes  of  the  machine.  These  knobs  can  be 
set  at  any  distance  asunder.  In  starting  the  machine,  they  are 
placed  in  contact,  and  one  of  the  armatures,  suppose  /,  is  electrified 
by  holding  against  it  an  excited  sheet  of  vulcanite,  or  by  leading  to 
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it  a  wire  from  the  conductor  of  a  frictional  machine.  A  peculiar 
sizzling  sound  is  almost  immediately  heard,  and  the  knobs  may  then 
be  separated  to  a  gradually  increasing  distance,  brilliant  discharge  all 
the  time  taking  place  between  them.  In  the  circumstances  sup- 
posed, the  knob  n  is  the  negative,  and  the  knob  m  the  posi- 
tive electroda  The  best  machines  are  made  double,  having  two 
revolving  plates,  with  two  fixed  plates  between  them.  The  Holtz 
machine,  when  well  made,  far  surpasses  the  frictional  machine  in 
power. 

Its  action  is  as  follows : — The  negative  electricity  of  the  arma- 
ture /,  acting  inductively  on  the  opposed  conductor,  from  which  it 
is  separated  by  the  revolving  plate,  causes  this  conductor  to  discharge 
positive  electricity,  through  its  points,  upon  th^  face  of  the  plate,  and 
thus  to  acquire  a  negative  charge;  when  the  part  of  the  plate  which 
has  been  thus  affected  comes  opposite  the  tongue  of  the  other  arma- 
ture, the  latter  is  affected  inductively,  and  discharges  negative  elec- 
tricity upon  the  back  of  the  plate,  thus  becoming  itself  positively 
electrified  Positive  electricity  from  the  front  of  the  plate  is  imme- 
diately afterwards  given  off  to  the  points  F,  an  equal  quantity  of 
negative  being  of  course  discharged,  from  the  conductor  to  which 
they  belong,  upon  the  face  of  the  plate.  In  the  subsequent  stages 
of  the  process,  the  negative  electricity  thus  discharged  upon  the  face 
of  the  plate  exceeds  the  positive  which  was  previously  there,  so  that 
the  face  of  the  plate  passes  on  with  a  negative  charge.  When  the  por- 
tion of  the  plate  which  we  are  considering  again  comes  opposite/,  it 
increases  the  negative  electrification  both  of  the  armature  and  the 
conductor,  inasmuch  as  it  has  more  of  negative  or  less  of  positive  elec- 
tricity upon  both  its  surfaces  than  it  had  when  it  last  moved  away 
from  that  position.  Both  armatures  thus  become  more  and  more 
strongly  electrified,  until  a  limit  is  attained  which  depends  on  the 
goodness  of  the  insulation;  and  as  the  electrification  of  the  armatures 
increases,  the  conductoi^s  also  become  more  powerfully  affected,  and 
are  able  to  discharge  to  each  other  by  the  knobs  mri  at  a  continually 
increasing  distance. 

The  inventor  has  recently  introduced  a  modified  form  of  his 
machine.  The  plates  are  placed  horizontally  (Fig.  357),  they  have 
neither  windows  nor  armatures,  and  they  both  revolve,  but  in  oppo- 
site directiona  Two  conductors  furnished  with  rows  of  points  are 
placed  above  the  upper  plate  at  the  extremities  of  one  diameter,  and 
two  others  below  the  lower  plate  at  the  extremities  of  another 
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diameter  perpendicular  to  the  former.  Each  of  the  upper  conductors 
is  connected  with  one  of  the  lower,  so  that  there  are  virtually  only 
two  conductors.  In  starting  the  machine,  a  sector  of  electrified  vul- 
canite *s  held  over  the  upper  plate,  opposite  one  of  the  lower  comb& 


Fig.  367.— Holu't  Machine  with  Horiioiital  PlaMt. 

AVTien  the  machine  has  been  turned  for  a  few  seconds,  the  sector  may 
l>e  removed,  and  a  continual  discharge  of  sparks  takes  place  between 
the  two  knobs  which  are  connected  with  the  two  conducting  systems. 
Frequently,  as  in  the  figure,  a  comb  is  placed  above,  opposite  to  the 
lower  comb,  and  this  arrangement  appears  to  increase  the  efficiency 
of  the  machine. 

The  action  in  this  form  of  the  machine  also  depends  upon  induc- 
tion, the  conductors  performing  the  duty  of  armatures  a*s  well.  We 
shall  not  enter  into  details,  but  merely  remark  that,  in  both  forms  of 
the  machine,  work  is  spent  in  turning  the  plates  in  opposition  to  elec- 
trical attractions  and  repulsions;  and  that  the  mechanical  energy  thus 
consumed  produces  an  equivalent  in  the  form  of  electrical  energy. 

433.  Electrophoms. — When  electricity  is  required  in  comparatively 
small  quantities,  it  is  readily  supplied  by  the  simple  apparatus  called 
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the  electrophorue.    This  consists  (Fig.  358)  of  a  disc  of  resin,  or  some 
other  material  easily  excited  by  friction,  and  of  a  polished  metal  disc 

B  with  an  insulating  handle  CD.     Tlie 

"j  I  resin  disc  is  electrified  by  striking  or 

rubbing  it  with  catskin  or  flannel,  and 

the  metal  plate  is  then  laid  upon  it    In 

these  circumstances,  the  upper  plate  does 

not  receive  a  direct  charge,  from  the 

lower,  but,  if  touched  with  the  finger 

(to  connect  it  with  the  earth),  receives 

an  opposite  charge  by  induction.     On 

lifting  it  away  by  its  insulating  handle, 

Pig  858.-Ki6cin)pboru«.  '^^  ^  ^"1^^  ^  ^  charged,  and  will  give 

a  spark.     It  may  then  be  replaced  on 

the  lower  plate  (touching  it  at  the  same  time  with  the  finger),  and 

the  process  repeated  an  indefinite  number  of  times,  without  any  fi-esh 

excitation,  if  the  weather  is  favourable. 

The  resinous  plate  has  usually  a  base  or  sole  of  metal,  which  is  in 
connection  with  the  earth  while  the  electrophorus  is  being  worked. 
This  sole,  by  the  mutual  induction  which  takes  place  between  it  and 
the  upper  plate  or  cover,  increases  the  capacity  of  the  latter  (see  Chap. 
xL),  and  thus  increases  the  charge  acquired.  When  the  cover 
receives  its  positive  charge  on  being  connected  with  the  earth,  the 
sole  at  the  same  time  receives  fi-om  the  earth  a  negative  charge, 
and  as  the  cover  is  gradually  lifted  this  negative  charge  gradually 
returns  to  the  earth. 

The  most  convenient  form  of  the  electrophorus  is  that  of  Professor 
Phillips,  in  which  the  cover,  when  placed  upon  the  resinous  plate, 
comes  into  metallic  connection  with  the  metal  plate  below.  That 
this  arrangement  is  allowable  is  evident,  when  we  reflect  that, 
when  the  upper  plate  is  touched  with  the  finger,  it  is  in  fact 
connected  with  the  lower  plate,  since  both  are  connected  with  the 
earth ;  and  it  eflFects  a  great  saving  of  time  when  many  sparks  are 
required  in  quick  succession,  for  the  cover  may  be  raised  and  lowered 
as  fast  as  we  please,  coming  alternately  into  contact  with  the  resinoun 
plate  and  the  body  which  we  wish  to  charge. 

434.  Bertsch's  Electrical  Machine. — A  machine  which  has  been 
called  a  rotatory  electrophorus  has  recently  been  invented  by  Bertsch, 
and  is  represented  in  Fig.  360.  A  circular  plate  of  ebonite  D  can  be 
made  to  revolve  rapidly.     A  sector  of  the  same  material,  previously 
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excited  by  friction,  is  fixed  opposite  the  lower  portion  of  the  plate ; 
and  on  the  other  side,  immediately  opposite  to  this,  is  a  metallic 
comb  N  forming  the  extremity  of  a 
conductor  connected  with  the  earth. 
At  the  upper  part  is  another  comb 
M  connected  with  the  conductor  A. 
Under  the  influence  of  the  electrified 
sector,  the  conductor  C  discharges  posi- 
tive electricity  on  the  plate  through 
the  comb  N.     In  passing  the  comb  M, 
a  portion  of  this   electricity  is  col- 
lected   by   the    points,    and    charges 
the  conductor  A.     The  efiect  is  in- 
creased by  connecting  A  with  another  conductor  E  of  very  large 
dimen8ion& 

This  machine  differs  from  that  of  Holtz  in  furnishing  no  means  for 


Fig.  860.~Elooirillad  S«ctor. 


Fig.  860.— B«rtMh'a  Slaotrloal  Maahlna 

increasing,  or  even  sustaining,  the  charge  of  the  armature.     In  this 

respect  it  resembles  the  ordinary  electrophorus. 
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VARIOUS   EXPERIMENTS   WITH  THK  ELECTRICAL  KACHIMK. 


436.  Electric  Spark. — The  spark  furnished  by  an  electrical  machine 
'  »f  small  dimensions  is  short,  and  usually  straight  Powerful  machines 
Hometimes  give  sparks  of  the  length  of  a  foot  Such  sparks  have 
n*sually  a  zig-zag  form,  like  flashes  of  lightning.     One  of  the  readiest 

means  of  obtaining  long  sparks 
consists  in  placing,  opposite  to 
one  of  the  small  knobs  of  the 
conductor  of  the  machine,  a 
large  conductor,  having  good 
earth  connection,  and  present- 
ing a  polished  and  slightly  con- 
vex surface  towards  the  knob. 
A  more  powerful  effect  will  be 
obtained  by  connecting  this 
conductor  with  the  rubber  or 
the  negative  conductor  of  the 
machine,  instead  of  with  the 
earth.  Very  frequently,  when 
tlje  spark  is  a  foot  or  more  in  length,  finer  ramifications  proceed 
from  its  main  track,  as  shown  in  Fig.  362. 

436.  Brush. — When  a  powerful  machine  is  working  in  a  very  dry 
atmosphere,  the  rubbers  being  in  good  order,  and  the  machine  being 
turned  rapidly,  a  charaoteristic  sound  is  heard,  which  is  an  indication 
of  continuous  discharge  into  the  air.  In  the  dark,  luminous  appear- 
ances, called  brusliea  are  seen  on  the  projecting  parts  of  the  con- 
ductors. They  may  be  rendered  very  conspicuous  by  presenting  a 
large  conducting  surface  at  a  distance  a  little  too  great  for  a  spark 
to  pass.     It  will  then  be  observed  that  the  brush  consists  (Fig.  363) 


Fig.  ML— Slacirlo  S^u-k. 
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ot  a  short  foot-stiilk,  witlj 
«  multitude  of  rays  di- 
verging from  it  like  a  fan, 
and  with  other   smaller 
ramifications    proceedi  ng 
from  these.  Positive  elec- 
tricity gives   lai'ger  and 
finer  brushes  than  nega- 
tiva    We  may  add,  that, 
when     the     machine    is 
working    well,    brilliant 
sparks    continually    leap 
•across  the  plate,  consist- 
ing of  discharges  between 
the  cushions  and  thenear- 
•est  part  of  the  cc>nductor. 
The   conductor    itself  is 
^Iso  surrounded  with  lu- 
minosity.    In  the  dark, 
ihe  brilliant  spectacle  pre- 
sented by  these  combined 
appearances,  with  the  con- 
tinual crackling  which  ac- 
companies them,  is  very 
impressive,  and  furnished 
-an  inexhaustible  subjet 
•of  curiosity  to  the  elec- 
tricians of  last  century. 

It  is  probable  that  the 
passage   of   a    spark    is 
Always  preceded  by  a  very 
high  degree  of  polar  ten- 
sion in  all  the  particles  ot 
■air  in  and  about  its  track, 
and  that  the  spark  occurs 
when  this   tension  any- 
where exceeds  what  the 
particles  are  able  to  bear. 
The  frequent  crookedness 
of  the  spark  is  probal>l\ 


K.g.  3tJ-'  — Si*rk  with  RaniificsttfouB. 
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due  to  the  presence  of  conducting  particles  of  dust,  which  serve  as 
stepping-stones,  and  render  a  crooked  course  the  easiest 

437.  Duration  of  the  Spark. — We  can  form  no  judgment  of  tlje 
duration  of  the  electric  spark  from  what  we  see  with  the  unaided 


Fig.  363.— Electrio  Brush,  after  V&u  Marum. 


eye ;  for  impressions  made  upon  the  retina  remain  unefiaced  for  some- 
thing like  fQ  of  a  second,  and  the  duration  of  the  spark  is  incompar- 
ably less  than  this.     Wheatstone,  in  a  classical  experiment,  succeeded 
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in  measuring  its  duration  by  means  of  a  revolving  mirror;  an  exped- 
ient which  has  since  been  employed  with  great  advantage  in  many 
other  researches,  especiaUy  in  determining  the  velocity  of  light 

Let  mn  (Fig.  364)  be  a  mirror  revolving  with  great  velocity 
about  an  axis  passing  through  c, 
and  suppose  that,  during  the 
rotation,  an  electric  spark  is  pio- 
duced  at  a.  An  eye  stationed  at 
o  will  see  an  image  in  the  sym- 
metrical position  a'.  If  the  spark 
is  strictly  instantaneous,  its  image 
will  be  seen  as  a  luminous  point 
at  a',  notwithstanding  the  rota- 
tion of  the  mirror;  but  if  it  has 
a  finite  duration,  the  image  will 
move  from  a'  to  a",  while  the 
mirror  moves  from  ee'  to  tt\  the 
latter  being  its  position  when  the 
spark  ceases.  What  is  actually 
seen  in  the  miiTor  will  therefore 
not  be  a  point,  but  a  luminous 
track  a' a". 

The  length  of  this  image  will  be  double  of  the  arc  et;  for  the 
angle  ect  dX  the  centre  is  equal  to  the  angle  a' a  a"  at  the  circum- 
ference, the  sides  of  the  one  being  perpendicular  to  those  of  the  other. 
In  Wheatstone's  experiment,  the  minor  made  800  turns  in  a  second, 
and  the  image  a  a"  was  an  arc  of  W\  the  mirror  therefore  turned 

through  12^  or  ^  of  a  revolution,  while  the  spark  lasted.     The  dura- 

•     1         1  .1 

tion  of  the  spark  was  therefore  g^  of  g^,  that  is,  ^^^  of  a  second. 

By  examining  the  brush  in  the  same  way,  Wheatstone  found  it  to 
consist  of  a  succession  of  sparks. 

438.  Spark  in  Rarefied  Gases. — The  appearance  of  the  spark  is 
greatly  modified  by  rarefying  the  air  in  which  it  is  taken.  To  show 
this,  an  apparatus  is  employed  which  is  called  the  electric  egg.  It  is 
an  oval  glass  vessel,  which  can  be  exhausted  by  means  of  a  stop  cock 
at  its  lower  end.  Its  upper  end  is  closed  by  a  cap,  in  which  slides  a 
brass  rod  terminated  by  a  knob,  which  can  be  adjusted  to  any  dis- 
tance from  another  knob  connected  with  a  cap  at  the  lower  end. 

When  the  egg  contains  air  at  atmospheric  pressure,  a  spark  passes 


Fig.  8M.— Duration  of  Si^urk. 
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in  the  ordinary  way  between  the  two  knobs ;  but,  as  the  pressure  is. 
diminished,  the  aspect  of  the  spark  changes.     At  a  pressure  of  six 

centimetres  of  mercury  ( jg  of  an  atmosphere),  a  sort  of  ramified  sheaf 

proceeds  from  the  positive  knob,  some  of  the  rays  terminating  at  a 


ng.  8«6.-Kl60trie  Bgf. 


Fig.  SM.— S|«rk  in  Rareflod  Air. 


small  distance  from  their  origin,  while  others  extend  to  the  negative 
knob.  The  latter  is  surrounded  with  a  violet  glow ;  the  rays  are 
also  violet,  but  with  a  reddish  tinge.  The  light  at  the  positive  knob 
is  of  a  reddish  purple. 

As  the  pressure  is  gradually  reduced  to  a  few  millimetres,  the  rays 
become  less  distinct,  and  finally  coalesce  into  an  oval  cloud  of  pale 
violet  light,  extending  from  one  knob  to  the  other,  with  a  reddish 
tint  at  the  positive  and  a  deep  violet  at  the  negative  end. 

In  performing  this  experiment  with  the  ordinary  electrical  machine, 
the  upper  knob  is  connected  with  the  conductor,  and  the  lower  one 
with  the  ground.     Holtz's  machine  can  be  very  advantageously 
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employed  in  experiments  of  this  kind,  its  two  poles  being  connected 
with  the  two  knob& 

When,  instead  of  the  electric  egg,  we  employ  a  long  tube,  such  as 
is  employed  for  showing  the  fall  of  bodies  in  vacuo,  the  whole  length 
of  the  tube  is  filled  with  violet  light,  which  exhibits  continual  flicker- 
ing, and  suggests  the  idea  of  undulations  travelling  in  the  same 
direction  as  the  positive  electricity.  In  all  these  experiments,  as  we 
diminish  the  density  of  the  air,  we  diminish  the  resistance  to  dis- 
charge, and  at  the  same  time  diminish  the  intrinsic  brightness  of  the 
spark. 

In  the  Torricellian  vacuum,  electric  discharge  is  accompanied  by  a 
perceptible  though  very  feeble  luminosity,  as  may  be  shown  by  an 
arrangement  due  to  Cavendish,  and  represented  in  Fig.  307.  Two 
barometric  tubes,  united  at  the  top, 
are  plunged  in  two  cups  of  mercury. 
The  mercury  in  one  cup  is  connected 
with  the  conductor  of  the  machine, 
while  that  in  the  other  is  connected 
with  the  earth.  In  these  circum- 
stances, the  vacuum-space  is  filled 
with  luminosity,  which  is  brighter 
as  the  temperature  is  higher,  pro- 
bably on  account  of  the  greater  den- 
sity of  the  mercurial  vapour  which 
serves  as  the  medium  of  discharge. 

The  experiments  of  Gassiot  and 
others  have  shown  that  electricity 
traverses  a  space  occupied  by  a  gas 
with  continually  increasing  facility 
as  the  density  of  the  gas  is  dimi- 
nished, until  a  certain  limit  is 
attained;  but  that  when  special 
means  are  employed  to  render  the 
vacuum  as  nearly  perfect  as  possible, 

this  limit  can  be  exceeded,  and  the  resistance  may  increase  so  much 
as  to  prevent  discharge. 

This  latter  point  is  illustrated  by  the  apparatus  represented  in  Fig. 
368,  which  is  constructed  by  Alvergniat.  T  is  a  tube  which  has  been 
exhausted  as  completely  as  possible  by  a  Qeissler's  pump.  It  has 
then  been  heated,  and  maintained  for  some  time  near  the  tempera- 


Fig.  StfT.— DiacUargtt  iu  TorrioaUiau  Vaouuiu. 
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ture  of  fusion  of  glass,  in  order  to  produce  absorption  of  the  remain- 
ing air.    Two  platinum  wires  have  been  previously  sealed  in  the  ends 

of  the  tube,  and  approach  within  jq  of  a  millimetre  of  each  other. 

The  two  poles  of  a  Holtz's  machine  are  connected  with  the  binding- 
screws  B  and  B',  which 
^   ^  are    in  communication 

with  these  two  wiies, 
and  also  with  two  rods 
whose  extremities  jop' 
are  at  a  moderate  strik- 
ing distance  from  each 
other  in  air.  As  long 
as  the  machine  works, 
sparks  pass  between 
these  latter,  while,  in 
spite  of  the  very  much 
closer  proximity  of  the 
platinum  wires,  no  lu- 
minosity is  perceptible 
between  them.  Instead 
of  being  placed  a  small 
distance  apart  in  air,  ;> 
and  p'  may  be  fitted 
into  the  ends  of  a  tube 
of  considerable  length 
containing  rarefied  air. 
It  will  be  found  that  discharge  can  take  place  at  greater  distance 
as  the  air  is  more  rarefied,  till  we  attain  a  limit  far  beyond  the  reach 
of  ordinary  air-pumps. 

489.  Colour  of  the  Spark. — ^The  colour  of  the  spark  or  other  lumin- 
ous discharge  depends  partly  on  the  material  of  the  conductors 
between  which  it  passes,  and  partly  on  the  gaseous  medium  which 
it  traversea  The  former  influence  predominates  when  the  spark  is 
strong,  the  latter  when  it  is  weak.  The  efiect  of  the  metal  seems  to 
depend  upon  the  vaporization  of  a  portion  of  it,  for,  on  examining  the 
spark  by  the  spectroscope,  bright  lines  are  seen  which  are  known  to 
indicate  the  presence  of  metallic  vapour.  For  studying  the  effect  of 
the  gaseous  medium,  the  discharge  is  taken  between  two  platinum 
wires  sealed  into  the  ends  of  glass  tubes,  containing  the  gases  in  a 


Fig.  868.~Noa-oonductivit7  of  Perfeot  Vacaom. 
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rarefied  conditioa  The  wires  are  connected  either  with  the  poles  of 
a  HoItz*s  machine,  or  of  a  BuhmkorfiTs  coil,  which  we  shall  describe 
in  Chap,  lii  It  is  found  that  the  colour  in  air  or  oxygen  is  white 
with  a  tinge  of  blue,  in  nitrogen  blue,  in  hydrogen  red,  and  in 
carbonic  acid  green. 

440.  Multiplication  of  the  Electric  Spark. — The  old  electricians 
contrived  several  pieces  of  apparatus  for  multiplying  the  electric 
spark.  The  principle  of  all  is  the  same.  Small  squares  of  tin-foil 
are  arranged  in  series  at  a  small  distance 
from  each  other  on  an  insulating  surface. 
Tlie  first  of  the  series  is  connected  with  a 
metallic  knob  which  can  be  brought  near  the 
electrical  machine;  and  the  last  of  them  is 
connected  with  another  knob  which  is  in 
communication  with  the  earth.  By  allowing 
a  discharge  to  pass  through  the  series,  sparks 
can  be  simultaneously  obtaLued  at  all  the 
intervals  between  the  successive  squares. 

In  the  spangled  tube  (Fig.  370)  the  squares 
of  tin-foil  are  arranged  spirally  along  a  cylin- 
drical glass  tube  which  has  a  brass  cap  at 
each  end.  One  cap  is  put  in  communication 
with  the  machine,  and  the  other  with  the 
earth. 

Sometimes  a  glass  globe  is  substituted  for 
the  cylinder.  We  have  thus  the  spangled 
globe  (Fig.  371). 

In  the  sparkling  pane  a  long  strip  of 
tin-foil  is  disposed  in  one  continuous  crooked 
line  (consisting  of  parallel  strips  connected 
at  alternate  ends)  from  a  knob  at  the  top  to 
another  knob  at  the  bottom  of  the  pane.  A 
pattern  is  then  traced  by  scratching  away 
the  tin-foil  in  numerous  places  with  a  point, 

and  when  the  spark  passes,  it  is  seen  at  all  these  places,  so  as  to 
render  the  pattern  luminous  (Fig.  872). 

441.  Physiological  Effects  of  the  Spark:  Electric  Shook. — When  a 
strong  spark  is  drawn  by  presenting  the  hand  to  the  conductor  of 
a  very  large  and  powerful  machine,  a  peculiar  sensation  is  experi- 
enced.    With  ordinary  machines  the  same  eflfect  can  be  obtained  by 
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Fig.  370. 
Spangled  Tube. 
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employing  a  Leyden  jar.  The  sensation  is  difficult  to  describe,  and 
only  capable  of  being  produced  by  electrical  agency.  It  is  a  painful 
shock,  felt  especially  in  the  arm,  and  causing  an  involuntary  bending 
of  the  elbow. 

At  the  distance  of  a  few  feet  from  a  machine  in  powerful  action, 
a  tickling  sensation  is  felt  on  the  exposed  pai*ts  of  the  body,  due  to 
the  movement  of  the  hairs  in  obedience  to  electrical  force.  These 
phenomena  are  exhibited  in  a  still  more  marked  manner  when  a 


Fig.  871.— Spanglad  Globe. 


Fig:  872.— Spaiiglad  Phuml 


person  stands  on  a  stool  with  glass  legs,  and  keeps  his  hand  upon 
the  conductor.  He  thus  becomes  highly  charged  with  electricity. 
His  hair  stands  on  end,  and  is  luminous  if  seen  in  the  dark.  K  a 
conductor  connected  with  the  earth  is  presented  to  him,  a  spark 
passes,  and  his  hair  falls  again. 

Electricity  has  frequently  been  resorted  to  for  medical  purpose& 
The  electrical  machine  was  first  employed,  and  afterwards  the  Leyden 
jar,  but  both  have  now  been  abandoned  in  favour  of  magneto-electric 
machines  and  induction  coils,  which  we  shall  describe  in  a  later 
chapter  (Chap,  lii.) 


Digitized  by 


Googk 


PROPERTIES  OF  THE  SPARK. 


655 


442.  Mechanical  and  Physical  Properties  of  the  Spark. — The  electric 
spark  produces  a  violent  commotion  in  the  medium  in  which  it 
occurs.  This  is  easily  shown  by  means  of  Kinnersley's  thermometer 
(Fig.  373),  which  consists  of  two  glass  tubes  of  unequal  diameters, 
the  smaller  being  open  at  the  top,  while  the  larger  is  completely 
closed,  with  the  exception  of  a  side  passage,  by  which  it  communi- 
cates with  the  smaller.  The  caps  which  close  the  ends  of  the  large 
tube  are  traversed  by  rods  terminating  in  knobs,  and  the  upper  one 
can  be  raised  and  lowered  to  vary  the  distance  between  the  knob& 
Both  tubes  are  filled,  to  a  height  a  little  below  the  lower  knob,  with 
a  very  mobile  liquid  such  as  alcohol.  When  the  spark  passes  between 
the  knobs,  the  liquid  is  projected  with  great  violence,  and  may  rise 


Fig.  STS.—Kiiiuonley't 
Thermometflr. 


Fig.  374.— ElMtrio  Mortar. 


to  a  height  of  several  yards  if  the  spark  is  very  strong.  The  same 
property  of  the  spark  is  exhibited  in  the  experiment  of  the  electric 
mortar,  which  is  suflSciently  explained  by  the  figure  (Fig.  374). 

The  spark  may  be  obtained  in  the  interior  of  a  non-conducting 
liquid,  which  it  agitates  in  a  similar  manner.  If  the  liquid  is  con- 
tained in  a  closed  vessel,  this  is  often  broken.  The  spark  can  also 
traverse  thin  non-conducting  plates,  producing  in  this  case  perfora- 
tion of  the  plates;  but  the  experiment  usually  requires  very  powerful 
discharges,  such  as  can  only  be  obtained  by  means  of  apparatus 
described  in  the  next  chapter. 

The  luminosity  of  the  electric  spark  is  probably  due  to  the  very 
high  temperature  which  is  produced  in  the  particles  traversed  by  the 
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discharge.  Coal-gas  is  easily  inflamed,  by  a  person  standing  on  a 
stool  with  glass  legs  holding  one  hand  on  the  conductor  of  the 
machine,  and  giving  sparks  from  a  finger  of  the  other  hand  to  the 
burner  from  which  the  gas  is  issuing.  Kinnersley  regarded  elevation 
of  temperature  as  the  cause  of  the  movement  of  the  liquid  in  his 
apparatus ;  hence  the  name  which  it  bears. 

Heating  may  also  occur  in  the  case  of  conductora  This  is  shown 
by  the  influence  of  the  metal  upon  the  colour  of  the  spark,  and  it  may 
be  more  directly  proved  by  arranging  a  conductor  in  communication 


Fif .  876.— VolU't  PistoL 

with  the  earth,  and  connected  by  an  exceedingly  fine  metallic  wire 
with  another  conductor.  When  the  latter  is  presented  to  a  very 
powerful  electrical  machine,  so  that  a  strong  spark  passes,  the  fine 
wire  is  sometimes  heated  to  redness. 

448.  Chemical  Properties  of  the  Spark. — The  electric  spark  is  able 
to  produce  very  important  chemical  effects.  When  it  occurs  in  an 
explosive  mixture  of  two  parts  of  hydrogen  with  one  of  oxygen,  it 
causes  these  gases  instantly  to  combine.  This  experiment  is  usually 
shown  by  means  of  Volta's  pistol  (Fig.  375),  which  is  a  metallic  vessel, 
containing  the  mixture,  and  closed  by  a  cork.     Through  one  side 
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passes  an  insulated  metallic  rod  with  a  knob  at  each  end,  that  at  the 
inner  end  being  at  a  short  distance  from  the  opposite  side  of  the 
vessel,  so  that,  if  a  spark  is  given  to  the  exterior  knob,  a  spark  also 
passes  in  the  interior,  and  inflames  the  mixture.  This  efiect  is  accom- 
panied by  a  violent  detonation,  and  the  cork  is  projected  to  a  dis- 
tanca 

The  electric  spark  oflen  produces  a  reverse  eflect — that  is  to  say, 
the  decomposition  of  a  compound  body;  but  the  action  in  this  case 
is  gradual,  and  a  great  number  of  sparks  must  be  passed  before  the 
full  effect  is  obtained.     Thus,  if  a  succession  of  sparks  be  passed  in 


Fig.  879.— Wind  from  Pointa. 

the  interior  of  a  mass  of  ammonia,  contained  in  a  vessel  inverted  over 
mercury,  the  volume  of  the  gas  is  observed  to  undergo  a  gradual 
increase,  until  at  length,  if  kept  at  constant  pressure,  the  volume  is 
exactly  doubled.  It  then  consists  of  a  mechanical  mixture  of  nitrogen 
and  hydrogen,  the  constituents  of  ammonia. 

Composition  and  decomposition  are  often  both  produced  at  once. 
Thus,  if  a  spark  is  passed  in  a  mixture  of  carburetted  hydrogen  and 
a  certain  proportion  of  oxygen,  the  former  gas  is  decomposed,  its 
hydrogen  combining  with  a  portion  of  the  oxygen  to  form  water, 
and  its  carbon  combining  with  another  portion  to  form  carbonic  acid 
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Vessels  intended  for  taking  the  electric  spark  in  gases  are  extensively 
used  in  chemistry,  and  are  called  evdioTneters. 

444.  Wind  from  Points. — If  a  metallic  rod  terminating  in  a  point 
be  attached  to  the  conductor  of  the  electrical  machine,  electricity 
escapes  in  large  quantity  from  the  point,  which,  accordingly,  when 
viewed  in  the  dark,  is  seen  to  be  crowned  with  a  tuft  of  light  A 
layer  of  air  in  front  of  the  point  is  electrified  by  contact,  and  then 
repelled,  to  make  way  for  other  portions  of  air,  which  are  in  their 
turn  repelled.  A  continuous  current  of  air  is  thus  kept  up,  which  is 
quite  perceptible  to  the  hand,  and  produces  a  very  visible  effect  on 
the  flame  of  a  taper  (Fig.  376). 

The  eleetric  whirl  (Fig.  377)  consists  of  a  set  of  metallic  arms, 
radiating  horizontally  from  a  common  centre 
about  which  they  can  turn  freely,  and  bent, 
all  in  the  same  direction,  at  the  ends,  which 
are  pointed.  When  the  central  support  is 
mounted  on  the  conductor  of  the  machine, 
the  arms  revolve  in  a  direction  opposite  to 
that  in  which  their  ends  point  This  effect 
is  due  to  the  mutual  repulsion  between  the 
pointed  ends  and  the  electrified  air  which 
flows  off  from  them. 

It  is  instructive  to  remark  that  if,  by  a 
special  arrangement,  the  rotating  part  be 
inclosed  in  a  well-insulating  glass  case,  the 
rotation  soon  ceases,  because,  in  these  circumstances,  the  inclosed  air 
quickly  attains  a  state  of  permanent  electriflcation. 

^  446.  Electric  Watering-pot. — Let  a  vessel 

^^^^r^  containing  a  liquid,  and  furnished  with  very 

^^L  flne  discharge  tubes,  be  suspended  frx)m  the 

^^B  conductor  of  the  machine.    When  the  vessel 

I^H  is  not  electrifled,  the  liquid  comes  out  drop 

/^^^^  by  drop;  but  when  the  machine  is  turned, 

!  Y  "      \  it  issues  in  continuous  fine  streams.     It  has, 

\  however,  been  observed  that  the  quantity 

discharged  in  a  given  time  is  sensibly  the 

same  in  both  cases.     This  must  be  owing 

to  the  equality  of  action  and  reaction  between  different  parts  of  the 

issuing  stream. 


fig.  an.— Electrio  Whirl. 


Pig.  878.— Elaotrio  Buokvi. 
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ELECTRICAL  POTENTUL,   AND   LIKES  OF   ELECTRIC   FORCE. 


445  A.  Introductory  Bemarks  on  Potential. — Electrical  reasonings 
are,  in  many  cases,  greatly  facilitated  by  employing  the  conception 
denoted  by  the  name  electrical  potential. 

Potential  essentially  depends  upon  forces  (whether  attractive  or 
repulsive)  mutually  exerted  upon  each  other  by  particles  at  a  dis- 
tance, and  has  been  advantageously  employed  in  the  theories  of 
gravitation  and  magnetism,  as  well  as  of  electricity.  We  shall  at 
present  confine  our  attention  to  electrical  potential 

AU  the  space  in  the  neighbourhood  of  electrified  bodies  is  in  a 
certain  sense  pervaded  by  their  influence.  This  influence  is  com- 
pletely specified  by  stating  the  numerical  values,  with  proper  sign, 
of  electrical  potential,  at  the  diflferent  points  of  the  space. 

Electrical  potential  never  changes  its  value  per  saltum  in  passing 
from  one  point  to  the  next  Moreover,  if  it  is  constant  in  value 
throughout  any  finite  portion  of  a  space  not  containing  electricity, 
it  is  constant  throughout  the  whole  of  this  space. 

445  b.  Belation  of  Potential  to  Force. — When  electrical  potential  is 
constant  throughout  a  given  space,  there  is  no  electrical  force^  in  that 
space;  and,  conversely,  if  there  be  an  absence  of  electrical  force  in  a 
given  space,  the  potential  throughout  that  space  must  be  uniform. 
These  propositions  apply  to  the  space  within  a  hollow  conductor. 
They  also  apply  to  the  whole  substance  of  a  solid  conductor,  and  to 
the  whole  space  inclosed  within  the  outer  surface  of  a  hollow  con- 

'  DsFiMiTioir. — There  \b  electrical  force  at  a  point  in  the  air,  if  an  electrified  particle 
placed  there  woold  experience  force  tending  to  move  it  in  virtue  of  electrical  attraction  or 
repnlsion.  There  is  electrical  force  at  a  point  in  a  conductor,  when  electricity  flows  through 
the  point.  A  conductor  is  said  to  be  in  electrical  equilibrium,  when  there  is  no  electrical 
force  at  any  part  of  it;  in  other  words,  when  it  is  completely  free  horn  currents  of  electri- 
city. 
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ductor.  Whenever  a  conductor  is  in  electrical  equilibrium,  it  has  the 
same  potential  throughout  the  whole  of  its  substance,  and  also  through 
any  completely  inclosed  hollows  which  it  may  contain. 

When  a  conductor  is  not  in  electrical  equilibrium,  currents  set  in, 
tending  to  restore  equilibrium ;  and  the  direction  of  such  currents  is 
always  from  places  of  higher  to  places  of  lower  potential  In  like 
manner,  when  a  small  positively  electrified  body  experiences  elec- 
trical force  tending  to  move  it,  the  direction  of  this  force  is  from 
higher  to  lower  potential 

When  flow  of  electricity  is  compared  with  flow  of  heat,  potentia) 
is  the  analogue  of  temperature.  Heat  flows  from  places  of  higher  to 
places  of  lower  temperature. 

The  precise  direction  of  the  force  exerted  upon  a  positively  electri- 
fied particle  (or  upon  an  element  of  positive  electricity),  when  brought 
to  a  place  where  potential  has  not  a  constant  value  fix>m  point  to 
point,  is  the  direction  in  which  potential  diminishes  most  rapidly. 
A  negatively  electrified  particle  (or  an  element  of  negative  electricit  n) 
will  be  urged  in  the  opposite  direction,  which  is  the  direction  in 
which  potential  increases  most  rapidly.  We  here  use  the  words 
increase  and  decrease  in  the  algebraical  sense. 

446  c.  Line  of  Force. — The  direction  thus  defined  (especially  by  re- 
ference to  the  force  on  the  positive  particle)  is  called  the  direction  oj 
resultant  electrical  force  at  the  point  where  the  particle  is  placed. 
If  a  line  be  traced  such  that  every  small  portion  of  it  (small  enough 
to  be  regarded  as  straight)  is  the  direction  of  resultant  electrical  force 
at  the  points  which  lie  upon  it,  it  is  called  a  lins  of  force;  in  otlier 
words,  a  line  of  force  is  a  line  whose  tangent  at  any  point  is  the 
direction  of  resultant  electrical  force  at  that  point  We  may  express 
this  briefly  by  saying  that  lines  of  electrical  force  are  the  lines  along 
which  resultant  electrical  force  acts. 

It  is  evident  that  lines  of  force  cannot  cut  one  another,  since  we 
cannot  have  two  difierent  directions  of  resultant  force  at  a  point 

445  D.  Intensity  of  Force  is  Equal  to  Bate  of  Variation  of  Potential. — 
The  intensity  of  resultant  force  at  a  point  is  equal  to  the  rate  at 
which  potential  diminishes  in  the  direction  in  which  the  diminution 
is  most  rapid,  namely,  along  a  line  of  force  at  the  point  Let  Y  denote 
the  potential  at  the  point,  and  V— 3  V  the  potential  at  a  neighbouring 
point  on  the  same  line  offeree,  at  a  distance  is  from  the  first  point; 

then  ^  is  the  intensity  of  force  at  either  point,  or,  more  strictly,  is 
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the  average  intensity  along  the  short  line  is,  and  the  direction  of  the 
force  (for  a  positive  particle)  is  from  the  first  point  towards  the 
second. 

A  similar  proposition  applies  to  two  neighbouring  points  not 
situated  on  the  same  line  of  force ;  the  component  force,  in  the  direc- 
tion of  a  line  joining  them,  is  equal  to  j^,  where  ix  denotes  the 

length  of  the  joining  line,  and  dV  the  difference  of  the  potentials  of 
the  two  points.  This  proposition  is  usually  expressed  by  saying  that 
the  rate  of  variation  of  potential  in  any  direction  is  equal  to  the 
component  force  in  that  direction. 

446  E.  Belation  between  Potential  and  Work. — The  work  done  by 
or  against  electrical  force  in  carrying  a  unit  of  electricity  through 
this  distance  ix  is  the  product  of  force  by  distance,  and  is  therefore 
simply  3V.  More  generally,  the  work  done  by  or  against  electrical 
force  in  carrying  a  unit  of  electricity  from  one  point  to  another,  is 
equal  to  the  difference  of  potentials  of  the  two  points;  and  the  work 
done  in  carrying  any  quantity  of  electricity  is  the  product  of  this 
quantity  by  the  difference  of  potentials. 

An  analogy  is  thus  suggested  between  different  potentials  and 
different  levels.  Positive  electricity  tends  to  run  down  from  higher 
to  lower  potential,  and,  when  it  does  so  run  down,  there  is  a  loss  of 
potential  energy  equal  to  the  product  of  the  quxjmtity  which  runs 
down,  and  the  difference  of  poieviial  through  which  it  runs  down 
(see  note  1,  p.  784).  When  the  quantity  which  runs  down  is  unity, 
the  loss  of  potential  energy  is  equal  to  the  loss  of  potential  It  is 
usual  to  assume,  as  the  zero  of  potential,  the  potential  of  the  earth 
at  the  place  of  observation;  but  this  assumption  is  not  rigorously 
consistent  with  itself,  since  the  existence  of  earth-currents  demon- 
strates that  different  potentials  may  exist  at  different  parts  of  the 
earth.  Electrical  potential  is  rigorously  zero  at  places  infinitely 
distant  from  all  electricity. 

445  F.  Eqnipotential  Surfaces. — ^An  equipotential  surface  is  a  surface 
over  the  whole  of  which  there  is  the  same  value  of  potential  It  is 
obvious,  from  the  latter  part  of  §  445  D,  that  there  is  no  tangential 
force  at  any  point  of  such  a  surface.  The  direction  of  resultant  force 
is  everywhere  normal  to  the  surface,  or  equipotential  surfaces  every- 
where cut  lines  offeree  at  right  angles.  An  equipotential  surface  is 
the  analogue  of  a  level  surface.  If  two  equipotential  surfaces  are 
given,  their  potentials  being  Vj  and  Vj,  the  work  done  in  carrying 
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a  unit  of  electricity  from  any  point  of  the  one  to  any  point  of  the 
other,  is  constant,  and  equal  to  the  difference  of  Yj  and  Y,. 

If  we  consider  two  equipotential  surfaces  very  near  to  one  another, 
so  that  the  portions  which  they  intercept  on  the  lines  of  force  may 
be  regarded  as  straight,  the  intensity  of  force  at  different  points  of 
the  intermediate  space  will  vary  inversely  as  the  distance  between 
the  two  equipotential  surfaces;  for,  when  equal  amounts  of  work  are 
done  in  travelling  unequal  distances,  the  forces  must  be  inversely  as 
the  distance& 

445  e.  Tubes  of  Force. — ^If  we  conceive  a  narrow  tube  bounded  on 
all  sides  by  lines  of  force,  and  call  it  a  tyl)e  of  force,  we  can  lay  down 
the  following  remarkable  rules^  for  the  comparison  of  the  forces  which 
exist  at  different  points  in  its  lengtL  (1)  In  any  portion  of  a  tube 
of  force  not  containing  electricity,  the  intensity  of  force  varies 
inversely  as  the  cross-section  of  the  tvbe,  or  the  product  of  intensity 
of  force  by  section  of  tube,  is  constant.*  (2)  When  a  tvbe  of  force 
cuts  ihrovjgh  electricity,  this  product  changes,  from  one  side  of  this 
electricity  to  the  other,  by  the  amount  ^wq,  where  q  denotes  the 
quantity  of  the  electricity  inclosed  by  the  tube. 

The  following  are  particular  cases  of  (1) : — 

When  the  electricity  to  which  the  force  is  due  is  collected  in  a 
point,  the  lines  of  force  are  straight,  the  tubes  of  force  are  cones  (in 
the  most  general  sense),  and  the  law  of  force  becomes  the  law  of 
inverse  squares,  since  the  section  of  a  cone  varies  as  the  square  of  the 
distance  from  the  vertex.  These  results  also  apply  to  the  case  of 
electricity  uniformly  distributed  over  the  surface  of  a  sphere,  the 
common  vertex  of  the  cones  being  now  at  the  centre  of  the  sphere. 

When  the  electricity  consists  of  the  charges  of  two  oppositely 
electrified  parallel  plates,  whose  length  and  breadth  exceed  the  dis- 
tance between  them  (the  plates  being  conductors,  and  placed  opposite 
to  each  other),  the  lines  of  force  between  their  central  portions  are 
sensibly  straight  and  parallel,  the  tubes  of  force  are  therefore  cylin* 
ders  (in  the  most  general  sense),  and  the  force  is  constant,  being  equal 
to  the  difference  of  the  potentials  of  the  plates  divided  by  the  dis- 

^  For  the  proof  of  these  mlee,  m  mathematical  deductions  from  the  law  of  inyerse  squares,. 
see  Thomson  and  Tait*s  NatwraX  Philotophy,  §§  490,  492. 

*  This  is  obyionsly  analogous  to  the  law  which  applies  to  the  comparison  of  the  yelocitiee- 
of  a  liquid  in  different  parts  of  a  tube  through  which  it  flows,  since  the  product  of  area  bj 
▼elodty  IB  the  volume  of  liquid  which  flows  past  any  section  in  unit  time.  The  tube  may 
be  an  imaginary  one,  bounded  by  lines  of  flow  in  a  large  body  of  liquid  flowing  steadily. 
Lines  of  flow  are  thus  the  analogues  of  lines  of  force. 
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tance  between  them.  The  same  thing  holds  if,  instead  of  being 
oppositely  electrified,  the  plates  are  similarly  electrified,  but  not  to 
the  same  potential 

445  H.  Force  Proportional  to  Number  of  Tubes  which  cut  Unit  Area. 
— ^The  cross-sections  of  tubes  of  force  are  portions  of  equipotential 
surfaoea  K  one  equipotential  sur&ce  be  divided  into  portions,  such 
that  the  product  of  a/rea  by  farce-intensity  shall  be  the  same  for  all, 
then,  if  all  neighbouring  space  not  containing  electricity  be  cut  up 
into  tubes,  springing  from  these  portions  as  their  respective  bases, 
the  product  of  any  cross-section  of  any  one  of  these  tubes  by  the 
force-intensity  over  it  will  be  constant.  The  force-intensities  at  any 
points  in  this  space  are  therefore  inversely  as  the  cross-sections  of  the 
tubes  at  these  points,  or  are  directly  as  the  number  of  tubes  per  unit 
area  of  equipotential  surfaces  at  the  points. 

445 1.  Force  just  Outside  an  Electrifled  Conductor. — Since  there  is 
no  force  in  the  interior  of  a  conductor,  the  lines  and  tubes  of  force 
become  indeterminate;  but  proposition  (2)  of  §  445 G  can  be  shown 
to  hold  when  we  give  them  any  shape  not  discontinuoua  Let  p 
denote  the  electric  density  at  a  point  on  the  surface,  and  a  a  small 
area  around  this  point,  which  area  we  shall  regard  as  a  section  of  a 
tube  of  force  cutting  through  the  surface.  Let  F  denote  intensity  of 
force  just  outside  the  surface  opposite  this  point,  then,  since  the 
intensity  inside  is  zero,  we  have 

that  is,  {he  inteneity  of  force  just  outside  any  part  of  the  surface  of 
a  charged  conductor,  is  equal  to  the  product  of  ^w  into  the  density 
at  the  nearest  pa/rt  of  the  swface. 

445j.  Belation  of  Induction  to  Lines  and  Tubes  of  Force. — Lines  of 
force  are  also  the  lines  along  which  induction  takes  place.  On 
Faraday's  theory  of  induction  by  contiguous  particles,  the  line  of 
poles,  for  any  particle,  is  coincident  with  the  line  of  force  which 
passes  through  the  particle.  Apart  from  all  theory,  it  is  matter  of 
fact  that  a  tube  of  force  extending  from  an  influencing  to  an 
infiv^enced  conductor,  and  not  containing  any  electricity  in  the 
interval  between,  has  equal  quantities  of  electricity  on  its  two  ends, 
these  quantities  being  of  opposite  sign.  This  equality  follows  at 
once  from  §  445  G  (2),  if  we  consider  the  tube  as  penetrating  the  two 
conductors ;  for  the  product  of  force  by  section,  which  is  constant  for 
the  portion  of  the  tube  in  air,  is  zero  in  both  conductors ;  and  the 
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quantity  of  electricity  on  either  end  of  the  tube  must  be  the  quotient 
of  this  constant  product  by  4r.  In  connection  with  this  reasoning, 
it  is  to  be  remarked  that  the  surface  of  a  conductor  is  an  equipoten- 
tial  surface,  and  is  cut  at  right  angles  by  lines  of  force. 

In  Faraday's  ice-pail  experiment,  a  tube  of  force  springing  from 
the  upper  side  of  the  charged  ball,  and  of  such  small  section  at  its 
origin  as  to  inclose  only  an  insensible  fraction  of  the  charge  of  the 
ball,  opens  out  so  £Bist,  as  it  advances,  that  it  filk  the  whole  opening 
at  the  top  of  the  paiL 

In  every  case  of  induction,  the  total  qruxntiiiea  of  inducing  amd 
i/nduced  electricity  are  equal,  and  of  opposite  eigru 

When  the  inducing  electricity  resides  in  or  upon  a  non-conductor, 
for  example  on  the  surface  of  a  glass  rod,  or  in  the  substance  of  a 
mass  of  air,  the  quantity  of  electricity  induced  on  the  base  of  a  tube 
of  force  is  equal  and  opposite  to  the  quantity  contained  within  the 
tube.  In  the  simplest  case,  all  the  tubes  will  have  a  common  apex, 
which  will  be  a  point  of  maximum  or  minimum  potential 

445k.  Potential  defined  as  2^. 

The  resultant  potential  at  a  point,  due  to  several  different  quan- 
tities of  electricity,  is  the  algebraical  sum  of  the  potentials  due  to  the 
different  quantities  separately  considered.  This  would  follow  at  once 
from  the  relation  above  indicated  as  existing  between  potential  and 
work. 

If  the  unit  of  quantity  of  electricity  be  defined  as  that  quantity 
which,  at  unit  distance,  produces  unit  intensity  of  force,  it  can  be 
shown  ^  that  the  whole  work  done  by  or  against  the  force  of  an 
element  q,  in  bringing  a  unit  of  electricity  from  infinite  distance  to 

a  point  at  a  distance  r  from  the  element,  is  j.     This  expression 

therefore  denotes  the  potential  due  to  $  at  the  distance  r,  if  we  adopt 
the  very  natural  convention  that  the  potential  at  infinite  distance 
shall  be  reckoned  zero 

The  resultant  potential  at  a  point,  due  to  the  presence  of  any 
quantity  of  electricity  distributed  in  any  way,  is  to  be  computed  by 
dividing  the  electricity  into  elements,  each  occupying  so  little  space 
that  all  parts  of  it  may  be  regarded  as  at  the  same  distance  from  the 

point,  and  summing  all  the  quotients  j.    The  distances  denoted  by  r 

are  essentially  positive.     If  the  electricity  is  not  all  of  one  sign,  some 

'  See  Thornton  and  Tait,  §  491,  first  paragraph. 
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of  the  quotients  j  will  be  positive,  and  others  negative,  and  their 
algebraical  sam  is  to  be  taken. 

445  L.  Application  to  Sphere. — In  the  case  of  a  charged  conducting 
sphere,  all  the  elements  q  are  equally  distant  fi*om  the  centre  of  the 

sphere,  and  the  sum  of  the  quotients  ~,  when  we  are  computing  the 

potential  at  the  centre,  will  be  ^,  Q  denoting  the  charge,  and  E  the 
radius  of  the  sphere.  But  the  potential  is  the  same  at  all  points  in 
a  conductor.     ^  is  therefore  the  potential  of  a  sphere  of  radius  R, 

with  charge  Q,  when  uninfluenced  by  any  other  electricity  than  its 
own. 

445  K.  Capacity. — ^The  electrical  capacity  of  a  conductor  is  the  quan- 
tity of  electricity  required  to  charge  it  to  unit  potential,  wh^en  it  is 
not  influenced  by  any  other  electricity  besides  its  own  charge  and 
the  electricity  which  this  induces  in  neighbouring  conductors.  Or, 
since,  in  these  circumstances,  potential  varies  directly  as  charge, 
capacity  may  be  defined  as  the  quotient  of  charge  by  potential.  Let 
C  denote  capacity,  V  potential,  and  Q  charge,  then  we  have 

c-J      ;      v»g      ;      Q-vc. 

But  we  have  seen  that,  for  a  sphere  of  radius  R,  at  a  distance  fix>m 
other  conductors  or  charged  bodies,  V  =  j^.     Hence  C=R;  that  is, 

the  ca/padty  of  a  sphere,  is  numerically  equal  to  its  radius. 

This  is  a  particular  instance  of  the  general  proposition  that  the 
capacities  of  similar  conductors  are  as  their  linear  dimensions;  which 
may  be  proved  as  follows: — 

Let  the  linear  dimensions  of  two  similar  conductors  be  as  1  :  7i. 
Divide  their  surfaces  similarly  into  very  small  elements,  which  will 
of  course  be  equal  in  number.  Then  the  areas  of  corresponding 
elements  will  be  as  1  :  ti',  and,  if  the  electrical  densities  at  cor- 
responding points  be  as  1  :  x,  the  charges  on  corresponding  elements 
are  as  1  \  n^x.  The  potential  at  any  selected  point  of  either  con- 
ductor is  the  sum  of  such  terms  as  |-  (§  445  K).  Selecting  the  cor- 
responding point  in  the  other  conductor,  and  comparing  potentials, 
the  values  of  g  are  as  1  :  ti'a?,  and  the  values  of  r  are  as  1  :  n  ;  there- 
fore the  values  of  y  are  9a\  i  nx.  Hence  the  potentials  of  the  two 
conductors  are  as  1  :  nx.    If  they  are  equal,  we  have  nx  =  1,  and 
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therefore  n^x  =  n;  that  is,  the  charges  on  corresponding  elementSi 
and  therefore  also  on  the  whole  surfaces,  are  as  1  :  ti. 

We  shall  see,  in  the  chapter  on  CTondensers,  that  the  capacity  of  a 
conductor  may  be  greatly  increased  by  bringing  it  near  to  another 
condactor  connected  with  the  earth. 

445  ir.  Connection  between  Potential  and  Induced  Distribution. — In 
the  drcumstaDces  represented  in  Fig.  336  (§  412),  if  we  suppose  the 
influencing  body  C  to  be  positively  charged,  the  potential  due  to  this 
charge  will  be  algebraically  greater  at  the  near  end  A  of  the  in- 
fluenced conductor  than  at  the  remote  end  B.  The  induced  electri- 
city on  AB  must  be  so  distributed  as  to  balance  this  difference,  in 
fsuct  the  potential  due  to  this  induced  electricity  is  negative  at  A  and 
positive  at  B.  All  cases  of  induced  electricity  upon  conductors  fall 
under  the  rule  that  the  potential  at  all  parte  of  a  conductor  raust  he 
the  same,  amd  hence,  wherever  the  potential  due  to  the  vnfluefncing 
electricity  is  algebraically  greatest,  the  potential  due  to  the  electricity 
on  the  vrijluenced  conductor  must  he  algebraically  least 

As  there  can  be  no  force  in  the  interior  of  a  conductor,  the  force 
at  any  point  in  the  interior,  due  to  the  influencing  electricity,  must 
be  equal  and  opposite  to  the  force  due  to  the  electricity  on  the  sur- 
fSsu^  of  the  conductor.  This  holds,  whether  the  conductor  be  solid  or 
hollow,  A  hollow  conductor  thus  completely  screens  from  external 
electrical  forces  all  bodies  placed  in  its  interior. 

445  0.  Electrical  Images. — ^If  a  very  large  plane  sheet  of  conducting 
material  be  connected  with  the  earth,  and  an  electrified  body  be 
placed  in  froni  of  it  near  its  middle,  the  plate  will  completely  screen 
all  bodies  behind  it  from  the  force  due  to  the  electrified  body.  The 
induced  electricity  on  the  plate  therefore  exerts,  at  all  points  behind 
the  plate,  a  force  equal  and  opposite  to  that  of  the  electrified  body, 
or,  what  is  the  same  thing,  a  force  identical  with  that  which  the 
electrified  body  would  exert  if  its  electricity  were  reversed  in  sign. 
But  electricity  distributed  over  a  plane  surface  must  act  symmetri- 
cally towards  both  sides.  Hence  the  force  which  the  induced  electri- 
city exerts  in  front,  is  identical  with  that  which  would  be  exerted  by 
a  body  precisely  similar  to  the  given  electrical  body,  symmetrically 
placed  behind  the  plane,  and  charged  with  the  opposite  electricity. 
The  total  force  at  any  point  in  front  of  the  plane  is  the  resultant  of  the 
force  due  to  the  given  electrified  body,  and  the  force  due  to  this  ima- 
ginary image.  The  name  and  the  idea  of  electrical  images,  of  which 
this  is  one  of  the  simplest  examples,  are  due  to  Sir  W.  Thomson. 
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ELECTRICAL  CONDENSERS. 


445 P.  Condensers. — Tlie  process  called  condensation  of  electricity 
consists  in  increasing  the  capacity  of  a  conductor  by  bringing  near 
it  another  conductor  connected  with  the  earth.  The  two  conductors 
are  usually  thin  plates  or  sheets  of  metal,  placed  parallel  to  one 
another,  with  a  larg«*T  plate  of  non-conducting  material  between 
them. 

Let  A  and  B  (Fig.  379)  be  the  two  conducting  plates,  of  which  A, 
called  the  collecting  plate,  is  connected  ^ 

with  the  conductor  of  the  machine,  and 
B,  called  the  condensing  plate,  with  the 
earth;  and  let  C  be  the  non-conducting 
plate  (or  dielectric)  which  separates  them. 
Then,  if  the  machine  has  been  turned 
until  the  limit  of  charge  is  attained,  the 
surface  of  B  which  faces  towards  A  is 
covered  with  negative  electricity,  drawn 
from  the  earth,  and  held  by  the  attrac- 
tion of  the  positive  electricity  of  A ;  and, 
conversely,  the  surface  of  A  which  faces 
towards  B,  is  covered  with  positive  elec- 
tricity, held  there  by  the  attraction  of  the 
negative  of  B,  in  addition  to  the  charge 

which  would  reside  upon  it  if  tlie  conductor  were  at  the  existing 
potential,  and  B  and  C  were  absent.  In  fact,  the  electrical  density 
on  the  face  of  A,  as  well  as  the  whole  charge  of  A,  would,  in  this 
latter  case,  be  almost  inappreciable,  in  comparison  with  those  which 
exist  in  the  actual  circumstances.  By  condensation  of  electricity, 
then,  we  are  to  understand  increase — usually  enormous  increase— 


Fig.  879.— TLaoretical  Condenaer. 
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of  electrical  density  on  a  given  surface,  attained  without  increase 
of  potential.  If  two  conducting  plates,  in  other  respects  alike,  but 
one  with,  and  the  other  without  a  condensing  plate,  be  connected  by 
a  wire^  and  the  whole  system  be  electrified,  the  two  plates  will  have 
the  same  potential,  but  nearly  the  whole  of  the  charge  will  reside 
upon  the  face  of  that  which  is  accompanied  by  a  condensing  plate. 

415  Q.  Calcnlation  of  Capacity  of  Condenser. — ^The  lines  of  force 
between  the  two  plates  A  and  B  are  everywhere  sensibly  straight 
and  perpendicular  to  the  plates,  with  the  exception  of  a  very  small 
space  round  the  edge,  which  may  be  neglected.  The  tubes  of  force 
(§  4!45g)  are  therefore  cylinders,  and  the  intensity  of  force  is  con- 
stant at  all  parts  of  their  length.  Also,  since  the  potential  of  the 
plate  B  is  zero,  if  we  take  Y  to  denote  the  potential  of  the  plate  A, 
which  is  the  same  as  the  potential  of  the  conductor,  and  t  to  denote 
the  thickness  of  the  intervening  plate  C,  the  rate  at  which  potential 

varies  along  a  line  of  force  is  j,  which  is  therefore  (§  445  d)  the 

expression  for  the  force  at  any  point  between  the  plates  A,  B.  The 
whole  space  between  the  plates  may  be  regarded  as  one  cylindrical 
tube  of  force  of  cross-section  S  equal  to  the  area  of  either  plate,  the 
two  ends  of  the  tube  being  the  inner  &ces  of  the  platea  The  quan- 
tities of  electricity  +  Q  residing  on  these  faces  are  therefore  equal, 
but  of  opposite  sign  (§  445  j);  and  as  the  force  changes  from  nothing 

to  Y  in  passing  from  one  side  to  the  other  of  the  electricity  which 

resides  on  either  of  these  surfaces,  we  have  (§  445  G) 

Hence  the  capacity  of  the  plate  A,  being,  by  definition,  equal  to  ^, 

is  equal  to 

S 

We  should,  however,  explain  that,  if  the  intervening  plate  C  is  a  solid 

or  liquid,  we  are  to  understand  by  t  not  the  simple  thickness,  but  the 

thickness  reduced  to  an  equivalent  of  air,  in  a  sense  which  will  be 

explained  further  on  (§  453).     This  reduced  thickness  is,  in  the  case 

of  glass,  about  half  the  actual  thickness. 

If  s  denote  an  element  of  area  of  A,  and  q  the  charge  residing 

upon  it,  it  is  evident,  from  considering  the  tube  of  force  which  has  s 

for  one  of  its  ends,  that 

Y 

J, 8  =  irq; 
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and  the  electric  density  y  on  the  element  is  equal  to  ^^^  ,  which  is 

constant  over  the  whole  face  of  the  plate. 

To  give  a  rough  idea  of  the  increase  of  capacity  obtained  by  the 
employment  of  a  condensing  plate,  let  us  compare  the  capacity  of  a 
circular  disc  of  10  inches  diameter,  accompanied  by  a  condensing 
plate  at  a  reduced  distance  of  ^  of  an  inch,  with  the  capacity  of  a 
globe  of  the  same  diameter  as  the  disa  The  capacity  of  the  globe 
is  equal  to  its  radius,  and  may  therefore  be  denoted  by  5.     The 

capacity  of  the  disc  is  ^^^i  =  125,  or  25  times  the  capacity  of  the 

globe.     It  is,  in  fact,  the  same  as  the  capacity  of  a  globe  250  inches 
(or  20  ft.  10  in.)  in  diameter. 

446.  Discharge  of  Condenser. — If,  by  means  of  a  jointed  brass  dis- 
charger (Fig.  380)  with  knobs  M  N  at  the  ends,  and  with  glass 


Fig.  880.— Diaohiu-Ko  uf  Oond«n«ir. 


Fig.  881.— DiMhaiger  withoai  Handles. 


handles,  we  put  the  two  plates  A  and  B  in  communication,  a  brilliant 
spark  is  obtained,  resulting  from  the  combination  of  the  positive 
charge  of  A  with  the  negative  of  B,  and  the  condenser  is  discharged. 
When  the  quantity  of  electricity  is  small,  the  glass  handles  are  un- 
necessary, and  the  simpler  apparatus  represented  in  Fig.  881  may  be 
employed,  consisting  simply  of  two  brass  rods  jointed  together,  and 
with  knobs  at  their  ends,  care  being  taken  to  touch  the  plate  B, 
which  is  in  communication  vrith  the  earth,  before  the  other.  The 
operator  will  then  experience  no  shock,  as  the  electricity  passes  in 
preference  through  the  brass  rods,  which  are  much  better  conductors 
than  the  human  body.     If,  however,  the  operator  discharges  the 
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condenser  with  his  bands  by  touching  first  the  plate  B,  and  then  also 
the  pkte  A,  the  whole  discharge  takes  place  through  his  arms  and 
chest,  and  he  experiences  a  severe  shock  If  he  simply  touches  the 
plate  A,  while  B  remains  connected  with  the  earth  by  a  chain,  as  in 
Fig.  379,  he  receives  a  shock,  but  less  violent  than  before,  because 
the  discharge  has  now  to  pass  through  external  bodies  which  con- 
sume a  portion  of  its  energy.  If,  instead  of  a  chain,  B  is  connected 
with  the  earth  by  the  hand  of  an  assistant  touching  it,  he  too  will 
receive  a  shock  when  the  operator  touches  A. 

447.  Discovery  of  Caneos. — ^The  invention  of  the  Leyden  jar  was 
brought  about  by  a  shock  accidentally  obtained.     Some  time  in  the 


■^/pV^V^ 


Pig.  88S.— -fixperiment  of  Cuneus. 


year  1746,  Cuneus,  a  pupil  of  Muschenbroeck,  an  eminent  philosopher 
of  Leyden,  wishing  to  electrify  water,  employed  for  this  pui-pose  a 
wide-mouthed  flask,  which  he  held  in  his  hand,  while  a  chain  from 
the  conductor  of  the  machine  dipped  in  the  water  (Fig.  382).  When 
the  experiment  had  been  going  on  for  some  time,  he  wished  to  dis- 
connect the  water  from  the  machine,  and  for  this  purpose  was  about 
to  lift  out  the  chain;  but,  on  touching  the  chain,  he  experienced  a 
shock,  which  gave  him  the  utmost  consternation,  and  made  him  let 
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fjEdl  the  flask.  He  took  two  days  to  recover  himself,  and  wrote  to 
B^umur  that  he  would  not  expose  himself  to  a  second  shock  for  the 
crown  of  France.  The  news  of  this  extraordinary  experiment  spread 
over  Europe  with  the  rapidity  of  lightning,  and  it  was  eagerly 
repeated  everywhera  Improvements  were  soon  introduced  in  the 
arrangement  of  the  flask  and  its  contents,  until  it  took  the  present 
form  of  the  Leyden  Phial  or  Leyden  Jar.  It  is  easy  to  see  that  the 
effect  obtained  by  Cuneus  depended  on  condensation  of  electricity, 
the  water  in  the  vessel  serving  as  the  collecting  plate,  the  hand  as 
condensing  plate,  and  the  vessel  itself  as  the  dielectria  When  he 
touched  the  chain,  the  two  oppositely  charged  conductors  were  put 
in  communication  through  the  operator's  body,  and  he  received  a 
shock. 

448.  Leyden  Jar. — The  Leyden  jar,  as  now  usually  constructed, 


Fig.  38S.— Leyden  Jar. 


Fig.  S84.— DiBchaige  of  Leyden  Jat. 


consists  of  a  glass  jar  coated,  both  inside  and  out,  with  tin-foil,  for 
about  four-fifths  of  its  height  The  mouth  is  closed  by  a  cork, 
through  which  passes  a  metallic  rod,  terminating  above  in  a  knob. 
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and  connected  below  with  the  inner  coating,  either  by  a  chain  de- 
pending from  it,  or  by  pieces  of  metallic  foil  with  which  the  jar  is 
filled.  The  interior  of  the  jar  must  be  thoroughly  dry  before  it  is 
closed,  and  the  cork  and  neck  are  usually  covered  with  sealing-wax, 
and  shellac  varnish,  which  is  less  hygroscopic  than  glasa  The  Leyden 
jar  is  obviously  a  condenser,  its  two  coatings  of  tin-foil  performing 
the  parts  of  a  collecting  plate  and  a  condensing  plate.  If  the  inner 
coating  is  connected  with  the  electrical  machine,  and  the  outer  coat- 
ing with  the  earth,  the  former  acquires  a  positive,  and  the  latter  a 
negative  charge.  On  connecting  them  by  a  discharger,  as  in  Fig. 
384>,  a  spark  is  obtained,  whose  power  depends  on  the  potential  of 
the  inner  coating,  and  on  its  electrical  capacity.  If  these  be  denoted 
respectively  by  V  and  C,  and  if  Q  denote  the  quantity  of  electricity 
residing  on  either  coating,  the  amount  of  electrical  energy  which  runs 
down  and  undergoes  transformation  when  the  jar  is  discharged,  is 

J  Q  V=  J  C  V*= J  ^.     (See  note  1,  p.  784.) 

The  quantities  Q,  V,  C,  which  are,  properly  speaking,  the  charge^ 
potential,  and  capacity  of  the  inner  coating,  are  usually  called  the 
charge,  potential,  and  capacity  of  the  jar. 

449.  Residual  Charge. — When  a  Leyden  jar  has  been  discharged 
by  connecting  its  two  coatings,  if  we  wait  a  short  time  we  can  obtain 
another  but  much  smaller  spark  by  again  connecting  them,  and  other 
sparks  may  sometimes  be  obtained  after  further  intervala  These  are 
called  secondary  discharges,  and  the  electricity  which  thus  remains 
after  the  first  discharge  is  called  the  residual  charge.  Faraday's 
experiments  leave  little  room  for  doubt  that  they  depend  mainly 
upon  a  gradual  penetration  of  electricity  from  both  sides  into  the 
.substance  of  the  glass,  to  a  very  small  depth,  but  sufficient  to  prevent 
the  electricity  which  has  so  entered  from  at  once  escaping  to  the 
earth  when  connection  is  made.  Faraday  appeals  to  this  phenomenon 
as  strongly  confirming  his  view  that  the  difference  between  con- 
ductors and  non-conductors  is  only  one  of  degree,  this  penetration 
being  only  an  extremely  slow  process  of  conduction.  A  small  part 
of  the  residual  charge  also  consists  of  electricity  spread  over  the  sur- 
face of  the  glass  beyond  the  edges  of  the  coatings. 

The  whole  charge  of  the  outer  coating,  and  all  except  an  insigni- 
ficant portion  of  the  charge  of  the  inner  coating,  resides  on  the  side 
of  the  foil  which  is  in  contact  with  the  glass,  or,  more  probably, 
on  the  surfaces  of  the  glass  itself,  the  mutual  attraction  of  the  two 
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opposite  electricities  causing  them  to  approach  as  near  to  each  other 
as  the  glass  will  permit  This  is  illustrated  by  Franklin's  experi- 
ment of  the  jar  with  movable  coatings  (Fig.  385).  The  jar  is  charged 
in  the  ordinary  way,  and  placed  on  an  insulating 
stand.  The  inner  coating  is  then  lifted  out  by  a 
glass  hook,  and  touched  with  the  hand  to  dis- 
charge it  of  any  electricity  which  it  may  retain* 
The  glass  is  then  lifted  out,  and  the  outer  coating 
also  discharged.  The  jar  is  then  put  together 
again,  and  is  found  to  give  nearly  as  strong  a 
spark  as  it  would  have  given  originally. 

450.  Discharge  by  Alternate  Contacts. — In- 
stead of  discharging  a  Leyden  jar  at  once  by 
connecting  its  two  coatings,  we  may  gradually  icr — >/ 

discharge  it  by  alternate  contacts.     To  do  this, 
we  must  set  it  on  an  insulating  stand  (or  other- 
wise insulate  both  coatings  from  the  earth),  and 
then  touch  the  two  coatings  alternately.     At 
every  contact  a  small  spark  will  be  drawn.   The 
coating  last  touched  has  always  rather  less  elec-        'voT^Sie'c^^tiiifflL^ 
tricity  upon  it  than  the  other,  but  the  difference 
is  an  exceedingly  small  fraction  of  the  whole  charge,  and,  after  a 
great  number  of  sparks  have  been  drawn  by  these  alternate  con- 
tacts, we  may  still  obtain  a  powerful  discharge  by  connecting  the 
two  ooatinga 

The  quantities  of  electricity  thus  alternately  discharged  fi^m  the 
two  coatings  form  two  decreasing  geometric  series,  one  for  each 
coating.  In  fact,  if  m  and  wf  be  two  proper  fractions  such  that, 
when  the  outer  coating  is  connected  with  the  earth,  the  ratio  of  its 
charge  to  that  of  the  inner  is  —  m;  and,  when  the  inner  coating  is 
connected  with  the  earth,  the  ratio  of  its  charge  to  that  of  the  outer 
is  —  m',  we  have  the  following  series  of  values: — 

On  innttr  ooatinf.  On  outer  ooating. 

Original  charges, +  Q  ...  -  m  Q 

After  Irt  contact,       .    .     .    .     +  m'm  Q  ...  -  m  Q 

2d      „  +  m'm  Q  ...  -  m'tn*  Q 

8d     „  +m'*m«Q  ...  -  w'm*  Q 

&C.  &o. 

The  quantities  discharged  from  the  inner  coating  are,  successively 
(1— m'm)  Q  ,  rnfm  (1— m'm)  Q  ,  m'^m*  (1— m'm)  Q,  &a;  and  the 
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quantities  successively  discharged  from  the  outer,  neglecting  sign, 
are,  m  (1— m'm)  Q  ,  m'm^  (1  —m'm)  Q ,  m'^m^  (1— m'm)  Q,  &a 

The  quantity  (1— rn'm)  Q  discharged  at  the  first  contact,  repre- 
sents that  portion  of  the  charge^  which  is  not  due  to  condensation ;  so 
that  the  actual  capacity  of  the  Leyden  jar  is  to  the  capacity  of  the 
inner  coating  if  left  to  itself  as  1  :  1— m'm. 

The  discharge  by  alternate  contacts  can  be  effected  by  means  of  a 
carrier  suspended  between  two  bells,  as  in  Fig.  886.     The  rod  from 

the  inner  coating  ter- 
minates in  a  bell,  and 
the  outer  coating  is 
connected,  by  means 
of  an  arm  of  tin,  with 
another  bell  supported 
on  a  metallic  column. 
An  insulated  metallic 
ball  is  suspended  be- 
tween the  twa  This 
is  first  attracted  by  the 
positive  belL  Then, 
being  repelled  by  this 
and  attracted  by  the 
other,  it  carries  its 
charge  of  positive  elec- 
tricity to  the  negative 
bell,  and  receives  a 
charge  of  negative,  which  it  carries  to  the  positive  bell,  and  so  on 
alternately.  The  whole  apparatus  stands  upon  an  insulating  support 
It  is  not,  however,  necessary  that  the  carrier  should  be  insulated 
from  the  earth,  but  it  must  be  insulated  fix>m  both  coatinga 

451.  Condensing  Power. — By  the  condensing  power  of  a  given 
arrangement  is  meant  the  ratio  in  which  the  capacity  of  the 
collecting  plate  is  increased  by  the  presence  of  the  condensing  plate, 
which  ratio,  as  we  have  seen  in  last  section,  is  equal  to  the  frac- 

j-^^jTj^ .    Riess  has  investigated  its  amount  experimentally  under 


Fif.  886.— Altornata  DiaohMg*. 


tion 


varying  conditions,  by  means  of  the  apparatus  represented  in  Fig. 
387,  which  is  a  modification  of  the  condenser  of  iEpinus.     It  consisbi 

>  This  portion  of  the  original  charge  is  said  to  be  frety  and  the  remaining  portion  to  be 
boundy  dimmuUUedf  or  lament.     These  terms  are  applicable  to  all  cases  of  condensation. 
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of  two  metallic  plates  A  and  B,  supported  on  glass  pillars,  and 
travelling  on  a  rail,  so  that  they  can  be  adjusted  at  different  distance& 
Between  them  is  a  large  glass  plate  C.  A  is  charged  from  the 
machine,  B  being  at  the  same  time  touched  to  connect  it  with  the 
ground.     The  electrical  density  on  the  anterior  face  of  A  was  ob- 


Fif.  887. 


of  JEpinoii 


served  by  means  of  Coulomb's  proof-plane  and  torsion-balance. 
Riess'  experiments  are  completely  in  agreement  with  the  theory  laid 
down  in  the  preceding  sections  of  this  chapter;  for  example,  he  found, 
among  other  results,  that  the  condensing  power  was  independent  of 
the  absolute^charge,  and  that  it  varied  nearly  in  the  inverse  ratio  of 
the  distance. 

458.  Influence  of  the  Dielectric— Faraday  discovered  that  the 
amount  of  condensation  obtained  in  given  positions  of  the  two  con- 
ducting plates,  depended  upon  the  material  of  the  intervening  non- 
conductor or  dielectric.  The  annexed  figure  (Fig.  388)  represents  a 
modification  of  one  of  Faraday's  experiments.  A  is  an  insulated 
metallic  disc,  with  a  charge,  which  we  will  suppose  to  be  positive. 
B  and  C  are  two  other  insulated  metallic  discs  at  equal  distances 
from  A,  each  having  a  small  electric  pendulum  suspended  at  its  back. 
Let  B  and  C  be  touched  with  the  hand ;  they  will  become  negatively 
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electrified  by  induction,  but  their  negative  electricity  will  reside  only 
on  their  sides  which  face  towards  A,  and  the  pendulums  will  hang 
vertically.  If,  while  matters  are  in  this  condition,  we  move  B  nearer 
to  A,  we  shall  see  both  tlie  pendulums  diverge,  and,  on  testing,  we 

shall  find  that  the  pendulum  B 
diverges  with  positive,  and  C  with 
negative  electricity.  The  reason 
is  obvious.  The  approach  of  B  to 
A  causes  increased  induction  be- 
tween them,  so  that  more  negative 
is  drawn  to  the  face  of  B,  and 
positive  is  driven  to  its  back;  at 
the  same  time  the  symmetrical 
distribution  of  electricity  on  A  is 
disturbed,  a  portion  being  accu- 
mulated on  the  side  next  B  at  the 
expense  of  the  side  next  C.  The 
inductive  action  of  A  upon  C  is 
thus  diminished,  and  a  portion  of 
the  negative  charge  of  C  is  left  firee  to  spread  itself  over  the  back, 
and  affect  the  pith-balL 

I^  while  the  discs  are  in  their  initial  position,  B  and  C  being  equi- 
distant fix)m  A,  and  the  pendulums  vertical,  we  interpose  between 
B  and  A  a  plate  of  sulphur,  shellac,  or  any  other  good  insulator,  the 
same  efiect  will  be  produced  as  if  B  had  been  brought  nearer  to  A 
We  see,  then,  that  the  insulating  plate  of  a  condensing  arrangement 
serves  not  only  to  prevent  discharge,  but  also  to  increase  the  induc- 
tive action  and  consequent  condensation,  as  compared  with  a  layer 
of  air  of  the  same  thickness ;  inductive  action  through  a  plate  of 
sulphur  or  shellac  of  given  thickness,  is  the  same  as  through  a  thinner 
plate  of  air.  The  numbers  in  the  subjoined  table  denote  the  thick- 
ness of  each  material  which  is  equivalent  to  unit  thickness  of  air. 
For  example,  the  mutual  induction  through  2-24  inches  of  sulphur 
is  the  same  as  through  1  inch  of  air.     These  numbers  are  called 

Spbotfio  Ikduohyb  Capacities. 


Fig.  888.— dungs  of  DitUnoe. 


Air  or  any  gas,    ....  I'OO 

Spermaceti, 1*45 

GlasB, 176 

Reain, 177 


Pitch, 1-80 

Wax, l-8« 

SheUac, 2*00 

Sulphur, 2*24 


The  quotient  of  the  actual  thickness  of  the  plate  by  the  specific 
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inductive  capacity  of  its  material  may  appropriately  be  called  the 
thickness  reduced  to  its  equivalent  of  air,  or  simply  the  reduced 
thickness. 

454.  Faraday's  Determinations. — Faraday,  to  whom  the  name  and 
discovery  of  specific  inductive  capacity  are  due,  operated  by  com- 
paring the  capacities  of  condensers,  alike  in  all  other  respects,  but 
differing  in  the  materials  employed  as  dielectrica  One  of  his  con- 
densers is  represented  in  Fig.  889.  It  is  a  kind  of  Leyden  jar, 
containing  a  metallic  sphere  A,  attached  to 
the  rod  M,  and  forming  with  it  the  inner 
<;(  inductor.  The  outer  conductor  consists  of 
the  hollow  sphere  B,  divided  into  two  hemi- 
spheres which  can  be  detached  from  each 
other.  The  interval  between  the  outer  and 
inner  conductor  can  be  filled,  either  with  a 
cake  of  solid  non-conducting  material,  or 
with  gas,  which  can  be  introduced  by  means 
of  the  cock  R  The  method  of  observation 
and  reduction  will  be  best  understood  firom 
an  example. 

The  interval  being  occupied  by  air,  the 
apparatus  was  charged,  and  a  carrier-ball, 
having  been  made  to  touch  the  summit  of 
the  knob  M,  was  introduced  into  a  Coulomb's 
torsion-balance,  and  found  to  be  charged 
with  a  quantity  of  electricity  represented  by  250*  of  torsion.  When 
the  second  apparatus  was  precisely  similar*  to  the  first,  it  was  found 
that,  on  contact  of  the  two  knobs,  the  charge  divided  itself  equally, 
and  the  carrier-ball,  if  applied  to  either  knob,  took  a  charge  repre- 
sented very  nearly  by  1 25**. 

The  conditions  were  then  changed  in  the  following  way.  The  first 
jar  still  containing  air,  the  interval  between  the  two  conductors  in 
the  second  was  filled  with  shellac.  It  was  then  found  that  the  air- 
jar,  being  charged  to  290**,  was  reduced,  by  contact  of  its  knob  with 
that  of  the  shellac-jar,  to  114^  thus  losing  176*.  If  no  allowance  be 
made  for  dissipation,  the  capacities  of  the  air-jar  and  shellac-air  would 
therefore  be  as  114  :  176,  or  as  1  :  1*54,  and  the  specific  inductive 
capacity  of  shellac  would  be  1-54. 

455.  Polarization  of  the  Dielectric. — As  the  interposed  non-con- 
ductor, or  dielectric,  modifies  the  mutual  action  of  the  two  electri- 

88 


Fig.  889.— Apparatus  lor 
Speciflo  Inductive  Capacity. 
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cities  which  it  separates,  and  does  not  play  the  mere  passive  part 
which  was  attributed  to  it  before  Faraday*s  experiments,  it  is  natural 
to  conclude  that  the  dielectric  must  itself  experience  a  peculiar 
modification.  According  to  Faraday,  this  modification  consists  in 
a  polarization  of  its  particles,  which  act  inductively  upon  each  other 
along  the  lines  of  force,  and  have  each  a  positive  and  a  n^;ative  side, 
the  positive  side  of  each  feuding  the  negative  side  of  the  next.  This 
polarization  is  capable  of  being  sustained  for  a  great  length  of  time 
in  good  non-conductors ;  but  in  good  conductors  it  instantly  leads  to 
discharge  between  successive  particles,  and  the  opposite  electricities 
appear  only  at  the  two  surface& 

The  polarization  of  dielectrics  is  clearly  shown  in  the  following 
experiment  In  a  glasa  vessel  (Fig.  390)  is  placed  oil  of  turpentine, 
containing  filaments  of  silk  2  or  3  millimetres  long.  Two  metallic 
rods.  A,  B,  each  terminating  within  in  a  point,  are  connected,  one 


Fig.  800.— Poluritttion  of  IMalMtaki 

with  the  ground,  and  the  other  with  an  electric  machina  On  work- 
ing the  machine,  the  little  filaments  are  seen  to  arrange  themselves 
in  a  line  between  the  points,  and,  on  endeavouring  to  break  the  Une 
with  a  glass  rod,  it  wUl  be  found  that  they  return  to  this  position 
with  considerable  pertinacity.  On  stopping  the  machine,  they  imme- 
diately tedl  to  the  bottom. 

An  experiment  of  Matteucci*s  demonstrates  this  polarization  still 
more  directly.  A  number  of  thin  plates  of  mica  are  pressed  strongly 
together  between  two  metallic  plate&  One  of  the  metallic  plates  is 
charged,  while  the  other  is  connected  with  the  ground;  and,  on 
removing  the  metallic  plates  by  insulating  handles,  it  is  found  that 
all  the  mica  plates  are  polarized,  the  face  turned  towards  the  positive 
metal  plate  being  covered  with  positive  electricity,  and  the  other  fistoe 
with  negative. 

459.  Limit  to  Thinness  of  Interposed  Plate. — We  have  seen  (§  445  q) 
that  the  capacity  of  a  condenser  varies  inversely  as  the  distance 
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between  the  collecting  and  the  condensing  plate.  But  if  this  dis- 
tance is  very  small,  the  resistance  of  the  interj^osed  dielectric  (which 
varies  directly  as  its  thickness)  may  be  insufficient  to  prevent  dis- 
charge,  and  it  will  not  be  practicable  to  establish  a  great  difference 
of  potential  between  the  two  platea  We  may  practically  distinguish 
two  sorts  of  condensers,  one  sort  having  a  very  thin  dielectric  and 
very  great  condensing  power,  but  only  capable  of  being  charged  to 
feeble^  potential;  the  other  having  a  dielectric  thick  enough  to  resibt 
the  highest  tensions  attainable  by  the  electrical  machine.  The 
Leyden  jar  comes  under  the  second  category.  The  first  includes  the 
electrophorus  (except  in  so  far  as  its  action  is  aided  by  the  metallic 
sole),  and  the  condenser  of  Volta's  electroscope. 

460.  Volta's  Condensing  Electroscope. — ^This  instrument,  which  has 
rendered  very  important  services  to  the  science  of  electricity,  differs 
from  the  simple  gold-leaf  electro- 
scope previously  described  (§  415), 
in  having  at  its  top  two  metal  plates, 
of  which  the  lower  one  is  connected 
with  the  gold-leaves,  and  is  covered 
on  its  upper  face  with  insulating  var- 
nish, while  the  upper  is  varnished  on 
its  lower  face,  and  furnished  with  a 
glass  handla  These  two  plates  con- 
stitute the  condenser.  In  using  the 
instrument,  one  of  the  two  plates  (it 
matters  not  which)  is  charged  by 
means  of  the  body  to  be  tested, 
while  the  other  is  connected  with 
the  earth.  They  thus  receive  oppo- 
site and  sensibly  equal  charges.  The 
upper  plate  is  then  lifted  off,  and  the  higher  it  is  raised  the  wider 
do  the  gold-leaves  diverge.  The  separation  of  the  plates  dimin- 
ishes the  capacity,  and  strengthens  the  potential  of  both,  one 
becoming  more  strongly  positive,  and  the  other  more  strongly 
negativa  This  involves  increase  of  -  potential  energy,  which  is 
represented  by  the  amount  of  work  done  against  electrical  attrac- 


Flg.  891.— Condansing  Elaotrotoope. 


^  Strong  potential  is  potential  differing  very  much  from  zero  either  podtiyely  or  nega- 
tively.  Ftible  potential  is  potential  not  differing  much  from  zero.  Teruion  is  measured 
by  difference  of  potential;  and  when  the  earth  is  one  of  the  terms  of  the  comparison,  tension 
becomes  identical  with  potential 
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tion  in  separating  the  plates.  No  increase  in  quantity  of  electricity 
is  produced  by  the  separation;  hence  the  instrument  is  chiefly  ser- 
viceable in  detecting  the  presence  of  electricity  which  is  available  in 
large  quantity  but  at  weak  potential.  The  glass  handle  of  the  upper 
plate  is  by  no  means  essential,  as  it  is  only  necessary  that  the  lower 
plate  should  be  insulated.  The  charge  may  be  given  by  induction ; 
in  which  case  one  plate  must  be  connected  with  the  eai-th  while  the 
inducing  body  is  held  near  it,  and  the  other  plate  must  be  kept  con- 
nected with  the  earth  while  the  influencing  body  is  withdrawn. 
The  plates  will  then  be  left  charged  with  opposite  electricities,  that 
which  was  more  remote  from  the  influencing  body  having  acquired 
a  charge  similar  to  that  of  the  body.  For  inductive  charges,  how- 
ever, the  condensing  arrangement  serves  no  useful  purpose,  beyond 
enabling  the  electroscope  to  retain  its  charge  for  a  longer  time,  the 


Fig.  892.— Battery  of  Leyden  Jan. 


effect  finally  obtained  on  separating  the  plates  being  no  greater  than 
would  have  been  obtained  by  employing  only  the  lower  plate. 
461.  Leyden  Battery. — The  Leyden  battery  consists  of  a  number  of 
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Leyden  jars,  placed  in  compartments  of  a  box  lined  with  tin-foil^ 
which  serves  to  establish  good  connection  between  their  outer  coat- 
ings, while  their  inner  coatings  are  connected  by  brass  rods.  It  is 
advisable  that  the  outer  coatings  should  have  very  free  communica- 
tion with  the  earth.  For  this  purpose  a  metallic  handle,  which  is  in 
metallic  communication  with  the  lining  of  the  box,  should  be  con- 
nected, by  means  of  a  chain,  with  the  gas  or  water  pipes  of  the 
building. 

The  capacity  of  a  Leyden  battery  is  the  sum  of  the  capacities  of 


Fig.  893.— Lichtoubery's  Figures 


the  jars  which  compose  it  The  charge  is  given  in  the  ordinary  way, 
by  connecting  the  inner  coatings  with  the  conductor  of  the  machine. 
In  bad  weather  this  is  usually  a  very  difiScult  operation,  on  account 
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of  the  large  quantity  of  electricity  required  for  a  full  charge,  and  the 
large  surface  from  which  dissipation  goes  on. 

Holtz*8  machine  can  be  very  advantageously  employed  for  charging 
a  battery,  one  of  its  poles  being  connected  with  the  inner,  and  the 
other  with  the  outer  coatings.  In  dry  weather  it  gives  the  charge 
with  surprising  quickness. 

462.  Lichtenberg'B  Pignres. — ^An  interesting  experiment  devised  by 
Lich  ten  berg  serves  to  illustrate  the  difference  between  the  physical 
properties  of  positive  and  negative  electricity. 

A  Leyden  jar  is  charged,  and  the  operator,  holding  it  by  the  outer 
coating,  traces  a  design  with  the  knob  on  a  plate  of  shellac  or  vul- 
canite. He  then  places  th§  jar  on  an  insulating  stand,  to  enable  him 
to  transfer  his  hold  to  the  knob,  and  traces  another  pattern  on  the 
cake  with  the  outer  coating.  A  mixture  of  flowers  of  sulphur  and 
red-lead,  which  has  previously  been  well  dried  and  shaken  together, 
is  then  sprinkled  over  the  cake.  The  sulphur,  having  become  nega- 
tively electrified  by  friction  with  the  red-lead,  adheres  to  the  pattern 
which  was  traced  with  positive  electricity,  while  the  red-lead  adheres 
to  the  other.  The  yellow  and  red  colours  render  the  patterns  very 
conspicuous.  The  particles  of  sulphur  (represented  by  the  ,inner 
l)attern  in  Fig.  393)  arrange  themselves  in  branching  lines,  while  the 
I  ed-lead  (shown  in  the  outer  pattern)  forms  circular  spots ;  whence 
it  would  appear  that  positive  electricity  travels  along  the  surface 
more  easily  than  negativa  A  similar  difference  has  already  been 
pointed  out  between  positive  and  negative  brushes. 

462  a.  Charge  by  Cascade. — ^Let  there  be  ti  jars,  all  precisely  alike, 
and  let  the  inner  coating  of  the  first  be  charged  directly  firom  the 
machine,  while  the  outer  coating  of  each  is  connected  with  the  inner 
coating  of  its  follower,  the  outer  coating  of  the  last  being  connected 
with  the  ground.  Then  the  charge  given  to  the  first  produces  by 
induction  an  equal  charge  in  each  of  the  others,  and  the  jars  are 
said  to  be  charged  hy  cascade.     The  charge  of  each  of  the  jars  when 

thus  arranged  is  only  -  of  its  ordinary  charge,  and  the  difference  of 
potentials  between  its  coatings  is  only  -  of  that  obtainable  in  the 

ordinary  way.  Its  spark  has  therefore  only  ^  of  the  energy  of  its 
ordinary  spark. 
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EFFECTS   PRODUCED   BY  THE  DISCHARGE  OF  CONDENSERS. 


468.  Discharge  of  Batteries. — The  effects  produced  by  the  dischargre 
of  a  Leyden  jar  or  battery  differ  only  in  degree  from  those  of  an 
ordinary  electric  spark.  The  shock,  which  is  smart  even  with  a  smn  1 1 
jar,  becomes  formidable  with  a  large  jar,  and  still  more  with  a  batte)  \ 
of  jars. 

If  a  shock  is  given  to  a  number  of  persons  at  once,  they  vnusi 
form  a  chain  by  holding  hands.     The  person  at  one  end  of  the  cliain 


^^ 


Fig.  804.— Coated  Panau 

must  place  his  hand  on  the  outer  coating  of  a  charged  jar,  and  the 
person  at  the  other  end  must  touch  the  knob.  The  shock  will  be 
felt  by  all  at  once,  but  somewhat  less  severely  by  those  in  the  centra 
The  coated  pane,  represented  in  Fig.  394,  is  simply  a  condenser, 
consisting  of  a  pane  of  glass,  coated  on  both  sides,  in  its  central  por- 
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tion,  with  tin-foil.  Its  lower  coating  is  connected  with  the  earth  by 
a  chain,  and  a  charge  is  given  to  its  upper  coating  by  the  machine. 
When  it  is  charged,  if  a  person  endeavours  to  take  up  a  coin  laid 
upon  its  upper  face,  he  will  experience  a  shock  as  soon  as  his  hand 
comes  near  it,  which  will  produce  involuntary  contraction  of  his  arm, 
and  prevent  him  from  taking  hold  of  the  coin. 

464.  Heating  of  Metallic  Threads. — The  discharge  of  electricity 
through  a  conducting  system  produces  elevation  of  temperatm-e,  the 
amount  of  heat  generated  being  the  equivalent  of  the  potential 
energy  which  runs  down  in  the  discharge,  and  which  is  jointly  pro- 
portional to  quantity  of  electricity  and  difference  of  potential  The 
incandescence  of  a  fine  metallic  thread  can  be  easily  produced  by  the 
discharge  of  a  battery.  The  thread  should  be  made  to  connect  the 
knobs  a  6  of  an  apparatus  called  a  universal  discharger;  these  knobs 


Fig.  395.— Unirenal  Ducharger. 

being  the  extremities  of  two  metallic  arms  supported  on  glass  stemjc 
One  of  the  arms  is  connected  with  the  external  surface  of  the  battery,, 
and  the  other  arm  is  then  brought  into  connection  with  the  internal 
surface  by  means  of  a  discharger  with  glass  handles.  At  the  instant 
of  the  spark  passing,  the  thread  becomes  red-hot,  melts,  burns,  or 
volatilizes,  leaving,  in  the  latter  cases;  a  coloured  streak  on  a  sheet 
of  paper  c  placed  behind  it  When  the  thread  is  of  gold,  this  streak 
is  purple,  and  exactly  resembles-  the  marks  left  on  walls  when  bell- 
pulls  containing  gilt  thread  are  struck  by  lightning. 

46^.  Electric  Portrait. — The  volatilization  of  gold  is  employed  in 
producing  what  are  called  electric  portraits.     The  outline  of  a  por- 
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trait  of  Franklin  is  executed  in  a  thin  card  by  cutting  away  narrow 
stripa  Two  sheets  of  tin-foil  are  gummed  to  opposite  edges  of  the 
card,  which  is  then  laid  between  a  gold-leaf  and  another  card.  Tlitf 
whole  is  then  placed  in  a  press  (Fig.  396),  the  tin-foil  being  allowed 


Fig.  S»6.— PreM  for  Portrait 

to  protrude,  and  strong  pressure  is  applied.  The  press  is  placed 
on  the  table  of  the  universal  discharger,  and  the  two  knobs  of  the 
lat  ter  are  connected  with  th  e 
two  sheets  of  tin-foiL  The 
discharge  is  then  passed,  the 
gold  is  volatilized,  and  the 
vapour,  passing  through  the 
slits  to  the  white  card  at  the 
back,  leaves  purple  traces 
which  reproduce  the  design. 
466.  Velocity  of  Electri- 
city.— Soon  after  the  in- 
vention of  the  Leyden  jar, 
various  attempts  were  made 
to  determine  the  velocity 
with  which  the  discharge 
travels  through  a  conductor 
connecting  the  two  coat- 
ings.' Watson,  about  1748,  took  two  iron  wires,  each  more  than  n 
mile  long,  which  he  arranged  on  insulating  supports  in  such  a  way 
that  all  four  ends  were  near  together.  He  held  one  end  of  each  wire 
in  his  hands,  while  the  other  ends  were  connected  with  the  two  coat- 
ings of  a  charged  jar.  Although  the  electricity  had  more  than  a  mile 
to  travel  along  each  wire  before  it  could  reach  his  hands,  he  could 
never  detect  any  interval  of  time  between  the  passage  of  the  spark 


Fig.  897.— Arrangement  for  Portrait. 
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from  the  knob  of  the  jar  and  the  shock  which  he  felt  The  velocity 
waa  in  fact  far  too  great  to  be  thus  measured. 

Wheatstone,  about  1836,  investigated  the  subject  with  the  aid  of 
the  revolving  mirror  of  which  we  have  spoken  above  (§  437).  He 
connected  the  two  coatings  of  a  Leyden  jar  by  means  of  a  conductor 
which  had  breaks  in  three  places,  thus  giving  rise  to  three  sparks. 
When  the  sparks  were  taken  in  front  of  the  revolving  mirror,  the 
positions  of  the  images  indicated  a  retardation  of  the  middle  spark, 
as  compared  with  the  other  two,  which  were  taken  near  the  two 
coatings  of  the  jar,  and  were  strictly  simultaneous.  The  middle 
break  was  separated  from  each  of  the  other  two  by  a  quarter  of  a 
mile  of  copper  wire.    He  calculated  that  the  retardation  of  the  middle 

spark  was  f-j52^oo  ^^  *  second,  which  was  therefore  the  time  occupied 
in  travelling  through  a  quarter  of  mile  of  copper  wira  This  is  at  the 
rate  of  288,000  miles  per  second,  a  greater  velocity  than  that  of  light, 
which  is  only  about  184,000  miles  per  second. 

Since  the  introduction  of  electric  telegraphs,  several  observations 
have  been  taken  on  the  time  required  for  the  transmission  of  a  signal 
For  instance,  trials  in  Queenstown  harbour,  in  July,  1856,  when  the 
two  portions  of  the  first  Atlantic  cable,  on  board  the  Agamefmnon 
and  Niagara,  were  for  the  first  time  joined  into  one  conductor,  2500 
miles  long,  gave  about  If  seconds  as  the  time  of  transmission  of  a 
signal  from  induction  coils,  corresponding  to  a  velocity  of  only 
1400  miles  per  second.  In  1858,  before  again  proceeding  to  sea,  a 
quicker  and  more  sensitive  receiving  instrument — Thomson's  mirror 
galvanometer — gave  a  sensible  indication  of  rising  current  at  one  end 
of  3000  miles  of  cable  about  a  second  after  the  application  of  a 
Daniell's  battery  at  the  other. 

It  seems  to  be  fully  established  by  experiment  that  electricity  has 
no  definite  velocity,  and  that  its  apparent  velocity  depends  upon 
various  circumstances,  being  greater  through  a  short  than  through 
a  long  line,  greater  (in  a  long  line)  with  the  greater  intensity  and 
suddenness  of  the  source,  gi*eater  with  a  copper  than  with  an  iron 
wire,  and  much  greater  in  a  wire  suspended  in  air  on  poles  than  in 
one  surrounded  by  gutta-percha  and  iron  sheathing,  and  buried  under 
ground  or  under  water.  In  a  long  submarine  line,  a  short  sharp 
signal  sent  in  at  one  end,  comes  out  at  the  other  as  a  signal  gradually 
increasing  from  nothing  to  a  maximum,  and  then  gradually  dying 
away. 
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Fig.  398.— Unit  jar. 


467.  Unit-jar. — For  quantitative  experiments  on  the  efTects  of 
discharge,  Lane's  v/nit-jar  has  frequently  been  employed.  One  of  its 
forms  is  represented  in  Fig.  398.  It  consists  of  a  very  small  Leyden 
phial,  having  two  knobs  a,  6,  one  connected  with  each  coating,  the 
^listance  between  them  being  adjustable  by  means  of  a  sliding  rod. 
To  measure  the  charge  given  to  a  jar  or  battery,  the  latter  is  placed 
upon  an  insulating  sup- 
port, its  inner  coating  is  |^^  ^i^^^  Ql 
connected  with  the  con- 
ductor of  the  machine, 
and  its  outer  coating  is 
connected  with  the  inner 
coating  of  the  unit-jar. 
The  outer  coating  of  the 
unit-jar  must  be  in  con- 
nection with  the  ground.  "^ 
When  the  machine  is 
worked,  sparks  pass  be- 
tween a  and  6,  each  spark  being  produced  by  the  escape  of  a 
definite  quantity  of  electricity  from  the  outer  coating  of  the  bat- 
tery, and  indicating  the  addition  of  a  definite  amount  to  the 
charge  of  the  inner  coating.  The  charge  is  measured  by  counting 
the  sparks. 

Snow  Harris  modified  the  arrangement  by  insulating  the  unit-jar 
instead  of  the  battery.  One  coating  of  his  unit-jar  is  connected  with 
the  battery,  and  the  other  with  the  conductor  of  the  machine.  The 
battery  thus  receives  its  charge  through  the  unit-jar^  by  a  succession 
of  discharges  between  the  knobs  a,  6,  each  representing  a  definite 
quantity  of  electricity. 

Both  arrangements,  as  far  as  their  measuring  power  is  concerned, 
depend  upon  the  assumption  that  discharge  between  two  given 
conductors,  in  a  given  relative  position,  involves  the  transfer  of  a 
definite  quantity  of  electricity.  This  assumption  implies  a  constant 
condition  of  the  atmosphera  It  may  be  nearly  fulfilled  during  a 
short  interval  of  time  in  one  day,  but  is  not  true  from  one  day  to 
another.  Moreover,  it  is  to  be  remembered  that,  as  dissipation  is 
continually  going  on,  the  actual  charge  in  the  battery  at  any  time 
is  less  than  the  measured  charge  which  it  has  received. 

'  Lane's  arrangement  might  have  been  described  by  saying  that  the  outer  coating  of  the 
battery  receiTes  its  negative  charge  £rom  the  earth  through  the  unit- jar. 
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468.  Mechanical  Effects. — The  effects  of  discharge  through  bad 
conductors  are  illustrated  by  several  well-known  experiments. 

1.  Pv/ncture  of  card,  A  card  is  placed  (Fig.  399)  between  two  points 
connected  with  two  conductors  which  are  insulated  from  one  another 
by  means  of  a  glass  stem.  The  lower  conductor  having  been  con- 
nected with  the  outer  coating  of  a  Leyden  jar  which  is  held  in  the 
hand,  the  knob  of  the  jar  is  brought  near  the  upper  conductor.  A 
spark  passes,  and  another  spark  at  the  same  instant  passes  between 
the  two  points,  and  punctures  the  card.    In  performing  this  experi- 


Fig.  899.— Puncture  of  Card. 

iiient  it  is  observed  that,  if  the  points  are  not  opposite  each  other, 
the  perforation  is  close  to  the  negative  point.  This  want  of  symmetry 
apjiears  to  be  due  to  the  properties  of  the  air.  When  arrangements 
aie  made  for  exhausting  the  air,  it  is  found  that,  as  the  density  of 
the  air  is  diminished,  the  perforation  takes  place  nearer  to  the  centie. 

The  piercing  of  a  card  can  very  easily  be  effected  by  Holtz's 
machine.  Its  two  conductors  are  connected  with  the  two  coatings 
of  a  small  Leyden  jar.  The  discharges  between  the  poles  will  then 
consist  of  powerful  detonating  sparks  in  rapid  succession ;  and  if  a 
sheet  of  paper  or  card  be  interposed,  every  spark  will  puncture  a 
minute  hole  in  it 

2.  Perforation  of  glass.     To  effect  the  perforation  of  glass,  a  pane 
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of  glass  is  supported  on  one  end  of  a  glass  cylinder  in  whose  axis 
there  is  a  metallic  rod  terminating  in  a  point  which  just  touches  the 
pana  Another  pointed  rod  exactly  over  this,  and  insulated  from  it, 
is  lowered  until  it  touches  the  upper  face  of  the  pane.  A  powerful 
spark  from  a  Leyden  jar  or  battery  is  passed  between  the  two  points, 
and,  if  the  experiment  succeeds,  a  hole  is  produced  by  pulverization 
of  the  glass. 


Pig.  400.— Puncturo  of  GIam. 

The  experiment  sometimes  fails,  by  discharge  taking  place  round 
the  edge  of  the  glass  instead  of  through  its  substance.  To  prevent 
this,  a  drop  of  oil  is  placed  on  the  upper  face  of  the  pane  at  the  point 
where  the  hole  is  to  be  made;  but  this  precaution  does  not  always 
insure  success,  and,  when  the  experiment  has  once  failed,  it  is  useless 
to  try  it  again  with  the  same  piece  of  glass,  for  the  electricity  is  sure 
to  follow  in  the  course  which  the  first  discharge  has  marked  out 
for  it 

469.  Explosion  of  Mines. — If  a  strongly  charged  Leyden  jar  be 
discharged  by  means  of  a  jointed  discharger  which  has  one  of  its 
knobs  covered  with  gun-cotton,  when  the  spark  passes  between 
the  jar  and  this  knob,  the  gun-cotton  will  be  inflamed.     Ordinary 
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cotton  mixed  with  powdered  resin  can  be  kindled   in  the  same 
way. 

A  similar  arrangement  is  often  used  for  exploding  mines.  A  fiise 
is  employed  containing  two  wires  embedded  in  gutta-percha,  but  ^ith 
their  ends  unprotected  and  near  together.     One  of  these  wires  is 


Fig.  401.— Giin-ooti<m  Fired. 

connected  with  the  outer  coating  of  a  condenser,  and  the  other  is 
brought  into  communication  with  the  inner  coating.  The  discharge 
is  thus  made  to  pass  between  the  ends  within  the  fuse,  and  to  ignite 
a  very  inflammable  compound  by  which  they  are  surrounded.  Some- 
times one  of  the  wires,  instead  of  being  connected  with  the  outer 
coating,  is  connected  with  the  earth  by  means  of  a  buried  wira 
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469a.  Object  of  Electrometers. — Electrometers  are  instruments  for 
the  measurement  of  differences  of  electrical  potential  The  gold-leaf 
electroscope,  the  straw-electroscope,  and  other  instruments  of  the 
same  type,  afford  rough  indications  of  the  difference  of  potential 
between  the  diverging  bodies  and  the  air  of  the  apartment,  and  more 
measurable  indications  are  given  by  the  electrometers  of  Peltier  and 
Dellmann ;  but  none  of  these  instruments  are  at  all  comparable  in 
precision  to  the  various  electrometers  which  have  been  invented  iroui 
time  to  time  by  Sir  Wm.  Thomson. 

469  b.  Attraoted-disc  Eleotrometers,  or  Trap-door  Electrometers. — 
We  shall  first  describe  what  Sir  Wm.  Thomson  calls  "Attracted-disc 
Electrometera"  These  instruments,  one  of  which  is  represented  in 
Figs.  401  A,  401 B,  contain  two  parallel  discs  of  brass  g,  h,  with  an 
aperture  in  the  centre  of  one  of  them,  nearly  filled  up  by  a  light 
trap-door  of  aluminium  /,  which  is  supported  in  such  a  way  as  to 
admit  of  its  electrical  attraction  towards  the  other  disc  being  resisted 
by  a  mechanical  force  which  can  be  varied  at  pleasure.  The  trap- 
door and  the  perforated  plate  surrounding  it  must  have  their  &ces 
as  nearly  as  possible  in  one  plane  when  the  observation  is  taken,  and, 
as  they  are  electrically  connected,  they  may  then  be  regarded  as 
forming  one  disc  of  which  a  small  centred  area  is  movable.  There 
is  always  attraction  between  the  two  parallel  discs,  except  when 
they  are  at  the  same  potential 

Let  their  potentials  Be  denoted  by  V  and  V,  the  electrical  densi- 
ties on  their  faces  by  p  and  p\  and  their  mutual  distance  by  D.  We 
have  seen  (§  445  q)  that,  in  such  circumstances,  p  and  p  are  constant 
(except  near  the  edges  of  the  discs),  opposite  in  sign,  and  equal,  and 
that  the  intensity  of  force  in  tlie  space  between  them  is  everywhere 
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the  same,  and  equal  at  once  to  — ^—  and  to  4rp.  This  force  is 
jointly  due  to  attraction  by  one  plate  and  repulsion  by  the  other, 
each  of  these  having  the  intensity  2  rp,  or  half  the  total  intensity. 

Let  A  denote  the  area  of  the  trap-door.  The  quantity  of  electricity 
upon  it  will  be  p  A,  and  the  force  of  attraction  which  this  experiences 
will  bepAx2irp  =  2irp«A,  which  we  shall  denote  by  F.  Then 
from  the  liquations 

V-V 

we  find,  by  eliminating  p, 

469c.  Absolute  Electrometer. — In  the  absolute  electrometer,  wliich 
somewhat  resembles  Fig.  401b  turned  upside  down,  the  force  <»f 
electrical  attraction  on  the  trap-door  is  measured  by  direct  com- 
imrison  with  the  gravitating  force  of  known  weights.  This  is  done 
by  first  observing  what  weights  must  be  placed  on  the  trap-door  to 
bring  it  into  position  when  no  electrical  force  acts  (the  plates  being 
electrically  connected),  and  by  then  removing  the  weights,  allowing 
electrical  force  to  act,  and  adjusting  the  plates  at  such  a  distance  jGrom 
one  another,  by  the  aid  of  a  micrometer  screw,  that  the  trap-door 
shall  again  be  brought  into  position.  Then,  in  equation  (2),  F,  A, 
and  D  are  known,  and  the  difference  of  potentials  V— V  can  be 
determined.  In  the  absolute  electrometer,  the  perforated  disc  h  is 
uppermost,  so  that  the  direction  of  electrical  attraction  on  the  trap- 
door is  similar  to  the  direction  of  the  gravitating  force  of  the  weights. 
The  reverse  arrangement  is  usually  adopted  in  the  portable  electro- 
meter, which  we  shall  next  describe.  In  both  instruments,  the  trap- 
door constitutes  one  end  of  a  very  light  lever  fi  I  of  aluminium, 
balanced  on  a  horizontal  axis. 

469  D.  Portable  Electrometer. — In  the  portable  electrometer  (Figs. 
401  A,  401b)  this  axis  passes  very  accurately  through  the  centre  of 
gravity  of  the  lever,  the  suspension  being  effected  by  means  of  a  fine 
platinum  wire  ww  tightly  stretched,  which  is  secured  at  its  centre 
to  the  lever  in  such  a  manner  that,  when  the  trap-door  comes  into 
position,  the  wire  is  under  torsion  tending  to  draw  back  the  disc 
from  the  attracting  plate  g.  This  torsion  (except  in  so  far  as  it  is 
affected  by  causes  of  error  such  as  temperature  and  gradual  loss  of 
elasticity)  is  always  the  same  when  the  disc  is  in  position,  and  as  it 
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is  to  be  balanced  in  every  observation  by  electrical  attraction,  the 
latter  must  also  be  always  the  same ;  that  is  to  say,  the  quantity  F 
in  equations  (2)  is  constant  for  all  observations  with  the  same  instru- 
ment ;  whence  it  is  obvious  that  V__V'  is  directly  proportional  to  D, 
the  distance  between  the  plates.  The  observation  for  difference  of 
potential  therefore  consists  in  altering  this  distance  until  the  trap- 
door comes  into  position.     This  is  done  by  turning  the  micrometer 


Fig.  401a.— Portable  Eleotrometer. 


Fig.  401B.— ParaUel  Disn. 


screw,  by  means  of  the  milled  head  m.  The  divided  circle  of  the 
micrometer  indicates  the  amount  of  turning  for  small  distances,  and 
whole  revolutions  are  read  off  on  the  vertical  scale  traversed  by 
the  index  carried  by  the  arm  d.  The  correct  position  is  very 
accurately  identified  by  means  of  two  sights,  one  of  them  being 
attached  to  a  fixed  portion  of  the  instrument,  and  the  other  to  one 
end  I  of  the  lever.  One  of  these  sights  moves  up  and  down  close 
in  front  of  the  other,  and  they  are  viewed  through  a  lens  o  in 
front  of  both.  This  arrangement  is  also  adopted  in  the  absolute 
electrometer. 

89 
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One  of  the  two  parallel  plates  h  is  connected  with  the  inner  coat- 
ing of  a  Leyden  jar,^  which,  being  kept  dry  within  by  means  of 
pumice  p  wetted  with  sulphuric  acid,  retains  a  sufficient  charge  for 
some  weeka  The  other  plate  g  is  in  communication,  by  means  of 
the  spiral  wire  r,  with  the  insulated  umbrella  c,  which  can  be  con- 
nected with  any  external  conductor;  and,  in  order  to  determine  the 


Fig.  401  c— Quadrant  Electrouieuir. 

potential  of  any  conductor  which  we  wish  to  examine,  two  observa- 
tions are  taken,  one  of  them  giving  the  difference  of  potential 
between  this  conductor  and  the  Leyden  jar,  and  the  other  the  dif- 
ference between  the  earth  and  the  jar.     We  thus  obtain,  by  subtrac- 

^  The  use  of  the  Leyden  jar  is  to  give  oonstancj  of  potential  Its  capacity  is  so  much 
greater  than  that  of  the  disc  with  which  it  is  connected  that  the  electricity  which  enters 
or  leaves  the  latter  in  consequence  of  the  inductive  action  of  the  other  disc  is  no  sensible 
frskction  of  its  whole  charge,  and  produces  no  sensible  change  in  its  potentiaL  Its  great 
capacity  in  comparison  with  the  extent  of  surface  exposed  likewise  tends  to  prevent 
rapid  loss  of  potential  by  dissipation  of  charge. 
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tion,  the  difference  of  potential  between  the  conductor  in  question 
and  the  earth. 

469  s.  Quadrant  Electrometer. — The  most  sensitive  instrument  yet 
invented  for  the  measurement  of  electrical  potential  is  the  qv/xdrcmt 
electrometer,  which  is  represented  in  front  view  in  Fig.  401  c,  some 
of  its  principal  parts  being  shown  on  a  larger  scale  in  Figa  401 D, 
401 E. 

In  this  instrument,  the  part  whose  movements  give  the  indica- 
tions is  a  thin  flat  piece  of  aluminium  u,  narrow  in  the  middle  and 
broader  towards  the  ends,  but  with  all  comers  rounded  off  This 
piece,  which  is  called  the  needle,  and  is  represented  by  the  dotted 
line  in  Fig.  401 D,  is  inclosed  almost 
completely  in  what  may  be  described 
as  a  shallow  cylindrical  box  of  brass, 
cut  into  four  quadrants,  c,  d,  c'd\  These 
parts  are  shown  in  plan  in  Fig.  401 D, 
and  in  front  view  in  Fig.  401  a  The 
needle  u  is  attached  to  a  stiff  platinum 
wire,  which  is  supported  by  a  silk  fibre 
hanging  vertically.  The  same  wire 
carries  a  small  concave  mirror  t  (Fig. 
401c)  for  reflecting  the  light  from  an 
illuminated  vertical  slit.     An  image  of 

the  slit  is  thus  formed  at  the  distance  of  about  a  yard,  and  is  received 
upon  a  paper  scale  of  equal  pails,  by  reference  to  which  the  move- 
ments of  the  image  can  be  measured.  The  movements  of  the  image 
depend  upon  the  movements  of  the  mirror,  which  are  precisely  the 
same  as  those  of  the  needla  We  have  now  to  explain  how  the 
movements  of  the  needle  are  produced. 

One  pair  of  opposite  quadrants  c  d  are  connected  with  each  other, 
and  with  a  stiff  wire  {  projecting  above  the  case  of  the  instrument 
The  other  quadrants  (2  (2'  are  in  like  manner  connected  with  the  other 
projecting  wire  m.  The  projecting  parts  Z  m  are  called  the  cAie/ 
electrodes,  and  are  to  be  connected  respectively  with  the  two  con- 
ductors whose  difference  of  potential  is  required,  one  of  which  is 
usually  the  earth.  Suppose  the  needle  to  have  a  positive  charge  of 
its  own,  then  if  the  potential  of  c  and  c'  be  higher  (algebraically)  than 
that  of  d  and  d\  one  end  of  the  needle  will  experience  a  force  urging 
it  from  cio  d,  and  the  other  end  will  experience  a  force  urging  it 
from  c'  to  d\     These  two  forces  constitute  a  couple  tending  to  turn 
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Digitized  by 


Googk 


596  ELECTROMETERS. 

the  needle  about  a  vertical  axis.  If  the  potential  of  c  and  c'  be  lower 
than  that  of  d  and  d\  the  couple  will  be  in  the  opposite  direction. 
To  prevent  the  needle  from  deviating  too  far  under  the  action  of 
this  couple,  and  to  give  it  a  definite  position  when  there  is  no  elec- 
trical couple  acting  upon  it,  a  small  light  magnet  is  attached  to  the 
back  of  the  mirror,  and  by  means  of  controlling  magnets  outside  the 
case  the  earth's  magnetism  is  overpowered,  so  that,  whatever  position 
be  chosen  for  the  instrument,  the  needle  can  be  made  to  assume  the 
proper  zero  position.  In  some  instruments  recently  constructed,  the 
magnets  are  dispensed  with,  and  a  bifilar  suspension  is  substituted 
for  the  single  silk  fibre.  The  permanent  electrification  of  the  needle 
is  attained  by  connecting  it,  by  means  of  a  descending  platinum 
wire,  with  a  quantity  of  strong  sulphuric  acid,  which  occupies  the 
lower  part  of  the  containing  glass  jar.  The  acid,  being  an  excellent 
conductor,  serves  as  the  inner  coating  of  a  Leyden  jar,  the  outside  of 
the  glass  opposite  to  it  being  coated  with  tin-foil,  and  connected  with 
the  earth.  The  acid  at  the  same  time  serves  the  purpose  of  keeping 
the  interior  of  the  apparatus  very  dry.  The  charge  is  given  to  the 
jar  through  the  charging  electrode  p,  which  can  be  thrown  into  or 
out  of  connection  at  pleasure.  As  the  sensibility  of  the  instrument 
increases  with  the  potential  of  the  jar,  a  gauge  and  replenisher  are 
provided  for  keeping  this  potential  constant.  The  gauge  is  simply 
an  "attracted-disc  electrometer,"  in  which  the  distance  between  the 
parallel  discs  is  never  altered,  so  that  the  aluminium  square  only 
comes  into  position  when  the  potential  of  one  of  the  discs,  which  is 
connected  with  the  acid  in  the  jar,  difiers  by  a  certain  definite  amount 
from  the  potential  of  the  other,  which  is  connected  with  the  earth. 
A  glance  at  the  gauge  shows,  at  any  moment,  whether  the  potential 
of  the  jar  has  the  normal  strength.  If  it  has  fallen  below  this  point, 
the  replenisher  is  employed  to  increase  the  charge. 

This  apparatus,  which  is  separately  represented,  dissected,  in  Fig. 
401 E,  and  is  for  simplicity  omitted  in  Fig.  401  c,  consists  of  a  vertical 
stem  of  ebonite  a,  which  can  be  rapidly  twirled  with  the  finger  by 
means  of  a  milled  head  y,  and  which  carries  two  metal  wings  or 
carriers,  b,  b,  insulated  from  each  other.  In  one  part  of  their  revolu- 
tion, these  come  in  contact  with  two  light  steel  springs  //,  which 
simply  serve  to  connect  them  for  the  instant  with  each  other.  In 
another  part  of  then*  revolution,  they  come  in  contact  with  two 
other  springs  e  6,  connected  respectively  with  the  acid  of  the  jar  and 
with  the  earth.     The  first  of  these  contacts  takes  place  just  before 


Digitized  by 


Googk 


THE  BEPLENISHEB. 


597 


Fig.  401 B.— RepleuiaLoi 


the  wings  emerge  from  the  shelter  of  the  larger  metallic  sectors  or 
inductors  a  a,  of  which  one  is  connected  with  the  acid,  and  the 
•other  with  the  earth.  Suppose  the  acid  to  have  a  positive  charge. 
Then,  at  the  instant  of  contact,  an 
inductive  movement  of  electricity 
takes  place,  producing  an  accumula- 
tion of  negative  electricity  in  the 
-carrier  which  is  next  the  positive 
inductor,  and  an  accumulation  of 
positive  in  the  other.  The  next 
<;ontacts  are  effected  when  the  car- 
rier which  has  thus  acquired  a  posi- 
tive charge  is  well  under  cover  of 
the  positive  inductor,  to  which  ac- 
cordingly it  gives  up  its  electricity, 
for,  being  in  gi-eat  part  surrounded 
by  this  inductor,  and  being  con- 
nected with  it  by  the  spring,  the 

carrier  may  be  regarded  as  forming  a  portion  of  the  interior  of  a 
concave  conductor,  and  the  electricity  accordingly  passes  from  it  to 
the  external  surface,  that  is  to  the  inductor,  and  to  the  acid  con- 
nected with  it,  which  form  the  lining  of  the  jar.  The  negative  elec- 
tricity on  the  other  carrier  is,  in  like  manner,  given  off  to  the  other 
inductor,  and  so  to  the  earth. 

The  jar  thus  receives  an  addition  to  its  charge  once  in  every  half- 
revolution  of  the  replenisher ;  and,  as  these  increments  are  very  small, 
it  is  easy  to  regulate  the  charge  so  that  the  gauge  shall  indicate 
-exactly  the  normal  potential.  If  the  charge  is  too  strong,  it  can  be 
<iiminished  by  turning  the  replenisher  in  the  reverse  direction. 

469  F.  Cage-electrometer. — In  another  form  of  electrometer,  which 
has  some  advantages  of  its  own,  though  now  but  little  used,  the  ob- 
^rvation  for  difference  of  potential  consists  in  applying  torsion  to  a 
glass  fibre  until  the  needle  (a  straight  piece  of  aluminium  wire)  which 
it  carries,  is  forced,  against  electrical  repulsion,  to  assume  a  definite 
position  marked  by  sights.  The  repulsion,  which  acts  upon  the  two 
^nds  of  the  needle  so  as  to  produce  a  couple,  is  exerted  by  two  ver- 
tical brass  plates,  which  are  connected  with  the  needle  by  means  of 
fine  platinum  wires  dipping  in  sulphuric  acid  at  the  bottom  of  a 
Leyden  jar.  The  needle  and  the  plates  which  repel  it  are  thus  at 
the  potential  of  the  jar.     The  repulsion  between  them  is  modified  by 
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the  influence  of  a  cage  of  brass  wire,  which  surrounds  them,  and 
which  is  connected  with  the  conductor  whose  potential  is  to  be  ex 
amined.  If  this  conductor  has  the  same  potential  as  the  jar,  there  is 
no  repulsion.  If  its  potential  difiers  either  way  from  that  of  the  jar, 
the  couple  of  repulsion  is  proportional  to  the  square  of  this  difference 
of  potentials.^  The  difference  of  potential  is  therefore  obtained  by 
taking  the  square  root  of  the  number  of  degrees  of  torsion  of  the 
fibre. 

*  In  a  given  position  of  the  needle,  the  qoantitiee  of  electricity  upon  it  and  apon  the 
plates  which  repel  it  are  both  proportional  to  this  difference  of  potentials,  and  the  distriba- 
tion  is  invariable.  Hence  (§  420)  the  force  of  repnlsbn  is  proportional  to  the  prodoct  nf 
the  two  Quantities,  that  is  tn  the  square  of  either  ol  them. 
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470.  Besemblanoe  of  Lightning  to  the  Electric  Spark. — The  resem- 
1>lance  of  the  effects  of  lightning  to  those  of  the  electric  spark  struck 
the  minds  of  many  of  the  early  electricians.  Lightning,  in  fa;ct, 
ruptures  and  scatters  non-conducting  substances,  inflaming  those 
which  are  combustible;  heats,  reddens,  melts,  and  volatilizes  metals; 
and  gives  shocks,  more  or  less  severe,  and  frequently  fatal,  to  men 
and  animals;  all  of  these  being  precisely  the  effects  of  the  electric 
spark  with  merely  a  difference  of  intensity.  We  may  add  that 
lightning  leaves  behind  it  a  characteristic  odour  precisely  similar  to 
that  which  is  observed  near  an  electrical  machine  when  it  is  working, 
and  which  we  now  know  to  be  due  to  the  presence  of  ozona  More- 
over, the  form  of  the  spark,  its  brilliancy,  and  the  detonation  which 
attends  it,  all  remind  one  forcibly  of  lightning. 

To  Franklin,  however,  belongs  the  credit  of  putting  the  identity 
of  the  two  phenomena  beyond  all  question,  and  proving  experi- 
mentally that  the  clouds  in  a  thunder-storm  are  charged  with  elec- 
tricity. This  he  did  by  sending  up  a  kite,  armed  with  an  iron  point 
with  which  the  hempen  string  of  the  kite  was  connected.  To  the 
lower  end  of  the  string  a  key  was  fastened,  and  to  this  again  was 
attached  a  silk  ribbon  intended  to  insulate  the  kite  and  string  from 
the  hand  of  the  person  holding  it  Having  sent  up  the  kite  on  the 
approach  of  a  storm,  he  waited  in  vain  for  some  time  even  after  a 
heavy  cloud  had  passed  directly  over  the  kita  At  length  the  fibres 
of  the  string  began  to  bristle,  and  he  was  able  to  draw  a  strong  spark 
by  presenting  his  knuckle  to  the  key.  A  shower  now  fell,  and,  by 
wetting  the  string,  improved  its  conducting  power,  the  silk  ribbon 
being  still  kept  dry  by  standing  under  a  shed.  Sparks  in  rapid 
succession  were  drawn  from  the  key,  a  Leyden  jar  was  charged  by  it, 
and  a  shock  given. 
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Fig.  402.— Eleotrio  Chimes. 


Shortly  before  this  occun-ence,  Dalibard,  acting  upon  a  published 
suggestion  of  Franklin,  had  erected  a  pointed  iron  rod  on  the  top  of 
a  house  near  Paria  The  rod  was  insulated  from  the  earth,  and  could 
be  connected  with  various  electrical  apparatua  A  thunder-storm 
having  occurred,  a  great  number  of  sparks,  some  of  them  of  great 
power,  were  drawn  from  the  lower  end  of  the  rod. 

These  experiments  were  repeated  in  various  places,  and  Richmann 
of  St.  Petersburg,  while  conducting  an  in- 
vestigation with  an  apparatus  somewhat 
resembling  that  of  Dalibard,  received  a 
spark  which  killed  him  on  the  spot 
^  ^0  472.  Electric  Chimes. — Franklin  devised 

gjji^^       \  an  apparatus  for  giving  warning  when  the 

I    I  \  insulated  rod  is  charged  with  electricity. 

!    I  ^/m    It  consists  (Fig.  402)  of  a  metal  bar,  carry- 

ing three  bells  with  two  clappers  between 
them.  The  two  extreme  bells  are  hung 
from  the  bar  by  metallic  chaina  The 
middle  one  is  hung  by  a  silk  thread,  and 
connected  with  the  ground.  The  clappers 
are  also  hung  by  silk  threada  When  the  bar  is  electrified,  the  clap- 
pers are  first  attracted  by  the  two  extreme  bells,  and  then  repelled  to 
the  middle  bell,  through  which  they  discharge  themselves,  to  be 
again  attracted  and  repelled,  thus  keeping  up  a  continual  ringing  as 
loDg  as  the  bar  remains  electrified. 

478.  Duration  of  Lightning. — It  appeara  that  thunder-clouds  must 
be  regarded  as  charged  masses  of  considerable  conducting  power. 
The  discharges  which  produce  lightning  and  thunder 
occur  sometimes  between  two  clouds,  and  sometimes 
between  a  cloud  and  the  earth.  The  duration  of  the 
illumination  produced  by  lightning  is  certainly  less 
than  the  ten-thousandth  of  a  second.  This  has  been 
established  by  observing  a  rapidly  rotating  disc  (Fig. 
403)  divided  into  sectors  alternately  black  and 
white.  If  viewed  by  daylight,  the  disc  appears  of  a 
uniform  gray ;  and  if  lightning,  occurring  in  the  dark,  renders  the 
separate  sectors  visible,  the  duration  of  its  light  must  be  less  than 
the  time  of  revolving  through  the  breadth  of  one  sector.  The  experi- 
ment has  been  tried  with  a  disc  divided  into  60  sectors,  and  making 
1 80  revolutions  per  second,  so  that  the  time  of  turning  through  the 


Fig.  403  — 
Daration  of  Flaah. 
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space  occupied  by  one  sector  is  ^  of  yj^  of  a  second,  that  is,  xxrVrnr- 
When  the  disc,  turning  with  this  velocity,  is  rendered  visible  by 
lightning,  the  observer  sees  black  and  white  sectors  with  gray  ones 
between  them.  For  the  black  and  white  sectors  to  be  seen  sharply 
defined,  without  intermediate  gray,  it  would  be  necessary  that  the 
illumination  should  be  absolutely  instan- 
taneous. 

476.  Thunder.  —  Thunder  frequently 
consists  of  a  number  of  reports  heard  in 
succession.  This  can  be  explained  by  sup- 
posing that  (as  in  the  experiment  of  the 
spangled  tube,  §  440)  discharge  occurs  at 
several  places  at  once.  The  reports  of 
these  explosions  will  be  heard  in  the 
order  of  their  distance  from  the  observer. 

I^  for  example,  the  lines  of  discharge  form        J 
the  zig-zag  MN  (Fig.  404),  an  observer    pig.404.-simuitiu.«>ii.Bqjortoii.. 
at  O  will  hear  first  the  explosion  at  a, 

then,  a  little  later,  the  five  explosions  at  m,  n,  r,8,t;  he  will  conse- 
quently observe  an  increase  in  the  intensity  of  the  sound. 

477.  Shock  by  Influence. — Persons  near  whom  a  flash  of  lightning 
passes,  frequently  experience  a  severe  shock  by  induction.  This  is 
analogous  to  the  phenomenon,  first  observed  by  Qalvani,  that  a 
skinned  frog  in  the  neighbourhood  of  an  electrical  machine,  although 
dead,  exhibits  convidsive  movements  every  time  a  spark  is  drawn 
from  the  conductor.  In  like  manner,  if  Yolta's  pistol  (§  443)  be 
placed  on  the  wooden  supports  of  an  electrical  machine,  and  its  knob 
be  connected  with  the  ground  by  a  chain,  on  drawing  a  spark  from 
the  machine,  another  spark  will  pass  in  the  interior  of  the  pistol,  and 
fire  it  off. 

478.  Lightning-conductorB. — Experience  having  shown  that  elec- 
tricity travels  in  preference  through  the  best  conductors,  it  is  easy 
to  understand  that,  if  a  building  be  fitted  with  metallic  rods  termi- 
aating  in  the  earth,  lightning  will  travel  through  these  instead  of 
striking  the  building.  But  further,  if  these  rods  terminate  above  in 
a  point,  they  may  exercise  a  preventive  influence  by  enabling  the 
earth  and  clouds  to  exchange  their  opposite  electricities  in  a  gradual 
way,  just  as  the  conductor  of  a  machine  is  prevented  from  giving 
powerful  sparks  b}'  presenting  to  it  a  sharp  point  connected  with  the 
eart^^ 
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While  the  electrical  machine  is  working  powerfully,  and  the  quad- 
rant electroscope  shows  a  strong  charge,  let  a  pointed  metallic  rod  be 
presented,  as  in  Fig.  405 ;  the  pith-ball  will  immediately  £Edl  back  to 
the  vertical  position,  and  it  will  be  found  impossible  to  draw  a  spark 


Fig.  405.— Oonducftor  Disohaiged  hj  praMDting  a  Point. 

from  any  part  of  the  conductor.  If  the  experiment  is  performed  in 
the  dark,  the  point  will  be  seen  to  be  tipped  with  light;  and  a  similai 
appearance  is  sometimes  observed  on  the  tops  of  lightning-rods  and 
of  ships'  masts.  In  the  latter  position  it  is  known  to  sailors  as  St 
Elmo's  fire. 

479.  GonstnLction  of  Lightning-conductors. — ^A  badly  constructed 
lightning-conductor  may  be  a  source  of  danger,  instead  of  a  protec- 
tion.    The  following  conditions  should  always  be  complied  with : — 

1.  The  connection  with  the  ground  should  be  continuous. 

2.  The  conductor  must  be  everywhere  of  so  large  a  section  that  it 
will  not  be  melted  by  lightning  passing  through  it  The  Frencli 
Academy  of  Sciences  recommend  that  the  section  for  iron  rods  should 
be  nowhere  less  than  2'25  centimetres,  or  ^  of  an  inch. 

3.  The  earth  contact  must  be  good.     The  conductor  may  be  con 
nected  at  its  base  with  the  iron  pipes  which  supply  the  neighbour 
hood  with  water  or  gas;  or  it  may  terminate  in  the  water  of  a  well 
or  pond.     Failing  these,  it  should  be  provided  with  branches  travers- 
ing the  soil  in  different  directions,  and  surrounded  by  coke,  which  is 
a  good  conductor. 

4.  At  no  part  of  its  course  above  ground  should  it  come  near  to  the 
metal  pipes  which  supply  the  house  with  water  or  gas,  nor  to  any 
large  masses  of  metal  in  the  house.  All  large  masses  of  metal  on  the 
outside  of  the  house,  such  as  lead  roofing,  should  be  well  connected 
with  the  conductor. 
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5.  The  extreme  point  should  be  sharp.  A  former  commission  of 
the  Academy  recommended  a  platinum  pointy  which  should  be  con- 
nected with  the  iron  by  welding.  But  as  this 
construction  is  both  difficult  and  expensive, 
later  directions  have  been  issued  recommending 
a  gilded  copper  cone,  screwed  on  to  the  iron,  as 
shown  in  Fig.  407,  which  is  half  the  actual  size. 
This  form  of  tertnination  is  better  than  a  needle 
point,  because  less  liable  to  fusion. 

The  general  arrangement  is  represented  in 
Fig.  406.  The  rod  has  a  diameter  of  2  or  ;> 
inches  at  its  base,  and  gradually  tapers  upwards 
to  the  place  where  the  point  is  screwed  on.  The 
descending  portion  b  is  connected  with  the  base 
of  this  rod  by  the  broad  band  W. 

480.  Ordinary  Electricity  of  the  Atmosphere. 
— ^The  presence  of  electricity  in  the  upper  re- 
gions of  the  air  is  not  confined  to  thunder- 
clouds, but  can  be  detected  at  all  timea  In 
fine  weather  this  electricity  is  almost  invariably 
positive,  but  in  showery 
or  stormy  weather  nega- 
tive electricity  is  as  fre- 
quently met  with  as  posi- 
tive; and  it  is  in  such 
weather  that  the  indica- 
tions of  electricity,  whe- 
ther positive  or  negative, 
are  usually  the  strongest. 
480  a.  Methods  of  ob- 
taining Indications. — One 
of  the  early  methods  of  ob-* 
serving  atmospheric  elec- 
tricity consisted  in  shoot- 
ing up  an  arrow,  attached 
to  a  conducting  thread, 
having  at  its  lower  end  a 
ring,  which  was  laid  upon  the  top  of  a  gold-leaf  electroscope.  As  the 
arrow  ascends  higher,  the  leaves  diverge  more  and  more  with  elec- 
tricity of  the  same  sign  as  that  overhead ;   and  they  remain  diverg- 


Flg.  406.  —  Lightning- 
oondnotor. 


Fig.  407.— GUdad  Copiwi 
Point. 
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ent  after  the   ring   has  been  lifted  off  by  the  movement  of  the 
arrow. 

Sometimes,  instead  of  the  arrow,  a  point  on  the  top  of  the  electro- 
scope is  employed  to  collect  electricity  fix)m 
the  air,  as  in  Fig.  408.  Both  these  methods 
are  very  uncei*tain  in  their  action. 

A  better  method  of  collecting  electricity 
from  the  air  was  long  ago  devised  by  Volta, 
who  employed  for  this  purpose  a  burning 
match  attached  to  the  top  of  a  rod  connected 
with  the  gold-leaves  or  straws  of  his  electro- 
scope. If  there  is  positive  electricity  over- 
head, its  influence  causes  negative  electricity 
to  collect  at  the  upper  end  of  the  rod,  whence 
it  passes  off  by  convection  in  the  products  of 
combustion  of  the  match,  leaving  the  whole 
conducting  system  positively  electrified.  In 
like  manner,  if  the  electricity  overhead  be  ne- 
gative, the  system  will  be  left  negatively  elec- 
trified. 

Another  method  which,  in  the  hands  of  Pel- 
tier, Quetelet,  and  Dellmann,  has  yielded  good 
results,  consists  in  first  exposing,  in  an  elevated 
position  such  as  the  top  of  a  house,  a  conducting  ball  supported  on 
an  insulating  stand,  and,  while  exposed,  connecting  it  with  the  earth; 
then  insulating  it,  and  examining  the  charge 
which  it  has  acquired  This  charge,  being  ac- 
quired from  the  earth  by  the  inductive  action  of 
the  electricity  overhead,  is  opposite  in  sign  to  the 

inducing  electricity. 

Another         method, 
which  in  principle   re- 

^— ^ sembles  that  of  Volta, 
but  is  speedier  in  its 
action,  has  been  intro- 
duced by  Sir  W.  Thom- 
son. It  consists  in  al- 
lowing a  fine  stream  of 
water  to  flow,  from  an  insulated  metallic  vessel,  through  a  pipe, 
which   projects  through  an  open  window  or  other  aperture  in  the 


Fig.  408.— Early  Foob  of 
Eleotrometer. 
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Fig.  408  a.— Water  dropping  Collector. 
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wall  of  a  house,  so  that  the  nozzle  from  which  the  water  flows  is  in 
the  open  air.  The  apparatus  for  this  purpose,  called  the  water- 
dropping  collector,  is  represented  in  Fig.  408  a.  a  is  a  copper  can, 
containing  water,  which  can  be  discharged  through  the  brass  pipe  b 
by  turning  a  tap.  The  mode  of  insulation  is  worthy  of  notica  The 
can  is  supported  on  a  glass  stem  c,  which  is  surrounded,  without  con- 
tact, by  a  ring  or  rings  of  pumice  dd,  moistened  with  sulphuric  acid. 
These  are  protected  by  an  outer  case  of  brass  ee,  having  a  hole  in  its 
top  rather  larger  than  the  glass  stem,  the  brass  being  separatea  from 
the  moist  pumice  by  an  inner  case  of  gutta-percha.  The  acid  needs 
renewal  about  once  in  two  montha 

In  severe  frost,  burning  matches  can  be  used  instead  of  water, 
and  are  found  to  give  identical  indicationa  Whether  water  or 
match  be  used,  the  principle  of  action^  is  that,  as  long  as  any  differ- 
ence of  potential  exists  between  the  insulated  conductor  and  the  point 
of  the  air  where  the  issuing  stream  (whether  of  water  or  smoke) 
ceases  to  be  one  continuous  conductor,  and  begins  to  be  a  non-con- 
ductor or  a  succession  of  detached  drops,  so  long  will  each  drop  or 
portion  that  detaches  itself  carry  off  either  positive  or  negative  elec- 
tricity, and  thus  diminish  the  difference  of  potential  This  is  an 
application  of  the  principle  of  §  4458,  that  electricity  tends  to  travel 
from  places  of  higher  to  places  of  lower  potential  The  time  required 
to  reduce  the  system  to  the  potential  which  exists  at  the  point  above 
specified,  is  practically  about  half  a  minute  with  the  water  jet,  and 
from  half «  minute  to  a  minute  or  more,  according  to  the  strength  of 
the  wind,  with  a  match. 

The  water-dropper  is  the  most  convenient  collecting  apparatus 
when  the  observations  are  taken  always  in  the  same  place.     For 

^  The  following  quotation  from  an  article  by  Sir  W.  Thomson  puts  the  matter  yery 
clearly: — "If,  now,  we  oonceive  an  elevated  conductor,  first  belonging  to  the  earth,  to  be- 
come insulated,  and  to  be  made  to  throw  0%  and  to  continue  throwing  0%  portions  from 
an  exposed  part  of  its  surface,  this  part  of  its  surface  will  quickly  be  reduced  to  a  state  of 
no  electrification,  and  the  whole  conductor  will  be  brought  to  such  a  potential  as  will  allow 
it  to  remain  in  electrical  equilibrium  in  the  air,  with  that  portion  of  its  surface  neutral. 
In  other  words,  the  potential  throughout  the  insulated  conductor  is  brought  to  be  the  same 
as  that  of  the  particular  equi- potential  surface  in  the  air,  which  passes  through  the  point 
of  it  from  which  matter  breaks  away.  A  fiame,  or  the  heated  gas  passing  from  a  burning 
match,  does  precisely  this:  the  flame  itself,  or  the  highly  heated  gas  close  to  the  match, 
being  a  conductor  which  is  constantly  extending  out,  and  gradually  becoming  a  non-con- 
ductor. The  drops  [into  which  the  jet  from  the  water-dropper  breaks]  produce  the  same 
efiects,  with  more  pointed  decision,  and  with  more  of  dynamical  energy  to  remove  the  re- 
jected matter,  with  the  electricity  which  it  carries,  from  the  neighbourhood  of  the  fixed 
conductor/' — NichoVt  Cyclopcedioy  second  edition,  art.  "Electricity,  Atmospheric.'* 
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portable  service,  Sir  Wm.  Thomson  employs  blotting-paper,  steeped 
in  solution  of  nitrate  of  lead,  dried,  and  rolled  into  matchea  The 
portable  electrometer  carries  a  light  brass  rod  or  wire  projecting  up- 
wards, to  the  top  of  which  the  matches  can  be  fixed. 

480  b.  Interpretation  of  Indications. — We  have  seen  that  the  col- 
lecting apparatus,  whether  armed  with  water-jet  or  burning  match, 
is  merely  an  arrangement  for  reducing  an  insulated  conductor  to  the 
potential  which  exists  at  a  particular  point  in  the  air.  An  electro- 
meter will  then  show  us  the  difference  between  this  potential  and 
that  of  any  other  given  conductor,  for  example  the  earth.  The  earth 
offers  so  little  resistance  to  the  passage  of  electricity,  that  any  tem- 
porary difference  of  potential  which  may  exist  between  different 
parts  of  its  surface,  must  be  very  slight  in  comparison  with  the  dif- 
ferences of  potential  which  exist  between  different  points  in  the  non- 
conducting atmosphere  above  it  As  there  is  no  possible  method  of 
determining  absolute  potential,  since  all  electric  phenomena  would 
remain  unchanged  by  an  equal  addition  to  the  potentials  of  all  points, 
it  is  convenient  to  assume,  as  the  zero  of  potential,  that  of  the  most 
constant  body  to  which  we  have  access,  namely  the  earth;  and  under 
the  name  earth  we  include  trees,  buildings,  animals,  and  all  other  con- 
ductors in  electrical  communication  with  the  soil. 

Now  we  find  that,  as  we  proceed  further  firom  the  earth's  surface, 
whether  upwards  firom  a  level  part  of  it,  or  horizontally  firom  a  verti- 
cal part  of  it,  such  as  an  outer  wall  of  a  house,  the  potential  of  points 
in  Llif  iur  bt^-cumus  Hunt;  auJ  more  different  fix>m  that  of  the  earth, 
the  difference  being,  in  a  broad  sense,  simply  proportional  to  the  dis- 
tance. Hence  we  can  infer^  that  there  is  electricity  residing  on  the 
surface  of  the  earth,  the  density  of  this  electricity,  at  any  moment^ 
in  the  locality  of  observation,  being  measured  by  the  difference 
of  potential  which  we  find  to  exist  between  the  earth  and  a  given 
point  in  the  air  near  it.  Observations  of  so-called  atmospheric  elec- 
tricity^ made  in  the  manner  we  have  described,  are  in  fact  simply 

^  By  §  445 1,  if  p  denote  the  quantity  of  electricity  per  unit  area  on  an  even  part  of  the 
earth's  surface,  the  force  in  the  neighboaring  air  if  4t/».  This  must  be  equal  to  the 
change  of  potential  in  going  unit  distance  (§  445  O).  If  potential  inereases  positively,  p  is 
negative. 

'  No  good  electrical  observationB  have  yet  been  made  in  balloons,  and  yery  little  is 
known  regarding  the  distribution  of  electricity  at  different  heights  in  the  air.  A  method 
of  gauging  this  distribution  by  balloon  observations  is  suggested  by  the  principles  of  §  445  o, 
which  show  that,  when  the  lines  of  force  are  vertical,  and  the  tubes  of  force  consequently 
cylindrical,  the  difference  of  electrical  force  at  different  heights  is  proportional  to  the 
quantity  nf  electricity  which  lies  between  them. 
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determinations  of  the  quantity  of  electricity  residing  on  the  earth's 
surfSekce  at  the  place  of  observation.  The  results  of  observations  so 
made  are  however  amply  sufficient  to  show  that  electricity  residing 
in  the  atmosphere  is  reaUy  the  main  cause  of  the  variations  observed. 
A  charged  doud  or  body  of  air  induces  electricity  of  the  opposite 
kind  to  its  own  on  the  parts  of  the  earth's  surface  over  which  it 
passes;  and  the  variations  which  we  find  to  occur  in  the  electrical 
density  at  the  parts  of  the  surface  where  we  observe,  are  so  rapid  and 
considerable,  that  no  other  cause  but  this  seems  at  all  adequate  to 
account  for  them.  We  may  therefore  safely  assume  that  the  differ- 
ence of  potential  which  we  find,  in  increasing  our  distance  from  the 
earthy  is  mainly  due  to  electricity  induced  on  the  surface  of  the  earth 
by  opposite  electricity  in  the  air  overhead. 

As  electrical  density  is  greater  on  projecting  parts  of  a  surfSetoe  than 
on  those  which  are  plane  or  concave,  we  shall  obtain  stronger  indica- 
tions on  hills  than  in  valleys,  if  our  collecUng  apparatus  be  at  the 
same  distance  from  the  ground  in  both  cases.  Under  a  tree,  or  in 
any  position  excluded  from  view  of  the  sky,  we  shall  obtain  little  or 
no  effect 

480c.  Results  of  Observation. — ^The  only  regular  series  of  observii- 
tions  which  have  as  yet  been  taken^  with  Sir  Wm.  Thomson's  instru- 
ments, consist  of  two  years'  continuous  observations  with  self-recording 
apparatus  at  Kew  Observatory ;  and  two  years'  observations,  at  three 
stated  times  daily,  and  at  other  irregular  times,  at  Windsor  in  Nova 
Scotia  (lai  46**  N.)  The  electrometer  used  at  Kew  was  an  earlier 
form  of  the  quadrant  electrometer  already  described ;  and  the  auto- 
graphic registration  was  effected  by  throwing  the  image  of  a  bright 
point  (a  small  hole  with  a  lamp  behind  it)  upon  a  sheet  of  photo- 
graphic paper  drawn  upwards  by  clock-work,  whereas  the  movements 
of  the  image,  formed  by  means  of  the  mirror  attached  to  the  needle, 
were  horizontal  The  curves  thus  obtained  give  very  accurate  infor- 
mation respecting  the  potential  of  the  air  at  the  point  of  observation, 
when  of  moderate  strength ;  but  fail  to  record  it  when  of  excessive 
strength,  as  the  image  on  these  occasions  passed  out  of  range.  The 
Windsor  observations  were  taken  with  the  cage-electrometer,  of 
which  two  forms  were  employed,  one  being  much  more  sensitive  than 

*  The  observations  at  Windsor,  N.S.,  and  at  Kew,  are  described  in  three  papers  by  the 
editor  of  this  work,  Proc,  R.  S.,  June  1868,  January  1865,  and  Trans,  IL  S.,  December 
1867.  Delhnann*s  observations  at  Ereuznach,  which  were  taken  with  apparatus  devised 
by  himself,  are  described  in  Phil.  Mag.  June  1858.  Quetelet*s  observations  (taken  with 
Peltier's  apparatus)  are  described  in  his  volume  Sttr  U  Climat  de  la  Belgique  (Brussels,  1849). 
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the  other.  The  more  sensitive  form  was  usually  employed  When 
the  potential  became  inconveniently  strong,  the  first  step  was  to 
shorten  the  discharging  pipe  by  screwing  off  some  of  its  joints.  This 
reduced  the  strength  of  potential  in  about  the  ratio  of  3  :  1 ;  but  even 
this  reduction  was  often  not  enough  for  the  more  sensitive  instru- 
ment, and  on  such  occasions  the  other  (which  was  intended  as  a  port- 
able electrometer)  was  employed  instead.  As  the  ratio  of  the  indica- 
tions of  the  two  instruments  was  known,  a  complete  comparison  of 
potentials  in  all  weathers  was  thus  obtained.  The  results  are  as  follows. 

Employing  a  unit  in  terms  of  which  the  average  fine-weather 
potential  for  the  year  was  +4,  the  potential  was  seldom  so  weak  afv 
1,  though  on  rare  occasions  it  was  for  a  few  minutes  as  low  as  01. 
In  wet  weather,  especially  with  sudden  heavy  showers,  the  potential 
was  often  as  strong  as  ±20  to  +30,  and  it  was  fully  as  strong 
during  haiL  With  snow,  the  average  strength  was  about  the  same 
as  with  heavy  rain,  but  it  was  less  variable,  and  the  sign  was  almost 
always  positiva  Occasionally,  with  high  wind  accompanying  snow» 
during  very  severe  fix)st,  it  was  from  +80  to  +100,  or  even  higher. 
With  fog,  it  was  always  positive,  averaging  about  +10.  In  thunder- 
storms it  frequently  exceeded  +100,  and  on  a  few  occasions  ex- 
ceeded —  200.  There  was  usually  a  great  predominance  of  negative 
potential  in  thunder-storma  Change  of  sign  was  a  firequent  accom- 
paniment of  a  flash  of  lightning  or  a  sudden  downpour  of  rain.  At 
all  times,  there  was  a  remarkable  absence  of  steadiness  as  compared 
with  most  meteorological  phenomena,  wind-pressure  being  the  only 
element  whose  fluctuations  are  at  aU  comparable,  in  magnitude  and 
suddenness,  with  those  of  electrical  potential  Even  in  fine  weather, 
its  variations  .during  two  or  three  minutes  usually  amount  to  as  mucli 
as  20  per  cent  In  changeable  and  stormy  weather  they  are  much 
greater;  and  on  some  rare  occasions  it  changes  so  much  from  second 
to  second  that,  notwithstanding  the  mitigating  effect  of  the  collecting 
process,  which  eases  off*  all  sudden  changes,  the  needle  of  the  electro- 
meter is  kept  in  a  continual  state  of  agitation. 

480  D.  Annual  and  Diarnal  Variations. — Observations  everywhere^ 
concur  in  showing  that  the  average  strength  of  potential  is  greater  in 
winter  than  in  summer;  but  the  months  of  maxima  and  minima 
appear  to  differ  considerably  at  different  places.  The  chief  maximum 
occurs  in  one  of  the  winter  months,  varying  at  different  places  from 

^  The  remarks  in  this  section  express  the  results  of  observation  at  places  all  of  which  are 
in  the  north  temperate  zone. 
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the  beginning  to  the  end  of  winter;  and  the  chief  minimum  occurs 
everywhere  in  May  or  June.  Both  Kew  and  Windsor  show  dis- 
tinctly two  maxima  in  the  year,  but  Brussels,  and  apparently 
Kreuznach,  show  only  one.  The  ratio  of  the  highest  monthly  aver- 
age to  the  lowest  is  at  Kew  about  2*5,  at  Windsor  1*9,  and  at 
Kreuznach  2-0. 

The  Kew  observations,  being  continuous,  are  specially  adapted  to 
throw  light  on  the  subject  of  diurnal  variation.  They  distinctly  in- 
dicate for  each  month  two  maxima,  which  in  July  occur  at  about 
8  A.BL  and  10  p.m.,  in  January  about  10  A.BL  and  7  P.Bl,  and  in 
spring  and  autumn  about  9  and  9.  The  result  of  the  Brussels  obser- 
vations is  about  the  sama 

481.  Oauses  of  Atmospheric  Electricity. — Various  conjectures  have 
been  hazarded  regarding  the  sources  of  atmospheric  electricity;  but 
little  or  no  certain  knowledge  has  yet  been  obtained  on  this  subject 
Evaporation  has  been  put  forward  as  a  cause,  but,  as  far  as  laboratory 
experiments  show,  whenever  electricity  has  been  generated  in  connec- 
tion with  evaporation,  the  real  source  has  been  friction,  as  in  Arm- 
strong's hydro-electric  machina  The  chemical  processes  involved  in 
vegetation  have  also  been  adduced  as  causes,  but  without  any  suflS- 
cient  evidence.  It  is  perhaps  not  too  much  to  say  that  the  only 
natural  agent  which  we  know  to  be  capable  of  electrifying  the  air  is 
the  friction  of  solid  and  liquid  particles  against  the  earth  and  against 
each  other  by  wind.  The  excessively  strong  indications  of  electricity 
observed  during  snow  accompanied  by  high  wind,  favour  the  idea 
that  this  may  be  an  important  source. 

Without  knowing  the  origin  of  atmospheric  electricity,  we  may, 
however,  give  some  explanation  of  the  electrical  phenomena  which 
occur  both  in  showers  and  in  thunder-storma  Very  dry  air  is  an 
excellent  non-conductor ;  very  moist  air  has,  on  the  other  hand,  con- 
siderable conducting  power.  When  condensation  takes  place  at 
several  centres,  a  number  of  masses  of  non-conducting  matter  are 
transformed  into  conductors,  and  the  electricity  which  was  diffused 
through  their  substance  passes  to  their  surfaces.  These  separate  con- 
ductors influence  one  another.  If  one  of  them  is  torn  asunder  while 
under  influence,  its  two  portions  may  be  oppositely  charged ;  and  if 
rain  falls  from  the  under  surface  of  a  cloud  which  is  under  the  in- 
fluence of  electricity  above  it,  the  rain  which  falls  may  have  an 
opposite  charge  to  the  portion  which  is  left  suspended. 

The  coalescence  of  small  drops  to  form  large  ones,  though  it  in- 
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creases  the  electrical  density  on  the  surfaces  of  the  drops,  does  not 
increase  the  total  quantity  of  electricity,  and  therefore  (§  445  k)  cannot 
directly  influence  the  observed  potential 

Thunder-storms  and  other  powerful  manifestations  of  atmospheric 
electricity  seem  to  be  accompaniments  of  very  sudden  and  complete 
condensation  which  gives  unusually  free  scope  to  the  causes  of 
irregular  distribution  just  indicated. 

483.  HaiL — Hail  has  sometimes  been  ascribed   to  an  electrical 


Fig.  409.— Electric  HaiL 

origin,  and  a  singular  theory  was  devised  by  Volta  to  account  for 
the  supposed  fact  that  hailstones  are  sustained  in  the  air.  He 
imagined  that  two  layers  of  cloud,  one  above  the  other,  charged  with 
opposite  electricities,  kept  the  hailstones  continually  moving  up  and 
down  by  alternate  attraction  and  repulsion.  An  experiment  called 
electric  hail  is  sometimes  employed  to  illustrate  this  idea.  Two 
metallic  plates  are  employed  (Fig.  409),  the  lower  one  connected  with 
the  earth,  and  the  upper  one  with  the  conductor  of  the  electrical 
machine ;  and  pith-balls  are  placed  between  them.  As  the  machine 
is  turned,  the  balls  fly  rapidly  backwards  and  forwards  from  one 
plate  to  the  other. 
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484.  Waterspouts. — Waterspouts,   being   often  accompanied    by 
strong  manifestations  of  electricity,  have  been  ascribed  by  Peltier  and 


Fig.  410.— Watenpouto. 

others  to  an  electrical  origin ;  but  the  account  of  them  given  in  the 
subjoined  note  appears  more  probable.^ 

^  "On  account  of  the  centrifugal  force  arising  from  the  rapid  gyrations  near  the  centre 
of  a  tornado,  it  must  frequently  be  nearly  a  vacuimi.  Hence  when  a  tornado  passes  over 
a  building,  the  external  pressure,  in  a  great  measure,  is  suddenly  removed,  when  the 
atmosphere  within,  not  being  able  to  escape  at  once,  exerts  a  pressure  upon  the  interior, 
of  perhaps  nearly  fifteen  pounds  to  the  square  inch,  which  causes  the  parts  to  be  thrown  in 
every  direction  to  a  great  distance.  For  the  same  reason,  also,  the  corks  fly  from  empty 
bottles,  and  everything  with  air  confined  within  explodes.  When  a  tornado  happens  at 
sea,  it  generally  produces  a  waterspout.-  This  is  generally  first  formed  above,  in  the  form 
of  a  cloud  shaped  like  a  funnel  or  inverted  cone.  As  there  is  less  resistance  to  the  motions 
in  the  upper  strata  than  near  the  earth's  surface,  the  rapid  gyratory  motion  commences 
there  first.  .  .  .  This  draws  down  the  strata  of  cold  air  above,  which,  coming  in  contact 
with  the  warm  and  moist  atmosphere  ascending  in  the  middle  of  the  tornado,  condenses  the 
vapour  and  forms  the  funnel-shaped  cloud.  As  the  gyratory  motion  becomes  more  violent, 
it  gradually  overcomes  the  resistances  nearer  the  surface  of  the  sea,  and  the  vertex  of  the 
funnel-shaped  cloud  gradually  descends  lower,  and  the  imperfect  vacuum  of  the  centre  oi  the 
tornado  reaches  the  sea,  up  which  the  water  has  a  tendency  to  ascend  to  a  certain  height, 
and  thence  the  rapidly  ascending  spiral  motion  of  the  atmosphere  carries  the  spray  upward, 
until  it  joins  the  cloud  above,  when  the  waterspout  is  complete.  The  upper  part  of  a 
waterspout  is  frequently  formed  in  tornadoes  on  land.  When  tornadoes  happen  on  sandy 
plains,  instead  of  waterspouts  they  produce  the  moving  pillars  of  sand  which  are  often  seen 
on  sandy  deserts.*' — W.  Ferrel,  in  MatJiemaUcal  Monthly.    See  note  §  406. 
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CHAPTER    XLIIL 

GENERAL  STATEMENT  OF  FACTS  AND   LAWS. 

486.  Magnets,  Natural  and  Artificial. — Natural  magnets,  or  lode- 
sUmes,  are  exceedingly  rare,  although  a  closely  allied  ore  of  iron, 
capable  of  being  strongly  acted  on  by  magnetic  forces,  and  hence 
called  magnetic  iron-ore,  is  found  in  large  quantity  in  Sweden  and 
elsewhere.  Artificial  magnets  are  usually  pieces  of  steel,  which  have 
been  permanently  endowed  with  magnetism  by  methods  which  we 
shall  hereafter  describe.  Magnets  are  chiefly  characterized  by  the 
property  of  attracting  iron,  and  by  the  tendency  to  assume  a  par- 
ticular orientation  when  freely  suspended. 

486.  Force  Oreatest  at  the  Ends. — The  property  of  attracting  iron 
is  very  unequally  manifested  at  different  points  of  the  surfeice  of  a 
magnet     If,  for  example,  an  ordinary  bar-magnet  be  plunged  in 

iron -filings,  these  cling  in  large 
quantity  to  the  terminal  portions, 
and  leave  the  middle  bare,  as  in 
the  lower  diagram  of  Fig.  411.  K 
the  magnet  is  very  thick  in  pro- 
portion to  its  length,  we  may  have 
filings  adhering  to  all  parts  of  it, 
Fif.  4U.— Magneu  dipped  in  FUingi.  but  the  quantity  diminishes  rapid- 

ly towards  the  middle.  The  name 
poles  is  used,  in  a  somewhat  loose  sense,  to  denote  the  two  terminal 
portions  of  a  magnet,  or  to  denote  two  points,  not  very  accurately 
defined,  situated  in  these  portions.  The  middle  portion,  to  which  the 
filings  refuse  to  adhere,  is  called  neutral. 

487.  Lines  Formed  by  Filing^. — If  a  sheet  of  card  is  laid  horizon- 
tally upon  a  magnet,  and  wrought- iron  filings  are  sifted  over  it,  these 
will,  with  the  assistance  of  a  few  taps  given  to  the  card,  arrange 
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themselves  in  a  system  of  curved  lines,  as  shown  in  Fig.  412,  These 
lines  give  very  important  indications  both  of  the  direction  and  inten- 
sity of  the  force  produced  by  the  magnet  at  different  points  of  tlie 


Fig.  412.— 31.ijfnotic  Cnrvoa. 

space  around  it.^     They  chister  very  closely  about  the  two  poles  p  p, 
and  thus  indicate  the  places  where  the  force  is  most  intense. 

488.  Curve  of  Intensities. — Some  idea  may  be  obtained  of  the  rela- 
tive intensities  of  magnetic  force  at  different  points  in  the  length  of 
a  magnet,  by  measuring  the  weights  of  iron  which  can  be  supported 
at  them.  Much  better  determinations  can  be  obtained  either  by  the 
use  of  the  torsion-balance,  or  by  counting  the  number  of  vibrations 
made  by  a  small  magnetized  needle  when  suspended  opposite  different 
parts  of  the  bar,  the  bar  being  in  a  vertical  position,  and  the  vibra- 
tions of  the  needle  being  horizontal  The  intensity  of  the  force  is 
nearly  as  the  square  of  the  number  of  vibrations ;  on  the  same  prin- 
ciple that  the  force  of  gravity  at  different  places  is  proportional  to  the 
square  of  the  number  of  vibrations  of  a  pendulum  (§  47).  Both  these 
methods  of  determination  were  emploj'ed  by  CJoulomb,  who  was  the 
first  to  make  magnetism  an  accurate  science ;  and  the  results  which 
he  obtained  are  represented  by  the  curve  of  intensities  AMB  (Fig. 
413).     M  is  the  middle  of  the  bar,  O  one  end  of  it,  and  the  ordinates 

^  The  lines  formed  by  the  filings  may  be  called  the  lines  of  effective  force  for  partide$  only 
fru  to  move  in  the  plane  of  the  card.  The  lines  of  total  force  cut  the  card  at  various 
angles,  and  are  at  some  places  perpendicular  to  it,  as  shown  by  the  filings  standing  on  end 
For  the  definition  of  lines  of  magnetic  force,  see  §  494  A. 
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Pig.  413.— Cnrva  of  IntensitiM. 


of  the  curve  (that  is,  the  distances  of  its  points  from  the  line  OX) 
represent  the  intensities  of  force  at  the  different  points  in  its  length. 
The  curve  was  constructed  from  observations  of  the  force  at  several 

points  in  the  length;  but  in 
dealing  with  the   observa- 
tion made  opposite  the  very 
end,  the  force  actually  ob- 
served was  multiplied  by  2. 
—    Perfect  symmetry  was  found 
between  the  intensities  over 
the  two  halves  of  the  length. 
In  the  figure  we  have  in- 
verted  the  curve  for  one- 
half,  in  order  to  indicate  an  opposition  of  properties,  which  we  shall 
shortly  have  to  describe.     The  curves  of  intensities  for  two  magnets 
of  different  sizes  but  of  the  same  form  are  usuaDy  similar. 

489.  Magnetic  Needle. — ^Any  magnet  freely  suspended  near  its 

centre  is  usually  called  a  magnetic 
needlCf  or  more  properly  a  moLgne- 
tized  needle.  One  of  its  most  usual 
forms  is  that  of  a  very  elongated 
rhombus  of  thin  steel,  having,  very 
near  its  centre,  a  concavity  or  cup 
by  means  of  which  it  can  be  bal- 
anced on  a  point.  When  it  is  thus 
balanced  horizontally,  it  does  not, 
like  a  piece  of  ordinary  matter,  re- 
main in  equilibrium  in  all  azi- 
muths,^ but  assumes  one  particular 
direction,  to  which  it  always  comes 
back  after  displacement  In  this 
position  of  stable  equilibrium,  one 
of  its  ends  points  to  magnetic  north, 
and  the  other  to  magnetic  south, 
which  differ  in  general  by  several  degrees  from  geographical  (or 
true)  north  and  south.  This  is  the  principle  on  which  compasses  are 
constructed. 

^  All  lines  in  the  eame  vertical  plane  are  said  to  have  the  same  azimuth.  Azimuthal 
angles  are  angles  between  vertical  planes,  or  between  horizontal  lines.  The  azimuth  of  a 
line  when  stated  numerically,  is  the  angle  which  the  vertical  plane  containing  it  makes 
with  a  vertical  plane  of  reference,  and  this  latter  is  usually  the  plane  of  the  meridian. 


Fig.  414.— Magi letized  Neadle. 
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Fig.  415.— Deolination. 


490.  Declination. — The  diflference  between  magnetic  and  true  north, 
or  the  angle  between  the  magnetic  meridian  and  the  geographical 
meridian,  is  called  mdgnetic  declination}  It 
is  very  different  at  different  places,  and  at 
a  given  place  undergoes  a  gradual  change 
from  year  to  year,  besides  smaller  changes, 
backwards  and  forwards,  which  are  continu- 
ally taking  place.  At  Greenwich,  at  the  pre- 
sent time,  its  value  is  about  20''  W.,  that  is, 
magnetic  north  is  west  of  true  north  by  this 
amount  For  the  British  Isles  genemlly  its 
value  is  from  20°  to  30°  W. 

491.  Inclination  or  Dip. — If,  before  mag- 
netizing a  needle,  we  mount  it  on  an  axis  passing  through  its  centre 
of  gravity,  and  support  the  ends  of  the  axis,  as  in  Fig.  416,  by  a 
thread  without  torsion,  the  needle  will  remain  in  equilibrium  in  any 
position  in  which  it  may  be  placed.  If  it  be  then  magnetized,  it  will 
no  longer  be  indifferent,  but  will 
place  itself  in  a  particular  vertical 
plane  called  the  magnetic  meri- 
dian, and  will  take  a  particular 
direction  in  this  plane.  This  di- 
rection is  not  horizontal,  but  in- 
clined, generally  at  a  considerable 
angle,  to  the  horizon;  and  this 
angle  is  called  dip  or  incliTWr- 
tion.  Its  value  at  Greenwich  is 
about  6T*,  the  end  which  points 
to  the  north  pointing  at  the  same 
time  downwards.  In  the  north-  ^5^ 
em  hemisphere  generally,  it  is  the 
north  end  of  the  needle  which 
dips,  and  in  the  southern  hemi- 
sphere it  is  the  end  which  points 
south. 


Fig.  416.— Dip. 


Some  readers  may  be  glad  to  be  reminded  that  by  the  plane  of  the  meridian  is  meant  a 
yertical  plane  passing  through  the  place  of  observation,  and  through  or  parallel  to  the 
earth's  axis.  A  horizontal  line  in  this  plane  is  a  meridian  line.  The  magnetic  meridian  is 
the  vertical  pbme  in  which  a  magnetized  needle,  when  freely  suspended,  tends  to  place  itself. 
*  The  nautical  name  for  magnetic  declination  is  variation ;  but  it  is  most  inconvenient 
and  confusing  to  denote  the  element  itself  by  the  same  name  as  the  variations  of  the  element. 


Digitized  by 


Googk 


(516  GENERAL  STATEMENT  OF  FACTS  AND   LAWS. 

It  follows  that,  if  a  magnetized  needle  is  to  be  balanced  in  a  hori- 
zontal position,  the  point  or  axis  of  support  must  not  be  in  the  same 
vertical  with  the  centre  of  gravity,  but  must  be  between  the  centre 
of  gravity  and  the  end  which  tends  to  dip.  Needles  thus  balanced, 
as  in  the  ordinary  mariner's  compass,  are  called  declination  TieedUs. 

492.  Mutual  Action  of  Poles. — On  presenting  one  end  of  a  magnet 
to  one  end  of  a  needle  thus  balanced,  we  obtain  either  repulsion  or 
attraction,  according  as  the  pole  which  is  presented  is  similar  or  dis- 
similar to  that  to  which  it  is  presented.  Poles  of  contrary  name 
attract  each  other;  poles  of  the  same  name  repel  each  other. 

This  property  furnishes  the  means  of  distinguishing  a  body  which 
is  merely  magnetic  (that  is,  capable  of  tem])orary  magnetization)  from 
a  permanent  magnet  The  former,  a  piece  of  soft  iron  for  example, 
is  always  attracted  by  either  pole  of  a  magnet;  while  a  body  which 
has  received  permanent  magnetization  has,  in  ordinary  cases,  two 
poles,  of  which  one  is  attracted  where  the  other  is  repelled  Mag- 
netic attractions  and  repulsions  are  exerted  without  modification 
through  any  body  which  may  be  interposed,  provided  it  be  not 
magnetia 

492  a.  Names  of  Poles. — The  phenomena  of  declination  and  inclina- 
tion above  described,  evidently  require  us  to  regard  the  earth,  in  a 
broad  sense,  as  a  magnet,  having  one  pole  in  the  northern  and  the 
other  in  the  southern  hemisphere.  Now  since  poles  which  attract 
one  another  are  dissimilar,  it  follows  that  the  magnetic  pole  of  the 
earth  which  is  situated  in  the  northern  hemisphere  is  dissimilar  to 
that  end  of  a  magnetized  needle  which  points  to  the  north.  Hence 
great  confusion  of  nomenclature  has  arisen,  the  usage  of  the  best 
writers  being  opposite  to  that  which  generally  prevails.  We  shall 
call  that  end  or  pole  of  a  needle  which  seeks  the  north,  the  north- 
seekiTig  end  or  pole,  and  the  other  the  south-seeking  end  or  pole. 
Sir  Wm.  Tliomson  calls  the  north-seeking  pole  the  south  pole,  and 
the  other  the  nmih  pole,  because  the  former  is  similar  to  the  south, 
and  the  latter  to  the  north  pole  of  the  earth.  In  like  manner  most 
French  writers  caU  the  north-seeking  pole  of  a  needle  the  austral^ 
and  the  other  the  boreal  pole.  Popular  usage  in  this  country  calls 
the  north-seeking  end  the  norths  and  the  other  the  south  pole,  a 
nomenclature  which  introduces  great  confusion  whenever  we  have 
to  reason  respecting  the  earth  regarded  as  a  magnet  Faraday,  to 
avoid  the  ambiguity  which  has  attached  itself  to  the  names  north 
and  south  pole,  calls  the  north-seeking  end  the  marked^  and  the  other 
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the  immarked  pole.  Airy,  for  a  similar  reason,  employs,  in  his  recent 
Treatise  on  Magnetisvi,  the  distinctive  names  red  and  blvs  to  denote 
respectively  the  north-seeking  and  south-seeking  ends,  these  names, 
as  well  as  those  employed  by  Faraday,  being  purely  conventional, 
and  founded  on  the  custom  of  marking  the  north-seeking  end  of  a 
magnet  with  a  transverse  notch  or  a  spot  of  red  paint.  Maxwell  and 
Jenkin,  in  a  report  to  the  British  Association,^  call  the  south-seeking 
pole  of  a  needle  positive,  and  the  north-seeking  pole  negative. 
498.  Magnetic  Induction. — When  a  piece  of  iron  is  in  contact  with 


Fig.  417.— Induoed  Magnetiun. 

a  magnet,  or  even  when  a  magnet  is  simply  brought  near  it,  it  becomes 
itself,  for  the  time,  a  magnet,  with  two  poles  and  a  neutral  portion 
between  them.  If  we  scatter  filings  over  the  iron,  they  will  adhere 
to  its  ends,  as  shown  in  Fig.  417.  If  we  take  away  the  influencing 
magnet,  the  filings  will  fall  ofl*,  and  the  iron  will  retain  either  no 
traces  at  all  or  only  very  faint  ones  of  its  magnetization.  If  we  apply 
similar  treatment  to  a  piece  of  steel,  we  obtain  a  result  similar  in 
some  respects,  but  with  very  important  differences  in  degree.  The 
steel,  while  under  the  influence  of  the  magnet,  exhibits  much  weaker 
effects  than  the  iron ;  it  is  much  more  difficult  to  magnetize  than  iron, 
and  does  not  admit  of  being  so  powerfully  magnetized  ;  but,  on  the 
other  hand,  it  retains  its  magnetization  after  the  influencing  magnet 
has  been  withdrawn.  This  property  of  retaining  magnetism  when 
once  imparted  has  been  (somewhat  awkwardly)  named  coercive  force. 
Steel,  especially  when  very  hard,  possesses  great  coercive  force;  iron, 
especially  when  very  pure  and  soft,  scarcely  any. 

In  magnetization  by  influence,  which  is  also  called  magnetic 
induction,  it  will  be  found,  on  examination,  that  the  pole  which  is 
next  the  inducing  pole  is  of  contrary  name  to  it ;  and  it  is  on  account 
of  the  mutual  attraction  of  dissimilar  poles  that  the  iron  is  attracted 

^  Report  of  Electrical  Stmidardt  Committee,  Api>eudix  C.     1 803. 
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by  the  magnet     The  iron  can,  in  its  turn,  support  a  second  piece  of 
iron;  this  again  can  support  a  third,  and  so  on  through  many  steps. 

A  magnetic  chain  can  thus 
be  formed,  each  of  the  com- 
ponent pieces  having  two 
poles.  An  action  of  this 
kind  takes  place  in  the  clus- 
ters of  filings  which  attach 
themselves  to  one  end  of  a 
magnetized  bar,  these  clus- 
ters being  composed  of  nu- 
merous chains  of  filinga 

In  comparing  the  pheno- 
mena of  magnetic  induction 
with  those  of  electrical  in- 
duction, we  find  both  points 
of  resemblance  and  points 
of  difference.  In  the  case  of 
electricity,  if  the  influenc- 
ing and  influenced  body 
are  allowed  to  come  in  contact,  the  former  loses  some  of  its  own 
charge  to  the  latter.  In  the  case  of  magnetism  there  is  no  such  loss, 
a  magnet  after  touching  soft  iron  is  found  to  be  as  strongly  magnet- 
ized as  it  was  before. 

494.  Effect  of  Buptnre  on  a  Magnet. — If  a  magnet  is  broken  into 
any  number  of  pieces,  every  piece  will  be  a  complete  magnet  with 


Fig.  418.— Magnetic  Chain. 


Fig.  410.— Broken  Maenet. 


poles  of  its  own.  In  the  case  of  an  ordinary  bar-magnet  or  needle, 
the  similar  poles  of  the  pieces  will  all  be  turned  the  same  way,  as  in 
Fig.  419,  which  represents  a  magnet  AB  broken  into  four  pieces. 
The  ends  a,  a,  a,  a  are  of  one  name,  and  the  ends  b,  b,  b,  b  of  the 
opposite  name. 

494  a.  Imaginary  Magnetic  Fluids:  Magnetic  Potential. — All  mutual 
foi-ces  between  magnets  can  be  reduced  to  attractions  and  repulsions 
between  different  portions  of  two  imaginary  fluids,^  one  of  which 

'  Poisson,  following  Coulomb,  epoke  of  tioo  magnetic  fluids,  and  laid  down  a  theozy  of 
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may  be  called  positive  and  the  other  negative.  Neither  fluid  can 
exist  apart  from  the  other;  every  magnet  possesses  equal  quantities 
of  both ;  quantity  being  measured  by  force  of  attraction  or  repulsion 
at  given  distance,  just  as  in  the  case  of  electricity,  like  portions 
repelling,  and  unlike  portions  attracting  each  other  inversely  as  the 
square  of  the  distanca  Equal  quantities  of  the  two  fluids,  when 
coexisting  at  the  same  place,  produce  no  resultant  effect,  and  may 
be  regarded  as  destroying  each  other. 

With  reference  to  these  imaginary  fluids^  magnetic  potential  can 
be  defined  in  the  same  way  as  electrical  potential,  and  magnetic  lines 
of  force  possess  the  same  properties  as  electrical  lines  of  force  (§  445  a 
— 445  k).  The  direction  of  magnetic  force  at  a  point  can  either  be 
defined  as  the  direction  in  which  a  pole  of  a  magnet  would  be  urged 
if  brought  to  the  point,  or  as  the  direction  in  which  a  small  magnet- 
ized needle,  if  brought  to  the  point  and  balanced  at  its  centre  of 
gravity,  would  place  its  line  of  poles;  and  lines  of  magnetic  force  are 
lines  to  which  this  direction  is  everywhere  tangential  It  is  impor- 
tant to  remark  that  a  linear  piece  of  soft  iron,  though  it  sets  its 
length  along  a  line  of  force,  does  not  travel  along  a  line  of  force,  but 
deviates  towards  the  concave  side.  This  is  easily  shown  by  tapping 
the  card  represented  in  Fig.  412.  It  will  be  found  that  filings  placed 
on  the  line  rri  m  move  along  that  line,  and  therefore  at  right  angles 
to  the  lines  of  forca  The  force  which  is  specified  by  magnetic  "  lines 
of  force"  is  the  force  which  one  pole  of  a  permanent  magnet  would 
experience;  and  it  is  the  same  in  intensity,  but  opposite  in  direction, 
for  dissimilar  poles. 

494  b.  Specification  of  Magnetization. — A  piece  of  steel  is  said  to  be 
uniformly  monetized,  if  equal  and  similar  portions,  cut  in  parallel 
directions  from  all  parts  of  it,  are  precisely  alike  in  their  magnetic 
properties. 

If  a  piece  of  magnetized  steel  be  suspended  at  its  centre  of  gravity, 
so  as  to  be  free  to  turn  all  ways  about  it,  the  effect  of  the  earth *s 
magnetism  upon  it  consists  in  a  tendency  for  a  particular  line,  through 
this  centre  of  gravity,  to  take  a  determinate  direction,  which  is  the 
direction  of  terrestrial  magnetic  forca  When  the  line  is  placed  in 
any  other  position,  the  couple  tending  to  bring  it  back  is  propor- 

their  action.  Sir  W.  Thomson,  avoiding  the  hypothetical  parts  of  Poisson's  theozy,  speaks 
of  imcLginary  mofpietie  matter  of  two  dissimilar  kinds.  We  have  retained  the  more  familiar 
name  fluid,  simply  because  it  is  more  convenient  to  speak  fif  two  fluids  than  of  txoo  hinds 
of  matter.  It  is  to  be  noted  that  we  cannot  speak  of  two  magnetisms,  the  name  magnetism 
having  been  already  appropriated  in  a  different  sense. 
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tional  to  the  sine  of  the  angle  between  the  two  positions,  and  is  the 
same  for  all  directions  of  deviation.  The  line  which  possesses  this 
property  is  the  Toagnetic  axis  of  the  body,  and  the  name  is  sometimes 
given  to  all  lines  parallel  to  it  If  the  piece  of  steel  be  uniformly 
magnetized,  this  axis  is  the  direction  of  magnetization;  or  the  direc- 
tion of  magnetization  is  the  common  direction  of  all  those  lines 
which  tend  to  place  themselves  along  lines  of  force  in  a  field  ^  where 
the  lines  of  force  are  parallel 

494  c.  Ideal  Simple  Magnet:  Thin  Bar,  uniformly  and  longitudinally 
Magnetised. — ^The  mutual  actions  of  magnets  admit  of  very  accurate 
expression  when  the  magnets  are  very  thin  in  comparison  with  their 
length,  uniform  in  section,  and  uniformly  magnetized  in  the  direc- 
tion of  their  length.  Such  bars,  which  may  be  called  simple  magnets, 
behave  as  if  their  forces  resided  solely  in  their  ends,  which  may  there- 
fore in  the  strictest  sense  be  called  their  poles.  The  two  poles  of  any 
one  such  bar  are  equal  in  strength ;  that  is  to  say,  one  of  them  attracts 
a  pole  of  another  simple  magnet  with  the  same  force  with  which  the 
other  repels  it  at  the  same  distance.  In  the  language  of  the  two- 
fluid  theory,  the  two  fluids  destroy  one  another  except  at  the  two 
ends,  and  the  quantities  which  reside  at  the  ends  are  equal  but  of 
opposite  sign.  The  same  number  which  denotes  the  quantity  of  fluid 
at  either  pole,  denotes  the  strength  of  the  pole,  or,  as  it  is  often  called, 
the  strength  of  the  magnet.  Its  definition  is  best  expressed  by  saying 
that  the  force  between  a  pole  of  one  simple  magnet  and  a  pole  of 
another,  is  the  product  of  their  strengths  divided  by  the  square  of 
the  distance  between  them.^ 

The  force  which  a  pole  of  a  simple  magnet  experiences  in  a  mag- 
netic field,  is  the  product  of  the  strength  of  the  pole  and  the  intensity 
of  the  field,  Tliis  rule  applies  to  the  force  which  a  pole  experiences 
from  the  earth's  magnetism,  the  intensity  of  the  field  being  in  tliis 
case  the  intensity  of  terrestrial  magnetic  force ;  and,  from  the  uni- 
formity of  the  field,  the  forces  on  the  two  poles  are  in  this  case  equal, 
constituting  a  couple,  whose  arm  is  the  line  joining  the  poles  multi- 

^  A  feld  of  force  is  any  region  of  space  travened  by  lines  of  force ;  or,  in  other  words, 
any  region  pervaded  by  force  of  attraction  or  repulsion.  A  magnetic  field  is  any  region 
l>crvaded  by  magnetic  force.  All  space  in  the  neighbourhood  of  the  earth  is  a  magnetic 
Held,  and  within  moderate  distances  the  lines  of  force  in  it  may  be  regarded  as  parallel, 
unless  artificial  magnets  or  pieces  of  iron  are  present  to  produce  disturbance. 

^  We  here,  and  throughout  the  remainder  of  this  chapter,  ignore  the  existence  of  indnc- 
tion,  which,  however,  is  not  altogether  absent  even  in  the  hardest  steeL  The  effect  of 
induction  is  always  to  favour  attraction.  The  attractions  will  therefore  be  somewhat 
strouger,  and  the  repulsions  somewhat  weaker,  than  our  theory  supposes. 
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plied  by  the  sine  of  the  angle  which  this  line  makes  with  the  lin<^^ 
of  force. 

The  product  of  the  line  joining  the  two  poles  by  the  strength  of 
either  pole  is  called  the  moment  of  ihe  m^net,  and  it  is  evident, 
from  what  has  just  been  said,  that  the  continued  product  of  ihe 
mom^ent  of  the  magnet,  the  intensity  of  terrestrial  magnetic  force, 
omd  ihe  sine  of  the  angle  between  the  length  of  the  m/ognet  and  the 
lines  of  force,  is  equal  to  the  moment  of  the  couple  which  the  earth's 
magnetism  exerts  upon  the  magnet. 

494  D.  Compound  Magnet  of  Uniform  Magnetization. — ^Any  magnet 
which  is  not  a  simple  magnet  in  the  sense  defined  in  §  494  c  may  be 
called  a  compound  magnet.  It  is  convenient  to  define  the  moment 
of  a  compound  magnet  by  the  condition  stated  in  the  concluding 
words  of  that  section,  so  that  the  moments  of  difierent  magnets, 
whether  simple  or  compound,  may  be  compared  by  comparing  the 
couples  exerted  on  them  by  terrestrial  magnetism  when  their  axes 
are  equally  inclined  to  the  lines  of  force. 

If  a  number  of  simple  magnets  of  equal  strength  be  joined  end  to 
end,  with  their  similar  poles  pointing  the  same  way,  there  will  be 
mutual  destruction  of  the  two  imaginary  fiuids  at  every  junction, 
and  the  system  will  constitute  one  simple  magnet  of  the  same  strength 
as  any  one  of  its  components ;  but  its  moment  will  evidently  be  the 
sum  of  their  moments. 

If  any  number  of  simple  magnets  be  united,  either  end  to  end  or 
side  to  side,  provided  only  that  they  are  parallel,  and  have  their 
similar  poles  turned  the  same  way,  the  resultant  couple  exerted  upon 
the  whole  system  by  terrestrial  magnetism  will  (§  14)  be  the  sum  of 
the  separate  couples  exerted  on  each  simple  magnet,  and  the  moment 
of  the  system  will  be  the  sum  of  the  moments  of  its  parts.  But  any 
piece  of  uniformly  magnetized  material  may  be  regarded  as  being 
thus  built  up,  and  hence,  if  difierent  portions  be  cut  from  the  same 
uniformly  magnetized  mass,  their  moments  will  be  simply  propor- 
tional to  their  volumea  The  quotient  of  moment  by  volume,  for  any 
uniformly  magnetized  mass,  is  called  intensity  of  rrvagnetization. 

494  s.  Actual  Magnets. — The  definitions  and  laws  of  simple  magnets 
are  approximately  applicable  to  actual  magnets,  when  magnetized 
in  the  usual  manner. 

K  an  actual  bar-magnet  in  the  form  of  a  rectangular  parallelopiped 
were  magnetized  with  perfect  uniformity,  and  in  the  direction  of  its 
length,  it  might  be  regarded  as  made  up  of  a  number  of  simple 
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magnets  laid  side  by  side,  and  its  behaviour  would  be  represented  by 
supposing  a  complete  absence  of  magnetic  fluid  from  all  parts  of  it 
except  its  ends  (in  the  strict  mathematical  sense).  One  of  these  ter- 
minal faces  would  be  covered  with  positive,  and  the  other  with 
negative  fluid,  and  if  the  magnet  were  broken  across  at  any  part  of 
its  length,  the  quantities  of  positive  and  negative  fluid  on  the  broken 
ends  would  be  the  same  as  on  the  ends  of  the  complete  magnet  The 
observed  fSsict  that  magnets  behave  as  if  the  fluids  were  distributed 
through  a  portion  of  their  substance  in  the  neighbourhood  of  the  ends, 
and  not  confined  to  the  ends  strictly  so  called,  indicates  a  falling  off 
in  magnetization  towards  the  extremities,  and  is  approximately  repre- 
sented by  conceiving  of  a  number  of  short  magnets  laid  end  to  end, 
and  falling  off*  in  strength  towards  the  two  extremities  of  the  series.^ 

The  resultant  force  due  to  the  imaginary  magnetic  fluids  which  are 
distributed  through  the  terminal  portions  of  an  actual  bar-magnet  is, 
in  the  case  of  actions  at  a  great  distance,  sensibly  the  same  as  if  the 
two  portions  of  fluid  were  collected  at  their  respective  centres  of 
gravity.  These  two  centres  of  gravity  are  the  poles  of  the  magnet 
for  all  actions  between  the  magnet  and  other  magnets  at  a  great 
distance,  and  more  especially  between  the  magnet  and  the  earth. 

The'  moment  of  any  magnet,  however  irregular  in  its  magnetiza- 
tion, may  be  defined  by  reference  to  the  expression  given  in  §  494c 
for  the  couple  exerted  on  the  body  by  terrestrial  magnetism.  This 
couple  is  M  I  sin  a,  where  I  denotes  the  intensity  of  terrestrial  mag- 
netic force,  o  the  inclination  of  the  magnetic  axis  of  the  body  to  the 
lines  of  the  earth's  magnetic  force,  and  M  the  moment  which  we  are 
defining. 

^  Thus  the  last  magnet  at  the  positiye  end  being  weaker  than  its  neighbour,  its  negative 
pole  will  be  weaker  than  its  neighbour's  positive  pole,  so  that  there  will  be  an  excess  of 
positive  fluid  at  this  junction.  Similar  reasoning  applies  to  all  the  junctions  near  the  ends. 
There  ^'ill  be  an  excess  of  positive  fluid  at  all  junctions  near  the  positive  end,  and  ao 
exoefw  of  negative  at  all  junctions  near  the  negative  end. 
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495.  The  Earth's  Force  simply  Directive. — The  forces  which  pro- 
duce the  orientation  of  a  magnet  depend  upon  causes  of  which  very 
little  is  known.  They  are  evidently  connected  in  some  way  with 
the  earth,  and  are  accordingly  referred  to  terrestrial  magnetism. 
We  have  already  stated  (§  494  b)  that  the  combined  effect  of  the  forces 
exerted  by  terrestrial  magnetism  upon  a  magnetized  needle  is  equi- 
valent to  a  couple  tending  to  turn  the  needle  into  a  particular  direc- 
tion, and  (§  494  e)  that  in  the  case  of  needles  magnetized  in  the 
ordinary  way,  there  are  two  definite  points  or  poles  (near  the  two 
ends  of  the  needle)  which  may  be  regarded  as  the  points  of  applica- 
tion of  the  two  equal  forces  which  constitute  the  couple. 

The  fact  that  terrestrial  magnetic  force  simply  tends  to  turn  the 
needle,  and  not  to  give  it  a  movement  of  translation,  in  other  words, 
that  the  resultant  force  (as  distinguished  from  couple)  is  zero,  is  com- 
•pletely  proved  by  the  two  following  experiments: — 

(1)  If  a  bar  of  steel  is  weighed  before  and  after  magnetization,  no 
change  is  found  in  its  weight.  This  proves  that  the  vertical  com- 
ponent is  zero. 

(2)  If  a  bar  of  steel,  not  magnetized,  is  suspended  by  a  long  and 
fine  thread,  the  direction  of  the  thread  is  of  course  vertical.  If  the 
bar  is  then  magnetized,  the  direction  of  the  thread  still  remains  ver- 
tical. The  most  rigorous  tests  fail  to  show  any  change  of  its  position. 
This  proves  that  the  horizontal  component  is  zero,  a  conclusion  which 
may  be  verified  by  floating  a  magnet  on  water  by  means  of  a  cork. 
It  will  be  found  that  there  is  no  tendency  to  move  across  the  water 
in  any  particular  direction. 

496.  Horizontal^  Vertical,  and  Total  Intensities. — If  S  denote  the 
strength  of  a  magnet,  and  I  the  intensity  of  terrestrial  magnetic  force. 
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each  pole  of  the  magnet  experiences  a  force  SI,  and  if  L  denote  the 
distance  between  the  poles  (often  called  the  length  of  the  magnet), 
the  distance  between  the  lines  of  action  of  these  two  parallel  and 
opposite  forces  may  have  any  value  intermediate  between  L  and  zero, 
according  to  the  position  in  which  the  needle  is  held.  It  will  be  zero 
when  the  line  of  poles  is  that  of  the  dipping-needle;  it  will  be  L 
when  the  line  of  poles  is  perpendicular  to  the  dipping-needle;  and 
will  be  L  sin  a  when  the  line  of  poles  is  inclined  at  any  angle  a  to 
the  dipping-needle. 

The  force  SI  upon  either  pole  of  the  magnet  acts  in  the  direction 
of  the  dipping-needle ;  in  other  words,  in  the  direction  of  the  lines  of 
force  due  to  terrestrial  magnetism.  Let  i  denote  the  dip,  that  is  the 
inclination  of  the  lines  offeree  to  the  horizon,  then  the  force  SI  can 
be  resolved  into  SI  cos  ^  horizontal,  and  SI  sin  i  vertical  Hence 
the  horizontal  and  vertical  intensities  H  and  V  are  connected  with 
the  total  intensity  and  dip  I  and  i  by  the  two  equations 

H  =  Ioos8        ,        VelBind  (1) 

which  are  equivalent  to  the  following  two 

g  =  twia      ,      v«+H«=l«.  (2) 

497.  Torsion-balanoe. — Coulomb,  in  investigating  the  laws  of  the 
mutual  action  of  magnets,  employed  a  torsion-balance  scarcely  dif- 
fering from  that  which  he  used  in  his  electrical  researches.  The 
suspending  thread  carried,  at  its  lower  end,  a  stirrup  on  which  a 
magnetized  bar  was  laid  horizontally.  The  torsion- head  was  so 
adjusted  that  one  end  of  the  magnet  was  opposite  the  zero  of  the 
divisions  on  the  glass  case  when  the  supporting  thread  was  without 
torsion.  In  order  to  effect  this  adjustment,  the  magnet  was  first 
suspended  by  a  thread  whose  toraional  power  was  inconsiderable,  so 
that  the  magnet  placed  itself  in  the  magnetic  meridian.  The  case 
was  then  turned  till  its  zero  came  to  this  position.  The  torsionless 
thread  was  then  replaced  by  a  fine  metallic  wire,  and  the  magnet 
-was  replaced  by  a  copper  bar  of  the  same  weight.  The  head  was 
then  turned  till  this  bar  came  into  the  magnetic  meridian,  and  lastly 
the  magnet  was  put  in  the  place  of  the  bar. 

Fig.  420  shows  the  arrangement  adopted  for  observing  the  repul- 
sion or  attraction  between  one  pole  of  the  suspended  magnet  and  one 
pole  of  another  magnet  placed  vertically.  Before  the  insertion  of 
the  latter,  the  suspended  magnet  was  acted  on  by  no  horizontal 
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forces  except  the  horizontal  component  of  terrestrial  magnetism  and 
the  torsion  of  the  wire.     It  was  then  found  that  the  torsion  requisite 
for  keeping  the  magnet  in  any  position  was  proportional  to  the  sine 
of  tlie  displacement  from  the  meridian. 
.    This  result  is  evidently  in  accordance  with  the  principles  stated 


Fig.  420.— Tonion-balanoe. 

above,  for  the  two  equal  horizontal  forces  on  the  two  poles  being 
constant  for  all  positions,  the  couple  which  they  compose  is  propor- 
tional to  the  distance  between  their  lines  of  action,  and  this  distance 
is  evidently  L  sin  0,  L  denoting  the  constant  distance  between  the 
poles,  and  0  the  deviation  of  the  needle  from  the  meridian. 

499.  Measurement  of  Declination. — Magnetic  declination  has  been 
observed  with  several  diflferent  forms  of  apparatus. 

At  sea,  the  most  common  method  of  determining  it  has  consisted 
in  observing  the  magnetic  bearing  of  the  rising  or  setting  sun,  and 
comparing  this  with  its  true  bearing  as  calculated  by  a  well-known 
astronomical  method. 

For  more  accurate  determination  on  land,  the  declination  compass 
or  declination  theodolite^  (Fig.  422)  has  been  frequently  employed. 

'  A  theodolite  consists  of  ft  telescope  mounted  so  fts  to  have  independent  motions  in 

41 
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When  the  instrument  is  set  by  the  help  of  astronomical  observations, 

so  that  the  vertical  plane  in 
which  the  telescope  LL'  (or 
more  accurately  its  line  of  col- 
limation)  moves,  coincides  with 
the  geographical  meridian,  the 
ends  of  the  needle  indicate  the 
declination  on  the  graduated 
circle  over  which  they  move. 
This  circle  in  fact  turns  with 
the  telescope,  the  line  of  0*  and 
180*  na  being  always  in  the 
same  vertical  plane  with  the 
line  of  collimation  of  the  tele- 
scope. The  external  divided 
circle  FQ  is  used  for  setting  the 
instrument  in  the  meridian. 

At  fixed  observatories  more 
accurate  methods  of  observation 
are  employed.  Fig.  422  a  shows  the  arrangement  adopted  at  Green- 
wich.   A  bar-magnet  B  carries  at  one  end  a  cross  of  fine  threads  C,  and 


Fig.  49S.— Declination  Theodolite. 


Fig.  422A.~Deoiiuation  Magnet. 

Mdmuih  and  altitude,  the  amounts  of  these  motions  being  indicated  by  divided  circles  or 
arcs  of  circles.  It  does  not  differ  essentially  from  the  larger  instrument  called  th« 
altazimuth. 
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at  the  other  a  lens  D,  the  distance  between  them  being  equal  to  the 
focal  length  of  the  lens,  thus  forming  a  kind  of  inverted  telescope, 
whose  line  of  collimation  is  the  line  joining  the  cross  to  the  optical 
centre  of  the  lens.  The  bar  is  suspended  by  means  of  a  stirrup  from  a 
torsionless  thread,  and  sets  its  magnetic  axis  in  the  magnetic  meridian. 
The  telescope  E,  with  theodolite  mounting,  is  stationed  opposite  the 
end  which  carries  the  lens,  and  is  so  adjusted  at  each  observation  that 
its  line  of  collimation  is  parallel  to  that  of  the  inverted  telescope 
carried  by  the  magnet,  an  adjustment  which  is  identified  by  seeing 
the  cross  C  coincident  with  a  similar  cross  fixed  in  the  interior  of  the 
telescope  E.  When  the  observation  has  been  made  with  the  magnet 
in  one  position,  it  must  be  repeated  with  the  magnet  turned  upside 
down  as  shown  in  the  figure.  Error  of  parallelism  between  the 
magnetic  axis  of  the  bar  and  the  line  of  collimation  of  the  inverted 
telescope  which  it  carries,  will  affect  these  two  observations  to  the 
same  extent  in  opposite  directions,  and  will  therefore  disappear  from 
their  mean.  The  readings  are  taken  on  a  horizontal  circle  corre- 
sponding to  the  outer  circle  in  Fig.  422,  and  astronomical  observa- 
tions must  be  made  once  for  all  to  determine  what  reading  corre- 
sponds to  the  geographical  meridian. 

Another  very  accurate  method  consists  in  rigidly  attaching  to  the 
bar,  instead  of  the  lens  and  cross,  a  small  vertical  mirror.  This  can 
either  be  viewed  through  a  telescope,  so  as  to  show  the  reflection  of 
a  horizontal  scale  of  equal  parts,  which  will  appear  to  travel  across 
the  field  of  view  of  the  telescope  as  the  magnet  turns,  or  it  can  be 
employed  to  throw  the  image  of  a  spot  of  light  either  upon  a  screen 
viewed  by  the  observer,  or  still  better  upon  photographic  paper  drawn 
by  clock-work,  which  leaves  a  permanent  record  of  continuous  changea 
Both  these  methods  of  employing  mirrors  for  the  observation  of  small 
movements  of  rotation  are  now  extensively  employed  in  many  appli- 
cationa  They  appear  to  have  been  first  introduced  by  Gauss,  who 
employed  them  for  the  purpose  which  we  are  now  considering. 

500.  Measnrement  of  Dip. — ^The  dip-circle  or  inclination  compass  is 
represented  in  Fig.  423.  It  consists  essentially  of  a  magnetized 
needle,  very  accurately  and  delicately  mounted  on  a  horizontal  axis 
through  its  centre  of  gravity,  in  the  centre  of  a  vertical  circle  on 
which  the  positions  of  the  two  ends  of  the  needle  can  be  read  off. 
This  circle  can  be  turned  with  the  needle  into  any  azimuth,  the 
amount  of  rotation  being  indicated  by  a  horizontal  circle.  It  is 
obvious  that,  if  the  vertical  circle  is  placed  in  the  plane  of  the  mag- 
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netic  meridian,  the  needle,  being  free  to  move  in  this  plane,  will 
directly  indicate  the  dip.  On  the  other  hand,  if  the  vertical  circle 
is  placed  in  a  plane  perpendicular  to  the  magnetic  meridian,  the 
horizontal  component  of  terrestrial  magnetism  is  prevented  from 
moving  the  needle,  which,  accordingly,  obeys  the  vertical  component 
only,  and  takes  a  vertical  position.  In  intermediate  positions  of  the 
vertical  circle,  the  needle  will  assume  positions  intermediate  between 

the  vertical  and  the  true  angle  of 
dip.  In  fact,  if  0  be  the  angle 
which  the  plane  of  the  vertical 
circle  makes  with  the  magnetic 
meridian,  the  component  H  sin  e 
of  terrestrial  magnetism,  being  per- 
pendicular to  this  plane,  merely 
tends  to  produce  pressure  against 
the  supports,  and  the  horizontal 
component  influencing  the  position 
of  the  needle  is  only  H  cos  0,  which 
lies  in  the  plane  of  the  circle.  As 
none  of  the  vertical  force  is  de- 
stroyed, the  tangent  of  the  appar- 

u..   ^«o    T..    *  ,  ent  dip  will  be  xrz:rh=zzra'     The 

Fig.  42S.— Dip-oirola  *  ±1  cos  ^     cos  o^ 

most  accurate  method  of  setting 
the  vertical  circle  in  the  magnetic  meridian  consists  in  first  adjust- 
ing it  so  that  the  needle  takes  a  vertical  position,  and  then  turning 
it  through  90^ 

The  instrument  having  thus  been  set,  and  a  reading  taken  at  each 
end  of  the  needle,  it  should  be  turned  in  azimuth  through  ISO*',  and 
another  pair  of  readings  taken.  By  employing  the  mean  of  these 
two  pairs  of  readings,  several  sources  of  error  are  eliminated,  includ- 
ing non-coincidence  of  the  axis  of  magnetization  with  the  line  joining 
the  ends  of  the  needle.  One  important  source  of  error — deviation  of 
the  centre  of  gravity  from  the  axis  of  suspension  in  a  direction 
parallel  to  the  length  of  the  needle,  is,  however,  not  thus  corrected. 
It  can  only  be  eliminated  by  remagnetizing  the  needle  in  the  reverse 
direction  so  as  to  interchange  its  poles.  The  mean  of  the  results 
obtained  before  and  after  the  reversal  of  its  magnetization  will  be 
the  true  dip. 

A  better  form  of  instrument,  known  as  the  Kew  dip-circle,  is  now 
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employed     Its  essential  parts  are  represented  in  Fig.  423  a     There 
is  no  metal  near  the  needle,  and  the  readings  are  taken  on  a  circle 
round  which  two  telescopes 
travel     In  each  observation 
the  telescopes  are  directed  to 
the  two  ends  of  the  needle. 

600  a.  Measurement  of  In- 
tensity of  Terrestrial  Mag- 
netic Force. — The  complete 
specification  of  the  earth's 
magnetic  force  at  any  place 
involves  three  independent 
elementa  For  example,  if 
declination,  dip,  and  hori- 
zontal force  are  determined 
by  observation,  vertical  force 
and  total  force  can  be  cal- 
culated by  the  formulae  of 
§496. 

Observations  of  magne- 
tic force  are  made  either  by 
counting  the  number  of  vi- 
brations executed  in  a  given 
time,  or  by  statical  mea- 
surements. If  a  magnet  txecutes  small  horizontal  vibrations  under 
the  influence  of  the  earth's  magnetism,  the  square  of  the  number  of 

vibrations  in  a  given  time  is  proportional  to  — -,  H  denoting  the 

horizontal  intensity,  M  the  moment  of  the  magnet,  and  fi  its  moment 
of  inertia  about  the  centre  of  suspension.  Hence  it  is  easy  to  observe 
the  variations  of  horizontal  intensity  which  occur  from  time  to  time, 
if  we  can  insure  that  our  magnet  itself  shall  undergo  no  change,  or 
if  we  have  the  means  of  correcting  for  such  changes  as  it  undergoes. 
To  obtain  absolute  determinations  of  horizontal  intensity,  the  fol- 
lowing method  is  employed. 

First,  observe  the  time  of  vibration  of  a  finely-suspended  horizon- 
tal magnet  under  the  influence  of  the  earth  alone, — this  will  give  the 
jyroduct  of  the  earth's  horizontal  intensity  and  the  moment  of  the 
magnet. 

Secondly,  employ  this  same  magnet  to  act  upon  another  also  freely 


Fig.  428  A.— Kaw  DiiH>irol«. 
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suspended,  and  thus  compare  its  influence  with  that  of  the  earth, — 
this  will  give  the  ratio  of  the  same  two  quantities  whose  product 
was  found  before.  Hence  the  two  quantities 
themselves  can  easily  be  computed. 

500  b.  Bifllar  and  Balance  Magnetometers. 
— The  changes  of  horizontal  intensity  are 
measured  statically  by  means  of  the  bifUar 
magnetoineter.  This  consists  of  a  bar-magnet 
(Fig.  423  b)  suspended  by  two  threads,  which 
would  be  parallel  if  the  bar  were  unmagne- 
tized,  but  matters  are  so  arranged  that,  un- 
der the  combined  action  of  the  pull  of  the 
threads,  the  weight  of  the  bar,  and  the 
earth's  magnetism,  the  bar  is  kept  in  a  posi- 
tion nearly  perpendicular  to  the  magnetic 
meridian.  The  only  changes  which  occur  in 
its  position  from  time  to  time  are  those  due 
to  changes  in  the  i/nte^isity  of  the  earth  s 
Fig.4a3B.-BifliarMignetom6tar.  horizontal  forcc,  changcs  in  the  direction  of 
this  force,  to  the  extent  of  a  few  minutes  of 
angle,  having  no  sensible  effect,  on  account  of  the  near  approach  to 
perpendicularity. 

The  changes  of  vertical  intensity  are  measured  by  the  balance- 
magnetometer,  which  consists  of  a  bar-magnet  placed  in  the  magnetic 
meridian  and  suspended  on  knife-edges  like  the  beam  of  an  ordinary 
balance.  Its  deviations  from  horizontality  are  measures  of  the 
changes  of  vertical  intensity. 

Both  these  instruments  have  mirrors  attached  to  the  magnet,  which 
produce  a  photographic  record  of  the  movements  of  the  magnet,  on 
principles  above  explained. 

The  moment  of  a  magnet  varies  with  temperature,  being  dimin- 
ished by  something  like  one  ten-thousandth  part  of  itself  for  each 
degree  Fahr.  of  increase,  and  increasing  again  at  the  same  rate  when 
the  temperature  falls.  Hence  magnetic  observatories  must  be  kept 
at  a  nearly  uniform  temperature.  They  must  also  be  completely  free 
fiK)m  iron.  No  iron  nails  are  allowed  to  be  used  in  their  construc- 
tionj  copper  being  employed  instead. 
600  c.  Basalts  of  Observation. — The  annexed  figures^  contain  an 

^  For  Figs.  422  a,  428  a,  b,  o^  d,  we  are  indebted  to  the  publishers  of  Aiiy*8  Treatm 
en  MagneHtm, 
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Fig.  423  c.— Northern  Hemiiphara. 


Fig.  428d.— Sotxthern  Hemisphere. 
Maonbtic  Mkridiaks  akd  Links  or  Equal  Dip. 
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approximate  representation  of  the  magnetic  meridians  and  lines  of 
equal  dip  over  both  hemispheres  of  the  earth.  These  two  systems  of 
lines  combined,  furnish  a  complete  specification  of  the  direction  of 
magnetic  force  at  all  parts  of  the  earth's  surface ;  but  they  indicate 
nothing  as  to  intensity.  The  curves  of  equal  total  intensity  have  a 
general  resemblance  to  the  lines  of  equal  dip,  the  intensity  being 
greatest  near  the  poles,  and  least  near  the  equator;  but  their  arrange- 
ment is  somewhat  more  complicated,  there  being  two  north  poles  of 
greatest  intensity,  one  in  Canada,  and  the  other  in  the  northern  part 
of  Siberia.  Speaking  roughly,  the  intensity  near  the  poles  is  about 
double  of  the  intensity  near  the  equator.  Curves  of  equal  total 
intensity  are  often  called  iaodynamic  lines;  curves  of  equal  dip  are 
often  called  isodinic  lines;  curves  of  equal  declination  are  often  called 
isogenic  lines;  curves  cutting  the  magnetic  meridians  at  right  angles 
are  often  called  Tnagnetic  parallels.  They  are  the  lines  which  would 
be  tiuced  by  continually  travelling  in  the  direction  of  magnetic  east 

or  west 

600  D.  The  Earth  as  a  Magnet^— 
The  intensity  and  direction  of  terres- 
trial magnetic  force  at  different  places 
may  be  roughly  represented  by  sup- 
posing that  there  is  a  magnet  xx'  (Fig. 
421)  at  the  earth's  centre,  having  a 
length  very  small  in  comparison  with 
the  earth's  radius,  and  making  an  angle 
of  about  20''  with  the  earth's  axis  of 
rotation.  The  points  A  and  B  obtained 
by  producing  this  magnet  longitudin- 
ally to  meet  the  surface,  would  be  the 
magnetic  poles,  and  at  any  other  place 
the  magnetic  meridian  would  be  the 
vertical  plane  containing  the  magnetic  axis  AB.  At  places  situated 
on  the  great  circle  whose  plane  contains  both  the  axis  of  rotation  and 
the  magnetic  axis,  the  magnetic  meridian  would  coincide  with  the 
geographical  meridian,  and  the  declination  would  be  zero.  At  any 
other  place  M,  the  two  meridians  would  cut  each  other  at  an  angle 
which  would  be  the  angle  of  declination.  At  all  places  on  the  great 
circle  1 1  whose  plane  is  perpendicular  to  thp  magnetic  axis,  a  needle 

1  This  section  corresponds  to  §  498  in  the  originaL     The  hypothesis  which  it  describei 
is  known  as  Bio^t  hypothesU,    See  note  2,  p.  784. 


Fig.  481.— Biot't  Hypotheda. 
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suspended  at  its  centre  of  gravity  would  place  itself  parallel  to  this 
axis,  and  consequently  the  dip  would  be  zero.  This  circle  would 
be  the  magnetic  equator.^  It  would  cut  the  geographical  equator  at 
an  angle  of  20°.  Proceeding  from  the  magnetic  equator  towards  the 
north  magnetic  pole  B,  the  needle  would  dip  more  and  more,  until 
at  B  it  became  vertical  A  declination  needle  at  B  would  remain 
indifferently  in  all  positions  Similar  phenomena  would  be  observed 
at  the  other  magnetic  pole  A.  The  end  of  the  needle  which  would 
dip  at  B,  and  which  at  other  parts  of  the  earth  would  point  to 
magnetic  north,  is  that  which  is  similar  to  the  southern  pole  ir'  of  the 
terrestrial  magnet  irir',  and  the  pole  which  is  similar  to  w  would  dip 
at  A 

The  actual  phenomena  of  terrestrial  magnetism  are  not  in  very 
close  agreement  with  the  results  which  would  follow  from  the  pre- 
sence of  such  a  magnet  as  we  have  described  in  the  earth's  interior, 
nor  do  they  agree  well  with  the  hypothesis  of  two  interior  magnets 
inclined  at  an  angle  to  each  other,  which  has  also  been  proposed. 
It  would  rather  appear  that  the  earth's  magnetism  is  distributed  in 
a  manner  not  reducible  to  any  simple  expression. 

601.  Changes  of  Declination  and  Dip. — Declination  and  dip  vary 
greatly  not  only  from  place  to  place,  but  also  from  time  to  tima 
Thus  at  the  date  of  the  earliest  recorded  observations  at  Paris,  1580, 
the  declination  was  about  ll''  30'  K  In  1663  the  needle  pointed 
due  north  and  south,  so  that  Paris  was  on  the  line  of  no  declination. 
Smce  that  time  the  declination  has  been  west,  increasing  to  a 
maximum  of  22''  34',  which  it  attained  in  1814.  Since  then  it  has 
gone  on  diminishing  to  the  present  time,  its  present  value  being 
about  19"  W. 

As  to  dip,  its  amount  at  Paris  has  continued  to  diminish  ever  since 
it  was  first  observed  in  1671.  From  75"*  it  has  fallen  to  66°,  its  pre- 
sent value.  As  its  variations  since  1863  have  been  scarcely  sensible, 
it  would  seem  to  have  now  attained  a  minimum,  to  be  followed  by 
a  gradual  increasa 

601  A.  Magnetic  Storms. — Besides  the  gradual  changes  which  occur 
in  terrestrial  magnetism,  both  as  regards  direction  and  intensity  of 
force,  in  the  course  of  long  periods  of  time,  there  are  minute  fluctua- 

^  If  latitude  reckoned  from  the  magnetic  equator  be  called  magnetic  latitude,  and  de* 
noted  by  X,  it  can  be  shown  that  we  should  have,  on  this  theory, 

tan  a  =  2  tanX  ;  I«E  ^    cos*  X  +  4sin«X, 

S  denoting  the  intensity  at  the  magnetic  equator. 
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tions  continually  traceabl&  To  a  certain  extent  these  are  dependent 
on  the  varying  position  of  the  sun,  and,  to  a  much  smaller  extent,  of 
the  moon,  with  respect  to  the  place  of  observation ;  but  over  and 
above  all  regular  and  periodic  changes,  there  is  a  large  amount  of 
irregular  fluctuation,  which  occasionally  becomes  so  great  as  to  con- 
stitute what  is  called  a  magnetic  storm.  Magnetic  storms  "  are  not 
connected  with  thunder-storms,  or  any  other  known  disturbance  of 
the  atmosphere ;  but  they  are  invariably  connected  with  exhibitions 
of  aurora  borealis,  and  with  spontaneous  galvanic  currents  in  the 
ordinary  telegraph  wires ;  and  this  connection  is  found  to  be  so  cer- 
tain, that,  upon  remarking  the  display  of  one  of  the  three  classes  of 
phenomena,  we  can  at  once  assert  that  the  other  two  are  observable 
(the  aurora  borealis  sometimes  not  visible  here,  but  certainly  visible 
in  a  more  northern  latitude)."^  They  are  sensibly  the  same  at 
stations  many  miles  apart,  for  example  at  Greenwich  and  Kew,  and 

they  affect  the  direction  and  amount 
of  horizontal  much  more  than  of 
vertical  force. 

602.  Ship's  Compass.— In  a  ships 
compass,  the  box  cc  which  contains 
the  needle  is  weighted  below,  and 
hung  on  gimbals,  which  consist  of 
two  rings  so  an*anged  as  to  admit 
of  motion  about  two  independent 
horizontal  axes  tt,  uu  at  right 
angles  to  each  other.  This  arrange- 
ment prevents  it  from  being  tilted 
by  the  pitching  and  rolling  of  the 
ship.  The  needle  aft  is  firmly  at- 
tached to  the  compass-card,  which  is 
a  circular  card  marked  with  the  32 
points  of  the  compass,  as  in  Fig. 
425,  and  also  usually  divided  at  its 
circumference  into  360  degreea 
The  card  with  its  attached  needle 
is  accurately  balanced  on  a  point 
at  its  centre.  The  needle,  which,  in  actual  use,  is  concealed  from 
view,  lies  along  the  line  NS.  The  box  contains  a  vertical  mark  in 
its  interior  on  the  side  next  the  ship's  bow;  and  this  mark  serves  aa 

^  Airy  on  Magnetimit  p.  204. 


Fig  424.— Ship's  Compaai. 
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an  index  for  reading  off  on  the  card  the  direction  to  which  the  ship's 
head  is  turned.  Sometimes  a  reflector  is  employed,  as  m  in  the  first 
figure,  in  such  a  position  that 
an  observer  looking  in  from 
behind  can  read  off  the  indi- 
cated direction  by  reflection, 
and  can  at  the  same  time  sight  H^ . 
a  distant  object  whose  mag- 
netic bearing  is  required.  The 
origin  of  the  compass  is  very 
obscura  The  ancients  were 
aware  that  the  loadstone  at- 
tracted iron,  but  were  ignor- 
ant of  its  directing  property. 
The  instrument  came  into  use 
in  Europe  some  time  in  the 
course  of  the  thirteenth  cen- 
tury. 

608.  Methods  of  Magnetization. — The  usual  process  of  magnetizing 
a  bar  consists  in  rubbing  it  with  or  against  a  bar  already  magnetized. 
Different  methods  of  doing  this,  called  single  touch,  double  touch,  &o., 
have  been  devised,  in  which  magnetized  bars  of  steel  were  the  mag- 
netizing agents.  Much  greater  power  can,  however,  be  obtained  by 
means  of  electro-magnetism ;  and  the  two  follovring  methods  are  now 
almost  exclusively  employed  by  the  makers  of  magneta 

1.  A  fixed  electro-magnet  (Fig.  427)  is  employed,  and  the  bar  to 


Fig.  425.— Oompaas  card. 


Fig.427. 


Methods  of  Magnetization. 


Fig.  428. 


be  magnetized  is  drawn  in  opposite  directions  over  its  two  poles. 
Each  stroke  tends  to  develop  at  the  end  of  the  bar  at  which  the 
motion  ceases,  the  opposite  magnetism  to  that  of  the  pole  which  is 


Digitized  by 


Googk 


636 


EXPERIMENTAL  DETAILS. 


in  contact  with  it.  Hence  strokes  in  opposite  directions  over  the 
two  contrary  poles  tend  to  magnetize  the  bar  the  same  way. 

2.  When  very  intense  magnetization  is  to  be  produced,  the  electro- 
magnet must  be  very  powerful,  and  the  bar  then  adheres  to  it  so 
strongly  that  the  operation  above  described  becomes  difficult  of  exe- 
cution, besides  scratching  the  bar.  Hence  it  is  more  convenient  to 
move  along  the  bar,  as  in  Fig.  428,  a  coil  of  wire  through  which  a 
current  is  passing.  This  was  the  method  employed  by  Arago  and 
Ampfera 

A  bar  of  steel  is  said  to  be  magnetized  to  saturation,  when  its 
magnetization  is  as  intense  as  it  is  able  to  retain  without  sensible 
loss.  It  is  possible,  by  means  of  a  powerful  magnet^  to  magnetize  a 
bar  considerably  above  saturation;  but  in  this  case  it  rapidly  loses 
intensity. 

Pieces  of  iron  and  steel  frequently  become  magnetized  temporarily 
or  permanently  by  the  influence  of  the  earth's  magnetism,  and  this 
action  is  the  more  powerful  as  the  direction  of  their  length  more 
nearly  coincides  with  that  of  the  dipping-needle.  If  fire-irons  which 
have  usually  stood  in  a  nearly  vertical  position  be  examined  by  their 
influence  on  a  needle,  they  will  generaUy  be  found  to  have  acquired 
some  permanent  magnetism,  the  lower  end  being  that  which  seeks 
the  north. 

It  sometimes  happens  that,  either  from  some  peculiarity  in  the 
structure  of  a  bar,  or  from  some  irregularity  in  the  magnetizing,  pro- 


Fi^.  4.:'.— C.'iu«o|iioi.t  ruin  4. 

cess,  a  reveraal  of  the  direction  of  magnetization  occurs  in  some  part 
or  parts  of  the  length  as  compared  with  the  rest  In  this  case  the 
magnet  will  have  not  only  a  pole  at  each  end,  but  also  a  pole  at  each 
point  where  the  reversal  occurs.  These  intermediate  poles  are  called 
consequent  points.  Fig.  429  represents  the  arrangement  of  iron- 
filings  about  a  bar-magnet  which  has  two  consequent  points  a\  b\ 
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The  whole  bar  may  be  regarded  as  consisting  of  three  magnets  laid 
end  to  end,  the  ends  which  are  in  contact  being  similar  poles.  Thus 
the  two  poles  at  a'  and  the  one  pole  at  a  are  of  one  kind,  while  the 
two  poles  at  6'  and  the  one  pole  at  b  are  of  the  opposite  kind. 

The  lifting  power  (or  portative  force)  of  a  magnet  generally 
increases  with  its  size,  but  not  in  simple  proportion,  small  magnets 
being  usually  able  to  sustain  a  greater  mul- 
tiple of  their  own  weight*  than  large  ones.  -^ — —- — if  —  - 
Hence  it  has  been  found  advantageous  to 
construct  compound  magnets,  consisting  of  a 
number  of  thin  bars  laid  side  by  side,  with 
their  similar  poles  all  pointing  the  same 
way.  Fig.  430  represents 
such  a  compound  magnet 
composed  of  twelve  ele- 
mentary bars,  arranged 
4x3.  Their  ends  are  in- 
serted in  masses  of  soft 
iron,  the  extremities  of 
which  constitute  the  poles 
of  the  system. 

Fig.    431    represents    a 
compound  horse-shoe  mag- 
net, whose  poles  N  and  S 
support  a  keeper  of  soft 
iron,  from  which  is  hung 
a     bucket     for     holding 
weights.     By  continually 
adding  fresh  weights  day 
after  day,  the  magnet  may 
be  made  to  carry  a  much  greater  load  than  it  could  have  supported 
originally;  but  if  the  keeper  is  torn  away  from  the  magnet,  the  addi- 
tional power  is  instantly  lost,  and  the  magnet  is  only  able  to  sustain 
its  original  load. 

Much  attention  was  at  one  time  given  to  methods  of  obtaining 
steel  magnets  of  great  power.  These  researches  have  now  been 
superseded  by  electro-magnetism,  which  affords  the  means  of  obtain- 
ing temporary  magnets  of  almost  any  power  we  pleasa 

603  a.  Molecular  Changes  accompanying  Magnetization. — Joule  has 
shown  that,  when  a  bar  of  iron  is  magnetized  longitudinally,  it 


Fig.  430.— Compound 
Magnet. 


Fig.  4S1.- 


Compoond  Hone-ahoe 
Magnet. 
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acquires  a  slight  increase  of  length,  compensated,  however,  by  trans- 
verse contraction,  so  that  its  volume  undergoes  no  changa 

K  the  magnetization  is  effected  suddenly,  by  completing  an  electric 
circuit,  an  ear  close  to  the  bar  hears  a  clink,  and  another  clink  is 
heard  when  the  current  is  stopped. 

These  phenomena  have  been  accounted  for  by  the  hypothesis  that, 
when  iron  is  magnetized,  its  molecules  place  their  longest  dimensions 
in  the  direction  of  magnetization. 

The  effect  of  heat  in  diminishing  the  strength  of  a  magnet  is 
another  instance  of  the  connection  between  magnetism  and  other 
molecular  conditions.  In  ordinary  cases,  this  diminution  is  merely 
transient;  but  if  a  steel  magnet  is  raised  to  a  white-heat,  it  is  per- 
manently demagnetized. 

604.  Action  of  Magnetism  on  all  Bodies. — It  has  long  been  known 
that  iron  and  steel  were  not  the  only  substances  which  could  be 
acted  on  by  magnetism.  Nickel  and  cobalt  especially  were  known 
to  be  attracted  by  a  magnet,  though  very  much  more  feebly  than 
iron,  while  bismuth  and  antimony  were  repelled.  Faraday,  by  means 
of  a  powerful  electro-magnet,  showed  that  all  or  nearly  all  substances 
in  nature,  whether  solid,  liquid,  or  gaseous,  were  susceptible  of  mag- 
netic influence,  and  that  they  could  all  be  arranged  in  one  or  the 
other  of  two  classes,  characterized  by  opposite  qualitiea  This  opposi- 
tion of  quality  is  manifested  in  two  waya 

1.  As  regards  attraction  and  repulsion,  iron  and  other  'paramag- 
netic bodies  are  attracted  by  either  pole  of  a  magnet,  or  more  gene- 
rally, they  tend  to  move  from  places  of  weaker  to  places  of  stronger 
forca  On  the  other  hand,  bismuth  and  other  diamagnetic  bodies 
are  repelled  by  either  pole  of  a  magnet,  and  in  general  tend  to  move 
from  places  of  stronger  to  places  of  weaker  force. 

2.  As  regards  orientation,  a  paramagnetic  body  when  suspended 
between  the  poles  of  a  magnet  tends  to  set  axially;  that  is  to  say, 
tends  to  place  its  length  along  the  line  joining  the  poles,  or  more 
generally,  when  placed  in  any  magnetic  field,  tends  to  place  its  length 
along  the  lines  of  forca  Hence  the  name  j^^ramagnetia^  A  dion 
magnetic  body,  on  the  other  hand,  when  suspended  between  the  poles, 
sets  equxitorially ;  that  is  to  say,  places  its  length  at  right  angles  to 

^  The  nomenclAtiire  here  adopted  was  proposed  by  Faraday  in  1850  {Researches,  §  2790), 
and  is  eminently  worthy  of  aoceptanoe.  Many  writers,  however,  continue  to  employ 
magnetic  in  the  exclusive  sense  of  pammagnetio.  To  be  consistent,  they  should  caU  the 
other  class  on/tmagnetic,  not  citamagnetic.  "The  word  magnetic  ought  to  be  general,  and 
include  all  the  phenomena  and  efiects  produced  by  the  power.** 
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the  line  joining  the  poles,  or,  more  generally,  tends  to  place  its  length 
at  right  angles  to  magnetic  lines  of  force. 

Fig.  432  represents  the  apparatus  commonly  employed  for  experi- 
ments on  this  subject.  B,  B  are  two  large  coils  of  stout  copper  wire, 
wound  on  massive  hollow  cylinders  of  soft  iron.  These  latter  form 
portions  of  the  heavy  frames  F,  F,  which  can  be  slid  to  or  from  each 
other,  and  fixed  firmly  at  any  distance  by  means  of  the  screws  E,  E. 


JL-imm^ 


Fig.  438.— Apparatus  for  Diamagnetism. 


The  armatures  P,  which  can  be  screwed  on  or  ofi*,  have  the  form  of 
rounded  cones,  and  produce  a  great  concentration  of  force  at  their 
extremitiea 

The  action  of  magnetism  upon  a  solid  can  be  examined  by  suspend- 
ing a  small  bar  of  it  a  6,  by  means  of  a  special  support  RS,  between 
the  poles  P.  When  a  current  is  passed  through  the  coils,  the  bar 
immediately  exhibits  a  preference  either  for  the  axial  or  the  equa- 
torial position.  Attraction  and  repulsion  are  most  easily  tested  by 
suspending  a  smaU  ball  of  the  substance  at  the  level  of  the  central 
line  of  poles,  but  a  little  beside  it,  the  poles  having  first  been  brought 
very  near  together.  On  passing  the  current  through  the  coil,  the 
ball  will  move  inwards  towards  the  line  of  poles  if  paramagnetic, 
and  outwards  if  diamagnetia 

It  is  important,  however,  to  remark,  that  experiments  of  this  kind, 
unless  performed  in  vcuyuo,  are  merely  difierential — they  merely 
indicate  that  the  suspended  body  is,  in  the  one  case,  more  para- 
magnetic or  less  diamagnetic ;  in  the  other  case  more  diamagnetic 
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or  less  paramagnetic,  than  the  medium  in  which  it  moves,  the  com- 
parison being  made  between  equal  volumes.  Oxygen  is  paramag- 
netic, and  nitrogen  is  nearly  or  quite  indifferent  Air  is  accordingly 
paramagnetic,  and  a  body  suspended  in  air  appears  less  paramagnetic 
or  more  diamagnetic  than  it  really  is.  If  more  feebly  paramagnetic 
than  air,  it  will  appear  to  be  diamagnetia  Thus  heated  air,  in 
consequence  probably  of  its  rarefaction,  appears  diamagnetic  when 
surrounded  by  cold  air,  and  the  flame  of  a  taper  is  repelled  down- 
wards and  outwards  &om  the  axial  line. 

I^  on  the  other  hand,  the  body  under  examination  is  suspended 
in  water,  it  will  appear  more  paramagnetic  than  it  really  is,  by 
reason  of  the  diamagnetism  of  water. 

The  following  metals  are  paramagnetic:  iron,  nickel,  cobalt,  man- 
ganese, chromium,  titanium,  cerium,  palladium,  platinum,  osmium. 

The  following  are  diamagnetic:  bismuth,  antimony,  lead,  tin, 
mercury,  gold,  silver,  zinc,  copper. 

The  following  substances  are  also  diamagnetic:  water,  alcohol,  flint 
glass,  phosphorus,  sulphur,  resin,  wax,  sugar,  starch,  wood,  ivory, 
beef  (whether  fresh  or  dried),  blood  (whether  fresh  or  dried),  leather, 
apple,  bread. 

604a.  Magneto-crystallic  Action. — The  orientation  of  crystals  in 
a  magnetic  field  presents  some  remarkable  peculiarities,  which  were 
extremely  perplexing  to  investigators  until  TyndaJl  and  Knoblauch 
discovered  the  principle  on  which  they  depend.  This  principle  is, 
that  crystals  are  susceptible  of  magnetic  induction  to  different  degrees 
in  different  directions.  Every  crystal  (except  those  belonging  to  the 
cubic  system)  has  either  one  line  or  one  plane  along  which  induction 
takes  place  more  powerfully  than  in  any  other  direction ;  and  it  is 
this  line  or  plane  which  tends  to  place  itself  axially  or  equatorially 
according  as  the  crystal  is  paramagnetic  or  diamagnetic.  The  direc- 
tions of  most  powerful  and  least  powerful  induction  are  found  to  be 
closely  related  to  the  optic  axes  of  crystals,  and  also  to  their  planes 
of  cleavage.  When  a  sphere  cut  from  a  crystal  is  brought  near  to 
one  pole  of  a  magnet,  it  is  attracted  or  repelled  (according  as  it  is 
para-  or  dia-magnetic)  with  the  greatest  force  when  the  direction  of 
most  powerful  induction  coincides  with  the  direction  of  the  force. 

Directions  of  unequal  induction  can  be  produced  artificially  in 
non-crystalline  substances  by  applying  pressure.  ''Bismuth  ia  a 
brittle  metal,  and  can  readily  be  reduced  to  a  fine  powder  in  a 
mortar.     Let  a  tea-spoonful  of  the  powdered  metal  be  wetted  with 
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gum- water,  kneaded  into  a  paste,  and  made  into  a  little  roll,  say  an 
inch  long  and  a  quarter  of  an  inch  across.  Hung  between  the 
excited  poles,  it  will  set  itself  like  a  little  bar  of  bismuth — equatorial^ 
Place  the  roll,  protected  by  bits  of  pasteboard,  within  the  jaws  of  a  ' 
vice,  squeeze  it  flat,  and  suspend  the  plate  thus  formed  between  the 
polea  On  exciting  the  magnet,  the  plate  will  turn,  with  the  energy 
of  a  magnetic  substance,  into  the  axial  position,  though  its  length 
may  be  ten  times  its  breadth. 

**  Pound  a  piece  of  carbonate  of  iron  into  fine  powder,  and  form  it 
into  a  roll  in  the  manner  described.  Hung  between  the  excited 
poles,  it  will  stand  as  an  ordinary  [para]magnetic  substance — axial. 
Squeeze  it  in  the  vice,  and  suspend  it  edgeways,  its  position  will  be 
immediately  reversed.  On  the  development  of  the  magnetic  force, 
the  plate  thus  formed  will  recoil  from  the  poles,  aa  if  violently 
repelledy  and  take  up  the  equatorial  position.*'  * 

In  these  experiments  the  direction  of  most  powerful  induction  is 
a  line  transverse  to  the  thickness,  and  this  is  also  the  direction  in 
which  pressure  has  been  applied.  Tyndall  accordingly  concludes 
that  **  if  the  arrangement  of  the  component  particles  of  any  body  be 
such  as  to  present  difierent  degrees  of  proximity  in  difierent  direc- 
tions, then  the  line  of  closest  proximity,  other  circumstances  being 
equal,  will  be  that  chosen  by  the  respective  forces  for  the  exhibition 
of  their  greatest  energy.  If  the  mass  be  [para]magnetic,  this  line 
will  stand  axial;  if  diamagnetic,  equatorial."^ 

*  Tyndall  on  Diamagnct'tftn,  p.  18.  •  Ibid.  p.  28. 
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CHAPTER    XLV. 


GALVANIC  BATTEHT. 


605.  Voltaic  Electricity.— Towards  the  close  of  last  centuiy,  when 
the  discovery  of  the  various  phenomena  of  frictional  electricity  had 
been  followed  by  Coulomb's  investigations,  which  first  reduced  them 
to  an  accurate  theory,  a  new  instrument  was  brought  to  light 
destined  to  effect  a  complete  revolution  in  electrical  science.  In 
place  of  an  element  difficult  to  manage,  capricious  and  uncertain  in 
its  behaviour,  and  constantly  baffling  investigation  by  the  rapidity 
of  its  dissipation,  the  galvanic  battery  furnished  a  steady  source  of 
electricity,  constantly  available  in  all  weathers,  and  requiring  no 
special  precautions  to  prevent  its  escapa  Moreover,  the  electricity 
thus  developed  exhibited  an  entirely  new  set  of  phenomena,  and 
opened  up  the  way  to  such  various  and  important  applications,  that 
frictional  electricity  at  once  fell  into  the  second  place,  and  the  new 
agent  became  the  main  object  of  interest  with  all  electrical  inves- 
tigatora 

606.  Galvanic  Element. — If  two  plates,  one  of  zinc  and  the  other 
of  copper  (Fig.  433),  are  immersed  in  water  acidulated  by  the  addi- 
tion of  sulphuric  acid,  and  are  not  allowed  to  touch  each  other  within 
the  acid,  but  are  connected  outside  it,  either  by  direct  contact,  or  by 
a  metallic  wire  M  and  binding  screws,  aa  in  the  figure,  a  continuous 
current  of  electricity  flows  round  the  circuit  thus  formed,  the  direc- 
tion of  the  positive  current  being  from  copper  to  zinc  in  the  portion 
external  to  the  liquid,  and  from  zinc  to  copper  through  the  liquid. 
Chemical  action  at  the  same  time  takes  place,  the  zinc  being 
gradually  dissolved  by  the  acid,  and  hydrogen  being  given  out  at 
the  copper  plate. 

If,  instead  of  employing  two  metals  and  a  liquid,  we  form  a 
circuit  with  any  number  of  metals  alone,  no  current  will  be  gene- 
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rated,  provided  that  the  whole  circuit  be  kept  at  one  temperatura 
If,  however,  some  of  the  junctions  be  kept  hot  and  others  cold,  a 
current  will  in  general  be  produced. 

The  principles  which  underlie  these  phenomena  appear  to  be  as 
follows :  — 

(1).  When  two  dissimilar  substances  touch  each  other,  they  have 
not  exactly  the  same  potential  at  the  point  of  contact  For  instance, 
when  zinc  is  in  contact  with  copper,  it  is  at  higher  potential  than 
the  copper. 

(2).  The  difference  is  in  general  greater  for  two  metals  than  for  a 
metal  and  a  non-metal  or  two  non-metals. 

(3).  The  difference  depends  not  only  on  the  nature  of  the  two 
substances,  but  also  on  their  temperatures. 

(4).  The  difference  of  potentials  between  two  metals  is  the  same 
when  they  are  in  direct  contact  as  when  they  are  connected  by  one 
or  more  intervening  metals;  all  the  metals  being  still  supposed  to  be 
at  the  same  temperature. 

(5).  When  two  metals  are  connected  by  a  conducting  liquid  which 
is  susceptible  of  decomposition,  their  difference  of  potential  is  much 
smaller  than  when  they  are  in  direct 
contact.  Thus,  if  the  connecting 
wire  M  (Fig.  433)  be  of  copper,  and 
we  break  its  connection  with  the 
copper  plate,  the  difference  of  po- 
tential between  the  two  plates  will 
be  less  than  the  difference  between 
the  zinc  plate  and  the  copper  wire. 
The  zinc  plate  is  positive  with  re- 
spect to  the  copper  wire;  hence 
the  copper  plate  is  positive  with  re- 
spect to  the  copper  wire.  On  com- 
pleting   the    circuit,     positive    eleC  pig.  483.-Voltaic  Element. 

tricity  accordingly  flows  from  the 

copper  plate  into  the  copper  wire.  As  the  difference  of  potentials 
at  the  junction  of  the  dissimilar  metals  is  permanent,  the  current 
is  permanently  maintained.  Chemical  combination  at  the  same  time 
goes  oh;  and  the  potential  energy  of  chemical  affinity  which  thus 
runs  down,  is  the  source  of  the  energy  of  the  current 

Every  electric  current  may  be  regarded  as  a  flow  of  positive  elec- 
tricity in  one  direction,  and  of  negative  electricity  in  the  opposite 
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direction.     The  direction  in  which  the  positive  electricity  flows  is 
always  spoken  of  as  the  direction  of  the  current, 

608.  Galvanic  Battery. — By  connecting  the  plates  of  successive 
elements  in  the  manner  represented  in  Fig.  434,  we  obtain  a  battery. 
The  copper  of  the  first  cell  on  the  left  hand  is  connected  with  the 


Fig.  434.— Battery  of  Four  Blementi^ 

zinc  of  the  second;  the  copper  of  the  second  with  the  zinc  of  the 
third ;  and  so  on  to  the  end  of  the  seriea 

If  two  wires  of  the  same  metal  be  connected,  one  with  the  first  zinc 
and  the  other  with  the  last  copper,  the  diflference  of  potential 
between  these  wires  is  independent  of  the  particular  metal  of  which 
they  are  composed,  and  is  called  the  electro-motive  force  of  the 
battery.  Its  amount  can  be  measured  by  means  of  Thomson's 
quadrant  electrometer ;  and  in  applying  this  test,  it  is  not  necessary 
that  the  wires  which  connect  the  battery  with  the  electrometer 
should  be  of  the  same  metal ;  for,  whatever  metals  these  wires  may 
be  composed  of,  the  quadrants  of  the  electrometer  will  (by  law  (4) 
above)  assume  the  same  potentials  as  if  in  direct  contact  with  the 
plates  of  the  battery. 

The  zinc  of  the  first  and  the  copper  of  the  last  cell  (or  wires  pro- 
ceeding from  them)  are  called  the  electrodes  or  poles  of  the  battery, 
the  zinc  being  the  negative  and  the  copper  the  positive  electrode. 
The  current  flows  through  the  connecting  wire  from  the  positive  to 
the  negative  electrode,  and  is  forced  through  the  battery  from  the 
negative  to  the  positive. 

609.  Galvani's  DlBCOverieB. — About  the  year  1780,  Galvani,  professor 
of  anatomy  at  Bologna,  had  his  attention  called  to  the  circumstance 
that  some  recently  skinned  frogs,  lying  on  a  table  near  an  electrical 
machine,  moved  as  if  alive,  on  sparks  being  drawn  from  the  machine. 
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Fig.  436.— Experimeiti  with  Frog. 


Struck  with  the  apparent  connection  thus  manifested  between  elec- 
tricity and  vital  action,  he  commenced  a  series  of  experiments  on  the 
effects  of  electricity  upon  the  animal  system.  In  the  course  of  these 
experiments,  it  so  happened 
that,  on  one  occasion,  several 
dead  frogs  were  hung  on  an 
iron  balcony  by  means  of  cop- 
per hooks  which  were  in  con- 
tact with  the  lumbar  nerves, 
and  the  legs  of  some  of  them 
were  observed  to  move  con- 
vulsively. He  succeeded  in 
obtaining  a  repetition  of  these 
movements  by  placing  one  of 
the  frogs  on  a  plate  of  iron, 
and  touching  the  lumbar 
nerves  with  one  end  of  a  cop- 
per wire,  the  other  end  of 
which  was  in  contact  with  the 
iron  plate.  Another  mode  of 
obtaining  the  result  is  represented  in  Fig.  435,  two  wires  of  differ- 
ent metals  being  employed  which  touch  each  other  at  one  end, 
while  their  other  ends  touch  respectively  the  lumbar  nerves  and  the 
crural  musclea  Every  time  the  contact  is  completed,  the  limb  is 
convulsed. 

Gralvani's  explanation  was,  that  at  the  junction  of  the  nerves  and 
muscles  there  is  a  separation  of  the  two  electricities,  the  nerve  being 
positively,  and  the  muscle  negatively  electrified,  and  that  the  con- 
vulsive movements  are  due  to  the  establishment  of  communication 
between  these  two  electricities  by  means  of  the  connecting  metals. 

Volta,  professor  of  physics  at  Pavia,  disproved  this  explanation  by 
showing  that  the  movements  could  be  produced  by  merely  connect- 
ing two  parts  of  a  muscle  by  means  of  an  arc  of  two  metals;  and  he 
referred  the  source  of  electricity  not  to  the  junction  of  nerve  and 
muscle,  but  to  the  junction  of  the  two  niet^ils.  Acting  on  this  belief, 
he  constructed  in  the  year  1 800  a  voltaic  pila 

611.  Voltaic  Pile. — This  consisted  of  a  series  of  discs  of  copper,  zinc, 
and  wet  cloth,  c,  z,  d.  Fig.  436,  arranged  in  uniform  order,  thus — 
copper,  zinc,  cloth,  copper,  zinc,  cloth  .  .  .  the  lowest  plate  of  all 
being  copper  and  the  highest  zina     The  wet  cloth  was  intended 
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merely  to  sei*ve  as  a  conductor,  and  prevent  contact  between  each 
zinc  and  the  copper  above  it.  All 
the  contacts  between  zinc  and  copper 
were  between  a  copper  below  and  a 
zinc  above,  so  that  they  all  tended, 
according  to  Volta's  theory,  to  pro- 
duce a  current  of  electricity  in  the 


'Mki^ 


Fig.  43«.— Structure  of  Pile. 


Fig.  437. — Complete  Pile. 


same  direction.     The  effects  obtained  from  the  pile  were  so  power- 
ful as  to  excite  extraordinary  interest  in  the  scientific  world. 


Fig.  488.— Couronue  de  Tuaee. 

618.  Couronne  de  TasBes. — He  shortly  afterwards  invented  the 
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couroiine  de  tosses  (crown  of  cups),  consisting  of  a  series  of  cups 
arranged  in  a  circle,  each  containing  salt  water  with  a  plate  of  silver 
or  copper  and  a  plate  of  zinc  immersed  in  it,  the  silver  or  copper  of 
each  cup  being  connected  with  the  zinc  of  the  next,  with  the  excep- 
tion of  the  extreme  plates.  The  last  plate  in  liquid  at  each  end  of 
the  series  was  connected  with  a  plate  of  the  other  metal  in  air. 
These  two  plates  in  air  are  now  known  to  be  useless,  and  are  omitted 
in  the  figure 

514.  Trough  Battery.— More  convenient  arrangements,  equivalent 


Fig.  439.— CruiokBhank's  Trough. 


to  the  couronne  de  tasses,  were  soon  introduced.  One  of  these, 
devised  by  Cruickshank,  is  represented  in  Fig.  439,  consisting  of  a 
rectangular  box,  called  a  trough, 
of  baked  wood,  which  is  a  non- 
conductor of  electricity,  divided 
into  compartments  by  partitions 
each  consisting  of  a  plate  of  zinc 
and  a  plate  of  copper  soldered 
together.  Dilute  acid  is  poured 
into  these  compartments. 

616.  WoUaston's  Batter^.— In 
WoUaston's  battery,  the  plates 
were  suspended  from  a  single 
horizontal  bar,  by  means  of 
which  they  could  all  be  let  down 
into  the  acid,  or  lifted  out  of  it 
together.  The  liquid  was  con- 
tained either  in  compartments  Fig.  440.— woiianton's  ceii 
of  a  trough  of  glazed  earthen- 
ware, with  partitions  of  the  same  material,  or  in  separate  vessels  as 
shown  in  Fig.  441.     The  plates  were  double- coppered ;  that  is  to  say, 
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they  consisted  of  a  zinc  plate  with  a  copper  plate  bent  round  it  on 


X>':''^"y 


.-^j. 


::^ 


^^  *  1^4^ 


Fig.  441.— WollasUm'B  Datteij. 

both  sides  (Fig.  440),  contact  between  them  being  prevented  by 
pieces  of  wood  or  cork. 

617.  Hare's  Deflagrator. — For  some  purposes  it  is  more  important 
to  diminish  the  resistance  of  a  cell,  or,  in  other  words,  to  facilitate 
the  conduction  of  electricity  between  the  zinc  and  the  copper  plate, 

than  to  increase  the  elec- 
tro-motive force  by  multi- 
plying cells.  The  helical 
arrangement  devised  by 
Hare  of  Philadelphia  (Fig. 
443)  is  specially  adapted 
to  such  purposes.  It  con- 
sists of  two  very  large 
plates  of  zinc  and  copper 
rolled  upon  a  central  cylin- 
der of  wood,  and  prevent- 
ed from  touching  each 
other  by  pieces  of  cloth  or 
twine  inserted  between 
them.  It  is  plunged  in 
a  tub  of  acidulated  water, 
as  represented  in  the  figure.  From  the  remarkably  powerful  heat- 
ing effects  which  can  be  obtained  by  the  use  of  this  cell,  it  is  called 
Hare  8  dejlagrator. 


Fig.  443.— Hare's  Deflagrator. 
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518.  Polarization  of  Plates. — All  the  forms  of  battery  which  we 
have  thus  far  described,  are  liable  to  a  rapid  decrease  of  power,  owing 
to  causes  which  are  partly  chemical  and  partly  electrical. 

The  chemical  action  which  takes  place  in  each  cell  consists 
primarily  in  the  formation  of  sulphate  of  zinc,  at  the  expense  of  the 
zinc  plate,  the  sulphuric  acid,  and  the  oxygen  of  the  water  with 
which  the  acid  is  diluted,  the  hydrogen  of  the  water  being  thus 
liberated.  As  this  action  proceeds,  the  liquid  becomes  continuaUy 
less  capable  of  acting  powerfully  on  the  zina  Again,  a  portion  of 
the  zinc  which  has  been  dissolved  becomes  deposited  on  the  copper 
plate,  thus  tending  to  make  the  two  plates  alike,  and  so  to  destroy 
tlie  current,  which  essentially  depends  on  the  diflFerence  between 
them. 

But  tlie  most  important  cause  of  all  is  to  be  found  in  what  is  called 
the  polarization  of  the  copper  plate;  that  is  to  say,  in  the  deposition 
of  a  film  of  hydrogen  on  the  surface  of  the  plate.  This  film  not  only 
interposes  resistance  by  its  defect  of  conductivity,  but  also  brings  to 
bear  an  electro-motive  force  in  the  direction  opposed  to  that  of  the 
current. 

These  obstacles  to 
the  maintenance  of  a 
constant  current  were 
first  overcome  by 
Daniell. 

619.  Danieirs  Bat- 
tery.— In  the  cell  de- 
vised by  Daniell,  there 
is  a  porous  partition  of 
unglazed  earthenware, 
separating  the  two  li- 
quids, which  are  in  con- 
tact one  with  the  zinc, 
and  the  other  with  the 
copper  plate.  These 
two  liquids  are  not 
precisely  alike,  that 
which    is    in    contact 

with  the  copper  being  not  simply  dilute  sulphuric  acid  like  the 
other,  but  containing  also  as  much  sulphate  of  copper  as  it  will 
take  up.     For  the  purpose  of  keeping  it  saturated,  crystals  of  sid- 


Fig.  444.— D*nieir«  Cell. 
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phate  of  copper  are  suspended  in  it  near  its  suiface  by  means  of  a 
wire  basket  of  copper.  The  effect  of  this  arrangement  is,  tliat  the 
hydrogen  is  intercepted  before  it  can  arrive  at  the  copper  plate,  and 
the  deposit  which  takes  place  on  the  copper  plate  is  a  deposit  of 
copper,  the  hydrogen  taking  the  place  of  this  copper  in  the  saturated 
solution. 

The  current  given  by  a  battery  of  these  cells  remains  nearly  con- 
stant for  some  hours. 

In  the  figure,  the  copper  plate  C  is  represented  as  a  cleft  cylinder 
occupying  the  interior,  with  the  crystals  of  sulphate  of  copper  piled 
up  round  it  The  entire  cylinder  surrounding  these  is  the  porous 
partition,  outside  of  which  is  tiie  cleft  cylinder  of  zinc  Z,  the  whole 
being  contained  in  a  vessel  of  glass. 

It  is  more  usual  in  this  country  to  dispense  with  the  glass  vessel, 
and  interchange  the  places  of  the  zinc  and  copper  in  the  figure,  the 
copper  plate  being  a  cylindrical  vessel  of  cupper  containing  the 
saturated  solution.  In  this  is  immersed  the  porous  vessel  containing 
the  other  fluid  with  the  zinc  plate  immersed  in  it.     The  cells  thus 

t,  constructed    are    usu- 

^-^w^      --\^:^  #+  ally  arranged  m  square 

compartments     in     a 
wooden  box. 

520.  Bunsen's  Bat- 
tery. —  The  battery 
which  is  now  perhaps 
most  extensively  used 
for  class  experiments 
is  that  which  was  in- 
vented by  Bunsen  in 
184-3,  being  substanti- 
ally identical  with  one 
previously  invented 
by  Grove,  except  that 
carbon  is  substituted 
lor  platinuDfL 

The  usual  construc- 
tion of  its  cells  is  very 
The  cleft  cylinder  is  the  zinc  plate, 
Within  this  is  the 


Fig.  4-15.— Bunseii's  CelL 


clearly  represented  in  Fig.  44ro, 

which   is  immersed  in  dilute  sulphuric  acid. 

porous  cylinder,  similar  to  Daniell's,  containing  strong  nitric  acid. 
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in  which  is  immersed  a  rectangular  prism,  of  a  very  dense  kind  of 
charcoal,  obtained  from  the  interior  of  the  retorts  at  gas-works,  being 
deposited  there  in  the  manufacture  of  gas. 


Fig.  449.— Boiuen's  Battny. 

In  this  cell  the  hydrogen  is  intercepted  on  its  way  to  the  carbon 
plate  by  the  nitric  acid,  with  which  it  forms  nitrous  acid. 

Grove's  battery  possesses  some  advantages  over  Bunsen's ;  but  its 
first  cost  is  much  greater. 

621.  Amalgamated  Zinc, — When  the  poles  of  a  battery  are  insulated 
from  one  another,  there  ought  to  be  no  chemical  action  in  the  cella 
Any  action  which  then  goes  on  is  wasteful,  and  is  an  indication  that 
unproductive  consumption  of  zinc  goes  on  when  the  current  is  pass- 
ing, in  addition  to  the  consumption  which  is  necessary  for  producing 
the  current.  This  wasteful  action,  which  is  called  local  action^  goes 
on  largely  when  the  zinc  plates  are  of  ordinary  commercial  zinc,  but 
not  when  they  are  of  perfectly  pure  zinc.  In  this  respect  amal- 
gamated zinc  behaves  like  pure  zinc,  and  it  is  accordingly  almost 
universally  employed.  The  amalgamation,  which  must  be  often 
renewed  in  the  case  of  a  battery  in  constant  use,  is  performed  by 
first  cleaning  the  zinc  plates  with  dilute  acid,  and  then  rubbing  them 
with  mercury. 

522.  Dry  Pile:  Bohnenberger's  Electroscope. — For  telegraphic  pur- 
poses in  this  country,  a  battery  is  very  commonly  employed  in  which 
sand  or  sawdust,  moistened  with  acidulated  water,  separates  the  zinc 
and  copper  plates  of  each  cell. 

The  other  forms  of  battery  which  have  been  devised  are  exceed- 
ingly numerous,  and  new  forms  are  continually  being  introduced. 

A  dry  'pile,  built  up  on  the  general  plan  of  Volta's  moist  pile,  was 
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devised  by  De  Luc,  and  improved  by  Zamboni.  In  Zamboni's  con- 
struction, sheets  of  paper  are  prepared  by  pasting  finely  laminated 
zinc  or  tin  on  one  side,  and  rubbing  black  oxide  of  manganese  on  the 
other.  Discs  are  punched  out  of  this  paper,  and  piled  up  into  a 
column,  with  their  similar  sides  all  facing  the  same  way,  to  the 
number  of  a  thousand  or  upwards,  and  are  well  pressed  together. 
The  difference  of  potential  between  the  two  ends  is  sufficient  to 
produce  sensible  divergence  of  the  gold-leaves  of  an  electroscope,  but 
the  quantity  of  electricity  which  can  be  developed  in  a  given  time  is 
exceedingly  small.  No  pile  or  battery  can  generate  a  sensible  cur- 
rent, except  by  a  sensible  consumption  of  its  materials  in  the  shape 
of  chemical  action, 

A  very  delicate  gold-leaf  electroscope  was  devised  by  Bohnen- 
berger,  consisting  of  a  single  leaf  suspended  between  the  two  poles 
of  a  dry  pile,  which  for  this  purpose  is  arranged  in  two  columns 
connected  below,  so  that  the  poles  are  at  the  summits.  If  their  lower 
ends,  which  form  the  middle  of  the  series,  be  connected  with  the 
earth,  one  pole  will  always  have  positive,  and  the  other  negative 
potential  A  very  slight  charge,  positive  or  negative,  given  to  the 
gold-leaf  by  means  of  the  knob  at  the  top  of  the  case,  suffices  to  make 
it  move  to  the  negative  or  the  positive  pola 

623.  Thermo-electric  Currents. — Electric  cun-ents  can  be  produced 
by  applying  heat  or  cold  to  one  of  the  junctions  in  a  circuit  composed 

of  two  different  metals.  This 
was  first  shown  by  Seebeck  of 
Berlin  in  1821.  It  may  be  illus- 
trated by  employing  a  rectan- 
gular frame  (Fig.  448),  having 
three  sides  formed  of  a  copper 
plate,  and  the  fourth  of  a  cylin- 
der of  bismuth.  It  must  be 
placed  in  the  magnetic  meridian, 
with  a  magnetized  needle  in  its 
interior.  On  heating  one  of  the 
junctions  with  a  spirit-lamp,  the 
needle  will  be  deflected  in  such  a  direction  as  to  indicate  the  existence 
of  a  current,  wliicii.  in  the  cop|>er  portion  of  the  rircuit.  flows  from 
the  hot  to  tlie  cold  junction,  and  in  the  bismuth  poiiion  from  the 
cold  to  the  hot.  If  cold  instead  of  heat  be  applied  to  one  junction, 
the  direction  of  the  current  will  still  be  from  the  warmer  junction 


Fig.  443— Thenno-electric  Current. 
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through  the  copper  to  the  colder  junction,  and  from  this  through  the 
bismuth  to  the  warmer  junction.  Antimony,  if  employed  instead  of 
copper,  gives  a  still  more  powerful  eflfect 

624.  Though  a  circuit  composed  of  bismuth  and  antimony  is 
specially  susceptible  of  thermo-electric  excitation,  the  property  is 
possessed,  in  a  more  or  less  marked  degree,  by  every  circuit  composed 
of  two  metals,  and  even  by  cir- 
cuits composed  of  the  same  metal 
in  different  statea  If,  for  ex- 
ample, a  knot  or  a  helix  (as  in 
Fig.  449),  be  formed  in  a  piece  of 
platinum  wire,  and  heat  applied  ^  449.-cnrr«.t  with  one  Metai. 

at  one  side  of  it,  a  current  will 

be  indicated  by  a  delicate  galvanometer.  In  metals  which  are  usually 
heterogeneous  in  their  structure,  such  as  bismuth,  it  is  not  uncom- 
mon to  find  currents  produced  by  heating  parts  which  appear  quite 
uniform.  If  the  ends  of  two  copper  wires  be  bent  into  hooks,  and 
one  of  them  be  heated,  on  placing  them  in  contact,  a  current  will  be 
produced  due  to  the  presence  of  a  thin  film  of  oxide  on  the  heated 
wire.     With  two  platinum  wires,  no  such  effect  is  obtained. 

626.  Thermo-electric  Order, — According  to  Becquerel's  experiments, 
the  metals  may  be  ranged  in  the  following  order,  as  regards  the 
direction  of  the  current  produced  by  heating  a  junction  of  any  two 
of  them : — Bismuth,  platinum,  lead,  tin,  copper,  silver,  zinc,  iron, 
antimony;  that  is  to  say,  if  a  junction  of  any  two  of  these  metals 
be  heated,  the  direction  of  the  cuiTent  at  the  junction  in  question 
will  be  from  that  which  stands 
first  in  the  list  to  the  other.  His 
experiments  have  also  established 
the  important  fact  that  the  cur- 
rent obtained  by  heating  all  the 
junctions  B,  C,  D,  E,  F,  of  a  chain 
of  dissimilar  metals  to  one  com-  Fig.  46l 

mon  temperature,  is  the  same  as 

that  obtained  by  uniting  the  two  extreme  bars  AB,  FG,  directly  to 
each  other,  and  heating  their  junction  to  the  same  temperature.^ 

526.  Comparison  of  Electro-motive  Forces. — By  employing  a  chain 

^  The  more  accurate  statement  is,  that  the  electro-motive  force  is  the  same  in  the  two 
cases.  Th«  current  will  be  sensibly  the  same  if  the  resbtance  in  BCDEF  is  insignificant 
'm  comparison  with  the  rest  of  the  circuit.    In  order  that  there  may  be  a  current,  the 
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composed  of  wires  of  different  metals  soldered  together,  with  its  two 
extremities  connected  with  a  galvanometer,  and  beating  one  junction 
to  20®  C,  while  the  rest  were  kept  at  0"*  C,  Becquerel  obtained  cur- 
rents proportional  to  the  following  numbers: — 


Jauctiou  heatod.  Current. 

Iron -silver, 26*20 

Iron -copper,      .     .     .     .     27*96 

Iron -tin, 31*24 

Iron  -  platinum, .     .     .     .     86*07 


Junction  heated. 
Copper  -  platinum. 
Copper  -  tin,    .     . 
Silver  -copper,    . 
Zinc     -  copper,    . 


OorrenL 
.  8-55 
.  8*50 
.  200 
.     100 


On  comparing  these  numbers,  it  will  be  found  that  they  are  in 
approximate  agreement  with  the  law  above  stated.  Thus  the  electro- 
motive force  of  a  silver-platinum  circuit  comes  out  1055  by  adding 
2-00  to  8-55,  and  9  87  by  subtiucting  2620  froiii  36  07.  The  electro- 
motive force  of  copper-platinum  is  8*55  as  observed  directly,  and 
81 1  as  computed  by  taking  the  difference  of  iron-copper  and  iron- 
platinum.  The  deviation  from  precise  agreement  is  not  more  than 
may  fairly  be  ascribed  to  errors  of  observation. 

627.  Neutral  Point. — For  every  two  metals  there  is  a  particulai* 
temperature  called  their  neutral  pointy  such  that  a  circuit  composed 
of  these  metals  will  give  no  current  when  one  junction  is  just  as 
much  above  the  neutral  point  as  the  other  is  below  it  This  defini- 
tion holds  in  every  case  when  the  difference  of  temperature  between 
the  junctions  is  small,  and  it  generally  holds  as  far  as  differences  of 
some  hundreds  of  degrees.  If  one  junction  is  kept  at  a  constant 
temperature  lower  than  the  neutral  point,  while  the  other,  initially 
at  the  same  temperature,  is  steadily  raised,  the  current  first  increases 
to  a  maximum,  which  it  attains  when  the  neutral  point  is  reached, 
then  decreases  to  zero  (according  to  the  above  definition),  and  then 
becomes  reversed,  with  continually  increasing  strength. 

These  changes  can  be  shown  with  copper  and  iron  wire.  Let  a 
piece  of  iron  wire  be  joined  at  both  ends  to  copper  wires,  and  let  the 
copper  wires  be  led  to  a  delicate  galvanometer.  By  gently  heating 
one  of  the  two  junctions  a  current  will  be  produced  which  will 
Reflect  the  needle  in  one  direction;  but  if  the  heating  is  continued  to 
redness,  the  needle  comes  back,  and  is  still  more  strongly  deflected 
in  the  opposite  direction. 

circuit  mu8t  of  course  be  completed,  and  not  left  open  as  in  Fig.  451.  In  the  case  of  an 
open  circuit,  the  result  of  the  beating  will  simply  be  to  produce  difference  of  potential 
between  the  extremities,  A,  G.  Thb  difference  of  potential  is  the  measure  of  ^tbe  electro- 
motive foroe,  and  will  accordingly  be  the  same  in  the  two  cases. 
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528.  Thermo-electric  Pile. — If  a  thermo-electric  chain  be  composed 
of  two  metals  occurring  alternately  (as  in  Fig.  452),  no  effect  will  be 


Fig.  452.— Pouillet'B  Thermo-pile. 

obtained  by  equally  heating  two  consecutive  juDciions]  for  the  current 
which  would  be  generated  by  heating  the  one  is  in  the  opposite 
direction  to  that  due  to  the  heating  of  the  other.  If  we  number  the 
junctions  in  order,  we  shall  obtain  a  current  in  one  direction  by 
heating  any  junction  which  bears  an  odd  number,  and  in  the  opposite 
direction  by  heating  any  one  that  bears  an  even  number.  The  tliermo- 
electric  pile,  or  thermo-pile,  whose  use  has  been  already  described  in 
connection  with  experiments  on  radiant  heat  r§  313),  is  an  arrange- 
ment of  this  kind,  in  which  all  the  odd  junctions  are  presented 
together  at  one  end,  and  all  the  even  junctions  at  the  other,  the  two 
metals  composing  the  pile  being  antimony  and  bismuth.  The  electro- 
motive force  obtained  with  a  given  difference  of  temperature  between 
the  ends  of  the  pile  is  proportional  to  the  number  of  junctions,  except 
in  so  far  as  accidental  differences  may  exist  between  different  junc- 
tions. 

629.  Application  to  Measurement  of  Temperature.^— Thermo-electric 
currents  may  be  employed  either  in  testing  equalitj'^  of  temperatures, 
or  in  comparing  small  differences  of  temperature.  As  an  example  of 
the  former  application,  suppose  a  circuit  to  be  foimed  of  two  long 
wires,  one  of  iron  and  the  other  of  copper,  connected  at  both  ends, 
and  covered  with  gutta-percha  or  some  other  insulator  except  at 
the  two  junctions.  Let  one  junction  be  lowered  to  the  bottom  of  a 
boring,  or  any  other  inaccessible  place  whose  temperature  we  wish 
to  ascertain,  and  let  the  other  junction  be  immersed  in  a  vessel  of 
water  containing  a  thermometer.  If  one  of  the  wires  be  carried 
round  a  galvanometer,  the  direction  in  which  the  needle  is  deflected 
will  indicate  whether  the  upper  or  lower  junction  is  the  waimer,  and 
if  we  alter  the  temperature  of  the  water  in  the  vessel  till  the  deflec- 
tion is  reduced  to  zero,  we  know  that  the  two  junctions  are  at  the 
same  temperature,  which  we  can  read  off  by  the  thermometer 
immersed- in  the  water. 
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530.  (Ersted's  Experiment.— The  discovery  by  the  Danish  philo- 
sopher CErsted,  in  1819,  that  a  magnetized  needle  could  be  deflected 
by  an  electric  current,  was  justly  regarded  with  intense  interest  by 
the  scientific  world,  as  affording  the  first  indication  of  a  definite  rela- 
tion existing  between  magnetism  and  electricity. 

CErsted's  experiment  can  be  repeated  by  means  of  the  apparatus 
represented  in  Fig.  456.  Two  insulated  metallic  wires  are  placed 
in  the  magnetic  meridian,  one  of  them  above,  and  the  other  below  a 

magnetized  needle.  If  a 
current  be  sent  through 
one  of  these  wires,  the 
needle  will  be  deflected; 
and  if  the  current  be 
strong,  the  deflection  will 
nearly  amount  to  a  right 
angle.  The  direction  of 
the  deflection  will  be  re- 
versed if  the  current  be 
passed  through  the  lower 
instead  of  the  upper  wire.  It  will  also  be  reversed  by  reversing  the 
direction  of  the  current.  In  the  figure,  the  current  is  supposed  to 
be  passing  above  the  needle  from  south  to  north.  In  this  case  the 
north  end  of  the  needle  moves  to  the  west,  and  the  south  end  to  the 
east  On  making  the  current  pass  in  various  directions^  either 
horizontally,  vertically,  or  obliquely,  near  one  pole  of  the  needle,  it 
will  be  found  that  deviation  is  always  produced  except  when  the 
plane  containing  the  ])ole  and  current  is  perpendicular  to  the  length 
of  the  ueedle. 


Fig.  456.— (Erstod's  Experiment. 
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631.  Adip^re'lB  Bale. — The  direction  in  which  either  pole  of  a  needle 
is  deflected  by  a  current,  whatever  their  relative  positions  may  be, 
ia  given  by  the  following  rule,  which  was  first  laid  down  by  Ampfera 


1 

r-A'           — .- 

« 

5a»&            IT 

Pfg457. 


Amptoe't  Law. 


Fig.  458. 


Imagine  an  observer  to  be  so  placed  that  the  current  passes  through 
him,  entering  <U  hie  feet  and  leaving  at  his  head,  then  the  deflection 
of  a  n^rth'SeeJdng  pole  wiU  be  to  the  left  as  seen  by  him.  The  deflec- 
tion of  a  south-seeking  pole  will  be  in  the  opposite  direction.  The 
two  figures  457^  458  illustrate  the  application  of  this  rule  to  the  two 
cases  just  considered.  The  current  is  supposed,  in  both  cases,  to  be 
flowing  firom  south  to  north.  A  is  the  austral  or  north-seeking  pole 
of  the  needle,  and  B  the  boreal  or  south-seeking  pola 

681  A.  Lines  of  Magnetic  Force  due  to  Current. — The  relation  between 
currents  and  magnetic  forces  may  be  more  -^ 

precisely  expressed  by  saying  that  a  ctir- 
rent  flowing  through  a  straight  wire  pro- 
duces circular  lines  of  force,  having  the 
wire  for  their  common  axis.  A  pole  of  a 
magnet  placed  anywhere  in  the  neighbour- 
hood of  the  wir^  experiences  a  force  tend- 
ing to  urge  it  in  a  circular  path  round  the 
wire,  and  the  direction  of  motion  round  the 
wire  is  opposite  for  opposite  polea  Fig. 
468  A  represents  three  of  the  lines  of  force 
for  a  north-seeking  pole,  due  to  a  current 
flowing  through  a  straight  wire  from  the 
end  marked  -f  to  the  end  marked  --.  The 
lines  of  force  are  circles  (shown  in  perspec- 
tive as  ellipses),  having  their  centre  at  a 
Ipoint  C  in  the  wire,  and  having  their  plane  perpendicular  to  the  length 
of  the  wire.    The  arrows  indicate  the  direction  in  which  a  north- 

43 


Fig.  458  A.— LiiiM  of  Foroe  dua 
lo  Current. 
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seeking  pole  will  be  urged.  This  direction  is  from  right  to  left  round 
the  wire  ns  seen  from  the  wire  itself  by  a  person  with  his  feet  to- 
wards -I-  and  his  head  towards  — ,  according  to  Ampfere's  rule.  The 
figure  may  be  turned  upside  down,  or  into  any  other  position,  and 
will  still  remain  true. 

531b.  Reaction  of  Magnet  on  Current. — While  the  wire,  in  virtue 
of  the  current  flowing  up  through  it,  urges  an  austral  pole  from  A 
_^  towards  A'  (Fig.  458  b),  it  is  itself  urged  in 

the  opposite  direction  CC  If  an  observer 
be  in  imagination  identified  with  the  wire, 
the  current  being  supposed,  as  in  Ampfere's 
rule,  to  enter  at  his  feet,  and  come  out  at 
his  head,  the  force  which  he  will  experi- 
ence from  a  north-seeking  pole  directly  in 
front  of  him  will  be  a  force  to  his  right 
It  will  be  noted  that  the  magnetic  influ- 
ence which  thus  urges  him  to  the  right, 
would  urge  a  north-seeking  pole  from  his 
front  to  his  back.  A  covductor  conveying 
a  current  is  not  urged  along  lines  of  rndg- 
netic  force,  hut  in  a  direction  which  is  at 
right  angles  to  them,  and  at  the  same  time 
at  right  angles  to  its  own  length, 
632.  Numerical  Estimate  of  Currents. — ^The  nimieric^  measure  of 
a  current  denotes  the  quantity  of  electricity  which  flows  across  a 
section  of  it  in  unit  time.  It  is  sometimes  called  strength  of  current, 
sometimes,  especially  by  French  writers,  intensity  of  current,  some- 
times simply  curreTit  or  amount  of  current.  If  a  thin  and  a  thick 
wire  are  joined  end  to  end,  it  has  the  same  value  for  them  both;  just 
as  the  same  quantity  of  water  flows  through  the  broad  as  through 
the  conti-acted  parts  of  the  bed  of  a  stream.  Hence  the  name  i/rUen- 
sity  is  obviously  inappropriate,  for,  with  the  same  total  quantity  of 
electricity  flowing  through  both,  the  current  is,  properly  speaking, 
more  intense  in  the  thin  than  in  the  thick  wire. 

Currents  may  be  measured  experimentally  by  various  tests,  which 
are  found  to  agree  precisely.  The  most  convenient  of  these  for 
general  purposes  is  the  deflection  of  a  magnetized  needle.  The  force 
which  a  given  pole  experiences  in  a  given  position  with  respect  to  a 
wire  conveying  a  current,  is  simply  proportional  to  the  current 
Hence  the  name  strength  of  cunent  admits  of  being  interpreted  in  a 


Fig.  458  b.— Reftctiou  ou 
Current. 
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sense  corresponding  to  that  in  which  we  speak  of  the  strength  of  a 
pole.  Instruments  for  measuring  currents  by  means  of  the  deflec- 
tions which  they  produce  in  a  magnetized  needle  are  called  (jalvano- 
meters, 

533.  Sine 
— Tlie   sine 

which  was  invented  by 
Pouillet,  is  represented  in 
Fig.  459.  The  current  which 
is  to  be  measured  traverses 
a  copper  wire,  wrapped 
round  with  silk  for  insula- 
tion, which  is  carried  either 
once  or  several  times  round 
a  vertical  circle;  and  this 
circle  can  be  turned  into 
any  position  in  azimuth, 
the  amount  of  turning  be- 
ing indicated  on  a  horizon- 
tal circle.  In  the  centre  of 
the  vertical  circle,  a  decli- 
nation needle  is  mounted, 
surrounded  by  a  horizontal 
circle  for  indicating  its 
position,  this  circle  being 
rigidly  attached  to  the  ver- 
tical circle.  Suppose  that,  before  the  current  is  allowed  to  pass, 
both  the  needle  and  the  vertical  circle  are  in  the  magnetic  meridian, 
and  that  tlie  needle  consequently  points  at  zero  on  its  horizontal 
circle.  On  the  current  passing,  the  needle  will  move  away.  The 
vertical  circle  must  then  be  turned  until  it  overtakes  the  needle; 
that  is,  until  the  needle  again  points  at  zero.  This  implies  turning 
the  circles  through  an  angle  a  equal  to  that  by  which  the  needle 
finally  deviates  from  the  magnetic  meridian.  In  this  position  the 
terrestrial  couple  tending  to  bring  back  the  needle  to  the  meridian 
is  proportional  to  sin  a  (§  498),  The  forces  exerted  upon  the  two 
poles  by  the  current  are  perpendicular  to  the  plane  of  the  vertical 
circle,  and  are  simply  proportional  to  the  current.  Hence,  in  com- 
paring different  observations  made  with  the  same  instrument,  the 
amounts  of  current  are  proportional  to  the  sines  of  the  deviations. 


Fig.  45'J. — Siuu  Gulvaiiomelar. 
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Fig.  460.— Principle  of  Tangent 
Galvanometer. 


534.  Tang^ent  Galvanometer. — The  tangent  galvanometer,  wiiich  is 
simpler  in  its  construction  and  use,  and  is  much  more  frequently 
employed,  consists  of  a  declination  needle  mounted  in  the  centre  of 
a  vertical  circle  whose  plane  always  coincides  with  the  magnetic 
meridian,  the  length  of  the  needle  being  small  in  comparison  with 

the  radius  of  the  circle. 

Let  0  (Fig.  460)  be  the  centre  of  suspen- 
sion, a  6  the  initial  position  of  the  needle, 
and  a'V  its  deflected  positioa  The  force  F 
exerted  on  either  pole  by  the  current  is  sen- 
sibly the  same  at  a'  as  at  a  on  account  of 
the  smallness  of  the  needle,  and  it  acts  in 
the  direction  Ik,  while  the  horizontal  for^e 
of  the  earth  upon  the  pole  acts  along  a'ifYi\ 
and  these  two  forces  give  a  resultant  along 
oa'.  Hence,  taking  the  triangle  ola'  as  the 
triangle  of  forces,^  the  force  exerted  by  the  current  is  to  the  hori- 
zontal force  exerted  by  the  earth  as  Za'  to  oi,  or  as  tan  a  to  unity; 
that  is,  the  current  is  proportional  to  the  tangent  of  the  deflection. 

In  order  to  permit  the  deviations  of  the  short  needle  to  be  accur- 
ately read,  a  long  pointer  is  attached  to  it,  usually  at  right  angles, 
the  two  ends  of  which  move  along  a  fixed  horizontal  circle. 

635.  Multiplier. — The  idea  of  carrying  a  wire  several  times  round 

a  needle  in  a  vertical  plane  is  due  to 
Schweiger.  The  form  of  apparatus  de- 
signed by  him,  called  Schweiger'a  mul- 
tiplier, is  represented  in  Fig.  461.  The 
difference  between  the  rectangular  and 
the  circular  form  is  merely  a  matter  of 
detail  The  name  multiplier  is  derived 
from  the  fact  that,  if  the  current  is  not 
sensibly  diminished  by  increasing  the 
number  of  convolutions  of  wire  through 
which  it  has  to  pass,  the  force  exerted  on 
the  needle  is  n  times  as  great  with  n  convolutions  as  with  only  1, 
since  each  convolution  exerts  its  own  force  on  the  needle  indepen- 
dent of  the  rest.  Cases,  however,  frequently  occur  in  which  the 
increased  resistance  introduced  by  increasing  the  number  of  convolu- 

^  The  parallelogram  of  forces  is  divided  by  its  diagonal  into  two  triangles,  either  of  whic|| 
ma^  be  called  the  triangle  of  forces, 


Fig.  461.— Sohweiger'a  MultipUer. 
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iiona  outweiglis  the  advantage^of  multiplication,  so  that  a  short  thick 
wire  with  few  convolutions  gives  a  more  powerful  effect  than  a  long 
thin  wire  with  many.  This  is  especially  the  case  with  thermo-electric 
currenta  The  names  multiplier  and  galvanometer  are  commonly 
used  as  equivalent 

The  difference  between  the  rectangular  and  the  circular  form  is 
merely  a  matter  of  detail.  Whichever  form  be  adopted,  all  parts  of 
the  coil  contribute  to  make  the  needle  deviate  in  the  same  direction. 
For  instance,  in  Fig.  462,  if  the  current 
proceeds  in  the  direction  indicated  by 
the  arrows,  the  application  of  Ampere's 
rule  to  any  one  of  the  four  sides  of  the 
rectangle  shows  that  the  austral  pole 
a  will  be  urged  towards  the  front  of 
the  figure.  When  the  coil  is  circular, 
and  the  needle  so  small  that  each  pole  is  nearly  in  the  centre,  equal 
lengths  of  the  current,  in  whatever  parts  of  the  circle  they  may  be 
situated,  exert  equal  forces  upon  the  needle,  and  all  alike  urge  the 
poles  in  directions  perpendicular  to  the  plane  of  the  coil 

&85a.  Differential  Galvanometer. — ^The  coil  of  a  galvanometer  some- 
times consists  of  two  distinct  wires,  having  the  same  number  of  con- 
volutions, and  connected  with  separate  binding-s'crewa  This  arrange- 
ment allows  of  currents  from  two  distinct  sources  being  sent  at  the 
same  time  round  the  coil  either  in  the  same  or  in  opposite  directiona 
In  the  latter  case,  the  resultant  effect  upon  the  needle  will  be  that 
due  to  the  difference  of  the  two  currents ;  and  if  they  are  not  exactly 
equal,  the  direction  of  the  deflection  will  indicate  which  of  them  is 
the  greater.  An  instrument  thus  arranged  is  called  a  differential 
ffalvanometer. 

636.  Astatic  Needle. — The  sensibility  of  the  galvanometer  is  greatly 
increased  by  employing  what  is  called  an  astatic  needle.  It  consists 
of  a  combination  of  two  magnetized  needles  mth  their  poles  turned 
opposite  ways.  The  two  needles  are  rigidly  attached  at  different 
heights  to  a  vertical  stem,  and  the  system  is  usually  suspended  by  a 
silk  fibre,  which  gives  greater  freedom  of  motion  than  support  upon 
a  point.  On  account  of  the  opposition  of  the  poles,  the  directive 
action  of  the  earth  on  the  system  is  very  feeble.  If  the  magnetic 
moments  of  the  two  needles  were  exactly  equal,  the  resultant  moment 
would  be  zero,  and  the  system  would  remain  indifferently  in  all 
azimutha 
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Fig.  463. 


One  of  the  needles  ab  (Fig.  463)  is  nearly  in  the  centre  of  the  coil 
CDEF  through  which  the  current  passes.  The  other  a'6'is  just 
above  the  coiL  When  a  current  traverses  the  coil  in  the  direction 
of  the  arrows,  the  action  of  all  parts  of  the 
current  upon  the  lower  needle  tends  to  urge 
the  austral  pole  a  towards  the  back  of  the 
figure,  and  the  boreal  pole  b  to  the  front. 
The  upper  needle  a  V  is  affected  principally 
by  the  current  in  the  upper  part  CD  of  the 
coil,  which  urges  the  austral  pole  a'  to  the 
front  of  the  figure  and  the  boreal  pole  V  to 
the  back.  Botli  needles  are  thus  urged  to  rotate  in  the  same  direc- 
tion by  the  current,  and  as  the  opposing  action  of  the  earth  is  greatly 
enfeebled  by  the  combination,  a  much  larger  deflection  is  obtained 
than  would  be  given  by  one  of  the  needles  if  employed  alone. 

If  the  two  needles 
had  rigorously  equal  mo- 
ments^  the  system  would 
be  said  to  be  perfectly 
dstatic.  The  smallest 
current  in  the  coil  would 
then  suffice  to  set  the 
needles  at  riffht  angles  to 


^jUJ  -  -J  ^; 


the  meridian,  and  no 
measure  would  be  ob- 
tained of  the  amount  of 
current. 

Fig.  464?  represents  an 
astatic  galvanometer,  as 
usually  constructed.  The 
coil  is  wound  upon  an 
ivory  frame,  which  sup- 
ports the  divided  circle 
in  whose  centre  the  up- 
per needle  is  suspended. 
The  ends  of  the  coil  are  connected  with  two  bindincr-screws  for 
making  connection  with  the  wires  which  convey  the  current  to  be 
measured.  The  needles  are  usually  two  sewing-needles,  and  the 
upper  one  often  carries  a  light  pointer.  The  suspending  fibre  is 
attached  a,t  its  upper  end  to  a  hook,  which  can  be  raised  or  lowered. 


Pig.  464.— Astatic  GalTanometer. 
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and  when  tlie  instrument  is  not  in  use  this  is  lowered  till  the  upper 
needle  rests  upon  the  plate  beneath  it,  so  as  to  relieve  the  fibre  from 
strain.  In  using  the  instrument,  care  must  be  taken  to  adjust  the 
three  levelling-screws  so  tliat  the  needle  swings  free. 

536  a.  Thomson's  Mirror  Galvanometer. — ^The  most  sensitive  galvano- 
meter as  yet  invented  is  the  mirror  galvanometer  of  Sir  W.  Thomson. 
Its  needle,  which  is  very  short,  is  rigidly  attached  to  a  small  light 
concave  mirror,  and  suspended  in  the  centre  of  a  vertical  coil  of  very 
small  diameter  by  a  silk  fibre.  A  movable  magnet  is  provided  for 
bringing  the  needle  into  the  plane  of  the  coil  when  the  latter  does 
not  coincide  with  the  magnetic  meridian.     A  divided  scale  is  placed 


M 


Vig,  464  A.— Mirror  and  Scalar 

in  a  horizontal  position  in  front  of  the  mirror,  at  the  distance  of  about 
a  yard,  and  the  image  of  an  illuminated  slit,  which  is  thrown  by  the 
mirror  upon  this  scale,  serves  as  the  index.  The  arrangement  of  the 
mirror  and  scale,  which  is  the  same  as  in  the  case  of  the  quadrant 
electrometer  described  in  a  previous  chapter,  is  exhibited  in  Fig. 
464  a.  M  is  the  mirror  of  silvered  glass,  slightly  concave,  with  a 
small  piece  of  magnetized  watch-spring  attached  to  its  back,  the  two 
together  weighing  only  a  grain  and  a  half,  and  suspended  by  a  few 
fibres  of  unspun  silk.  A  A  is  a  divided  scale  forming  an  arc  of  a 
horizontal  circle  about  the  mirror  as  centre.  Immediately  below  the 
centre  of  this  scale  is  a  circular  opening  S  with  a  fine  wire  stretched 
vertically  at  the  back  of  it  A  paraffine  lamp  L  is  placed  directly 
behind  this  opening,  so  as  to  shine  through  it  upon  the  mirror,  which 
is  at  such  a  distance  as  to  throw  upon  the  screen  a  bright  image  of 
the  opening  with  a  sharply-defined  dark  image  of  the  wire  in  its 
centre.  The  image  of  the  wire  is  employed  as  the  index  in  taking 
the  readings. 
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For  use  at  sea,  the  galvanometer  is  modified  by  fastening  the 
supporting  fibre  of  silk  at  both  ends,  so  as  to  keep  it  tight,  with  the 
needle  and  mirror  attached  at  its  centre,  care  being  taken  to  make 
thia  direction  of  the  fibre  pass  through  the  common  centre  of  gravity 
of  the  needle  and  mirror,  in  order  that  the  rolling  of  the  ship  may 
not  tend  to  produce  rotation.  In  this  form  it  is  called  the  marine 
galvanometer. 

S87.  Oalibration  of  Oalvanometer. — The  deviations  of  the  needle  of 
a  galvanometer  are  not  in  general  proportional  to  the  currents  which 
produce  them.  In  order  to  be  able  to  translate  the  indications  of  the 
instrument  into  proportional  measure,  a  preliminary  investigation 
must  be  made,  and  its  results  embodied  in  a  table.  This  has  been 
done  in  several  ways.  We  shaU  merely  indicate  the  method  em- 
ployed by  Melloni  for  deducing  from  the  deflections  of  his  galvano- 
meter the  amounts  of  heat  received  by  his  thermo-pile. 

He  placed  two  sources  of  heat  opposite  the  two  ends  of  the  pile, 
and  allowed  them  to  radiate  to  it,  first  one  at  a  time,  and  then  both 
together.  One  of  them  produced  a  deviation,  say  of  5^  and  the  other 
of  10^  and  when  the  two  were  acting  jointly  the  deviation  was  5*. 
Since  the  latter  number  is  the  difference  of  the  other  two,  the  infer- 
ence is  that  up  to  lO""  the  deflections  are  proportional  to  the  amounts 
of  heat  received.  Melloni  thus  established  that  the  proportionality 
subsisted  up  to  20^  When  the  two  sources  separately  produced 
deflections  of  20**  and  25**,  and  a  deflection  of  6*5  jointly,  he  inferred 
that  a  deflection  of  25**  indicated  an  amount  of  heat  represented  by 
26*'-5 ;  for  the  heat  which  produced  the  deflection  of  25**  was  the  sum 
of  the  two  amounts  represented  separately  by  20*  and  6^5.  By  a 
succession  of  steps  of  this  kind»  the  calibration^  (as  this  process  is 
called)  can  be  extended  nearly  to  90*. 

This  mode  of  investigation  covers  any  want  of  proportionality 
which  may  exist  in  the  production  of  thermo-electric  currents,  as 
well  as  in  the  proportionality  of  these  currents  to  the  deflections. 
Another  method  of  calibrating  a  galvanometer  will  be  described  in 
the  next  chapter. 

^  1^  application  of  the  name  ccUibtHUton  to  this  propees  is,  we  believe,  due  to  Txqi^aaoi 
Tyndall.  Its  analogy  to  the  calibration  of  a  thermometer  is  obvious ;  the  object  in  both 
cases  being  to  reduce  observed  differences  to  pro^rtional  measure.  It  is  often  called  the 
graduation  of  a  galvanometer ;  but,  in  point  of  fact,  the  galvanometer  is  gEaduatod»  by 
dividing  its  circle  into  360  degreea»  before  the  process  begins. 
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538.  statement  of  Ohm's  Law. — The  strength  of  the  current  which 
traverses  a  circuit  depends  partly  on  the  electro-motive  force  of  the 
source  of  electricity,  and  partly  on  the  resistance  of  the  circuit.  For 
equal  resistances,  it  is  proportional  to  the  whole  electro-motive  force 
tending  to  maintain  the  current,  and  for  equal  electro-motive  forces 
it  is  inversely  as  the  whole  resistance  in  the  circuit.  Hence,  when 
proper  units  are  chosen  for  expressing  the  current  C,  the  resist- 
ance R,  and  the  electro-motive  force  E,  we  have 

or  the  current  is  equal  to  the  electro-motive  force  divided  by  the 
resistance.    This  is  Ohm's  law,  so  called  from  its  discoverer. 

539.  Explanation  of  the  term  Electro -motive  Force. — When  a 
steady  current  is  flowing  through  a  galvanic  circuit,  there  must 
be  a  gradual  fall  of  potential  in  every  uniform  conductor  which 
forms  part  of  the  circuit ;  since,  in  such  a  conductor,  the  direction 
of  a  current  must  necessarily  be  from  higher  to  lower  potential. 
These  gradual  falls  are  exactly  compensated  by  the  abrupt  rises 
(diminished  by  the  abrupt  falls,  if  any)  which  occur  at  the  various 
places  of  contact  of  dissimilar  substances.  Recent  experiments  by 
Sir  W.  Thomson  seem  to  prove  that  by  far  the  most  important  of 
these  abrupt  transitions  occur  at  the  junctions  of  dissimilar  metals, 
a  view  which  was  originally  propounded  by  Volta,  who  appears, 
however,  to  have  overlooked  the  essential  part  played  by  chemical 
combination  in  supplying  the  necessary  energy. 

If  we  imagine  a  large  and  deep  trough  of  water  of  annular  form, 
divided  into  compartments  by  transverse  partitions ;  and  suppose  a 
constant  difference  of  level  to  be  maintained  on  opposite  sides  of  each 
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partition,  by  steady  pumping  of  water  from  each  compartment  to 
the  next ;  we  have  a  rough  representation  of  the  distribution  of 
potential  in  the  cells  of  a  battery;  the  rise  of  level  in  passing  across 
a  partition  being  analogous  to  the  rise  of  potential  in  traversing  a 
metallic  junction. 

The  electro-motive  force  of  a  galvanic  battery  may  be  defined  as 
the  algebraic  sum  of  the  abrupt  differences  of  potential  wfiich  occur 
at  the  junctions  of  dissimilar  substances.  In  a  battery  consisting 
of  a  number  of  similar  cells  arranged  in  series,  it  is  of  coui*se  pro- 
portional to  the  number  of  cells. 

In  like  manner,  in  a  thermo-electric  circuit,  there  is  difference  of 
potential  probably  at  each  junction,  whatever  its  temperature  may 
be;  and  the  algebraic  sum  of  these  sudden  differences  (a  rise  of 
potential  being  called  positive  and  a  fall  negative,  in  travelling 
with  the  current)  is  the  whole  electro -motive  force  of  the  thermo- 
pila  When  the  faces  of  the  pile  are  at  equal  temperatures,  the 
opposite  electro-motive  forces  are  equal,  and  destroy  one  another; 
when  the  temperatures  are  unequal,  the  positive  electro-motive  forces 
exceed  the  negative,  and  the  total  or  resultant  electro-motive  force 
is  the  measure  of  this  excess. 

540.  Explanation  of  the  term  Resistance. — When  the  cunent  of  a 
circuit  is  taken  through  the  coil  of  a  galvanometer,  it  is  found  that, 
by  introducing  diflTerent  lengths  of  connecting  wire,  very  different 
amounts  of  deflection  can  be  obtained.  The  longer  the  wire  which 
connects  either  pole  of  the  battery  with  the  galvanometer,  the  smaller 
is  the  deflection ;  and  a  small  deflection  indicates  a  feeble  current. 
The  current  is  in  like  manner  weakened  by  introducing  a  fine 
instead  of  a  stout  wire,  if  their  length  and  material  be  the  same,  or 
by  introducing  an  iron  wire  instead  t)f  a  copper  wire  of  the  same 

dimensions.  These  diflTer- 
ences  in  the  properties  of  the 
diflTerent  wires  are  expressed 
by  saying  that  they  have 
different  resistances. 

The  apparatus  represent- 
ed in  Fig.  465  can  be  em 
Fig.  4W.-compari8onof  Resiitanoe*.  ploycd  for  Comparing  resist- 

ances in  this  way.  The  cur- 
rent given  by  a  battery  P  passes  through  a  wire  to  the  galvanometer 
B,  and  after  traversing  its  coil  is  led  on  by  another  wire  to  the  cup 
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of  mercury  a,  thence  through  the  connecting  wire  tyi  to  the  other  cup 
of  mercury  6,  and  back  to  the  battery  through  another  wire.  The 
circuit  can  also  be  completed  as  shown  in  the  figure,  without  passing 
through  m,  by  means  of  a  broad  conducting  plate  whose  resistance 
may  be  neglected. 

In  changing  the  wire  m,  it  is  found  that,  to  produce  no  change  in 
the  deflection,  the  length  of  the  wire  must  vary  directly  as  its  cross- 
section;  that  is  to  say,  if  Z,  l\  i"  ....  be  the  lengths  of  different 
wires  employed,  and  ««'«"....  their  sectional  areas,  their  resist- 
ances will  be  equal,  if 

•  »'  If" 

This  is  on  the  supposition  that  the  wires  are  all  of  precisely  the  same 
material  Every  substance  has  its  own  specific  resistance,  the  recip- 
rocal of  which  is  its  electrical  conductivity  and  is  precisely  analogous 
to  thermal  conductivity.  Denoting  specific  resistances  by  r,  r,  r", .... 
the  condition  of  equal  resistances,  when  the  materials  are  different,  is 


8      «'      ir 


rl 


and  the  resistance  of  any  wire  is  expressed  by  the  formula  y,  I 

denoting  its  length,  8  its  sectional  area,  and  r  the  specific  resistance 
of  its  material 

541.  Experimental  Proofs  of  Ohm's  Law. — PouiUet,  who  conducted 
numerous  experiments 
bearing  on  Ohm*s  law, 
investigated  the  con- 
nection between  cur- 
rents and  resistances  in 
the  following  ways: — 

1.  For  thei-mo  electric 
currents,  he  employed 
two  thermo-electric  ele- 
ments, each  consisting 
of  a  stout  cylinder  of 
bismuth  with  its  ends 

bent  down  and  soldered  to  copper  wires.  The  two  elements  were 
arranged  side  by  side  as  in  Fig.  466,  and  the  junctions  at  one  end 
were  immersed  in  hot  water,  those  at  the  other  end  being  kept  in 
melting  ice.     The  hot  and  cold  junctions  of  the  one  were  connected 


cis^^*sff«^'i 


Fig.  466.— Foaillet'a  Comparison. 
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by  a  wire  which  was  carried  round  a  galvanometer  needle.  Those 
of  the  other  were  connected  by  a  wire  ten  times  as  long,  which  made 
ten  times  as  many  turns  round  the  same  needle  in  the  opposite  direc- 
tion, so  that  the  two  currents  opposed  each  other  in  their  action  on 
the  needle.  It  was  found  that  the  needle  remained  at  zero,  showing 
that  the  current  in  the  short  wire  was  ten  times  as  strong  as  the 
other,  for  one  of  its  convolutions  was  able  to  balance  ten  convolutions 
of  the  other.  As  the  resistance  in  the  stout  bars  of  bismuth  was 
inappreciable,  it  followed  that  the  currents  in  the  two  circuits  were 
inversely  as  the  resistances. 

2.  F(yi^  voltaic  currents,  he  first  sent  the  current  of  a  battery  through 
a  galvanometer  without  any  interposed  resistance,  and  observed  the 
strength  of  current  C.  He  then  introduced,  successively,  known 
lengths  of  uniform  wire  li,  l^y  I3,  and  observed  the  currents  obtained. 
Denoting  these  by  Cj,  C»  C^  and  taking  x  to  denote  the  length  of  wire 
which  would  be  equivalent  to  the  unknown  resistance  of  the  original 
circuit  consisting  only  of  the  battery  and  the  galvanometer,  we  should 
have — 

e   _  »-¥li        e_  _  gg  +  Z,        e_      g+Z, 

Ci  X  C^  X  Cg  X 

From  any  one  of  these  three  equations  x  can  be  determined,  and 
Ohm's  law  is  verified  if  they  all  give  the  same  value  of  x.  This 
Pouillet  found  to  be  the  case. 

By  repeating  the  experiment  with  a  different  kind  of  wire,  a  new 
value  of  X  will  be  obtained,  and  thus  the  resistances  of  equal  lengths 
of  the  two  wires  can  be  compared. 

542.  Reduced  Length:  Total  Besistance  of  Circuit. — ^To  express,  in 
terms  of  the  equivalent  length  of  one  wire,  the  resistance  of  a  circuit 
composed  of  several,  we  can  employ  the  relation  (§  540) 

7  '^T" ;  whence  I  =  ^  -  l\ 

I  denoting  the  length  of  one  kind  of  wire  equivalent  to  the  length  f 
of  the  other.  The  length  I  is  called  the  reduced  length  of  the  wire 
Avhose  actual  length  is  l\ 

643.  Rheostat. — Wheatstone's  rheostat  is  a  very  convenient  instru« 
nient  for  the  comparison  of  resistances.  It  consists  (Fig.  467)  of  two 
cylinders,  one  of  brass,  and  the  other  of  non-conducting  material,  so 
arranged  that  a  copper  wire  can  be  wound  off  the  one  on  to  the  other 
by  turning  a  handle.     The  surface  of  the  non-conducting  cylinder  B 
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Fig.  467.— Rheostat. 


has  a  screw-thread  cut  iu  it,  for  its  whole  length,  in  which  the  wire 
lies,  so  that  its  successive  convolutions  are  well  insulated  from  each 
other.  Two  binding-screws  are  provided  for  introducing  the  rheostat 
into  a  circuit ;  and  the  resistance  which  is  thus  introduced  depends 
on  the  length  of  wire  which 
is  wrapped  upon  the  non-  (T^ 
conducting  cylinder,  for  the 
brass  cylinder  A  has  so  large 
a  section  that  its  resistance 
may  be  neglected.  The 
amount  of  resistance  can 
thus  be  varied  as  gradually 
as  we  please  by  winding  on 
and  off.  The  handle  can  be 
shifted  from  one  cylinder  to 

the  other.  The  figure  shows  it  in  the  position  for  winding  wire  off 
A  on  to  B.  The  number  of  convolutions  of  wire  on  B  can  be  read  off 
on  a  graduated  bar  provided  for  the  purpose,  and  parts  of  a  revolu- 
tion are  indicated  on  a  circle  at  one  end. 

Fig.  468  represents  a  very  direct  mode  of  measuring  resistances 
by  the  rheostat.    The  current  traverses  a  galvanometer  B,  a  rheostat  R, 
and  the  conductor  m,  whose  resistance  is  to  be  measured,  the  whole 
of  the  wire  of  the  Aeostat 
being  wound  on  the  brass 
cylinder.     The  deflection 
of  the  galvanometer  hav- 
ing   been    observed,    the 
conductor  m  is  taken  out 
of  circuit,  the  two  wires 
at  a  and   6  are  directly 
connected,   and  as  much 
of   the   rheostat   wire  is 

brought  into  circuit  as  suffices  to  reduce  the  deflection  to  its  former 
amount 

S43a.  Specific  Besistances  and  Condactivities.— ^Numerous  experi- 
menters have  compared  the  specific  resistances  of  the  different  metals. 
Though  the  results  thus  obtained  exhibit  some  diversity,  they  all 
Agree  in  making  silver,  gold,  and  copper  the  three  best  conductora 
Slight  impurities,  especially  in  the  case  of  copper,  have  ^  very  great 
effect  iu  diminishing  conductivity  \  or,  in  other  words,  in  increasing 


Fig.  468.— Measurement  of  Redstanoe. 
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resistance.  Resistance  is  also  increased,  in  the  case  of  metals,  by 
increase  of  temperature. 

Forbes  has  pointed  out  that  the  order  of  the  metals  as  regards  their 
conductivity  for  heat  is  the  same  as  for  electricity.  The  effects  of 
impurity  and  of  change  of  temperature  are  also  alike  in  tiie  two 
cases,  as  has  been  recently  shown  by  Professor  Tait 

The  following  are  K  Becquerel's  determinations  of  specific  elec- 
trical resistance  at  the  temperature  15*"  G,  the  resistance  of  silver  at 
0*  C.  being  denoted  by  100:  — 

Specitio  Resistances  at  IS"*  C. 


SUver, 107 

Copper 112 

Gold, 165 

Cadmium, 407 

Zinc, 414 

Tin, 734 


Palladium, 715 

Iron, 825 

Lead,         1218 

Platinum, 1243 

Merouzy, 5550 


f' 

r 


On  comparing  this  list  with  the  list  of  thermal  conductivities,  §  333, 
it  will  be  observed  that  the  order  is  precisely  the  same  as  far  as  the 
comparison  extends,  and  that  the  numerical  values  are  nearly  in 
inverse  proportion,  showing  that  electrical  and  thermal  conductivi- 
ties are  nearly  in  direct  proportion. 

544.  Resistance  of  Liquids. — ^The  resistance 
of  liquids  can  be  determined  on  similar  prin- 
ciples, the  current  being  transmitted  between 
two  parallel  plates  of  metal  immersed  in  the 
liquid.  One  form  of  apparatus  for  this  pur- 
pose is  represented  in  Fig.  469.  Care  must 
be  taken  to  employ  metals  which  will  not 
give  rise  to  electro-motive  force  by  chemical 
action. 

The  resistance  even  of  the  best  conducting 

liquids,  except  mercury,  is  enormously  greater 

than  that  of  metals.     For  instance,  in  round 

numbers,  the  resistance  of  dilute  sulphuric 

acid  is  a  million  times,  and  that  of  solution 

of  sulphate  of  copper  ten  million  times  greater  than  that  of  pure 

silver.    The  resistance  of  pure  water  is  very  much  greater  than  either 

of  these. 

In  the  cells  of  a  galvanic  battery,  the  current  has  to  traverse  liquid 
conductors,  and  the  resistance  of  these  is  sometimes  a  large  part  of 


Pig.  409.— ResiBUQca  of  Liquid*. 
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the  whole  resistance  in  circuit.  It  is  diminished  by  bringing  the 
plates  nearer  together,  and  by  increasing  their  size,  since  the  former 
change  involves  diminution  of  length,  and  the  latter  increase  of 
sectional  area  in  the  liquid  conductor  to  be  traversed.  This  is  the 
only  advantage  of  large  plates  over  small  ones,  the  electro-motive 
force  being  the  same  for  both.  The  advantage  of  the  double  coppers 
in  Wollaston  s  battery  (§515)  is  similarly  explained,  the  resistance 
with  this  arrangement  being  about  half  what  it  would  be  with  copper 
on  only  one  side  of  the  zinc,  at  the  same  distance 

545.  Calibration  of  Galvanometer  by  the  Rheostat. — Tiie  rheostat 
can  be  employed  for  determining  th^  relative  values  of  the  deflec- 
tions of  a  galvanometer.  For  this  purpose  the  two  instruments  are 
to  be  introduced  into  the  circuit  of  a  battery,  and  in  the  first  instance 
all  the  wire  of  the  rheostat  is  to  be  on  the  non-conducting  cylinder. 
The  deflection,  which  will  then  be  comparatively  small,  is  to  be  noted. 
Successive  lengths  of  the  rheostat  wire  are  then  to  be  wound  ofi*,  so 
as  to  diminish  the  resistance,  and  the  deflections  are  to  be  noted  in 
each  case.  If  the  current,  when  the  whole  length  I  of  rheostat  wire 
was  in  circuit,  be  denoted  by  C,  and  the  currents  with  lengths  lil^.  , 
in  circuit  by  Cj  C,  .  .  .  ,  and  if  r  denote  the  resistance  of  the  battery 
and  galvanometer,  which  can  be  determined  by  methods  already 
explained,  we  shall  have 

C      r+/j       C      r+i, 

Hence  the  ratios  of  the  currents  C,  Cj,  C,  .  .  .  corresponding  to  the 
observed  deflections  are  known. 

546.  Arrangement  of  Cells  in  Battery. — Suppose  that  we  have  a 
number  n  of  precisely  similar  cells,  each  having  electro-motive  force  e 
and  resistance  r,  and  that  we  connect  them  in  a  series,  as  in  Figa 
434,  446,  with  a  conductor  of  resistance  R  joining  their  poles.  The 
whole  electro-motive  force  in  the  circuit  will  then  be  ne,  and  the 
whole  resistance  will  be  7ir  +  R;  hence  the  strength  of  current 
will  be 

c-    ^^ 

nr  +  R* 

This  formula  shows  that,  if  the  external  resistance  R  is  much  greater 
than  the  resistance  in  the  battery  Tir,  any  change  in  the  number  of 
ceUs  will  produce  a  nearly  proportional  change  in  the  current;  but 
that  when  the  external  resistance  is  much  less  than  that  of  one  cell, 
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a«  is  the  case  when  the  poles  are  connected  by  a  short  thick  wire^  a 
change  in  the  number  of  cells  affects  numerator  and  denominator 
almost  alike,  and  produces  no  sensible  change  in  the  current  It  is 
impossible,  by  connecting  any  number  of  similar  cells  in  a  series,  to 

obtain  a  current  exceeding  ~,  which  is  precisely  the  current  whidi 

one  of  the  cells  would  give  alone  if  its  plates  were  well  connected 
by  a  short  thick  wire. 

It  is  possible,  however,  by  a  different  arrangement  of  the  cells,  to 
obtain  a  current  about  n  times  stronger  than  this,  namely,  by  con- 


Fif.  470.— Cells  with  aiinilar  PlAtes  ooimect«d. 

necting  all  the  zinc  plates  to  one  end  of  a  conductor,  and  all  the 
carbons  or  coppers  to  the  other  end,  as  in  Fig.  470.  In  the  an-ange- 
ment  of  three  cells  here  figured,  the  current  which  passes  through  the 
spiral  connecting  wire  is  the  sum  of  the  currents  which  the  three  cells 
would  give  separately.  The  arrangement  is  equivalent  to  a  single 
cell  with  plates  three  times  as  large  superficially,  and  at  the  same 
distance  apart     The  electro-motive  force  with  n  cells  so  arranged  is 

simply  e,  but  the  resistance  is  only  ^  +  R,  so  that  the  current  is 


0- 


ne 


l  +  Vi 
n 


r  +  »R 


This  system  of  arrangement  may  be  called  arranging  the  cells  as 
one  element  It  has  sometimes  been  called  the  arrungement  for 
qwantity,  the  aixangement  in  a  series  being  called  the  arrangement 
for  intensity. 

If  in  Fig.  470  we  substitute  for  each  of  the  three  cells  a  series 
consisting  of  four  cells,  the  electro-motive  force  in  circuit  will  be  4  e, 

and  the  resistance  in  circuit  will  be  -J+R,  for  each  series  has  a 
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V 

resistance  of  4  r,  and  three  parallel  series  connected  at  the  ends  are 
equivalent  to  a  single  series,  of  the  same  electro-motive  force  as  one 
of  the  component  series,  and  of  one-third  the  resistance.  The  current 
will  therefore  be 

Q  ^      ie     _      12e      _  _j ^ 

The  question  often  arises,  What  is  the  best  manner  of  grouping  a 
given  number  of  cells  in  order  to  give  the  strongest  possible  current 
through  a  given  external  conductor?  The  answer  is,  they  should  be 
«o  grouped  that  the  internal  and  external  resistance  should  be  as 
nearly  as  possible  equal;  for  example,  if  we  have  12  cells  as  above, 

■and  the  resistance  B  in  the  given  conductor  is  3-  of  the  resistance  of 

one  of  these  cells,  the  arrangement  just  described  is  the  best.* 

647.  Divided  CircnitB. — When  two  or  more  wires  are  connected  in 
Une,  that  is  so  as  to  form  one  continuous  wire,  ihe  resistance  of  the 
whole  is  ihe  sv/m  of  the  resistances  of  the  wi/res  composing  it 

On  the  other  hand,  when  two  or  more  wires  are  arranged  side  by 
eide,  and  connected  at  each  end,  so  as  to  constitute  so  many  indepen- 
<lent  channels  of  communication  between  the  ends,  the  joint  resist- 
ance is  evidently  less  than  the  resistance  of  any  one  of  the  wires. 
When  such  an  arrangement  occurs  in  any  part  of  a  circuit,  the  circuit 
is  said  to  be  divided.  If  the  several  wires  are  of  the  same  length 
•and  material,  they  act  as  one  wire  having  a  section  equal  to  the  sum 
of  their  sections,  and  the  joint  resistance  is  the  quotient  of  the  resist- 
ance of  one  of  the  wires  by  the  number  of  wirea  More  generally, 
if  the  reciprocal  of  the  I'esistance  of  a  conductor  be  called  its  con- 
ducting power,  the  condu^cting  power  of  a  system  of  wires  thus  con- 
noted at  both  ends  is  the  sum  of  the  conducting  powers  of  the 
several  wires  which  compose  it.  Thus,  in  Fig.  471,  if  r^,  r ,  denote 
ihe  resistances  of  the  wires  acb,  adb,  their  joint  resistance  B  will 
be  given  by  the  equation 

^  Instead  of  8  and  4,  put  x  for  the  number  of  Beries,  and  y  for  the  number  of  celLi  in  a 

series.    Then  the  ouxxent  will  be  r      B«  and  will  vary  inversely  as  — +  ^.  Now  the  pro- 

— +  —  X     y 

«   y 

duct  of  —  and  —  is  given,  being  the  quotient  of  r  R  by  the  whole  number  of  cells ;  and  when 
X         y 

the  product  of  two  variables  is  given,  their  sum  is  least  when  they  are  equal,  and  increases 
as  they  are  made  more  and  more  unequaL  As  x  and  y  must  be  integers,  exact  equality 
cannot  generally  be  obtained. 

44 
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I'^^l. 


whence 


647  a.  Wheatstone's  Bridge. — In  any  wire  through  which  a  current 
is  flowing  steadily,  without  leakage  or  lateral  offshoots,  the  amount 


Fig.  471.— Divided  Cizoait. 

of  the  current  is  equal  to  the  difference  of  potential  between  the  ends 
of  the  wire,  ditnded  by  the  resistance  of  the  wire,  the  units  employed 

E 

being  the  same  as  those  which  make  C  =  ^  for  the  whole  circuit 

The  same  thing  is  true  for  any  portion  of  the  length  of  such  a  wire, 
and,  still  more  generally,  for  any  portion  of  a  circuit,  whether  single 
or  divided,  terminated  by  equipotential  crosa-sectiona^  provided  that 
no  source  of  electro-motive  force  occurs  in  it.  It  follows  that,  in 
travelling  along  such  a  wire  with  the  current,  the  fall  of  potential  is 
proportional  to  the  resistance  travelled  over,  or  equal  falls  of  poten- 
tial occur  in  traversing  equal  resistances.  This  rule  does  not  ap])Iy 
to  the  comparison  of  the  two  independent  channels  of  a  divided  cir- 
cuit, unless  equal  currents  are  passing  through  them.  It  applies  tc 
the  comparison  of  any  two  wires  which  are  conveying  equal  currents, 
and  it  is  not  applicable  to  the  comparison  even  of  different  portions 
of  the  same  wire  if,  owing  to  leakage,  the  current  is  unequal  at  dif- 
ferent parts  of  its  length. 

Equality  of  potential  in  two  points  of  a  divided  circuit  can  be 
tested  by  observing  whether,  when  they  are  connected  by  a  cross- 
channel,  any  current  passes  between  them.  This  principle  has  been 
applied  by  Wheatstone,  Thomson,  and  others,  to  the  measurement  of 
resistances,  and  the  apparatus  employed  for  the  purpose  is  generally 
known  as  Wheatstone's  bridge.  It  is  typically  represented  in  Fig. 
471a. 

The  poles  P,  N  of  a  battery  are  connected  by  two  independent 
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channels  of  communication  A  C  B,  A  D  J  E  B.  The  former  is  a  uniform 
w^ire;  the  latter  consists  of  the  wire  D,  whose  resistance  is  to  be  deter- 
mined, and  of  a  standard  resistance-coil  K  The  observation  has  for 
its  immediate  object  to  find  what 
point  in  the  uniform  wire  AB  has 
the  same  potential  as  the  junction 
J  of  the  other  two.  When  this 
point  C  is  found,  and  connected 
with  J  through  a  galvanometer  G, 
no  current  will  pass  across,  and  f/^ 

the  needle  of  the  galvanometer  Pi,.47iA.-wh«autona'.Bridg.. 

will  not  move.     If  a  point  Ci  on 

the  positive  side  of  C  were  connected  with  J,  a  current  would  run 
from  Ci  to  J,  and  if  a  point  Cj  on  the  negative  side  were  connected, 
the  current  would  be  from  J  to  C^  The  deflection  diminishes  as 
the  right  point  C  is  approached,  and  becomes  reversed  in  passing 
it  When  it  is  found,  we  know  that  the  resistances  in  AC  and  CB 
have  the  same  ratio  as  those  of  D  and  E,  each  of  those  ratios  being 
in  fiwt  equal  to  the  feU  of  potential  between  A  and  JC  divided  by 
the  fall  between  JC  and  B.  As  the  resistance  of  E  is  known,  and 
the  resistances  of  AC,  CB  are  as  their  lengths,  which  are  indicated 
on  a  divided  scale,  the  resistance  of  D  can  be  computed  by  simple 
proportion. 

In  Wheatstone's  original  arrangement,  the  resistances  of  the 
two  portions  AC,  CB  were  equal,  and  the  resistances  of  the  other 
two  portions  A  D  J,  J  E  B  were  made  equal  by  the  help  of  a 
rheostat 

547b.  Distribution  of  Potential  in  a  closed  Voltaic  Circuit. — When 
the  electrodes  of  a  battery  are  not  connected,  their  difference  of 
potential,  supposing  them  to  be  of  the  same  metal,  is  a  measure  of 
the  electro-motive  force  of  the  battery.  On  joining  them  by  a  con- 
necting wire,  their  difference  of  potential  will  be  dimini'5hed,  and 
will  be  the  same  fraction  of  the  whole  electro-motive  force  that  the 
resistance  in  the  connecting  wire  is  of  the  whole  resistanca  This 
follows  at  once  from  the  principle  that  the  gradual  falls  of  potential 
in  different  portions  of  the  same  single  circuit  are  directly  as  their 
resistances. 

In  a  battery  of  four  ceUs,  like  that  represented  in  Fig.  434,  when 
the  extreme  plates  are  connected  by  a  wire  whose  resistance  is  double 
that  of  the  battery,  the  fall  of  potential  in  the  connecting  wire  will 
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be  two-thirdS)  and  the  fall  of  potential  in  the  battery  will  be  one- 
third,  of  the  whole  electro-motive  force.  To  avoid  fractions,  let  the 
electro-motive  force  of  each  cell  be  denoted  by  3.    Then  the  total 


Fl^  471b.— Onrre  of  Potential  for  doted  Clroait. 

electro-motive  force  will  be  12,  the  fall  of  potential  in  the  connect- 
ing wire  will  be  8,  in  the  battery  4,  and  in  each  cell  1. 

The  distribution  of  potential,  both  before  and  after  making  con- 
nection, is  exhibited  in  the  two  columns  subjoined,  the  connecting 
wire  being  supposed  to  be  of  copper,  and  to  be  connected  with  the 
earth  close  to  its  junction  with  the  first  zinc  plate,  so  that  this  end 
of  the  wire  will  always  be  at  zero  potential  We  may  suppose  con- 
nection to  be  broken  by  disconnecting  the  other  end  of  the  copper 
wire  from  the  last  copper  plate. 


CONNIOTIOH  BbOKXV. 


Copper  Wire, .    .    . 

iZino  plate^ 
Add,    .    . 
Copper  plate^ 
I  Zino  plate, 
2d  cell  j  Add,    .    . 
(  Copper  plate, 
I  Zino  plate, 
8d  oeU  j  Add,    .    . 
(  Copper  plate^ 
(  Zino  plate, 
4thoeU]Add,    .    . 
(  Copper  plate, 


Potmiklii. 

.  0 

.  8 

.  8 

•  8 

.  6 

.  6 

.  6 

.  9 

.  9 

.  9 

.  12 

.  12 

.  12 


CovKBcnov  Made. 

Potentiala. 

Copper  Wire, 8  to  0 

t  Zino  plate,    ...  8 

1st  cell  j  Add, 8  to  2 

(  Copper  plate^     •     .  2 

iZino  plate,     ...  6 

Add, 5  to  4 

Copperplate^     .    .  4 

iZinc  plate,  ...  7 

Add, 7  to  6 

Copperplate^     •    •  ^ 

(  Zino  plate,    ...  9 

4thceUJ  Add, 9  to  8 

(  Copper  plate,     .    .  8 


The  distribution  of  potential  when  connection  is  made  is  graphi- 
cally represented  by  the  crooked  line  A3264769C  (Fig.  471  b) ; 
resistances  being  represented  by  horizontal,  and  potentials  by  vertical 
distances.     AG  represents  the  total  resistance  in  circuit;  AB  being 
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tbe  resistance  of  the  battery,  and  B  C  that  of  the  connecting  wire. 
A  D  represents  the  total  electro- motive  force.  The  points  C  and  A 
are  to  be  regarded  as  identical;  in  other  words,  the  diagram  ought 
to  be  bent  round  a  cylinder  so  as  to  make  one  of  these  points  fall 
upon  the  other. 

547c.  Mefasurement  of  Besistance  of  Battery. — ^The  resistance  of  a 
battery  may  be  measured  in  various  ways,  of  which  we  shall  only 
describe  one. 

Let  the  poles  of  the  battery  be  directly  connected  with  a  galvano- 
meter whose  resistance  is  either  very  small  or  accurately  known,  and 
let  the  deflection  be  noted.  Then  let  a  wire  of  known  resistance  be 
introduced  into  the  circuit,  and  the  deflection  again  noted.  The  two 
currents  thus  measured  will  be  inversely  as  the  resistances,  since  the 
electro-motive  force  is  the  same  in  both  casea  Let  the  resistance  of 
the  galvanometer  coil  be  denoted  by  G,  that  of  the  wire  introduced 
in  the  second  case  by  W,  and  that  of  the  battery  by  x.    Then  if  the 

amounts  of  current  be  denoted  by  Ci,  C2,  we  have  q-  -  — ^^^^ —  ; 

whence  x  can  be  determined. 

548.  Choice  of  Galvanometer. — ^The  circumstances  which  should 
influence  the  choice  of  a  galvanometer  coil  for  a  particular  purpose, 
will  now  be  intelligibla  If  stout  wire  is  employed,  the  resistance  is 
small,  but  it  is  not  practicable  to  multiply  convolutions  to  any  great 
extent  Short  coils  of  thick  wire  are  accordingly  employed  in  con- 
nection with  thermo-piles,  the  resistance  in  the  pile  itself  being  so 
small  that  the  total  resistance  in  circuit  is  nearly  proportional  to  the 
number  of  convolutions. 

When,  on  the  other  hand,  the  resistance  in  the  other  parts  of  the 
circuit  is  very  considerable,  the  resistance  of  the  galvanometer  coil 
becomes  comparatively  immaterial,  so  that,  within  moderate  limits, 
the  deflection  of  the  needle  is  nearly  proportional  to  the  number  of 
convolutions,  and  a  coil  composed  of  a  great  length  of  wire  will  give 
the  maximum  effect 

In  both  cases,  for  a  given  length  and  diameter  of  wire,  the  sen- 
sibility increases  with  the  conductivity  of  the  metal  composing  the 
wire.  Copper  is  the  metal  universally  employed,  and  its  purity  i& 
of  immense  importance  for  purposes  of  delicacy,  as  impurities  often 
increase  its  resistance  by  50  or  even  100  per  cent 

549.  Measurement  of  Electro-motive  Force. — The  most  direct  mode 
of  comparing  the  electro-motive  forces  of  cells  of  different  kinds,  would 
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be  to  observe  bow  many  cells  of  tbe  one  kind  arranged  in  series  must 
be  opposed  to  a  given  number  of  the  other  kind,  in  order  that  the 
resultant  electro-motive  force  may  be  nil  as  indicated  by  the  absence 
of  deflection  in  a  galvanometer  forming  part  of  the  circuit.  For 
example,  if  two  Daniell's  cells  and  one  Grove's  cell  be  connected  with 
each  other  and  with  a  galvanometer,  in  such  a  manner  that  the  cur- 
rent due  to  the  Daniell  is  in  one  direction,  and  that  due  to  the  Grove 
is  in  the  opposite  direction,  the  current  actually  produced  will  be  in 
the  direction  of  the  greater  electro-motive  forca  It  will  thus  be 
shown  whether  the  electro-motive  force  of  a  Grove's  cell  is  more  or 
less  than  double  that  of  a  Daniell  &  This  method  has  not  been  much 
used. 

Another  method  of  comparison  consists  in  first  connecting  the  two 
cells  to  be  compared,  so  that  their  electro-motive  forces  tend  the  same 
way,  and  then  again  connecting  them,  so  that  they  tend  opposite 
ways,  the  resulting  current  being  observed  in  both  cases  with  the 
same  galvanometer.  The  resistance  in  circuit  is  the  same  in  both 
cases,  being  the  resistance  of  the  galvanometer  plus  the  sum  of  the 
resistances  of  the  cells ;  hence  the  currents  will  be  simply  as  the 
electro-motive  forces,  that  is  to  say,  as  Ej-I-Ej  to  Ej— E^  if  Ei  and 
Ej  denote  the  electro-motive  forces  of  the  cella  Hence  the  ratio  of 
Ej  to  E2  is  easily  computed. 

Another  method,  which  has  been  employed  by  Jules  Begnault,  is 


Fig.  472.— Jules  R«gnaiilt'«  Appaxatua. 

illustrated  by  Fig.  472.     It  consists  in  balancing  the  electro-motive 
force  of  the  cell  P  which  is  to  be  tested,  by  that  of  a  series  of  tbermo- 
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electric  elements,  the  number  of  which  can  be  varied  at  pleasure. 
A  is  a  thermo-electric  pile,  consisting  of  sixty  elements  of  bismuth 
and  copper,  with  their  opposite  junctions  maintained  at  0°  and  100°  C. 
Any  number  of  these  can  be  included  in  the  circuit  by  moving  the 
slider  a,  and  the  direction  of  the  current  which  they  tend  to  produce 
is  opposite  to  that  due  to  the  cell  P.  As  sixty  thermo-electric  ele- 
ments would  not  be  enough  to  balance  one  ordinary  ceU,  some 
auxiliary  cells  o  o  of  feeble  electro-motive  force,  which  has  been  pre- 
viously determined,  are  employed  to  assist  in  opposing  the  cell  P. 
It  has  thus  been  found  that  one  Daniell's  cell  has  the  electro-motive 
force  of  about  174  of  these  thermo-electric  elements. 

Electro-motive  force  may  also  be  measured  statically  by  means  of 
Thomson's  quadrant  electrometer,  the  poles  of  the  battery  being 
connected  with  the  two  chief  electrodes  of  the  instrument,  in  which 
arrangement  no  current  wiU  pass,  and  the  electro-motive  force  will 
be  directly  indicated  by  the  difference  of  potential  observed. 

According  to  Latimer  Clark,  the  electro-motive  forces  of  a  cell  of 
Grove,  Bunsen,  Daniell,  and  WoUaston  are  approximately  as  100,  98, 
56,  and  46;  but  the  last  of  these,  being  a  one-fluid  battery,  ia  liable 
to  fall  off  50  per  cent  or  more,  owing  to  the  deposition  of  hydrogen 
on  the  copper  plate. 
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551.  Meaning  of  Electro-dyiiamios. — A  wire  through  which  a  cur- 
rent is  passing,  is  found  to  be  ca])able  of  producing  movements  in 
other  wires  also  conveying  currents.  The  theory  of  these  move- 
ments, or  more  generally,  of  the  mechanical  actions  of  currents  upon 
one  another,  constitutes  a  distinct  branch  of  electrical  science,  and  is 
called  electro-dynamics.  It  stands  in  very  close  relation  to  electro- 
magnetism  ;  and  if  the  laws  of  either  of  the  two  sciences  are  given,, 
those  of  the  other  may  be  deduced  as  consequences. 

The  science  of  electro-dynamics  was  founded  by  Ampfere.  Figs. 
473,  474  represent  an  arrangement  which  he  devised  for  rendering 

a  conductor  movable  with- 
out interruption  of  the  cur- 
rent conveyed  by  it 

A  wire  is  bent  into  the 
form  of  a  nearly  complete 
rectangle,  and  its  two  ends 
terminate  in  points,  one 
above  the  other,  so  arranged 
that  a  vertical  through  the 
centre  of  gravity  passes 
through  them  botL  Ac- 
cordingly, if  either  or  both 
of  these  points  be  supported, 
the  wire  can  turn  freely  about  this  vertical  as  axis.  The  points 
dip  into  two  small  metallic  cups  x  y  containing  mercury,  and  the 
weight  is  usually  borne  by  the  upper  point  alone,  which  touches 
the  bottom  of  its  cup.  The  cups  are  attached  to  two  horizontal 
arms  of  metal,  supported    on  metallic  pillars,  which  can  be  con- 


Fig.  47S.— Ampere's  Stand. 
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Fig.  474.— Action  of  Ma^et  on  Horable 
Cirooit. 


nected  with  the  two  terminals  of  a  battery.  The  wire  thus  forms 
part  of  the  circuit,  the  current  being  down  one  side  of  the  rectangle 
and  up  the  other.  Instead  of 
the  rectangular  the  circular 
form  may  be  employed,  as  in 
Fig.  475. 

If  a  magnet  be  placed  be- 
neath, as  in  Fig.  474,  the  wire 
:  rame  will  set  its  plane  perpen- 
«licular  to  the  length  of  the 
magnet,  the  relative  position 
assumed  being  the  same  as  if 
the  wire  frame  were  fixed,  and 
the  magnet  freely  suspended, 
if  we  neglect  the  disturbing 
effect  of  the  earth's  mag- 
netism. 

5S2.  Mutual  Forces  between  Conductors  conveying  Currents. — The 
following  elementary  laws,  regarding  the  mutual  forces  exerted  be- 
tween conductors  through  which  currents  are  pass- 
ing, were  established  by  Amp&re.  For  brevity  of 
expression,  it  is  usual  to  speak,  in  this  sense,  of  the 
mutual  forces  between  currents,  or  of  the  mutual 
mschanicaZ  action  of  currents. 

L  Successive  portions  of  the  same  rectilinear 
current  repel  one  another.^ 

This  is  proved  by  the  aid  of  two  troughs  of  mei- 
cury  separated  by  a  partition  (Fig.  476).  A  var- 
nished wire  is  bent  into  such  a  form  that  two  portions  of  it  can  float 
on  the  surface  of  the  mercury  in  the  two  troughs,  while  connected 
with  each  other  by  an  arc  passing 
over  the  partition.  The  only  por- 
tions without  varnish  are  the  ends. 
Wben  the  terminals  of  a  battery  are 
inserted  in  the  mercury,  opposite 
the  ends,  as  shown  in  the  figure, 
the  circuit  is  completed  through  the  wire,  and  repulsion  is  exhibited, 
the  wire  moving  away  to  the  further  end  of  the  vessel 

1  This  first  Iaw  is  not  ouivenally  accepted,  and  can  scarcely  be  regarded  as  resting  on 
the  same  sure  foundation  as  the  rest. 


Fig.  475. 


Fig.  476. — RepiiLuon  of  SuooesaiTe  Portions. 
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II.  Parallel  currents,  if  in  the  same  direction,  oMract,  and  if  in 
ike  opposite  direction,  repel  each  other. 

The  apparatus  employed  for  demonstrating  this  twofold  proposi- 
tion, consists  of  two  metallic  pillars  t,  v  (Fig.  4j77),  which  are  respec- 
tively connected  at  their  upper  ends  with  the  two  cups  of  mercury  x,  y. 
The  rectangular  conductor  abcde  is  suspended  with  its  terminal 
points  in  these  cups  so  as  to  complete  the  circuit  between  the  pillars. 
When  the  current  is  passed,  this  movable  conductor  always  places 


Fig.  477.— Attraction  of  Parallal  CiuT«iitft. 


Fig.  478.— Appuatoi  for  R«pal>ioiL 


itself  so  that  its  plane  coincides  with  that  of  the  two  pillars,  and  so 
that  currents  in  the  same  direction  in  the  pillars  and  in  the  wire  are 
next  each  other,  as  shown  in  the  figura 

For  establishing  repulsion,  a  slightly  different  form  of  wire  is 
employed,  which  is  represented  in  Fig.  478.  When  this  is  hung  from 
the  cups,  in  the  position  which  the  figure  indicates,  the  currents  in 
the  pillars  are  in  opposite  directions  to  those  in  the  neighbouring 
portions  of  the  movable  conductor,  and  the  latter  accordingly  turns 
away  until  it  is  stopped  by  the  collision  of  the  wires  abova 

IIL  Currents  whose  directions  are  inclined  to  each  other  at  cmy 
angle,  attract  each  other  if  they  both  flow  towards  the  vertex  of  the 
angle}  or  if  they  both  flow  from  it,  and  repel  each  other  if  one  of 
them  flows  towards  the  angle,  and  the  other  from  it 

A  consequence  of  this  law  is  that  two  currents,  as  A B,  DC  (Fig. 
479),  crossing  one  another  near  0  in  different  planes,  tend  to  set 
themselves  parallel,  and  so  that  their  directions  shall  be  the  same. 

^  If  the  ourrents  are  not  in  the  same  plane,  we  muat  eubstitute  the  feet  of  their  common 
perpendicular  for  the  vertex  of  the  angle,  in  the  enunciation  of  this  law, 


Digitized  by 


Googk 


CONTINUOUS  ROTATION   OF  RADIAL  CURRENT 


()8;J 


Fig.  479.— Tendency  to  tet  PandleL 


For  there  is  attraction  between  the  portionB  AO  and  DO,  and  also 
between  the  portions  OB  and  0  0;  whereas  there  is  repulsion 
between  AO  and  OC,  and  between 
OB  and  OD.  Accordingly,  if  the 
movable  conductor  of  Fig.  477  or 
478  be  traversed  by  a  current,  and 
another  wire  carrying  a  current  be 
placed  horizontally  at  any  angle  un- 
derneath its  lower  side,  the  movable 
conductor  will  turn  on  its  point  of 
suspension  till  it  becomes  parallel  to 
the  wire  below  it;  and  in  the  position 
of  stable  equilibrium  the  current  in  its  lower  side  will  have  the  same 
direction  as  that  in  the  influencing  wire. 

5S3.  Continnons  Rotation  produced  by  a  Circular  Current. — Suppose 
we  have  a  current  flowing  round  a  circle  (Fig.  480),  and  also  a  current 
flowing  along  OA,  which  is  approximately  a  radius  of  this  circle. 
First  let  the  current  in  0  A  be  from  the 
centre  towards  the  circumference,  as  indi- 
cated in  the  figura     Then,  by  law  III.,  O  A 
is  attracted  on  one  side  and  repelled  on  the 
other,  both  forces  combining  to  make  OA 
sweep  round  the  circle  in  the  opposite  direc- 
tion to  that  in  which  the  circular  current  is 
flowing.     If  the  current  in  OA  were  from 
circumference  to  centre,  the  tendency  would 
be  for  O  A  to  sweep  round  the  circle  in  the 
same  direction  as  the  circular  current. 

The  reasoning  still  holds  if  O  A  is  in  a  plane  parallel  to  that  of  the 
circular  current,  0  being  a  point  on  the  axis  of  the  circle  and  the 
length  of  0  A  being  not  greater  than  the  radiua 

A  circular  current  may  also  produce  continuous  rotation  in  a  con- 
ductor parallel  to  the  axis  of  the  circle,  and  movable  round  that 
axis.     Fig.  481  represents  an  arrangement  for  obtaining  this  efl'ect. 

A  coil  of  wire  through  which  a  current  can  be  sent,  is  wound  round 
the  copper  basin  EF,  its  extremities  being  connected  with  the  bind- 
ing-screws m,  0.  From  the  centre  of  the  basin  rises  the  little 
metallic  pillar  A,  terminating  above  in  a  cup  containing  mercury. 
This  pillar  is  connected  with  the  binding-screw  n.  The  basin,  which 
is  connected  with  the  binding-screw  p,  contains  water  mixed  with  a 


Fig.  480. — Contiimouii  Rotation 
of  Radial  Curreut. 
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little  acid  to  improve  its  conducting  power,  and  a  movable  conductor 
BC  rests,  by  a  point,  on  the  bottom  of  the  cup  of  mercury,  while  ita 
lowest  portion,  which  consists  of  a  light  hoop,  dips  in  the  acidulated 
water.     By  connecting  m  and  n  a  single  circuit  is  obtained,  of  which 


Fig.  4S1.  -  Apijaratos  for  Coutinuoiu  Rotation. 

o  and  p  are  the  terminals,  so  that  if  o  is  connected  with  the  positive 
and  p  with  the  negative  pole  of  a  battery,  the  current  entering  at  a 
first  traverses  the  wire  coil,  then  ascends  the  pillar  A,  returns  down 
the  sides  B,  C  to  the  floating  ring  and  liquid,  and  so  escapes  to  p. 
As  soon  as  these  connections  have  been  completed,  the  movable  con- 
ductor commences  continuous  rotation  in  the  direction  opposite  to 
that  of  the  current  in  the  coiL 

If,  instead  of  connecting  m  and  n,  we  connect  n  and  o,  and  lead 
the  positive  wire  from  the  battery  to  p  and  the  negative  wire  to  o, 
the  course  of  the  current  will  be  from  p  to  the  acid,  thence  up  the 
sides  B,  C,  and  inwards  along  the  top  of  the  movable  conductor  to  the 
mercury  cup,  then  down  the  pillar  to  n,  thence  to  o,  and  through  the 
coil  from  o  to  m  in  the  same  direction  as  in  the  former  experiment^ 
but  the  rotation  of  the  movable  conductor  will  now  occur  in  the 
opposite  direction  to  that  before  observed,  and  therefore  in  the  same 
direction  as  the  current 

554.  Action  of  an  Indefinite^  Bectilinear  Current  upon  a  Finite  Cur- 
rent movable  around  one  Extremity. — A  finite  current  movable  about 
one  extremity  may  also  be  caused  to  rotate  continuously  about  this 
extremity  by  the  action  of  an  indefinite  rectilinear  cun-ent  This  is 
clearly  indicated  by  Fig.  482.     In  the  right-hand  diagram,  the  cur- 

'  The  word  indefinite,  in  this  application,  simply  means  of  grtat  length  in  compari$<m  with 
the  distance  and  length  of  the  movable  current. 
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Fig.  482.— BoUtion  of  Badial  Current 


rent  OA  flowing  outwards  from  the  centre  of  motion  O,  and  acted 
on  by  the  indefinite  current  MN,  is  first  attracted  into  the  position 
OA'.  In  this  new  position  it  is  repelled  by  tiN,  and  attracted  by 
Mn.    It  is  thus  brought  successively  into  the  positions  OA",  OA  ', 

OA^.     In  this   last-       

mentioned  position, 
the  two  currents  being 
parallel  and  opposite, 
there  is  repulsion;  and 
after  passing  it,  there 
is  again  repulsion  on 
one  side  and  attraction 
on  the  other,  till  it  is 
carried  round  to  its 
first  position  OA.  It 
is  thus  kept  in  con- 
tinual rotation.  If  the  movable  current  flows  inwards  to  the  centre 
of  motion  O,  as  in  the  left-hand  diagram,  while  the  direction  of  the 
indeflnite  current  is  the  same  as  before,  the  direction  of  rotation  will 
be  reversed. 

555.  Action  of  an  Indeflnite  Bectilinear  Current  on  a  Finite  Current 
Perpendioolar  to  it. — Let  M  N,  in  the  upper  half  of  Fig.  483,  be  an 
indefinite  rectilinear  current,  and 
AD  a  portion  of  another  current 
either  in  the  same  or  in  any  other 
plane.  In  the  latter  case  let  DC 
be  the  common  perpendicular. 
Then,  if  the  currents  have  the 
directions  represented  by  the  ar- 
rows, an  element  at  p  will  attract 
an  element  at  m  with  a  force 
which  we  may  represent  by  a  line 
mf;  and  an  element  at  j9'  equal  to 
that  at  p  and  situated  at  the  same 
distance  from  C  on  the  other  side, 
will  repel  the  element  at  m  with 
an  equal  force,  represented  by  mf. 
of  forces,  the  resultant  force  of  these  two  elements  upon  m  is  repre- 
sented by  the  diagonal  mF,  which  is  parallel  to  MN  and  in  the 
opposite  direction  to  the  indefinite  current   As  this  reasoning  applies 
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to  all  the  elements  of  both  currents,  it  follows  that  the  current  AB 
will  experience  a  force  tending  to  give  it  a  motion  of  translation 
parallel  to  MN.  This  motion  will  be  opposite  to  the  direction  of  the 
indefinite  current  when  the  direction  of  the  finite  current  is  towards 
the  common  perpendicular  DC,  as  in  the  upper  diagram,  and  will  be 
in  the  same  direction  as  the  indefinite  current  when  the  direction  of 
the  finite  current  is  from  the  common  perpendicular,  as  in  the  lower 
diagram. 

656.  Action  upon  a  Rectangular  Current  movable  about  an  Axis 
Perpendicular  to  an  Indefinite  Current. — It  follows  from  the  preceding 
section  that  if  a  finite  current  AB  (Fig.  484-),  perpendiculai*  to  an 


Pig  48i.^Poiitioa  aMomfld  bj  Perpondioalar  Cumnl 


indefinite  cuirent,  is  movable  round  an  axis  0  O'  parallel  to  itself^  the 
plane  AB  00'  will  place  itself  parallel  to  the  indefinite  current,  and 
AB  will  place  itself  in  advance  or  in  rear  of  the  axis  according  as 
th^  current  in  A  B  is  from  or  towards  the  indefinite  current 

If  a  pair  of  parallel  and  opposite  currents  BA,  A'B',  rigidly  con- 
nected together,  and  movable  round  the  axis  0  0'  lying  between  them, 
are  submitted  to  the  action  of  the  indefinite  current,  the  forces  upon 
them  will  conspire  to  place  the  system  in  the  position  indicated  in 
the  figure.  If  the  two  currents  A  B,  A'B'  are 
both  in  the  same  direction,  their  tendencies 
to  revolve  round  the  axis  0  0'  will  counteract 
each  other. 

557.  Action  upon  a  Rectangular  Current 
movable  round  an  Axis  Perpendicular  to  an 
Indefinite  Current. — If  a  rectangular  current 
(Fig.  485)  is  movable  round  an  axis  oo'  per- 
pendicular to  the  direction  of  the  indefinite 
rectilineal  current,  we  have  just  seen  that  the 
action  upon  the  two  sl.Jes  of  the  rectangle  which  are  perpendicular 
to  the  latter,  tends  to  place  the  system  so  that  its  plane  shall  be 
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pai-allel  to  the  indefinite  current,  and  that  the  side  which  carries  the 
receding  current  shall  be  in  advance  of  the  other.  The  action  upon 
the  near  side  of  the  rectangle  contributes  to  produce  the  same  effect, 
since  this  side  tends  to  set  itself  parallel  to  the  influencing  cuuent, 
and  so  that  the  directions  of  the  two  shall  bo  the  same. 

The  action  upon  the  further  side  of  the  rectangle  tends  to  produce 
an  opposite  effect;  but,  in  consequence  of  the  greater  distance,  this 
action  is  feebler  than  that  upon  the  near  sida  The  system  accord- 
ingly tends  to  take  the  position  of  stable  equilibrium  I'epresented  in 
the  right-hand  half  of  the  figure.  The  diagram  on  the  left  hand 
represents  a  position  of  unstable  equilibrium. 

What  is  here  proved  for  a  rectangular  current,  is  true  for  any 
closed  plane  circuit  movable  round  an  axis  of  symmetry  perpendicular 
to  an  indefinite  rectilinear  current;  that  is  to  say,  any  such  circuit 
tends  to  place  itself  so  that  the  current  in  the  near  side  of  it  is  in 
the,  same  direction  as  the  indefinite  current. 

The  results  of  §  556  can  be  verified  experimentally  by  the  aid  of 
the  apparatus  represented  in  Fig.  486.  CC,  DD  are  two  cups  (shown 
in  section)  surroimding  the  me- 
tallic pillar  AB  at  its  upper  and 
lower  ends,  and  containing  u  con- 
ducting liquid.  The  lower  cup  is 
insulated  fi:om  the  pillar,  and  con- 
nected with  the  binding-screw  g. 
The  liquid  in  the  upper  cup  CC 
is  connected  with  the  upper  end 
of  the  pillar  by  the  bent  arm  d  m, 
oK  is  a  light  horizontal  rod  sup- 
ported on  a  point  at  B,  and  carry- 
ing a  counterpoise  K  at  one  end, 

while  the  other  carries  a  wire  Tnnop,  whose  two  ends  nm  and  op 
descend  vertically  into  the  two  cups,  the  middle  portion  of  the  wire 
being  wrapped  tightly  round  the  rod.  The  binding-screw  /  is  con- 
nected with  the  lower  end  of  the  pillar.  K  a  current  enters  at  /  and 
leaves  at  g,  its  direction  in  the  long  vertical  wire  op  will  be  descending; 
and  it  will  be  ascending,  if  the  connections  are  reversed.  By  sending 
a  current  at  the  same  time  through  a  long  horizontal  wire  in  the 
neighbourhood  of  the  system,  movements  will  be  obtained  in  accord- 
ance with  the  foregoing  conclusions. 

558.  Binuons  Currents. — ^A  sinuous  current  exhibits  the  same  action 
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Fig.  486.— Poiition  Miamed  by  Y«rtioal  Cuirent. 
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as  a  rectilinear  current,  provided  that  they  nowhere  deviate  &r  &om 
each  other.  This  principle  can  be  exemplified  by  bringing  near  to  a 
movable  conductor  (Fig.  487)  another  conductor  consisting  of  a  wire 
doubled  back  upon  itself,  having  one  of  its  portions  straight,  and  the 
other  sinuous,  but  very  near  the  first  A  current  sent  through  this 
double  wire  traverses  the  straight  and  the  sinuous  portions  in  oppo- 
site directions,  and  it  wiU  be  found  that  their  joint  effect  upon  tlie 
movable  conductor  is  inappreciabl& 

This  principle  holds  not  only  for  rectilinear  currents  but  for  cur- 
rents of  any  form,  and  is  very  extensively  employed  in  the  analyticjil 
investigations  of  electro-dynamica  In  computing  the  action  exer- 
cised by  or  upon  a  conductor  of  any  form,  it  is  generally  convenient 


I 

' 
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Fig.  488. 


to  substitute  for  the  conductor  itself  an  imaginary  conductor,  nearly 
coincident  with  it,  and  consisting  of  a  succession  of  short  straight 
portions  at  right  angles  to  one  another  (Fig.  488). 

669.  Mutual  Action  of  Two  Elements  of  Currents. — Ampere  based 
his  analytical  investigations  on  the  assumption  that  the  action  exer- 
cised by  an  element  (i.e.  a  very  short  portion)  of  one  current  upon  an 
element  of  another,  consists  of  a  single  force  directed  along  the  join- 
ing line.  This  assumption  conducted  him  to  a  formula  for  the  amount 
of  this  force,  which  has  been  found  to  give  true  results  in  every  case 
capable  of  being  tested  by  experiment.  Nevertheless,  it  is  by  no 
means  certain  tiiat  either  Ampere's  formula  or  his  fundamental 
a^ssumption  is  true.  Other  assumptions  have  been  made,  leading  to 
other  formidsB  in  contradiction  to  that  of  Ampere,  which  also  give 
true  results  in  every  case  capable  of  being  experimentally  tested. 
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The  foct  is  that  experiments  can  only  be  performed  with  complete 
circuits,  and  the  contradictions  which  subsist  between  the  different 
assumptions,  in  the  case  of  the  several  parts  of  a  circuit,  vanish  when 
the  circuit  is  considered  as  a  whola  All  the  formula,  however,  agree 
in  making  the  mutual  force  or  forces  between  two  elements  vary 
inversely  as  the  square  of  their  distance,  and  directly  as  the  products 
of  the  currents  which  pass  through  them.  Professor  Clerk  Maxwell^ 
discards  all  assumptions  as  to  mutual  actions  between  elements  at  a 
distance,  and  employs  the  principle  that  a  circuit  conveying  a  current 
always  tends  to  move  in  such  a  manner  as  to  increase  the  number  of 
magnetic  force-tubes  (in  the  sense  of  §  445  h)  which  pass  through  it. 
The  work  done  in  any  displacement  is  measured  by  the  number  of 
tubes  thus  added ;  but  tubes  which  cross  the  circuit  in  the  opposite 
direction  to  those  due  to  the  current  in  the  circuit  are  to  be  regarded 
as  negativa 

We  have  seen  (§  531  A,  b)  that  the  lines  of  magnetic  force  due  to 
a  current  are  circles  surrounding  it ;  and  also  that,  when  a  line  of 
magnetic  force  cuts  a  current,  the  latter  experiences  a  force  tiending 
to  move  it  at  right  angles  to  the  plane  of  itself  and  the  line  of  force. 
In  the  case  of  two  parallel  currents,  each  is  cut  at  right  angles  by  the 
lines  of  magnetic  force  due  to  the  other;  the  direction  of  the  force 
experienced  by  either  current  is  therefore  directly  to  or  from  the 
other  current ;  and  the  criterion  of  §  531 B  will  be  found  to  indicate 
attraction  when  the  directions  of  the  currents  are  the  same,  and 
repulsion  when  they  are  opposita 

In  Fig.  480  the  lines  of  magnetic  force  cut  OA  in  a  direction 
perpendicular  to  the  plane  of  the  diagram,  OA  accordingly  experi- 
ences a  force  perpendicular  to  its  own  length  in  the  plane  of  the 
diagram ;  and  the  same  remarks  apply  to  A  B  in  Fig.  484.  All  the 
experimental  facts  above  detailed  are  in  fact  thus  explicable.  In  the 
experiment  of  Fig.  476,  where  the  application  is  scarcely  so  obvious 
as  in  the  other  cases,  the  observed  motion  may  be  deduced  from  the 
direction  in  which  the  bridge  or  arc  connecting  the  two  side-wires  is 
cut  by  the  lines  of  force.* 

660.  Action  of  the  Earth  on  Currents. — In  virtue  of  terrestrial 
magnetism,  movable  circuits,  when  left  to  themselves,  take  up  de- 
finite positions  having  well-marked  relations  to  the  lines  of  terrestrial 

*  Maxwell  "On  Faraday's  Linea  of  Force."     Camb.  Trans.  1868,  p.  60. 

*  Some  further  remarks  on  the  forces  experienced  bj  currents  in  magnetic  fields  will  be 
foond  in  Chap.  lii. 
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magnetic  force.  For  example,  in  the  apparatus  of  Fig.  486,  the  ver- 
tical wire  op  will  place  itself  to  the  west  or  east  (magnetic)  of  the 
pillar  AB,  according  as  the  current  in  op  is  ascending  or  descending. 
This  effect  is  due  to  the  horizontal  component  of  terrestrial  mag- 
netism. 

In  the  apparatus  of  Fig.  481,  if  the  current  be  sent  only  through 
the  movable  portion,  continuous  rotation  will  be  produced,  which  will 
be  with  or  against  the  hands  of  a  watch  according  as  the  current  in 
the  top  wires  is  inwards  or  outwards.  This  effect  is  due  to  the  ver- 
tical component  of  the  earth's  magnetism,  acting  on  the  currents  in 
the  horizontal  wires.  Vertical  lines  of  magnetic  force  fitUing  on  a 
horizontal  current  give  the  latter  a  tendency  to  move  perpendicular 
to  its  own  length  in  a  horizontal  plane. 

661.  Solenoids. — If  we  suspend  from  Ampfere's  stand  (Fig  473)  a 
plane  circuit,  whether  rectangular  or  circular,  it  will  place  itself 
perpendicular  to  the  magnetic  meridian,  in  such  a  manner  that  the 
current  in  its  lower  side  is  from  east  to  west;  or,  in  other  words,  so 
that  the  ascending  current  is  in  its  western  and  the  descending  cur- 
rent in  its  eastern  side ;  this  effect  being  due  to  the  action  of  the 
horizontal  component  of  terrestrial  magnetism  upon  the  ascending 
and  descending  parts  of  the  current  If,  then,  we  have  a  number 
of  such  circuits,  rigidly  connected  together  at  right  angles  to  a  com- 
mon axis,  and  with  their  currents  all  circulating  the  same  way,  their 
common  axis  will  tend  to  place  itself  in  the  magnetic  meridian,  like 

the  axis  of  a  magnet  Such  a 
system  was  called  by  Ampfere  a 
solenoid  (irwX^v,  a  tube),  and  was 
realized  by  him  in  the  following 
manner. 

Imagine  a  wire  bent  into  such 
a  shape  as  to  consist  of  a  number 
of  rings  united  to  each  other  by 
straight  portions.  It  will  differ 
from  a  theoretical  solenoid  only 
Fig.  49i.-8oi«ioidiL  ^y    having    currents    in    these 

straight  portions;  but  if  the 
two  ends  of  the  wire  be  carried  back  till  they  nearly  meet  in 
the  middle  of  the  length,  as  shown  at  A  and  B  (Fig.  491),  the 
currents  in  these  returning  portions,  being  opposite  to  those  in 
the  other  straight  portions,  will  destroy  their  effect,  and  the  re- 
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Bultant  electro-dynamic  action  of  the  system  will  be  simply  due  to 
the  currents  in  the  ringa  The  same  effect  is  more  conveniently 
obtained  by  substituting  for  the  rings  and  intermediate  straight 
portions,  a  helix,  which,  by  the  principles  of  sinuous  currents,  is 
equivalent  to  them.  Each  spire  of  the  helix  represents  a  circle 
perpendicular  to  the  axis,  together  with  a  straight  portion  parallel 
to  the  axis  and  equal  to  ^. 

the  distance  between  two  |  r^  -*— 

spires.     The  effect  of  all  ks^  "~^ 

the  straight  portions  is 
exactly  destroyed  by  the 
wires  which  return  from 
the  ends  of  the  helix  and 
meet  in  the  middla  This 
arrangement,  which  is  re- 
presented at  C,  is  that 
which  is  universally 
adopted,  the  returning 
wires  being  sometimes  in 
the  axis,  and  sometimes 
on  the  outside  of  the 
helix. 

If  a  solenoid,  thus  con- 
structed, be  suspended  on  an  Ampere's  stand,  as  in  Fig.  492,  and  a 
current  sent  through  it,  it  will  immediately  place  its  axis  parallel 
to  a  declination  needla  It  may  accord- 
ingly be  said  to  have  poles.  In  Fig. 
493,  A  represents  the  austral  or  north- 
seeking,  B  the  boreal  or  south-seeking 
pole  of  the  solenoid;  that  is  to  say,  the 
direction  of  the  current  is  against  or 
with  the  hands  of  a  watch  according  as 
the  austral  or  boreal  pole  is  presented 
to  the  observer.     The  same  difference  is  illustrated  by  Fig.  492. 

562.  Dip  of  Solenoid. — If  a  solenoid  could  be  balanced  so  as  to  be 
perfectly  free  to  move  about  its  centre  of  gravity,  it  would  place  its 
axis  parallel  to  the  dipping-needle.  The  experiment  would  be 
scarcely  practicable  with  a  solenoid  properly  so  called,  on  account  of 
its  weight;  but  it  can  be  performed  with  a  single  plane  circuit,  such 
as  that  shown  in  Fig.  494.     If  such  a  circuit  is  nicely  balanced  about 


south. 

Fig.  40S.— Oriantatlon  of  Solenoid. 


Fig.  498.— Foles  of  Solenoid. 
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an  axis  through  its  centre  of  gravity,  and  placed  so  that  it  can  turn 
freely  in  the  plane  of  the  magnetic  meridian,  the  passing  of  a  current 
through  it  will  cause  it  to  set  its  plane  perpendicular  to  the  direction 

of     a     dipping-needle. 
This   effect    is   due   to- 
the  action  of  terrestrial 
magnetism  on  the  upper 
and  lower  sides  of  the 
rectangle.      The    plane 
of  the  rectangle  is  re- 
presented in  the  figure 
as  coinciding  with  the 
direction    of   dip.      In 
this  position  the  action 
of   terrestrial    magnet- 
ism   urges    the    upper 
side     backwards,     and 
the  lower  side  forwards, 
and  stable  equilibrium 
will  be  attained  when 
the  rectangle  has  turned 
through  90^ 
563.  Mutual  Actions  of  Solenoids. — Solenoids  behave  like  magnets 
not  only  as  regards  the  forces  which  they  experience  from  terrestrial 
magnetism,  but  also  as  regards  the  actions  which  they  exert  upon 
one  another.    The  similar  poles  of  two  solen- 
^^1^^    ^00^       oids  repel,  and  the  unlike  poles  attract  each 
^HbB|  ^UK        other,  as  we  may  easily  prove  by  suspending 
^^^^V   ^^^K       one  solenoid  from  an  Ampere's  stand  and 
X      ]^^^       bringing  another  near  it. 

The  reason  of  these  attractions  and  re- 
pulsions is  illustrated  by  Fig.  495.  If  two 
austral  poles  are  placed  opposite  each  other, 
as  in  the  upper  part  of  the  figure,  the  cur- 
rents are  circulating  round  them  in  opposite 
directions,  and,  by  the  laws  of  parallel  cur- 
rents, should  therefore  repel  each  other; 
whereas  if  two  dissimilar  poles  be  placed 
face  to  face,  the  currents  which  circulate  round  them  are  in  the  same 
direction,  and  attraction  should  therefore  ensue. 


SoutfiT 
Fig.  494.— Dip  of  Elemant  of  Solenoid. 
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Fig.  496.— Mato&l  Action  of 
Solenoids. 
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Lastly,  if  one  pole  of  an  ordinary  magnet  be  brought  near  one  pole 
of  a  suspended  solenoid,  as  in  Fig.  496,  repulsion  or  attraction  will 
be  exhibited  according  as  the  poles  in  question  are  similar  or  dis- 
similar. In  the  position  represented 
in  the  figure,  this  action  is  mainly  due 
to  the  action  of  the  boreal  pole  of  the 
magnet  upon  the  descending  currents 
in  the  near  side  of  the  solenoid  This 
•action  consists  in  a  force  to  the  left 
hand,  nearly  parallel  to  the  axis  of 
the  solenoid,  which  tends  to  make  the 
solenoid  rotate  about  its  supports,  and 
thus  to  bring  the  end  A  of  the  solen- 
oid into  contact  with  the  end  B  of 
the  magnet 

It  may  be  shown,  by  the  aid  of 
Ampere's  formula  for  the  mutual  force 
between  two  elements,  that  the  mu- 
tual action  of  two  solenoids  is  equi- 
valent to  four  forces,  directed  along  lines  joining  the  poles  of  the 
solenoids,  and  varying  inversely  as  the  squares  of  the  distances 
between  the  poles;  the  forces  between  similar  poles  being  repulsive, 
and  the  other  two  attractive.  The  analogy  between  solenoids  and 
magnets  is  thus  complete. 

664.  Astatic  Circuits. — When  it  is  desired  to  eliminate  the  influence 


Fig.  4M.~Aotkm  of  Magnet  on  Solwold. 
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Fig.  497. 


Astatto  Ciimtita. 


Fig.  498. 


of  terrestrial  magnetism  in  electro-dynamic  experiments,  an  astatic 
circuit  may  be  employed  as  the  movable  conductor.  Two  such  cir- 
<iuits  are  represented  in  the  accompanying  figures  (Figa  497,  498). 
In  each  of  them  the  cmrent  in  one  half  of  the  circuit  circulates  with. 
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and  in  the  other  against  the  hands  of  a  watch,  thus  producing 
equal  and  opposite  tendencies  to  orientation,  which  destroy  one 
another. 

565.  Ampdre's  Theory  of  Magnetism. — lu  accordance  with  the  pre- 
ceding facts,  Ampere  propounded  the  hypothesis  that  what  is  called 
magnetism  consists  in  the  existence  of  electric  currents  circulating 
round  the  particles  of  magnetic  bodies.      In  iron  or  steel,  when 


oooo 
_oooo 

QQQOO 


Fig.  499.  ▲mparian  danvnU  in  Magnet.  Fig.  fiOO. 

unmagnetized,  according  to  this  theory,  the  currents  around  different 
particles  have  different  directions ;  but  when  it  is  magnetized,  the 
directions  of  all  are  the  same.  Fig.  499  represents  an  ideal  section 
of  a  magnetized  bar  at  right  angles  to  the  direction  of  its  magnetiza- 
tion. On  the  neighbouring  faces  of  any  two  particles,  the  currents 
are  in  opposite  directions,  hence,  by  the  laws  of  sinuous  currents, 
there  is  a  mutual  destruction  of  force  through  the  whole  interior,  and 
the  resultant  effect  is  the  same  as  if  there  were  currents  circulating 
round  the  exterior  of  the  magnet,  as  represented  in  Fig.  500. 

Magnetization  by  influence  depends,  according  to  this  theory,  on 
the  tendency  of  currents  to  set  themselves  parallel  and  in  similar 
directions;  and  if  the  substance  magnetized  possesses  coercive  force, 
the  direction  thus  impressed  on  its  currents  persists  after  the  influence 
is  removed.  In  soft  iron,  on  the  contrary,  they  resume  their 
formpr  irregularity. 

Ampere's  theory  of  magnetism  is  in  complete  accordance  with  all 
known  facts.  But  it  admits  of  question  whether  it  is  simpler  to 
deduce  the  laws  of  magnetism  and  electro-magnetism  from  those  of 
eleclro-dy namics ;  or  to  adopt  the  reverse  order,  and  deduce  the  laws 
of  electro-dynamics  from  those  of  electro-magnetism. 

566.  Rotation  of  a  Magnet  on  its  Axis.—The  following  experiment 
is  due  to  Ampfere.  A  magnet,  loaded  with  platinum  at  its  lower 
end,  floats  upright  in  mercury  contained  in  a  glass  vessel  (Fig.  501). 
A  cavity  is  hollowed  out  in  the  top  of  the  magnet  This  contains 
mercury,  in  which  a  point  dipa  On  connecting  one  of  the  terminal.s 
of  a  battery  with  this  point,  and  the  other  with  the  outer  edge  of  the 
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mercury  in  the  \re8sel,  the  magnet  is  seen  to  rotate  on  its  axi&  If 
the  north-seeking  pole  is  uppermost,  and  the  positive  pole  of  the 
battery  is  connected  with  the  point,  the  direction  of  rotation  is 
N.KS.W. 

The  Amperian  explanation  of  this  phenomenon  is,  that  it  is  due 


Fig.  501.— Rototion  of  Magnet. 


to  the  action  between  the  outward-flowing  current  in  the  mercury 
and  the  Amperian  currents  which  circulate  round  the  magnet  The 
latter,  as  represented  by  the  arrows  nC,  Cm  in  Fig.  502,  are  opposite 
to  watch -hands.  The  outward -flowing 
current  in  CD  attracts  the  current  in  Cm, 
since  they  are  both  directed  away  from 
the  angular  point  C,  and  repels  the  cur- 
rent in  nC.  Hence  the  magnet  is  made 
to  rotate  in  the  direction  mCn,  opposite 
to  that  of  the  Amperian  current 

The  experiment  is  sometimes  varied  by 
making  the  point  dip  in  the  mercury  in 
the  vessel,  the  magnet  being  allowed  to 
float  freely  near  it,  and  a  metallic  ring 
being  immersed  at  the  outer  edge  of  the 
mercury,  to  which  the  current  flows  out  in  all  directions  from  the 
point  As  soon  as  the  circuit  is  completed,  the  magnet  begins  to 
revolve  round  the  point     The  rotation  will  be  in  the  same  direction 


Fig.  602.— Ezplaiuttion  of 
BotatioDB. 
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as  in  the  other  form  of  the  experiment ;  tha^;  is  to  say,  if  the  current 
flows  outwards  from  the  point  to  the  edge  of  the  vessel,  the  direction 
of  rotation  will  be  opposite  to  that  of  the  Amperian  currents  in  the 

magnei  This  is  easily  explained  by  the 
laws  of  parallel  currents,  for  the  current 
in  OC  (Fig.  503)  attracts  the  Amperian 
current  at  m,  and  the  current  in  0  D  repels 
the  current  at  ru  The  magnet  will  there- 
fore move  from  OD  to  OC,  and  will  re- 
volve round  0  in  the  direction  N.ES.W. 

567.  Magnetization  by  Currents. — Am- 
pere's theory  of  magnetism  leads  naturally 
to  the  conclusion  that  a  bar  of  iron  or  steel 
'^'^B^SJir**^**  may  be  magnetized  by  means  of  a  cur- 
rent. Arago  was  the  first  to  establish  this 
hci,  but  without  a  clear  apprehension  of  the  conditions  necessary 
for  success,  or  of  the  criterion  for  determining  which  will  be  the 
austral,  and  which  the  boreal  pole.  Ampere  conceived  the  idea  of 
introducing  the  needle  to  be  magnetized  into  the  axis  of  a  solenoid, 
and  the  result  confirmed  his  prediction  that  the  poles  of  the  needle 
would  be  turned  the  same  way  as  those  of  the  magnetizing  heUx. 
This  is  what  must  happen  if  the  currents  in  the  helix  force  the 
Amperian  currents  in  the  bar  into  parallelism  with  themselves,  so 
that  all  rotate  the  same  way.  The  action,  in  fact^  is  precisely  ana- 
logous to  that  represented  in  Fig.  477. 

It  is  to  be  remarked  that,  in  this  process  of  magnetization,  the 
portions  of  the  currents  parallel  to  the  axis  of  the  helix  produce  no 
efiectw  The  wire  through  which  the  current  is  to  be  sent  may  be 
wound  like  thread  upon  a  reel,  returning  alternately  from  end  to  end, 
and  all  the  convolutions  will  contribute  to  magnetize  the  bar  the  same 
way,  although  it  is  evident  that  the  helices  are  in  this  case  alternately 
right-handed  and  left-handed.  The  north-seeking  and  south-seeking 
poles  may  be  in  all  cases  distinguished  by  the  rule  that  the  direction 
in  which  the  current  circulates  in  the  coil  is  against  watch-hands  as 
seen  from  the  former  and  with  watch-hands  as  seen  from  the  latter; 
or  it  may  be  remembered  by  the  rule,  that  if  I  identify  my  own  body 
in  imagination  with  a  portion  of  the  wire,  and  suppose  the  current 
to  enter  at  my  feet,  while  my  fisuie  is  towards  the  needle,  the  north- 
seeking  pole  will  be  to  my  left  In  1  and  2  (Fig.  504)  a  will  be  the 
austral  (or  north-seeking),  and  b  the  boreal  pole  of  the  inclosed 
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needle,  when  the  current  in  the  helix  has  the  direction  indicated  by 
the  arrows. 

If  the  direction  of  winding  is  changed,  in  tlie  manner  represented 


^wmwM.^w^mwmwKWM.'^m^M.^m.^m^m 


3. 


Fig.  504. 
I.  Right-handod  Holiz.         S.  L«ft-handod  Holix.         8.  Arnuigoment  for  Conuqnent  PoinU. 


in  3,  80  that,  as  seen  from  one  end,  the  direction  in  which  the  current 
circulates  is  in  one  part  with  and  in  another  against  the  hands  of  h 
watch,  consequent  points  (§  603)  will  be  formed  at  the  points  of 
<;hang&  Thus,  if  the  current  enters  at  the  left-hand  end  of  the  coil, 
the  points  a  a  will  be  austral,  and  the  points  hb  boreal  polea 

668.  Blectro-magnets. — Arago  was  the  first  to  observe  the  effect  of 
a  current  in  magnetizing  soft  iron.  On  plunging  in  iron-filings  a  wire 
through  which  a  very  strong  current  was  passing,  he  observed  that 
the  filings  clung  to  the  wire,  that  they  placed  their  length  tangen- 
tially  to  it,  and  that  they  fell  off  when 
the  current  ceased  to  pass.  Each  filing 
was  evidently,  in  this  experiment,  a  little 
magnet  placing  itself  at  right  angles  to  the 
current  A  cylindrical  bar  of  iron  can  be 
powerfully  magnetized  by  wrapping  round 
it  a  coil  of  insulated  wire  and  sending  a 
current  through  this  coil  Stout  copper 
wire  is  generally  employed  for  this  pur- 
pose. SuQh  an  arrangement  is  called  an 
electro-magnet 

The  bar  has  often  the  horse-shoe  form,  as  in  Fig.  0O5,  and  in  this 
case  the  central  part  is  usually  left  bare. 


Fig.  505.— TToTse-shoe  Electro 
magnet. 


The  direction  of  winding 
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on  the  ends  must  be  such  that,  if  the  bar  were  straightened  out,  the 
current  would  circulate  in  the  same  direction  round  every  part  This 
is  clearly  shown  in  the  figure.  Electro-magnets  have  been  con- 
structed capable  of  sustaining  a  load  of  many  tons. 

Besides  the  enormous  power  that  can  be  given  them,  electro- 
magnets have  the  advantage  of  being  readily  made  or  unmade  instan- 
taneously, by  completing  or  interrupting  the  circuit  to  which  the 
coil  belongs.  This  principle  has  received  very  numerous  and  varied 
applications,  some  of  which  will  be  mentioned  in  later  chapters. 

669.  Residual  Magnetism. — When  the  current  round  an  electro- 
magnet is  interrupted,  the  destruction  of  the  magnetization  is  not 
complete.  The  small  remaining  magnetization  is  called  remanent  or 
reaidtud  magnetism.  It  is  frequently  sufficiently  powerful  to  retain 
the  armatures  in  contact  with  the  magnet,  and  thus  necessitates  the 
employment  of  oppoQiTig  springs,  if  instantaneous  separation  is 
desired.  The  mere  act  of  separation  suffices  to  destroy  the  greater 
part  of  the  residual  magnetism. 

Fig.  507  repiesents  an  electro -magnet  EK,  furnished  with  an 


Fig.  507.— Electro-magnet  with  Opposing  Spring. 

opposing  Spring  g.  The  armature  A,  with  its  lever  t,  turns  about 
the  axis  V  V.  The  opposing  spring  g  has  one  end  fixed  at  K,  and 
the  other  attached  to  the  end  of  the  lever  t  It  therefore  tends  to 
remove  the  armature  from  the  magnet,  c  and  d  are  two  points 
whose  distance  can  be  regulated,  and  which  serve  to  limit  the  move- 
ments of  the  ai-matura 
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B70.  Heating  of  Wires. — Tlie  heating  of  a  wire  by  the  passage  of 
a  current  may  conveniently  be  exhibited  by  the  aid  of  the  apparatus 
represented  in  Fig.  508.  Two  uprights  mounted  on  a  stand  are 
furnished,  at  different 
heights,  with  pairs 
of  insulated  binding- 
screws  a  a',  b  h\  c  c\ 
having  wires  stretched 
between  them.  A  cur- 
rent can  thus  be  sent 
through  any  one  of 
the  wires,  by  connect- 
ing the  terminals  of  a 
battery  with  the  bind- 
ing-screws at  its  ex- 
tremitie&     When  this 

is  done  with  a  battery  of  suitable  power,  the  wire  is  first  seen  to 
droop  in  consequence  of  expansion,  then  to  redden,  and  finally  to 
melt,  becoming  inflamed  if  the  metal  is  sufficiently  combustibla 

If  a  file  is  attached  to  one  of  the  tei-minals  of  a  battery,  and  the 
other  terminal  is  drawn  along  the  file,  a  rapid  succession  of  sparks 
will  be  obtained ;  and  if  the  battery  be  sufficiently  powerful,  globules 
of  incandescent  metal  will  be  scattered  about  with  brilliant  effect 

671.  Joule's  Law. — ^The  energy  of  a  current  is  jointly  proportional 
to  the  quantity  of  electricity  that  passes  and  the  electro-motive  force 
that  drives  it.  As  the  numerical  measure  of  a  current  is  the  quantity 
of  electricity  which  passes  in  unit  time,  it  follows  that  the  energy  of 
a  current  C  lasting  for  a  time  ^,  is  EC^,  E  denoting  the  electro-motive 


Fig.  508.— Stand  for  HfMtiug  Win». 
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force.     But  again,  by  Ohm's  law,  E  is  equal  to  the  product  of  the 

current  C  and  the  whole  resistance  R     The  expression  for  the  energy 

therefore  becomes 

C-R<,  a) 

and  this  energy  is  all  transformed  into  heat  in  the  circuit,  unless 
the  current  is  called  upon  to  perform  some  other  kind  of  work  in 
addition  to  overcoming  the  resistance  of  the  circuit  It  has  accord- 
ingly been  found,  first  by  Joule,  and  afterwards  by  Lenz,  Becquerel, 
and  others,  that  the  formula  C^B.t  represents  the  quantity  of  heat 
generated  by  a  current  under  ordinary  circumstance&  The  experi- 
ments have  usually  been  conducted  by  passing  a  current  through  a 
spiral  of  wire  immersed  in  water  or  alcohol,  and  observing  the  eleva- 
tion of  temperature  of  the  liquid 

This  law  of  Joule's,  like  that  of  Ohm,  may  be  applied  to  any  part 
of  a  circuit,  as  well  as  to  the  circuit  considered  as  a  whole;  that  is  to 
say)  if  the  circuit  consists  of  parts  whose  resistances  are  r^,  r^^  .  .  . , 
the  quantities  of  heat  generated  in  them  are  respectively  C^  Vi  i, 
(?r^t,  .  .  .  ,  and  are  therefore  proportional  to  the  resistances  r^, r^ 
...  of  the  respective  parts,  since  C  and  t  are  necessarily  the  same 
for  alL 

572.  Belation  of  Heat  in  Circuit  to  Chemical  Action  in  Battery. — 
The  energy  of  a  current,  and  consequently  the  heat  developed  in  the 
circuit,  is  the  exact  equivalent  of  the  potential  energy  of  chemical 
affinity  which  runs  down  in  the  cells  of  the  battery.  This  fact,  first 
verified  approximately  by  Joule,  has  been  more  accurately  confirmed 
by  the  experiments  of  Favre,  who  introduced  into  the  muffle  of  his 
mercurial  calorimeter,  already  described  and  figured  in  §  351,  a  small 
voltaic  cell  with  its  poles  connected  by  a  fine  wira  He  found  that 
the  consumption  of  33  grammes  of  zinc  in  the  cell  corresponded  to  a 
generation  of  heat  amounting  to  18,796  gramme-degrees.  But  tiie 
chemical  action  in  the  cell  is  complex.  The  33  grammes  of  zinc  unite 
with  8  grammes  of  oxygen,  and  in  so  doing  generate  42,451  gramme- 
degreea  The  combination  of  these  41  grammes  of  oxide  of  zinc  with 
40  grammes  of  sulphuric  acid,  produces  10,456  gramme-degrees, 
making  in  all  52,907.  But  an  equivalent  of  water  undergoes  decom- 
position, and  this  abaorha  34,463,  which  must  be  subtracted  fix)m  the 
above  sum,  leaving  18,444  gramme-degrees  as  the  balance  of  heat 
generated  in  the  whole  complex  action.  The  heat  actually  observed 
in  the  experiment,  agreed  almost  precisely  with  this  calculated 
amount. 
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673.  Difltribation  of  Heat  in  Different  Parts  of  Circuit. — These 
experiments  also  served  to  verify  the  application  of  Joule's  law  to 
each  part  of  the  circuit  considered  separately.  By  introducing  the 
cell  into  the  muffle  whilst  a  spiral  of  fine  wire  connecting  the  poles 
was  outside,  and  then  introducing  the  spiral  while  the  cell  was  out- 
side, Favre  was  able  to  measure  separately  the  heat  generated  in  the 
cell  and  in  the  spiral,  and  these  were  found  to  be  proportional  to  their 
resistances. 

If  wires  of  different  diameter  or  of  different  electrical  conductivity 
form  parts  of  the  same  circuit,  so  as  to  be  traversed  by  the  same 
current,  the  bad  conductors  will  become  more  heated  than  the  good, 
and  the  fine  wires  more  than  the  coarse.  All  parts  of  the  length  of 
a  uniform  wire  will  be  uniformly  heated  The  specific  resistance  of 
platinum  is  ten  times  greater  than  that  of  copper;  hence  ten  times 
as  much  heat  will  be  generated  in  a  platinum  as  in  a  copper  wire  by 
a  given  current,  if  the  diameters  of  the  two  wires  be  the  sama 

The  elevation  of  temperature  is  greater  in  a  fine  than  in  a  coarse 
wire,  not  only  because  of  its  greater  resistance,  which  leads  to  the 
development  of  a  greater  quantity  of  heat  in  it,  but  also  on  account 
of  its  smaller  capacity  for  heat,  and  its  smaller  surfaca  When  the 
current  is  passed  for  so  short  a  time  that  the  heat  emitted  may  be 
neglected,  the  elevation  of  temperature  varies  directly  as  the  resist- 
ance per  unit  length,  and  inversely  as  the  capacity  per  unit  length. 
Each  of  these  quantities  varies  directly  as  the  section  of  the  wire, 
and  hence  the  elevation  of  temperature  is  inversely  as  the  square  of 
the  section,  or  as  the  fourth  power  of  the  diameter. 

On  the  other  hand,  if  the  current  be  continued  till  the  permanent 
temperature  is  attained,  capacity  ceases  to  have  any  influence,  and 
the  heat  emitted  in  unit  time  must  be  equal  to  the  heat  received. 
If  X  denote  the  elevation  of  temperature,  the  heat  emitted  is  ap- 
proximately 2  X  r  B  a;  by  Newton's  law  (§  307),  B  being  a  constant 

The  heat  received  is  ^,  A  being  another  constant.     By  equating 

these  two  expressions,  we  find  that  r^x  is  equal  to  a  constant,  and 
hence  x  varies  inversely  as  r*,  that  is,  the  elevation  of  temperature  is 
inversely  as  the  cube  of  the  diameter. 

To  obtain  the  most  rapid  production  of  heat  in  the  circuit  con- 
sidered as  a  whole,  we  must  reduce  the  resistance  to  a  minimum; 
for  the  heat  produced  in  unit  time  is  E  C,  which,  by  Ohm's  law,  is 

the  same  as  g- ,  and  therefore  varies  inversely  as  R  the  total  resistance. 
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674.  Mechanical  Work  done  by  Current. — Favre's  experiments  also 
furnished  a  confirmation  of  the  fact,  that  when  a  current  is  called 
upon  to  perform  mechanical  work,  the  amount  of  heat  generated  in 
the  circuit  is  diminished  by  the  equivalent  of  this  work.  He  inclosed 
ji  battery  of  five  cells  in  the  muflle  of  one  calorimeter,  and  an  electro- 
magnet in  another  calorimeter,  the  connections  between  the  coil  of 
the  electro-magnet  and  the  poles  of  the  battery  being  made  by  short 
thick  wires  whose  resistance  could  be  neglected.  The  electro-magnet 
attracted  an  armature,  and  thus  raised  a  weight  by  means  of  external 
pulleys. 

It  was  found  that  when  the  armature  was  fixed,  so  that  no 
mechanical  work  could  be  performed,  the  heat  developed  was  ihe 
precise  equivalent  of  the  chemical  action  which  took  place  in  the 
battery;  but  when  the  electro-magnet  was  allowed  to  raise  the 
weight,  the  amount  of  heat  indicated  by  the  calorimeters  was  sen- 
sibly less.  The  difiference  was  measured,  and  compared  with  the  work 
done  in  raising  the  weight  The  comparison  indicated  444  kilo- 
grammetres  of  work  for  each  kilogramme-degree  of  heat  that  dis- 


Fig.  609.— Electric  Light. 


appeared,  a  result  which  agrees  sufficiently  well  with  the  established 
value  of  Joule's  equivalent  (425  kilogrammetres). 

676.  Electric  Light. — When  two  pointed  pieces  of  a  conducting 
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kind  of  carbon,  such  as  that  which  is  deposited  in  the  retorts  at  gas- 
works, are  connected  with  the  poles  of  a  powerful  battery,  as  in  Fig. 
509,  a  brilliant  light  is  obtained  by  bringing  them  together  so  as  to 
allow  discharge  to  take  place  between  them.  This  discharge,  when 
once  obtained,  will  not  be  interrupted  by  separating  the  points  to 
some  distance, — greater  in  proportion  to  the  electro-motive  force  of  the 
battery ;  and  the  interval  will  be  occupied  by  a  luminous  arch  (known 
as  the  voltaic  arc)  of  intense  brightness  and  excessively  high  tempera- 
tura  This  brilliant  experiment  was  first  performed  by  Sir  Humphrey 
Davy,  at  the  commencement  of  the  present  century,  with  a  battery 
of  3000  cella  The  light  appears  to  be  mainly  due  to  the  incandes- 
cence of  particles  of  carbon  which  traverse  the  space  between  the 
pointa 

This  transport  of  particles  can  be  rendered  visible  to  a  large 
number  of  spectators  by  throwing  an  image  of  the  heated  points  on 
a  screen  with  the  aid  of  a  lena  Fig.  510  represents  the  image  thus 
obtained,  the  natural  size  of  the  carbons  being  indicated  by  the  sketch 
at  the  right  hand.  On  watching  the  image  for  some  time,  incandes- 
cent particles  will  be  observed  traversing  the  length  of  the  arc,  some- 
times in  one  direction  and  sometimes  in  the  other,  the  prevailing 
direction  being,  however,  that  of  the  positive  current  This  circum- 
stance, which  appears  to  be  connected  with  the  higher  temperature 
of  the  positive  terminal,  explains  the  diflference  between  the  forms 
assumed  by  the  two  carbons.  The  point  of  the  positive  carbon 
becomes  concave,  while  the  negative  carbon  remains  pointed  and 
wears  away  less  rapidly.  This  difference  is  more  precisely  marked 
when  the  experiment  is  performed  in  vacuo;  a  kind  of  cone  then 
grows  up  on  the  negative  carbon,  while  a  conical  cavity  is  formed  in 
the  positive  carbon.  These  phenomena  are  less  clearly  exhibited  in 
air,  on  account  of  the  combustion  occasioned  by  the  presence  of 
oxygen. 

The  voltaic  arc  exceeds  in  temperature  as  well  as  in  brightness  all 
other  artificial  sources  of  heat.  Despretz  succeeded  by  its  means  in 
fusing  and  even  volatilizing  many  substances  which  had  previously 
proved  refractory.  Carbon  itself  was  softened  and  bent,  welded,  and 
apparently  reduced  to  vapour,  which  was  condensed,  in  the  form  of 
black  crystalline  powder,  on  the  walls  of  the  containing  vessel 

The  voltaic  arc  must  be  regarded  as  an  instance  of  conduction 
rather  than  of  disruptive  discharge,  the  air  being  rendered  a  con- 
ductor by  the  high  temperature  to  which  it  is  raised.     Hence  it  is 
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that,  although  discharge  does  not  coinmence  between  tlie  points  till 
they  have  been  brought  close  together,  it  is  not  interrupted  by  sub- 
sequently removing  them  to  a  considerable  distanca 


Fig.  nO.^Imaga  of  the  Carbon  Points. 

The  voltaic  arc  is  acted  on  by  a  magnet,  according  to  the  same 
laws  as  any  other  current  M.  Quet,  by  employing  a  very  powerful 
electro-magnet,  with  its  poles  at  equal  distances  on  opposite  sides  of 
the  line  joining  the  points,  repelled  the  arc  laterally  to  such  an  extent 
that  it  resembled  a  blowpipe  flame  (Fig.  511). 

676.  Light  of  the  Voltaic  Arc. — The  light  of  the  voltaic  arc  has  a 
dazzling  brilliancy,  and  attempts  were  long  ago  made  to  utilize  it 
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Fig.  511.— Action  of  Magnet  on 
VolUio  Arc. 


The  failures  of  these  attempts  were  due  not  so  much  to  its  greater 
costliness  in  comparison  with  ordinary  sources  of  illumination,  as  to 
the  difficulty  of  using  it  effectively.  Its 
brilliancy  is  painfully  and  even  danger- 
ously intense,  being  liable  to  injure  the 
eyes  and  produce  headaches.  Its  small 
size  detracts  from  its  illuminating  power 
— it  dazzles  rather  than  illuminates — 
and  it  cannot  be  produced  on  a  sufficiently 
small  scale  for  ordinary  purposes  of  con- 
venience. There  is  no  mean  between  the 
absence  of  light  and  a  light  of  overpower- 
ing intensity. 

There  is,  however,  one  application  in 
which  these  peculiarities  of  the  electric 

light  are  positive  advantages,  penetration  being  the  essential  re- 
quisite; we  mean  the  lighting-up  of  lighthouses.  Here  the  office 
of  the  light  is  not  to  render  other  objects  visible,  but  to  be  itself 
seen;  and  in  this  respect,  in  hazy  weather,  the  electric  light  is 
found  decidedly  superior  to  oil-lampa 

The  electric  light  is  also  extensively  used  for  throwing  images  on 
a  screen  in  lecture- illustrations,  and  for  producing  various  luminous 
effects  in  theatrical  exhibitions.  It  has  also  been  successfully  em- 
ployed for  enabling  labourers  to  carry  on  their  work  at  night. 

As  the  carbons  undergo  waste  by  combustion,  it  is  necessary  to 
employ  some  means  for  keeping  them  at  a  nearly  constant  distance, 
so  as  to  give  a  steady  light.  Several  different  regulators  have  been 
employed  for  this  purpose,  all  of  them  depending  on  the  principle 
that  the  strength  of  the  current  diminishes  as  the  distance,  and 
consequently  the  resistance,  increases.  We  will  briefly  describe  two, 
those  of  Duboscq  and  Foucault 

577.  Duboscq'B  Eegulator. — In  Duboscq's  apparatus  (Fig.  512)  there 
is  a  train  of  wheel- work,  driven  by  a  main-spring  contained  within 
the  barrel  P,  the  motion  being  moderated  by  means  of  the  revolving 
fens  g.  The  two  racks  S  and  T  are  driven  by  two  wheels  attached 
to  the  barrel,  one  of  them  (the  driver  of  T)  having  double  the  radius 
of  the  other.  One  rack  thus  rises,  and  the  other  falls,  but  the  rising 
rack  T  moves  twice  as  fast  as  the  other.  The  rack  T  is  that  which 
carries  the  positive  carbon  c  ;  the  negative  carbon  c'  is  fixed  to  the 
piece  r,  which  travels  with  the  rack  S.     It  has  been  found  by 
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experience  that  the  positive  carbon  wears  away  twice  as  &8t  as  the 
negative.     Hence  the  adoption  of  this  an-angement,  which  causes  the 

positive  carbon  to  move  double  the 
distance  of  the  other.     If  the  cur- 
rent were  generated,  not  by  a  bat- 
tery,   but    by    a   magneto-electric 
machine,  such  as  we  shall  describe 
in    a    later    chapter,    each    carbon 
would  be  alternately  positive  and 
negative,  and  it  would   be  neces- 
sary to  make  their  velocities  equal 
The  current  from  the  battery  en- 
ters the  apparatus  by  the  binding- 
screw  R,  traverses  the  coil  of  the 
electro  -  magnet     BB,    whence     it 
passes  through  the  rack  T  to  the 
positive  carbon  c.     From  the  nega- 
tive carbon  d  it  travels  to  the  rack 
S,   and    escapes    by   the   binding- 
screw  R'.    The  soft-iron  core^  of  the 
electro-magnet  attracts  an  armature 
K,  with  a  force  which  depends  on 
the  strength  of  the  current     The 
armature  is  attached  to  one  arm  of 
the  bent  lever  L,  which  turns  about 
a  horizontal  axis  at  F',  and  an  op^ 
posing  spring-  s  resists  the  attrac- 
tion of  the   electro -magnet     The 
upper  end  of  the  bent  lever  governs 
the  movements  of  a  shorter  lever  I 
which  turns   about  an   axis  at  o. 
This   short   lever  is  armed   at   its 
lower  end  with  a  tooth  or  pallet  tm., 
whose  office  is  to  stop  the  move- 
ment of  a  toothed  wlieel,  attached 
to  the  axis  of  the  revolving  fana 
When  the  current  is  passing  in  full  strength,  the  electro-magnet 
holds  down  the  armature,  thus  causing  the  pallet  to  lock  the  teeth 

^  The  coTt  iA  an  electro- magnet  is  the  soft  iron  in  ita  interior,  which  becomes  magnetixed 
hy  the  passage  of  the  current. 


Fig.  512.— DuLuticq'ii  llt^ulttior. 
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of  the  wheel  and  hinder  the  machinery  from  moving;  but  aa  the 
carbons  bum  away,  the  resist- 
ance increases,  the  current  di- 
minishes, and  the  strength  of 
the  electro-magnet  falls  off,  until 
the  opposing  spring  is  able  to 
overpower  it  and  raise  the  ar- 
mature. This  unlocks  the  pallet 
from  the  wheel,  and  the  racks 
are  accordingly  driven  forward, 
thus  bringing  the  carbons  nearer 
together,  and  increasing  the  cur- 
rent until  the  electro- magnet 
acquires  sufficient  power  to  pre- 
vail over  the  opposing  spring 
and  lock  the  wheel-work  again. 

A  small  lever  is  provided,  for 
stopping  or  starting  the  motion 
by  hand.  The  armature  can 
also  be  screwed  up  or  down,  so 
as  to  regulate  its  minimum  dis- 
tance from  the  electro-magnet 
according  to  the  battery  power 
employed.  The  mechanism  is 
inclosed  in  a  metallic  box,  one 
side  of  which  can  be  removed 
when  it  is  desired  to  obtain  ac- 
cess to  the  interior. 

578.  Foucault's  Regulator. — 
Foucault's  latest  form  of  regu- 
lator differs  from  Duboscq's  in 
having  two  systems  of  wheel- 
work,  one  for  bringing  the  car- 
bons nearer  together,  and  the 
other  for  moving  them  further 
apart.  Fig.  513  represents  the 
apparatus,  with  the  omission  of 
a  few  intermediate  wheels.     L'  „.   .,,    „ ,,.  „    , 

rig.  613.-  Foucaiilts  Re^fiiiuior. 

is  a  barrel  driven  by  a  spring 

inclosed  within  it,  and  driving  several  intermediate  wheels  which 


Iff^^ 


Digitized  by 


Googk 


708  HEATINO  EFFECTS  OF  CURRENXa 

transmit  its  motion  to  the  fly  o.  L  is  the  second  barrel,  driven  by  a 
stronger  spring,  and  driving  in  like  manner  the  fly  d.  The  racks 
which  carry  the  carbons  work  with  toothed  wheels  attached  to  the 
barrel  L',  the  wheel  for  the  positive  carbon  having  double  the  diameter 
of  the  other,  as  in  Duboscq's  arrangement  above  described.  The 
current  enters  at  the  binding-screw  C,  traverses  the  coil  of  the  electro- 
magnet E,  and  passes  through  the  wheel- work  to  the  rack  D,  which 
carries  the  positive  carbon.  From  the  positive  carbon  it  passes 
through  the  voltaic  arc  to  the  negative  carbon,  and  thence,  through 
the  support  H,  to  the  binding-screw  connected  with  the  negative 
pole  of  the  battery. 

When  the  armature  F  descends  towards  the  magnet,  the  other  arm 
of  the  lever  FP  is  raised,  and  this  movement  is  resisted  by  the  spiral 
spring  R,  which,  however,  is  not  attached  to  the  lever  in  question, 
but  to  the  end  of  another  lever  pressing  on  its  upper  side  and  movable 
about  the  point  X.  The  lower  side  of  this  lever  is  curved,  so  that  its 
point  of  contact  with  the  first  lever  changes,  giving  the  spring  greater 
or  less  leverage  according  to  the  strength  of  the  current  In  virtue 
of  this  arrangement,  which  is  due  to  Robert  Houdin,  the  armature, 
instead  of  being  placed  in  one  or  the  other  of  two  positions,  as  in  the 
ordinary  forms  of  apparatus,  has  its  position  accumtely  regulated 
according  to  the  strength  of  the  current.  The  anchor  T^  is  rigidly 
connected  with  the  lever  F  P,  and  follows  its  oscillations.  If  the 
current  becomes  too  weak,  the  head  t  moves  to  the  right,  stops  the 
fly  o'  and  releases  o,  which  accordingly  revolves,  and  the  carbons  are 
moved  forward.  If  the  current  becomes  too  strong,  o  is  stopped,  d 
is  released,  and  the  carbons  are  drawn  back.  When  the  anchor  T< 
is  exactly  vertical,  both  flies  are  arrested,  and  the  carbons  remain 
stationary.  The  curvature  of  the  lever  on  which  the  spring  acts 
being  very  slight,  the  oscillations  of  the  armature  and  anchor  are 
small,  and  very  slight  changes  in  the  strength  of  the  current  and 
brilliancy  of  the  light  are  immediately  corrected.  The  details  of  the 
mechanism  contain  some  ingenious  devices,  which  our  limits  do  not 
permit  us  to  explain. 

678  a.  Peltier  Effect — When  a  current  is  sent  through  a  hetero- 
geneous circuit,  a  peculiar  thermal  eflfect  occurs  at  each  junc- 
tion. We  have  seen,  in  Chap,  xlv.,  that  the  heating  of  a  junction 
in  such  a  circuit  tends  to  produce  a  current  in  a  definite  direc- 
tion. It  was  discovered  by  Peltier  that  if  a  current  be  sent 
through  the  junction  va  thai  direction,  the  junction  will  be  cooled 
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by  it,  and  that  it  will  be  warmed  by  a  current  sent  in  the  opposite 
direction. 

If,  for  example,  a  current  from  a  battery  is  sent  through  an 
ordinary  thermo-pile,  the  junctions  at  one  end  will  rise  in  tempera- 
ture, and  those  at  the  other  end  will  be  depressed.  If  the  battery 
be  then  removed,  and  a  galvanometer  substituted,  a  current  in  the 
opposite  direction  to  the  former  will  be  indicated  by  the  galvano- 
meter, until  equality  of  temperature  has  been  restored. 

The  Peltier  effect,  as  it  is  called,  is  superadded  to  the  general 
warming  due  to  the  overcoming  of  resistance  in  the  circuit,  so  that 
the  actual  temperature  attained  by  a  junction  depends  on  botli 
causes  combined* 
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679.  Electro -magnetic  Engines. — Electro-magnetic  engines  are 
driven  by  means  of  the  temporary  magnetization  of  soft  iron  under 
the  influence  of  a  current  This  magnetization  can  be  destroyed  or 
reveraed  with  great  rapidity;  and  it  is  thus  possible  to  produce 
alternate  movements  of  an  armature,  which  can  be  readily  trans- 
formed into  other  movements  by  ordinary  mechanism.  Since  1834?, 
when  Jacobi  of  St  Petersburg  constructed  the  first  engine  of  this 
kind,  many  other  inventors  have  tried  their  powers  in  the  same 
direction ;  but  none  of  these  attempts  have  been  commercially  suc- 
cessful, and  the  idea  of  employing  such  engines  for  any  useful  purpose 
is  now  almost  abandoned. 

The  chief  reason  for  this  want  of  success  is  the  greater  cost  of  the 
material  consumed  as  compared  with  the  fuel  of  other  engines.  A 
pound  of  zinc  costs  about  fifty  times  as  much  as  a  pound  of  coal,  and 
if  the  full  equivalent  in  the  form  of  work  could  be  obtained,  both  for 
the  coal  burned  in  a  furnace  and  for  the  zinc  consumed  in  a  battery, 
a  pound  of  coal  would  yield  four  times  as  much  work  as  a  pound  of 
zina  Hence,  if  the  "  efficiency"^  of  a  heat-engine  and  of  an  electric 
engine  be  the  same,  the  cost  of  performing  a  given  quantity  of  work 
will  be  200  times  greater  for  the  electric  engine  than  for  the  other. 
It  appears,  however,  that,  as  regards  efficiency,  the  electro-magnetic 
engine  may  have  an  advantage  of  about  4  to  1.  This  would  make 
its  work  only  50  times  as  expensive  as  that  of  a  steam-engine. 

Again,  inasmuch  as  magnetic  attractions  decrease  very  rapidly 
with  increase  of  distance,  it  is  necessary  for  efficient  working  that 

^  That  is  to  say,  the  ratio  of  the  energy  utilized  to  the  whole  eneigy  expended.  This  Is 
the  "effidenoy  of  an  engine**  in  the  broadest  sense.  The  ''efficiency"  of  Chap.  zxziL 
is  sometimes  called,  by  way  of  distinction,  the  ''effidenoy  of  the  working  floid.** 
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the  travel  of  the  driving  parts  should  be  very  smalL  This  is  incon- 
venient from  a  mechanical  point  of  view. 

Lastly,  as  we  shall  see  in  a  later  chapter,  the  movement  of  con- 
ductors in  a  strong  magnetic  field  causes  induced  currents  which 
strongly  oppose  the  motion. 

We  shall  proceed  to  describe  two  of  the  most  successful  electro- 
magnetic engines  which  have  yet  been  constructed. 

680.  Bourbouze's  Engine. — In  the  engine  of  M.  Bourbouze  (Fig. 
614?)  the  armatures  have  a  reciprocating  motion.     There  are  two 
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Fig.  514.— Bourbonze's  Engine. 


helices,  having  soft-iron  cores  in  their  interior  for  the  lower  hall  of 
their  length.  Two  soft-iron  rods  or  plungers  travel  up  and  down  in 
the  space  above  the  cores,  and  are  jointed  to  a  beam  which,  by  means 
of  a  connecting-rod  and  crank,  turns  a  fly-wheeL  The  positive  pole 
of  a  battery  is  permanently  connected  with  a  sliding  piece  of  metal 
which  travels  to  and  fro  horizontally,  so  as  to  be  connected  with  a 
terminal  of  the  left-hand  or  of  the  right-hand  coil,  according  as  it  is 
on  the  left  or  the  right  of  its  middle  position.  The  upper  terminals 
of  both  coils  are  permanently  connected  with  the  negative  pole  of  the 
battery.  The  reciprocating  movement  of  the  slider  is  produced  by 
an  eccentric  on  the  axis  of  the  fly-wheel,  like  the  movement  of  the 
slide-valve  in  a  steam-engine. 

In  the  position  represented  in  the  figure,  the  eccentric  and  slider 


Digitized  by 


Googk 


712 


ELECTRO-MOTORS— TELEGRAPHS. 


are  nearly  at  the  extremity  of  their  range  to  the  left.  The  left 
plunger  is  then  at  the  middle  of  its  down-stroke.  When  it 
reaches  the  bottom,  the  sliding-piece  will  be  in  the  centre  of  its 
travel,  and  the  left-hand  coil  will  just  have  been  disconnected^ 
Immediately  afterwards,  the  right-hand  coil  will  be  brought  into 
circuit,  its  plunger  being  at  the  summit  of  its  path ;  and  it  will  con- 
tinue in  circuit  till  the  plunger  is  nearly  at  the  bottom.  The  electro- 
magnets are  thus  made  and  unmade  whenever  the  eccentric  passes 
its  highest  and  lowest  positions  On  account  of  the  shortness  of 
the  stroke,  the  beam  is  prolonged  to  a  considerable  distance  before 
attaching  to  it  the  connecting-rod  which  drives  the  crank. 

681.  Froment's  Engine. — Froment's  is  a  rotatory  engina     It  may 


Fig.  515.— Froment's  EngiiM. 

be  described  as  consisting  of  a  wheel,  with  eight  armatures  of  soft 
iron  attached  to  its  circumference  at  intervals  of  45**,  rotating  under 
the  action  of  four  electro-magnets  fixed  to  a  cast-iron  &ame  at  inter- 
vals of  60^  Each  magnet  is  "made"  when  an  armature  comes 
within  15**  or  20**  of  it,  and  "unmade"  as  the  armature  is  passing  it 
The  making  and  breaking  of  the  circuits  is  eflected  by  means  of 
three  distributors,  one  of  which  is  shown  on  an  enlarged  scale  in 
Fig.  516.  R  is  an  eight-toothed  wheels  fixed  to  the  axis  on  which 
the  armatures  revolve,  and  turning  with  them.     Each  tooth,  as  it 
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passes  the  roller  r,  pushes  it  away,  and  brings  the  studs  m'  m  into 
contact  As  long  as  they  remain  in  contact,  the  current  circulates 
through  the  coil  with  which  the  distributor  is  connected.  The  dis- 
tributors are  screwed  into  a  metallic  arc,  which  is  constantly  con- 
nected with  one  pole  of  the 
battery.  One  of  them  serves 
for  the  two  opposite  horizon- 
tal magnets,  which  are  made 
and  unmade  together.  The 
two  lower  magnets  have  one 
distributor  apiece.  Matters 
are  so  arranged  that  the  current  is  not  cut  off  firom  one  coil  till  just 
after  it  has  commenced  to  flow  in  the  next.  This  precaution  prevents, 
or  at  least  mitigates,  the  induction -spark  which  (for  reasons  to  be 
hereafter  explained)  generally  occurs  in  breaking  circuit,  and  which 
has  the  mischievous  effect  of  oxidizing  the  contacts,  and  thus,  after  a 
time,  deranging  the  movementa 

582.  Electric  Telegraph:  History. — The  discovery  that  electricity 
could  be  transmitted  instantaneously  to  great  distances,  at  once 
suggested  the  idea  of  employing  it  for  signalling.  Bishop  Watson, 
already  referred  to  in  §  466,  performed  several  experiments  of  this 
kind  in  the  neighbourhood  of  London,  the  most  remarkable  being 
the  transmission  of  the  discharge  of  a  Leyden-jar  through  10,600 
feet  of  wire  suspended  between  wooden  poles  at  Shooter's  HilL 
This  was  in  1747.  A  plan  for  an  alphabetical  telegraph  to  be  worked 
by  electricity  is  minutely  described  in  the  Scot* 8  Magazine  for  1753, 
but  appears  to  have  been  never  experimentally  realized.  Lesage,  in 
1774,  erected  at  Geneva  a  telegraph  line,  consisting  of  twenty-four 
wires  connected  with  the  same  number  of  pith-ball  electroscopes, 
each  representing  a  letter.  Reusser,  in  Germany,  proposed,  in  the 
same  year,  to  replace  the  electroscopes  by  spangled  panes  exhibiting 
the  letters  themselve&  The  difficulty  of  managing  frictional  electri- 
city was,  however,  sufficient  to  prevent  these  and  other  schemes 
founded  on  its  employment  from  yielding  any  useful  results.  Yolta's 
discoveries,  by  supplying  electricity  of  a  kind  more  easily  retained 
on  the  conducting  wires,  afforded  much  greater  facilities  for  trans- 
mitting signals  to  a  distance. 

Several  suggestions  were  made  for  receiving-apparatus  to  exhibit 
the  effects  of  the  currents  transmitted  from  a  voltaic  battery. 
Sommeringof  Munich  in  1811  proposed  a  telegraph,  in  which  the 
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signals  were  given  by  the  decomposition  of  water  in  thirty-five 
vessels,  each  connected  with  a  separate  telegraph  wira  Ampfere.  in 
1820,  proposed  to  utilize  (Ersted's  discovery,  by  employing  twenty- 
four  needles,  to  be  deflected  by  currents  sent  through  the  same  number 
of  wires;  and  Baron  Schilling  exhibited  in  Russia,  in  1832,  a  tele- 
graphic model  in  which  the  signals  appear  to  have  been  given  by  the 
deflections  of  a  single  needle.^ 

Weber  and  Gauss  carried  out  this  plan  in  1833,  by  leading  two 
wires  from  the  observatory  of  Gottingen  to  the  Physical  Cabinet,  a 
distance  of  about  9000  feet  The  signals  consbted  in  small  deflec- 
tions of  a  bar-magnet,  suspended  horizontall}'-  with  a  mirror  attached, 
on  the  plan  since  adopted  in  Thomson's  mirror  galvanometer. 

At  their  request  the  subject  was  earnestly  taken  up  by  Professor 
Steinheil  of  Munich,  whose  inventions  contributed  more  perhaps  than 
those  of  any  other  single  individual  to  render  electric  tel^raphs 
commercially  practicable.  He  was  the  first  to  ascertain  that  earth- 
connections  might  be  made  to  supersede  the  use  of  a  return  wire. 
He  also  invented  a  convenient  telegraphic  alphabet,  in  which,  as  in 
most  of  the  codes  since  employed,  the  different  letters  of  the  alphabet 
are  represented  by  difierent  combinations  of  two  elementary  signala 
Two  needles  were  employed,  one  or  the  other  of  which  was  deflected 
according  as  a  positive  or  a  negative  current  was  sent,  the  deflections 
being  always  to  the  same  sida  Sometimes  the  needles  were  merely 
observed  by  eye,  sometimes  they  were  made  to  strike  two  beUs,  and 
sometimes  to  produce  dots,  by  means  of  capillary  tubes  charged  with 
ink,  on  an  advancing  strip  of  paper,  thus  leaving  a  permanent  record 

'  The  contributions  of  Mr.  (now  Sir  Francis)  Ronalds  to  the  art  of  tel^raphy  must  not 
be  altogether  overlooked.  According  to  an  able  notice  in  Nature,  Not.  23,  1871, 
''Sir  Francis,  before  1823,  sent  intelligible  messages  through  more  than  eight  miles  of 
wire  insulated  and  suspended  in  the  air.  His  elementary  signal  was  the  divergence  of  the 
pith- balls  of  a  Canton's  electrometer  produced  by  the  communication  of  a  statical  chaige 
to  the  wire.  He  used  synchronous  rotation  of  lettered  dials  at  each  end  of  the  line,  and 
charged  the  wire  at  the  sending  end  whenever  the  letter  to  be  indicated  passed  an  opening 
provided  in  a  cover;  the  electrometer  at  the  far  end  then  diverged,  and  thus  informed  the 
receiver  of  the  message  which  letter  was  designated  by  the  sender.  The  dials  never 
stopped,  and  any  slight  want  of  synchronism  was  corrected  by  moving  the  cover.  Hughes* 
printing  instrument  is  the  fully-developed  form  of  this  rudimentary  instrument.  A  gas 
piitol  was  used  to  draw  attention,  just  as  now  a  bell  is  rung.  The  primary  idea  of  reverse 
currents  is  to  be  found  where  Sir  Francis  suggests  that  the  wire  when  charged  with  pon* 
tive  electricity  should  dischaiige  not  to  earth  but  into  a  battery  negatirely  chai^ged. 
Equally  interesting  is  the  discussion  on  what  we  now  call  lateral  induction,  then  known 
as  compensation.  The  author  clearly  saw  that  in  the  underground  wires  which  he  suggesto 
as  substitutes  for  aerial  lines,  this  induction  would  be  or  might  be  a  cause  of  retardation.'' 
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on  the  stirip  in  the  shape  of  two  rows  of  dota  His  currents  were 
magneto-electric,  like  those  of  Weber  and  Gausa 

The  attraction  of  an  electro-magnet  on  a  movable  armature  fur- 
nishes another  means  of  signalling.  This  was  the  foundation  of 
Morse's  telegraphic  system,  and  was  employed  by  Wheatstone  for 
ringing  a  bell  to  call  attention  before  transmitting  a  message. 

About  the  year  1837  electric  telegraphs  were  first  established  as 
commercial  speculations  in  three  different  countries.  Steinheil*s 
system  was  carried  out  at  Munich,  Morse's  in  America,  and  Wheat- 
stone  and  Cooke's  in  England.  The  first  telegraphs  ever  constructed 
for  commercial  use  were  laid  down  by  Wheatstone  and  Cooke,  on  the 
London  and  Birmingham  and  Great  Western  Railways  The  wires, 
which  were  biu-ied  in  the  earth,  were  five  in  number,  each  acting  on 
a  separate  needle;  but  the  expensiveness  of  this  plan  soon  led  to  its 
being  given  up.  The  single-needle  and  double-needle  telegraphs  of 
the  same  inventors  have  been  much  more  extensively  used,  the  former 
requiring  only  one  wire,  and  the  latter  two. 

Wheatstone  (now  Sir  Charles  Wheatstone)  has  since  contributed 
several  important  inventions  to  the  art  of  telegraphy,  some  of  which 
we  shall  have  occasion  to  mention  in  later  sections. 

683.  Batteries. — All  the  public  telegraphs  in  this  country  have 
now  for  many  years  been  worked  by  voltaic  currents ;  the  magneto- 
electric  system,  which  was  tried  on  some  lines,  having  been  found 
to  involve  a  needless  expenditure  of  labour. 

According  to  Mr.  Culley,^  engineer-in-chief  to  the  post-office,  the 
battery  which  has  been  adopted  by  the  authorities  of  that  depart- 
ment is  a  modified  Daniell  s,  consisting  of  a  teak  trough,  divided 
into  cells  by  plates  of  glass  or  slate,  and  well  coated  with  marine 
glue,  each  cell  being  divided  into  two  by  a  slab  of  porous  porcelain. 
The  zinc  plates  measure  4  inches  x  2,  and  the  copper  plates,  which 
are  very  thin,  are  4  inches  square.  The  zinc  hangs  at  the  upper  part 
of  its  cell,  which  is  filled  with  dilute  solution  of  sulphate  of  zinc. 
The  copper  cell  is  filled  with  a  saturated  solution  of  sulphate  of 
copper,  and  crystals  of  this  salt  are  placed  at  the  bottom.  The 
expenditure  in  sulphate  of  copper  is  about  a  pound  and  a  half  for 
each  cell  per  annum. 

684.  Wires. — The  wires  for  land  telegraphs  are  commonly  of  what 
is  called  galvanized  iron,  that  is,  iron  coated  with  zinc,  supported  on 
posts  by  means  of  glass  or  porcelain  insulators,  so  contrived  that  some 

^  Mandbook  of  Practical  Telegraph}/,  edition  1871»  p.  19. 


Digitized  by 


Googk 


716 


fiLfiCTtlO-MOTOHS — ^TELKGRAPMS. 


part  of  the  porcelain  surface  is  sheltered  from  rain,  and  insulates  the 
wires  fix)m  the  posts  even  in  wet  weather.     Wires  thus  suspended 

are  called  air-lines. 

Underground  wires  are,  how- 
ever, sometimes  employed.  They 
are  insulated  by  a  coating  of 
gutta-percha,  and  are  usually  laid 
in  pipes,  an  arrangement  which 
admits  of  their  being  repaired  or 
renewed  without  opening  the 
ground  except  at  the  drawing-in 
boxes.  There  is  less  leakage  of 
electricity  from  subterranean 
than  from  air  lines,  but  their  cost 
is  greater,  and  they  are  less  suited 
for  rapid  signalling,  on  account 
of  the  retardation  caused  by  the 
inductive  action  between  the 
wire  and  the  conducting  earth, 
Kg.  siT.-^iMuiaton.  which  is  similar  to  that  between 

the  two  coatings  of  a  Leyden  jar. 
The  early  inventors  of  electric  telegraphs  supposed  that  a  cun-ent 
could  not  be  sent  from  one  station  to  another  without  a  return  wire 
to  complete  the  circuit.  Steinheil,  while  conducting  experiments  on 
a  railway,  with  the  view  of  ascertaining  whether  the  rails  could  be 
employed  as  lines  of  telegraph,  made  the  discovery  that  the  earth 
would  serve  instead  of  a  return  wire,  and  with  the  advantage  of 
diminished  resistance ;  the  earth,  in  fact,  behaving  like  a  return  wire 
of  infinitely  great  cross-section,  and  therefore  of  no  resistance. 

We  are  not,  however,  to  suppose  that  the  current  really  returns 
from  the  receiving  to  the  transmitting  station  through  the  earth. 
The  duty  actually  performed  by  the  earth  consists  in  draining  off  the 
opposite  electricities  which  would  otherwise  accumulate  in  the  ter- 
minals. It  keeps  the  two  terminals  at  the  same  potential ;  and  as 
long  as  this  condition  is  fulfilled,  the  current  will  have  the  same 
strength  as  if  the  terminals  were  in  actual  contact. 

684  a.  Single-needle  Telegraph. — One  of  the  best  known  tele- 
graphs in  this  country,  though  little  or  not  at  all  employed  elsewhere, 
is  the  single-needle  instrument  of  Wheatstone  and  Cooke,  represented 
in  Figs.  517  A,  B,  the  former  showing  its  external  appearance,  and  the 
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latter  its  internal  arrangements  as  seen  from  behind  The  needle, 
which  is  visible  in  front,  is  one  of  an  astatic  pair,  its  fellow  being  in 
the  centre  of  the  coil  CC.  When  thejiandle  H  hangs  straight  down, 
the  instrument  is  in  the  position  for  receiving  signals  from  another 
station.      The  current  from  the  line-wire  enters  at  L,  and,  after 


Fig.  517  a.— Single  needle  Inatnunent. 


Fig.  617  B.— Internal  Arrangementa. 


traversing  the  coil  and  deflecting  the  needle,  escapes  through  the 
earth- wire  E,  having  taken  in  its  course  the  two  tall  contact-springs 
ft 

To  send  a  current  to  another  station,  the  handle  H  is  moved  to  one 
side,  and  the  current  sent  will  be  positive  or  negative  according  to 
the  side  to  which  the  handle  is  moved.  The  handle  turns  the  cylin- 
drical arbor  a  b,  which  is  divided  electrically  into  two  parts  by  an 
insulator  in  the  middle  of  its  length.  Each  of  these  parts  has  a  pin 
projecting  from  it,  one  pin  being  above,  and  the  other  below.  These 
are  vertical  when  the  handle  is  vertical,  and  are  then  doing  no  duty; 
but  when  the  handle  is  put  to  one  side,  the  upper  pin  (which  is 
attached  to  b)  makes  contact  with  one  of  the  tall  springs  t  If,  at  the 
same  time  pushing  it  away  from  the  metallic  rest  k,  and  thus  putting 
it  out  of  connection  with  the  other  tall  spring ;  while  the  lower  pin 
Twhich  is  attached  to  a)  makes  contact  with  one  of  two  short  springs 
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T  r,  only  one  of  which  is  shown  in  the  figure.  There  is  permanent 
connection  between  a  and  the  negative  pole  of  the  battery  through 
the  spring  «,  and  between  6  and  the  positive  pole  through  the  spring  s'. 
In  the  position  represented  in  the  figure,  a  serves  to  connect  the 
negative  pole  of  the  battery  with  the  earth,  and  6  serves  to  connect 
the  positive  pole  with  the  spring  t\  down  which  the  current  passes 
from  the  point  of  contact  of  the  pin,  and  then  through  the  coil  to  the 
line- wire  at  L.  The  needle  of  the  sending  station  is  thus  deflected 
to  the  same  side  as  that  of  the  receiving  station. 

If  the  handle  were  moved  to  the  other  side,  6  would  serve  to  con- 
nect the  positive  pole  with  the  earth,  and  a  would  establish  connec- 
tion between  the  negative  pole  and  the  coil,  which  is  itself  connected 
with  the  line- wire. 

Since  the  telegraphs  of  this  country  came  into  the  hands  of  the 
post-office,  the  alphabet  devised  by  Wheatstone  and  Cooke  has  been 
given  up,  and  the  Morse  alphabet,  which  we  give  in  a  later  section, 
adopted  in  its  place.  In  the  Morse  alphabet,  which  is  now  the 
telegraphic  alphabet  of  all  nations,  the  shortest  signs  are  allotted  to 
those  letters  which  occur  most  frequently.  This  was  not  the  case 
with  the  old  needle-alphabet,  which  was  rather  planned  with  the 
view  of  assisting  the  memory ;  and  experience  has  shown  that  such 
assistance  is  quite  unnecessary.  The  needle  instrument  is  also,  to  a 
great  extent,  being  superseded  by  Morse's  instrument 

585.  Dial  Telegraphs. 
— Telegraphs  in  which 
the  ordinary  letters  of 
thealphabet  are  ranged 
round  the  circumfer- 
ence of  a  dial,  and  are 
pointed  at  by  a  revolv- 
ing hand,  are  specially 
convenient  for  those 
who  are  not  profes- 
sional telegraphists. 
They  are  constructed 
on  the  principle  of  step- 
by-step     motion,    the 

Fig.  618.— Breguef*  Indicator.  i  i     i     •  t  ^ 

band   bemg  advanced 
by  successive  steps,  each  representing  one  current  sent  or  stopped. 
One  of  the  simplest  instruments  of  this  class  is  Breguet's,  which 
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is  extensively  used  on  the  French  railways.  Fig.  518  represents  tlie 
exterior  of  the  receiving  instrument.  The  dial  is  inscribed  with  the 
25  letters  of  the  French  alphabet  and  a  cross,  making  26  signals  in 
alL  The  hand  fas  in  other  step-by-step  telegraphs)  advances  only 
in  one  direction,  which  is  the  same  as  that  of  the  hands  of  a  clock, 
stopping  before  each  letter  which  is  to  be  indicated,  and  pointing  to 
the  cross  at  the  end  of  each  word.     Fig.  519  shows  the  mechanism 


Fig.  519.— Uechanism  of  Indicator. 

by  which  the  motion  is  produced.  A  is  the  armature  of  an  electro- 
magnet, the  magnet  itself  being  removed  in  the  figure,  to  allow  the 
other  parts  to  be  better  seen.  The  two  dotted  circles  traced  on  the 
armature  represent  vertical  sections  of  the  two  coils,  which  rest  on  the 
bottom  of  the  box,  and  have  their  axes  horizontal  If  introduced, 
they  would  nearly  conceal  the  armature  from  view.  The  armature 
turns  about  a  horizontal  axis  W,  and  is  attached  to  an  opposing 
spring  which  draws  it  back  from  the  magnet.  The  tension  of  this 
spring  can  be  regulated  by  means  of  a  lever  acted  on  by  a  key  outside 
the  box.  When  a  current  is  sent,  the  armature  is  attracted  to  the 
magnet ;  when  the  current  ceases,  the  spring  draws  it  back ;  and  it 
thus  moves  continually  to  and  fro  during  the  transmission  of  a  mes- 
saga  An  upright  arm  I  is  attached  to  the  armature,  and  carries  a 
horizontal  arm  c,  which  lies  between  the  two  prongs  of  a  fork  d, 
represented  on  a  larger  scale  in  Fig.  520.  This  fork  vibrates  about 
a  horizontal  axis  a  6,  to  which  is  attached  the  vertical  pallet  i.    This 
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Kig   520.— Escapement. 


pallet  acts  upon  an  escapement  wheel  O,  toothed  in  a  peculiar  way, 
the  thickness  of  the  teeth  being  only  half  the  thickness  of  the  wheel, 
and  the  teeth  on  one  half  of  the  thickness  being  opposite  the  spaces 
on  the  other  half  The  total  number  of  teeth  is  26,  thirteen  on  each 
half  of  the  thicknesa 

When  no  current  is  passing,  the  pallet  i  is 
engaged  with  one  of  the  teeth  on  the  remote 
side,  as  represented  in  Fig  520.  When  a  cur- 
rent passes,  the  armature  is  attracted,  and  the 
pallet  is  moved  over  to  the  near  side,  thus  re- 
leasing the  tooth  with  which  it  was  previously 
engaged,  and  becoming  engaged  with  the  next 
tooth  on  the  near  side  of  the  wheel.  The  wheel, 
which  is  urged  by  a  clock-movement,  thus  ad- 
vances -jV  of  a  revolution ;  and  the  hand  on  the 
dial,  being  attached  to  the  wheel,  moves  for- 
ward one  letter.  When  the  current  ceases,  the  pallet  moves  back  to 
the  remote  side,  and  the  hand  is  advanced  another  letter.  If  the 
hand  is  initially  at  the  cross,  it  will  be  advanced  to  any  required 
letter  by  so  arranging  matters  that  the  number  of  currents  plus  the 

number  of  interruptions  shall 
'"  ^V^^      ^  equal  to  the  number  de- 

noting the  place  of  the  letter 
in  the  alphabet.  To  effect 
this  arrangement  is  the  office 
of  the  sending  instrument. 

586.  Sending  Instrument. 
— ^This  is  represented  in  Fig. 
521.      There   is   a   dial   in- 
scribed with  25  letters  and 
a  cross,  like  that  of  the  re- 
ceiving instrument,  and  an 
arm  which   can   be   carried 
round  the  dial  by  a  handle 
M.     There   are   26   notches 
cut  in  the  edge  of  the  dial, 
in  which  a  pin  attached  to 
the  movable  arm  catches;  and  the  arm  is  allowed  sufficient  play  to 
and  from  the  face  of  the  dial  to  admit  of  this  pin  being  easily  released 
or  inserted.    When  the  pin  is  in  one  of  the  notches,  the  instrument 


¥\g.  521.— Breguet'a  ManipnlAtor. 
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is  in  position  for  transmitting  the  corresponding  letter.     The  action 
is  as  follows: — 

A  toothed  or  rather  undulated  wheel  is  fixed  on  the  same  axis  as 
the  revolving  arm,  and  turns  with  it.  There  are  13  projections  and 
13  hollows  on  its  circumference,  a  few  of  which  are  shown  in  the 
figure  where  the  face  is  cut  away.  A  bent  lever  T,  movable  about 
an  axis  at  a,  bears  at  one  end  against  the  circumierence  of  the 
undulated  wheel,  while  its  other  end  plays  between  two  points  P,  Q, 
and  is  in  contact  with  one  or  other  of  these  points  whenever  its  upper 
end  bears  against  a  hollow  or  a  projection.  P  is  in  connection  with 
a  battery,  and  Q  with  the  earth,  the  undulated  wheel  being  in 
connection  with  the  line-wire*  The  movement  of  the  handle  thus 
produces  the  requisite  number  of  currents  and  interruptions. 

587.  Alarum.— Besides  the  sending  and  receiving  apparatus  above 
described,  each  station  has  an  alaruTn,  which  is  employed  to  call 
attention  before  sending  a  despatch.  There  are  several  different 
kinds.  Fig.  522  represents  the  vibrating  alarum,  which  is  one  of 
the  simplest  It  contains  an  electro-magnet  e,  with  an  armature  / 
fixed  to  the  end  of  an  elastic  plate.  When  no  current  is  passing 
through  the  coil,  the  armature 
is  held  back  by  the  elasticity 
of  this  plate,  so  as  to  press 
against  a  contract-spring  g  con- 
nected with  the  binding- screw 
m.  The  terminals  of  the  coil 
are  at  the  binding-screws  p,  p\ 
the  former  of  which  is  in  con- 
nection with  the  armature,  and 
the  latter  with  the  earth.  As 
long  as  the  armature  presses 
against  the  spring  g,  there  is 
communication    between    the 

two  binding-screws  m  and  p'  through  the  coil ;  but  the  passing  oi 
a  current  produces  attraction  of  the  armature,  which  draws  it  away 
from  g  and  interrupts  the  current  The  electro-magnet  is  thus  de- 
magnetized, and  the  armature  springs  back  against  gr,  so  as  to  allow 
a  fresh  current  to  pass.  The  armature  is  thus  kept  in  continual 
vibration ;  and  a  hammer  K,  which  it  carries  above,  produces  re- 
peated strokes  on  a  bell  T. 

587a,  Wheatstone's  Universal  Telegraph. — ^The  first  step-by-step 

47 


Fig.  522.  -  Vibruting  Alarum. 
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telegraph  was  invented  by  Wheatstone ;  and  the  most  perfect  instru- 
ment of  the  class  is  probably  his  "  Universal  Telegraph,"  which  is 
now  in  such  general  use  in  this  country  for  connecting  places  of 
businesa  The  currents  employed  are  magneto-electric,  and  are  alter- 
nately positive  and  negativa  They  produce  successive  reversals  of 
polarity  in  an  electro-magnet,  which  acts  upon  a  light  steel  magnet — 
a  kind  of  astatic  needle — and  causes  it  to  rotate  through  a  large 
angle  first  in  one  direction,  and  then  in  the  opposita  Each  of  these 
rotations  causes  a  ratchet-wheel  to  advance  one  tooth,  and  this 
causes  the  pointer  to  advance  one  letter.  At  the  same  time,  the 
turning  of  the  handle  by  which  the  currents  are  generated,  causes 
the  pointer  of  the  sending  instnmient  to  advance  one  letter  for  each 
current  sent,  so  that  the  pointers  at  the  two  stations  indicate  the 
same  letter.  The  same  dial  which  serves  for  sending,  also  serves  for 
receiving.  It  is  surrounded  by  a  number  of  keys  or  buttons,  one 
against  each  letter.  When  any  letter  is  to  be  sent,  its  key  is 
depressed,  the  operator  continuing  all  the  time  to  turn  the  handle 
for  generating  currents.  Previous  to  putting  down  a  key,  these 
currents  com{)lete  their  circuit  within  the  instrument;  but  when  a 
key  is  down,  every  current  generated  travels  along  the  line  to  the 
receiving  station,  until  the  pointers  have  been  advanced  step  by  step 
to  the  corresponding  letter.  As  soon  as  this  has  been  reached,  the 
currents  are  again  confined  to  the  sending  instrument;  and  the 
pointers  will  make  no  further  advance  till  another  key  is  put  down.' 

688.  Morse's  Telegraph. — Morse's  apparatus,  first  tried  in  America 
about  1837,  is  now  perhaps  the  most  extensively  used  of  all. 

His  receiving  instrument,  or  indicator,  in  its  primitive  simplicity, 
consists  (Fig.  523)  of  an  electro-magnet,  a  lever  movable  about  an 
axis,  carrying  a  soft-iron  armature  at  one  end,  and  a  pencil  at  the 
other,  and  a  strip  of  paper  which  is  dmwn  past  the  pencil  by  a  pair 
of  rollers. 

As  the  pencil  soon  became  blunt,  and  was  uncertain  in  its  marking, 
a  point,  which  scratched  the  paper,  was  substituted.  This  has  now 
to  a  great  extent  been  superseded  by  an  ink- writer,  which  requires 
the  exertion  of  less  force,  and  at  the  same  time  leaves  a  more  visible 
traca 

589.  Beceiving  Instrument. — Fig.  524?  represents  Morse's  indicator 

'  For  the  detailB  of  the  mechaaismf  reference  mxy  be  made  to  Wheatstone's  Patent,  Now 
1239  year  1858.  A  condensed  account  will  be  found  in  Sabine  an  th€  SUctric  TeU^rapk, 
pp.  82-84. 
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as  modified  by  Digney.     A  train  of  clock-work,  not  shown  in  the 


Fig.  523.— Hone's  TelegrapL. 


figure,  drives  one  of  a  pair  of  rollers  Tim,  which  draw  forward  a  strip 
of  paper  pp  forming  part  of  a  long  roll  K.    The  same  train  turns  the 


lig.  524.— ModiftoA  Forxn. 


printing-cylinder  H,  the  surface  of  which  is  kept  constantly  charged 
with  a  thick  greasy  ink  by  rolling-contact  with  the  ink-pad  L.    The 
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armature  B  B'  of  the  electro-magnet  A  is  mounted  on  an  axis  at  C, 
and  carries  a  style  at  its  extremity  just  beneath  the  printing-cylinder. 
When  a  current  passes,  the  armature  is  attracted,  and  the  style 
presses  the  paper  against  the  printing-cylinder,  causing  a  line  to  be 
printed  on  it,  the  length  of  which  depends  on  the  duration  of  the 
current,  as  the  paper  continues  to  advance  without  interruption. 
The  lines  actually  employed  are  of  two  lengths,  one  being  made  as 
short  as  possible  (-),  and  called  a  dot,  the  other  being  about  three 
times  as  long  ( — )  and  called  a  dash.  The  opposing  spring  D  re- 
stores the  armature  to  its  original  position  the  moment  the  current 
ceases. 

590.  Key  for  Transmitting. — Morse's  key  (Fig.  625)  is  simply  a 

brass  lever,  mounted 
on  a  hinge  at  A,  and 
pressed  up  by  the  spring 
/.  When  the  operator 
puts  down  the  key,  by 
pressing  on  the  button 
K  with  his  finger,  the 
projections  c  d  are 
brought  into  contact 
and  a  current  passes 
from  the  battery-wire  P  to  the  line-wire  L.  When  the  key  is 
up,  the  projections  ab  are  in  contact,  and  currents  aniving  by  the 
line-wire  pass  by  the  wire  R  to  the  indicator  or  the  relay.  By 
keeping  the  key  down  for  a  longer  or  shorter  time,  a  dash  or  a 
dot  is  produced  at  the  station  to  which  the  signal  is  sent.  The  dash 
and  dot  are  combined  in  different  ways  to  indicate  the  different 
letters,  as  shown  in  the  following  scheme,  which  is  now  generally 
adopted  both  in  Europe  and  America: — 


Fig.  525.— Mone'a  Ktj. 
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A  space  about  equa]  to  the  length  of  a  dash  is  left  between  two 
letters,  and  a  space  of  about  twice  this  length  between  two  worda 

In  needle-telegraphs,  the  dot  is  represented  by  a  deflection  to  the 
left,  and  the  dash  by  a  deflection  to  the  right. 

Fig.  526  represents  Morse's  indicator  in  connection  with  what  is 


Earth 


Fig.  526.— Mona'a  Apparmtiu,  with  Relaj. 

called  a  relay;  that  is  to  say,  an  apparatus  which,  on  receiving  a 
feeble  current  from  a  distance,  sends  on  a  much  stronger  current  from 
a  battery  on  the  spot.  The  key  B  being  up,  a  current  arriving  by 
the  line-wire  passes  through  the  key  from  c  to  a,  thence  through 
another  wire  to  the  coil  of  the  electro-magnet  belonging  to  the  relay, 
and  through  this  coil  to  earth.  The  electro-magnet  of  the  relay 
attracts  an  armature,  the  contact  of  which  with  the  magnet  com- 
pletes the  circuit  of  the  local  battery,  in  which  circuit  the  coil  belong- 
ing to  the  indicator  is  included.  The  armature  of  the  indicator  is 
thus  compelled  to  follow  the  movements  of  the  armature  of  the  relay. 
Relays  are  used  when  the  currents  which  arrive  are  too  much 
enfeebled  to  give  clear  indications  by  direct  action.  They  are  also 
frequently  introduced  at  intermediate  points  in  long  lines  which 
could  not  otherwise  be  worked  through  from  end  to  end.  The 
analogy  of  this  use  to  change  of  horses  on  a  long  journey  is  the  origin 
of  the  nama  Relays  are  also  frequently  used  in  connection  with 
alarums  when  these  are  large  and  powerful 
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691.  Hughes'  Printing  Telegraph. — The  employment  of  Morse's 
alphabet  requires  on  the  average  about  three  currents  to  be  sent  per 
letter.  The  extension  of  telegraphic  service  has  stimulated  the 
industry  of  inventors  to  devise  means  for  obtaining  more  rapid 
transmission.  Hughes,  about  1859,  invented  a  system  which  requires 
only  one  current  to  be  sent  for  each  letter,  and  which,  accordingly, 
sends  messages  in  about  a  third  of  the  time  required  by  Morse's 
method.  Hughes'  machine  also  prints  its  messages  in  Roman  char- 
acters on  a  strip  of  paper.  These  advantages  are,  however,  obtained 
at  the  expense  of  extreme  complexity  in  the  apparatus  employed. 
It  is  only  fit  for  the  use  of  skilled  hands;  but  it  is  extensively 
employed  on  important  lines  of  telegraph.  We  will  proceed  to 
indicate  the  fundamental  arrangements  of  this  marvellous  piece  of 
ingenuity. 

Fig.  527  is  a  general  view  of  the  machine.  It  is  propelled  by 
powerful  clock-work,  with  a  driving- weight  of  about  120  Iba,  and 
with  a  regulator  consisting  of  a  vibrating  spring  I  acting  upon  a 
'scape-wheeL  A  travelling  weight  on  the  spring  can  be  moved 
towards  either  end  to  regulate  the  quickness  of  the  vibrationa  The 
clock-work  drives  three  shafts  or  axes:  (1.)  the  type-shaft,  so  called 
because  it  carries  at  its  extremity  the  type-wheel  T,  which  has  the 
letters  of  the  alphabet  engraved  in  relief  on  its  circumference  at  equal 
distances,  except  that  a  blank  space  occurs  at  one  place  instead  of  a 
letter;  (2.)  the  printing-shaft,  which  turns  much  faster  than  the 
type-shaft,  making  sometimes  700  revolutions  per  minute,  and  carry- 
ing the  fly-wheel  V.  These  two  axes  are  horizontal,  and  are  sepa- 
rately represented  in  Fig.  528 ;  (3.)  a  vertical  shaft  a,  having  the  same 
velocity  as  the  type-wheel,  which  drives  it  by  means  of  bevel- wheela 

This  vertical  shaft  consists  of  two  metallic  portions,  insulated  from 
each  other  by  an  ivory  connecting-piece.  In  the  position  represented 
in  Fig.  528,  these  two  metallic  parts  are  electrically  connected  by 
means  of  the  screw  V,  but  they  will  be  disconnected  by  raising  the 
movable  piece  v. 

The  revolving  arm  composed  of  the  pieces  vv  is  called  the  chariot. 
It  revolves  with  the  vertical  shaft,  and  travels  over  a  disc  D  pierced 
with  as  many  holes  as  there  are  letters  on  the  type-wheel,  these  holes 
being  ranged  in  a  circle  round  the  base  of  the  shaft,  and  at  such  a 
distance  from  the  shaft  that  the  extremity  of  the  chariot  passes 
exactly  over  them.  In  these  holes  are  the  upper  ends  of  a  set  of 
pins  gr,  which  are  raised  by  putting  down  a  set  of  keys  BN  resem- 
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bling  those  of  a  piano.  When  the  chariot  passes  over  a  pin  which  is 
thus  raised,  the  piece  v  is  lifted  away  from  v\  and  the  current  from 
the  battery,  which  previously  passed  from  the  pin  through  v  and  t/ 
to  the  earth,  is  now  cut  off  from  v\  and  passes  through  v  to  the 
electro-magnet,  and  thence  to  the  line-wire. 

This  is  the  process  for  sending  signala  We  will  now  explain  how 
a  current  thus  sent  causes  a  letter  to  be  printed  by  the  type- wheels 
at  both  the  sending  and  receiving  stations,  the  sending  and  receiving 
instruments  being  precisely  alike. 

The  current  traverses  the  coils  of  an  electro-magnet  E  (Fig.  527), 
beneath  which  is  a  permanent  steel  horse-shoe  magnet,  having  its 
poles  in  contact  with  the  soft-iron  cores  of  the  electro-magnet 
When  no  current  is  passing,  the  influence  of  the  steel  renders  these 
cores  temporary  magnets,  and  enables  them  to  hold  the  movable 
armature  p  against  the  force  of  an  opposing  spring.  The  current  is 
in  such  a  direction  that  it  tends  to  reverse  the  magnetism  induced 
by  the  steel     It  is  not  necessary,  however,  that  it  should  be  strong 


Fig.  528.— T7pe-«baft  and  Printmg-Bhalt 


enough  to. produce  an  actual  reversal,  but  merely  that  it  should 
weaken  the  induced  magnetism  of  the  cores  sufliciently  to  enable  the 
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opposing  spring  to  overpower  them.  This  is  one  of  the  most  original 
parts  of  Hughes'  apparatus,  and  is  a  main  cause  of  its  extreme 
sensibility. 

The  printing-shaft  consists  of  two  portions,  one  of  which  I  (Fig. 
528)  carries  the  fly-wheel  V,  and  turns  uniformly  under  the  action 
of  the  clock  movement;  the  other,  which  is  next  the  front  of  the 
machine,  remains  at  rest  when  no  current  is  passing;  but  when  the 
armature  of  the  magnet  rises,  the  two  parts  of  the  shaft  become 
locked  together  by  means  of  the  ratchet-wheel  and  click  i  i\ 

The  portion  of  the  shaft  which  is  thus  turned  every  time  a  current 
passes,  carries  a  very  acute  cam  or  tooth  p  (Fig.  629),  which  sud- 
denly raises  the  lever  a  6,  movable  about  an  axis  at  one  end  T,  and, 
by  so  doing,  raises  the  paper  against  the  type- wheel,  and  prints  the 
letter.  In  order  thus  to  print  a  letter  from  the  rim  of  a  wheel  which 
continues  turning,  very  rapid  movement  is  necessary.  This  is  secured 
by  making  the  opposing  spring  which  moves  the  armature  very 
powerful,  and  the  cam  p  very 
acute.  The  same  movement 
of  the  lever  which  produces 
the  impression,  raises  the  arm 
J  U,  which  carries  a  spring  r 
with  a  click  at  its  extremity. 
This  click,  in  its  ascent,  glides 
over  the  teeth  of  the  ratchet- 
wheel  £;  but  locks  into  the 
teeth  and  turns  the  wheel 
in  its  descent,  and  by  so 
doing,  advances  the  paper 
through  the  distance  corresponding  to  one  letter.  The  spacing  of 
the  words  is  obtained  by  the  help  of  the  blank  on  the  type-wheeL 

The  type-wheel  should  admit  of  easy  adjustment  to  restore  it  to 
agreement  with  the  chariot  when  accidental  derangement  may  have 
occurred.  For  this  purpose,  the  shaft  Q  is  made  hollow,  its  internal 
and  external  portions  being  merely  locked  together  by  the  click  m, 
which  is  held  in  its  place  by  a  permanent  current  in  either  direction. 
On  pressing  down  the  button  Q  (Fig.  527),  the  click  m  is  raised  by 
the  piece  E,  so  as  to  leave  the  type- wheel  free,  and  a  pin  is  provided 
which  catches  in  a  notch  corresponding  to  the  blank  on  the  type- 
wheeL     The  adjustment  can  also  be  made  by  hand. 

Lastly,  the  shaft  I  carries  a  third  cam,  which,  at  each  revolution 


Fig.  689.— Meohanism  for  Printing. 
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of  this  axis,  engages  with  a  very  coarse-toothed  wheel  TT,  set  on  the 
same  axis  as  the  type-wheel,  and  pushes  it  a  little  forward  or  back- 
ward without  detaching  it  from  the  driving  gear.  Small  discrepan- 
cies between  the  velocities  of  the  type- wheel  and  chariot  are  thus 
corrected  as  often  as  a  letter  is  printed.  This  contrivance  serves  to 
keep  the  receiving  instrument  from  gaining  or  losing  on  the  sending 
instrument  during  the  transmission  of  a  message.  The  type-wheel 
of  the  receiving  instrument  must  be  adjusted  before  the  message 
begins,  so  as  to  make  the  two  instruments  start  at  the  same  letter. 

692.  Electro-chemical  Telegraph.— Suppose  a  metallic  cylinder, 
peraianently  connected  with  the  earth,  to  be  revolving,  carrying 
with  it  on  its  surface  a  strip  of  paper  freshly  impregnated  with 
cyanide  of  potassium.  Also  suppose  a  very  light  steel  point  per- 
manently connected  with  the  line-wire,  and  resting  in  contact  with 
the  paper.  Every  time  that  a  current  arrives  by  the  line-wire, 
chemical  action  will  take  place  at  the  point  of  contact,  and  the  paper 
at  this  point  will  be  discoloured  by  the  formation  of  prussian  blue. 
This  is  tiie  principle  of  Bain's  electro-chemical  telegraph,  which  leaves 
a  record  in  the  shape  of  dots  and  dashes  of  prussian  blue.  The 
apparatus  for  sending  signals  is  the  same  as  in  Morse  s  system.  The 
paper  must  not  be  too  wet,  or  the  record  will  be  blurred ;  neither 
must  it  be  too  dry,  for  then  no  record  will  be  obtained. 

693.  Autographic  Telegraph. — An  autographic  telegraph  is  one 
which  produces  at  the  receiving  station  a  fac-simile  of  the  original 
despatch.  The  best  known  instruments  of  this  class  are  those  of 
Bonelli  and  Caselli.     We  shall  describe  the  latter. 

At  the  sending  station  a  sheet  of  metallized  paper,  with  the 


Fig.  630.  -  Prindiao  of  CaMUTa  TUognph. 


despatch  written  upon  it  in  a  greasy  kind  oi  ink,  is  laid  upon  a 
cylindric  surface  M  (Fig.  530).     At  the  receiving  station  there  is  a 
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8imilax  cylindric  surface  B^  on  which  a  sheet  of  Bain's  chemical  paper 
is  laid  Two  styles,  driven  by  pendulums  which  oscillate  with  exact 
sjmchronism,  move  over  the  surfaces  of  the  two  sheets,  describing 
upon  them  very  close  parallel  lines  at  a  uniform  distance  apart,  both 


Fig.  681.— OaMlli'i  Telegraph. 


styles  being  in  permanent  connection  with  the  line-wira  The  cur- 
rent is  furnished  by  the  battery  P  at  the  sending  station.  When  the 
style  is  on  a  conducting  portion  of  the  paper  M,  the  current  takes 
the  course  of  least  resistance  A  BCD,  no  sensible  portion  of  it  going 


Digitized  by 


Googk 


732  ELECTRO-MOTORS — TELEGRAPHa 

to  the  other  station.  On  the  other  hand,  when  the  style  is  on  the 
non-conducting  ink  in  which  the  despatch  is  written,  the  circuit 
ABCD  is  broken,  and  the  current  travels  through  the  line- wire.  At 
this  moment  the  style  on  the  sheet  B  is  in  exactly  the  same  position 
as  that  on  the  sheet  M,  by  reason  of  the  synchronism  of  the  pendu- 
lums, and  a  blue  line  will  be  produced  which  will  be  the  exact  repro- 
duction of  the  broken  line  of  the  despatch  traversed  by  the  style. 
Accordingly,  when  the  style  of  M  has  described  a  series  of  lines  close 
together  and  covering  the  sheet,  R  will  be  covered  with  a  series  of 
points  or  lines  forming  a  copy  of  the  despatch.  The  tracing  point  is 
carried  by  a  lever  turning  about  an  axis  near  its  lower  end.  To  this 
lower  end  is  attached  a  connecting-rod,  jointed  at  its  other  end  to 
the  pendulum  (Fig.  531).  While  the  pendulum  swings  in  one  direc- 
tion, the  style  traces  a  line  in  one  direction  on  the  sheet  At  the 
end  of  this  stroke,  an  action  occurs  which,  besides  advancing  the 
style,  raises  it,  so  that  it  does  not  touch  the  sheet  during  the  return 
stroke. 

The  synchronism  of  the  pendulums  at  the  two  stations,  which  is 
absolutely  necessary  for  correct  working,  is  obtained  by  means  of 
two  clocks  which  are  separately  regulated  to  a  given  rate,  the  clock- 
pendulums  making  two  vibrations  for  one  of  the  telegraphic  pendulimu 
The  bob  of  the  latter  consists  of  a  mass  of  iron,  and  vibrates  between 
two  electro-magnets,  which  are  made  and  immade  according  to  the 
position  of  the  clock-pendulum,  as  the  latter  makes  and  breaks  the 
circuit  of  a  local  battery.  The  mass  of  iron  is  thus  alternately 
attracted  by  each  of  the  two  magnets  as  it  comes  near  them,  and  is 
prevented  from  gaining  or  losing  on  the  clock. 

It  is  evident  that  the  Caselli  telegraph  may  be  applied  to  copy  not 
only  letters  but  a  design  of  any  kind ;  hence  the  name  of  pantelegraph 
which  has  been  given  iiv  Fig.  532  represents  a  copy  thus  obtained 
upon  Bain's  paper.  Fig.  533  represents  a  copy  obtained  at  the  same 
time  upon  a  sheet  of  tin-foil,  such  as  is  usually  placed  beneath  the 
paper.  The  current  decomposes  the  moisture  of  the  paper,  and  the 
hydrogen  thus  liberated  reduces  the  oxide  of  tin,  of  which  a  small 
quantity  is  always  present  on  the  surfaca  If  the  foil  be  then  treated 
with  a  mixture  of  nitric  and  pyrogallic  acid,  the  traces  are  developed, 
and  come  out  black. 

The  Caselli  system  has  been  used  for  some  years  on  the  telegraphs 
around  Havre  and  Lyons,  but  has  not  realized  the  hopes  of  its  pro- 
moters, its  despatches  being  often  illegible. 
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Instead  of  a  series  of  parallel  lines,  the  styles  may  be  made  to  trace 
the  successive  convolutions  of  a  fine  helix,  the  two  sheets  being  bent 


Pig.  632.— Fao-aimito  of  Despatoh. 


Fig.  683.— Copy  on  TinfbU. 


round  two  cylinders,  which  revolve  in  equal  times,  and  also  advance 
longitudinally. 

595.  Submarine  Telegraphs. — The  first  submarine  telegraph  cable 
was  laid  between  Dover  and  Calais  in  1850;  but,  being 
insufficiently  protected  against  the  fi*iction  of  the  rocks, 
it  only  lasted  a  few  hours.  The  two  Atlantic  cables 
which  were  laid  in  1866  appear  to  be  still  in  perfect 
order. 

Submarine  cables  are  now  usually  constructed  by 
imbedding  a  certain  number  of  straight  copper  wires 
in  gutta-percha  (Fig.  534),  which  insulates  them  from 
each  other;  this  is  surrounded  with  tarred  hemp,  and 
several  strands  of  iron  wire  are  wound  outside  of  all. 
The  copper  wires  in  the  interior  are  the  conductors 
for  the  transmission  of  the  signals ;  the  gutta-percha 
is  for  insulation ;  the  hemp  and  iron  are  for  protec- 
tion. 

The  Atlantic  cables  contain  a  central  conductor, 
consisting  of  seven  copper  wires,  twisted  together  and 
covered  with  three  layers  of  gutta-percha,  forming 
altogether  a  cylinder  {■  of  an  inch  in  diameter.  This 
is  covered  with  a  layer  consisting  of  five  strands 
of  hemp,  served  with  a  composition  consisting  of  5  parts  of  Stock- 
holm tar,  5  of  pitch,  1  of  linseed-oil,  and  1  of  bees*-wax.  Lastly,  the 
whole  is  covered  by  18  strands  of  charcoal  iron,  each  strand  consist- 
ing of  seven  wires  ^  of  a  millimetre  in  diameter.     On  leaving  the 
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machine  which  pat  on  the  wire  covering,  the  cable  was  paaoed 
through  a  cauldron  contain,  a  mixture  of  pitch,  tar,  and  lina^-olL 
The  difficulty  of  obtaining  sufficiently  good  insulation  has  thus  been 
completely  surmounted. 

A  second  difficulty  attaching  to  submarine  telegraphy  depends 
upoD  the  inductive  action  of  the  surrounding  water,  or  of  the  iron 
sheath.  This  action,  which  is  found  quite  sensible  in  subterranean 
lines  of  no  great  length,  becomes  of  immense  importance  in  long 
submarine  cablea  The  cable  forms  one  enormous  condenser,  the 
central  conductor  representing  the  inner  coating,  and  the  sea-water, 
or  iron  sheath,  the  outer  coating  of  a  Leyden  jar.  In  the  Atlantic 
cables,  the  retardation  of  the  signals  due  to  this  cause  is  so  consider- 
able that  it  would  be  barely  possible  to  obtain  a  speed  one-fifth  of 
that  usually  attained  on  land-lines,  if  the  same  modes  of  sending  and 
receiving  signals  were  employed  The  electrical  capacity  of  the  cable 
is  in  &ct  so  enormous,  that  a  long  time  is  required  to  give  it  a  full 
charge  firom  a  battery,  or  to  discharge  it  again.  The  signals  accord- 
ingly lose  all  their  sharpness,  and  run  into  one  another,  unless  special 
precautions  are  taken.  After  sending  a  current  from  one  pole  of  the 
battery,  the  cable  must  be  discharged,  either  by  putting  it  to  earth, 
or,  still  better,  by  connecting  it  for  an  instant  with  the  other  pole  of 
the  battery.  The  residual  effects  of  the  first  current  are  thus  quickly 
destroyed,  and  the  line  is  left  free  for  a  second  signal 

As  the  first  effect  received  through  such  a  cable  is  very  slight^  a 
very  sensitive  receiving  instrument  is  necessary  for  quick  working. 
Thomson's  mirror  galvanometer  (§  536a)  is  the  instrument  which 
has  been  hitherto  employed,  the  signals  being  read  off  by  an  attend- 
ant who  watches  the  movements  of  the  spot  of  light,  dots  and  dashes 
being  represented  by  deflections  in  opposite  directiona  A  self- 
recording  instrument  by  the  same  inventor  is  now  coming  into  use, 
in  which  the  signals  are  written  with  ink  dischaiged  from  a  very 
light  glass  siphon,  the  siphon  being  moved  by  a  very  light  coil  of 
fine  copper  wire,  suspended  by  a  silk  fibre  between  the  poles  of  a 
very  powerful  permanent  magnet  The  coil  turns  in  one  direction 
or  the  other  according  as  the  current  transmitted  is  positive  or 
negative,  thus  producing  opposite  sinuosities  in  the  ink  record  which 
is  traced  upon  an  advancing  strip  of  paper.  The  regular  fiow  of  the 
ink  is  assisted  by  electrical  attraction,  on  the  principle  of  the  bucket 
or  watering-pot  described  in  §  445 ;  but  with  this  difference,  that  it 
is  not  the  ink  but  the  paper  that   is  electrified      An  electrical 


Digitized  by 


Googk 


WHEATSTONE  8  AUTOMATIC  SYSTEM.  735 

machine  of  peculiar  and  novel  construction,  bearing  some  resemblance 
bo  the  replenisber  of  §  469  E»  is  employed  for  this  purpose. 

696  a.  Wheatstone's  Automatic  System. — Another  very  effective 
contrivance  for  increasing  the  speed  of  signalling,  is  Wheatstone's 
automatic  apparatus,  which  is  being  very  extensively  adopted  by  the 
authorities  of  the  postal  telegraphs.  The  first  step  towards  sending 
a  message  by  this  system  consists  in  punching  the  message  in  a  ribbon 
of  stiff  paper.  The  punching  is  done  by  a  special  instrument, 
the  operator  having  merely  to  put  down  three  keys,  one  of 
which  represents  dot,  another  dash,  and  the  third  blamk.  The  holes 
punched  are  in  three  rows.  Those  in  the  middle  row  are  equidistant, 
and  are  intended  to  perform  the  office  of  the  teeth  of  a  rack  in  guiding 
the  paper  uniformly  forwards  Those  in  the  two  outside  rows  con- 
tain the  message,  a  dot  being  represented  by  a  pair  of  holes  exactly 
opposite  each  other  (:)  one  in  each  row,  and  a  dash  by  two  holes 
mnged  obliquely  (• .). 

The  punched  strips  are  then  put  through  the  transmitting  instru- 
ment, and,  by  r^ulating  the  movements  of  two  pins,  cause  the 
transmission  of  the  currents  necessary  for  printing  the  message  at 
the  receiving  station.  From  60  to  100  words  are  thus  transmitted 
per  minute  and  automatically  printed. 

The  following  is  a  specimen  of  three  consecutive  words  of  a 
telegraphic  message,  as  it  appears  on  the  punched  strip  at  the  sending 
station,  and  on  the  printed  strip  at  the  receiving  station : — 

AsPuneked. 


InUrjnretaHon. 

ATAN  Y  TIME 

AtPHiUtd. 

The  speed  thus  attained  is  three  or  four  times  greater  than  that 
of  ordinary  writing.  The  practical  limit  to  speed,  in  lines  of  con- 
siderable length,  arises  not  so  much  from  the  difficulty  of  making 
quicker  movements,  as  from  the  blending  together  of  successive 
signals  in  travelling  a  great  distance,  especially  if  part  of  the  distance 
be  under  ground  or  under  water.  This  evil  is  partly  remedied  by 
making  each  signal  consist,  not  of  a  single  current,  but  of  two;  thus 
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a  dot  will  be  produced  by  an  instantaneous  current,  immediately 
succeeded  by  another  of  opposite  sign ;  a  dash  by  an  equally  short 
current  followed  at  a  longer  interval  by  an  opposite  one  In  this 
'  Way,  though  a  greater  number  of  currents  are  required  for  each  word, 
a  greater  number  of  words  can  be  distinctly  signalled  in  a  given 
time;  and,  by  sending  three  properly  adjusted  currents  for  each 
signal,  a  still  greater  speed  of  distinct  transmission  is  possible.  The 
transmitting  instrument  of  Wheatstone's  automatic  system  does  in 
fact  send  three  currents  for  each  dot  or  dash. 

596  b.  Electrically-oontroUed  Clocks. — ^Various  schemes  have  been 
proposed  for  utilizing  electricity  in  connection  with  the  driving  and 
government  of  docks.  In  some  of  them,  electricity  is  employed  either 
to  wind  up  the  driving-weight,  or  to  fulfil  the  office  of  a  driving- 
weight  by  its  own  action,  a  pendulum  being  employed  as  the 
regulator,  as  in  ordinary  docka  In  others,  electricity  both  drives 
and  regulates  the  dock  (or  even  a  considerable  number  of  clocks), 
by  means  of  currents  which  keep  time  with  the  movements  of  a 
standard  clock,  electricity  having  thus  to  do  the  work  both  of 
driving  and  regulating  the  dependent  clocka 

But  the  system  which  has  given  the  best  practical  results  is  that 
of  Mr.  R  L.  Jones,  in  which  the  dependent  docks  are  complete 
docks,  able  to  go  of  themselves,  and  keep  moderatdy  good  time, 
without  the  aid  of  electridty.  The  duty  devolving  on  the  electric 
currents  is  merely  to  supply  the  small  amount  of 
accelerating  or  retarding  action  necessary  to  pre- 
vent the  dependent  clocks  from  gaining  or  losing 
on  the  standard  clock  by  whose  movements  the 
currents  are  timed. 

The  arrangements  for  attaining  this  end  are 
shown  in  the  annexed  figures  534  a,  534  b,  which 
represent  the  pendulums  of  the  controlling  and 
controlled  docks  respectively.  These  pendulums 
are  supposed  to  be  almost  precisely  of  the  same 
length,  so  that  they  would  nearly  synchronize  if 
disconnected. 

The  controlling  pendulum,  in  its  movement  to 
either  side,  comes  in  contact  with  one  or  the  other  of  two  weak 
springs  SS',  which  are  connected  with  the  poles  of  a  battery  PN, 
having  one  of  its  middle  plates  connected  with  the  earth,  so  as  to 
keep  its  poles  at  potentials  differing  from  that  of  the  earth  in  opposite 


Pig.  634  a.— Controlling 
Pendaiam. 
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directions.     In  the  position  represented  in  the  figure,  a  current  is 
being  sent  from  the  positive  pole  P  into  the  wire  W.     When  the 
pendulum  swings  over  to  the  other  side,  a  negative 
current  will  be  sent 

The  bob  CC  of  the  controlled  pendulum  (Fig.  534  b) 
is  a  hollow  cylinder  of  soft  iron  encircled  by  a  coil, 
whose  ends  are  connected  through  two  suspending 
springs  at  m  with  the  wire  W  and  the  earth  respec- 
tively. The  consequence  of  this  arrangement  is  that, 
whenever  a  current  arrives  by  the  wire  W,  the  bob 
becomes  an  electro-magnet 

Two  steel  magnets  A  A'  are  fixed,  with  their  poles 
turned  opposite  ways,  in  such  a  position  that  the  hollow  ^i 
bob  of  the  pendulum  always  encircles  one  or  both  of 
them.  Suppose,  in  the  figure,  that  the  poles  A  A'  which  troued  p^duium. 
are  turned  outwards,  are  the  two  austral  poles,  so  that 
the  two  boreal  poles  are  facing  each  other.  Then  matters  are  to  be 
so  arranged  that,  in  the  position  represented,  the  pendulum  being 
near  the  lefb  extremity  of  its  swing,  the  right-hand  end  of  the  coil  is 
a  boreal  pole,  and  magnetic  force  urges  the  pendulum  to  the  left 
When  the  pendulum  is  near  the  right  extremity  of  its  swing,  the 
current  is  in  the  opposite  direction,  and  consequently  the  boreal  pole 
of  the  coil  is  its  left-hand  end.  The  pendulum  will  thus  experience 
magnetic  force  urging  it  to  the  right  If  the  pendulum  tends  to  gain 
upon  the  standard,  its  return  from  the  extremities  of  its  swing  is 
thus  opposed  for  a  longer  time  than  its  outward  movement  is  aided ; 
and  if  it  tends  to  lose,  the  assistance  to  its  motion  lasts  longer  than 
the  opposition.  Its  tendency  to  deviate  &om  the  standard  clock 
either  way  is  thus  checked,  and  the  correcting  action  is  greater  as 
the  deviation  from  coincidence  is  greater.  The  controlling  power 
thus  obtained  is  so  great,  that  even  if  the  electrical  connections  are 
interrupted  during  several  consecutive  beats,  the  accumulated  errors 
will  be  completely  wiped  off"  after  the  connections  are  restored. 

48 
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696.  Electrolysis. — When  a  current  is  passed  through  a  compound 
liquid,  decomposition  is  frequently  observed,  two  of  the  component 
substances  being  separated,  one  at  the  place  where  the  current  enters, 
and  the  other  at  the  place  where  it  leaves  the  liquid.  This  decom- 
position is  called  electrolysis,  and  the  substance  decomposed  or  electro- 
lyzed  is  called  the  electrolyte.  The  action  only  occurs  in  the  case  of 
liquids,  and  these  must  be  conductors. 

The  process  may  be  illustrated  by  the  decomposition  of  water  in 


Fig.  53fi.— Voltameter. 

the  voltameter.  This  apparatus  consists  (Fig.  535)  of  a  vessel  con- 
taining acidulated  water  in  which  two  strips  of  platinum  are  im- 
mersed, connected  respectively  with  the  two  poles  of  a  battery. 
When  the  connections  are  completed,  bubbles  make  their  appearance 
at  the  surfaces  of  the  two  strips,  and  rapidly  rise  to  the  surfaoa 
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These  axe  bubbles  of  oxygen  and  hydrogen  respectively,  the  foimer 
being  evolved  at  the  positive,  and  the  latter  at  the  negative  strip. 
To  complete  the  voltameter,  inverted  tubes  must  be  provided  for 
collecting  the  gases  as  the  bubbles  rise  to  the  surface  and  burst  It 
will  be  found  that  the  volume  of  the  hydrogen  is  about  double  that 
of  the  oxygen.  The  presence  of  a  little  acid  in  the  water  serves  to 
improve  its  conductivity,  and  according  to  the  theories  of  Faraday 
and  his  contemporaries  answers  no  other  purpose.  Pure  water  con- 
ducts 80  badly  that  its  electrolysis  is  extremely  difficult  The  two 
platinum  strips  in  the  above  aiTangement  are  called  the  poles  or 
electrodes  of  the  voltameter.  They  may  obviously  be  regarded  as 
the  poles  of  the  battery.  The  direction  of  the  current  through  the 
liquid  is  of  course  from  the  positive  to  the  negative  pole.  The  element 
which  comes  to  the  positive  pole  (oxygen)  is  called  electro-negative, 
and  that  which  comes  to  the  negative  pole  (hydrogen)  electro-positive, 
these  names  being  based  on  the  idea  of  attraction  between  electri- 
cities of  opposite  sign. 

597.  Transport  of  Elements. — ^The  positive  element  may  be  defined 
as  that  which  travels  with  the  current,  and  the  negative  element  as 
that  which  travels  against  it  Hence  Faraday  calls  the  former  the 
cation  (signifying  that  which  goes  down),  and  the  latter  the  anion 
(signifying  that  which  goes  up),  and  instead  of  applying  the  name 
poles  to  the  places  where  the  current  enters  and  leaves  the  liquid,  he 
calls  them  the  anode  and  cathode.  The  direction  of  the  current 
through  the  liquid  is  from  the  anode  to  the  cathode,  the  former  being 
what  is  commonly  called  the  positive  pole,  and  the  latter  the  nega- 
tive pole.  When  speaking  of  them  jointly,  he  calls  them  the  elec- 
trodes. 

It  is  a  remarkable  fact  that  the  separated  elements  never  make 
their   appearance   ex-  / 

cept  at  the  electrodea    \  ^_^      2  »  4       _j^  ^Ji-^  / 

Nothing    is    seen    of     )00  OC)  OO.OO  OO  OO  ' 

.1  .  i  ^    *'H     0  H    0  HO  HO  HO  H 

them,  nor  is  any  ac-  ^       '^       ^       1^         s^ 

tion  exhibited,  at  in-  pig.  636.-Git>tthu.' Hyyoth«ii. 

termed iate  points.  The 

appearance  is  as  if  the  gases  could  vanish  from  one  extremity  and 
appear  at  the  other  without  passing  through  the  intermediate  space. 
The  only  possible  explanation  of  this  phenomenon  seems  to  be  what  is 
known  as  Grotthus*  hypothesis,  that  all  the  particles  of  the  water  in 
the  course  of  the  current  undergo  continual  decomposition  and  recom- 
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position.  Thus  if  Fig.  536  represent  a  line  of  partides  traversed  hy 
the  current  from  left  to  right,  there  will  be  a  continual  stream  of 
hydrogen-particles  along  this  line  from  left  to  right,  and  a  stream  of 
oxygen^  particles  from  right  to  left.  The  hydrogen  of  molecule  1  will 
combine  with  the  oxygen  of  molecule  2  to  form  a  new  molecule  1' ; 
the  hydrogen  of  molecule  2  will  combine  with  the  oxygen  of  mole- 
cule 3  to  form  a  new  molecule  2^,  and  so  on.  The  oxygen  of  mole- 
cule 1  is  given  off  at  the  left-hand  extremity,  which  we  suppose  to 
be  the  point  of  contact  with  one  of  the  strips  of  platinum,  and  the 
hydrogen  of  molecule  6  at  the  other  strip.  The  molecules  1',  2',  3' . .  . 
are  then  in  their  turn  decomposed  to  form  a  new  set.  In  actual  cases, 
the  number  of  molecules,  instead  of  being  only  6  as  represented  in 
the  figure,  is  of  course  many  milliona 

598.  Electrolysis  of  Binary  Compounds. — When  a  compound  formed 
by  the  union  of  a  metal  with  some  other  elementary  substance  is 
submitted  to  electrolysis,  the  metal  always  comes  to  the  negative 
pole.  It  was  in  this  way  that  several  of  the  metals  were  first 
obtained  from  their  oxides  by  Sir  Humphrey  Davy.  Potassium,  for 
example,  was  obtained  by  placing  a  piece  of  potash  on  a  platinum 
disk  connected  with  the  negative  pole  of  a  battery  of  250  cells,  and 
then  applying  a  platinum  wire  connected  with  the  positive  pole  to 
its  upper  surface.  The  potash,  which  had  been  allowed  to  contract 
a  little  moisture  from  the  atmosphere,  in  order  to  give  it  sufficient 
conducting  power,  soon  began  to  fuse  at  the  points  of  contact  of  the 
electrodes.  A  violent  effervescence  occurred  at  the  upper  or  positive 
electrode ;  while  at  the  lower  surface  small  globules  appeared  resem- 
bling quicksilver,  some  of  which  instantly  burst  into  flame,  while 
others  merely  became  tarnished  and  afterwards  coated  over  with  a 
white  film. 

The  earthy  oxides,  such  as  magnesia  and  alumina,  are  more  diffi- 
cult of  reduction  than  the  alkalies  potash  and  soda,  and  have  never 
yet  been  electrolyzed.  The  metals  magnesium  and  aluminium  have, 
however,  been  obtained  by  the  electrolysis  of  their  chloride& 
Chloride  of  magnesium,  for  example,  is  melted  by  heating  it  to 
redness  in  a  porcelain  crucible,  the  upper  part  of  which  is  divided 
into  two  compartments  by  a  porous  partition.  Pieces  of  carbon  are 
employed  as  the  terminals  of  the  battery,  and  are  inserted  one  in 

*  AccordiBg  to  modem  theories,  the  anion  ia  not  oxygen,  as  here  stated,  but  %  compound 
of  oxygen  and  sulphur.  (See  §  000.)  The  exphination  as  \t  stands  in  the  text  represents  Hbfi 
▼iews  held  by  Faraday  ftnd  his  contemporaries^ 
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each  of  these  compartments,  the  piece  which  is  to  serve  as  the  nega- 
tive electrode  being  notched  like  the  edge  of  a  saw,  with  its  teeth 
pointing  downwards  ready  to  intercept  the  metal  in  its  upward 
course — the  metal  being  specifically  lighter  than  its  chloride.  It  was 
by  the  electric  current  that  Deville  in  1854  succeeded  in  preparing 
aluminium,  which  has  exhibited  such  unexpected  and  interesting 
properties. 

For  the  electrolysis  of  binary  compounds  soluble  in  water,  their 
solutions  are  frequently  employed,  but  these  should  in  general  be 
highly  concentrated. 

699.  Electrolysis  of  Salts. — When  a  salt  of  any  of  the  less  inflam- 
mable metals  is  submitted  to  electrolysis,  a  continual  deposition  of 
the  metal  is  observed  on  the  negative  electrode ;  while,  at  the  positive 
electrode,  oxygen  is  disengaged,  and  acid  set  free.  These  effects 
occur,  for  example,  if  platinum  electrodes  are  plunged  in  a  solution 
of  sulphate  of  copper.  If  an  oxydizable  metal  is  employed  as  the 
positive  electrode,  the  oxygen  will  combine  with  it  instead  of  being 
given  off  If  the  metal  employed  be  copper  itself,  the  oxide  of 
copper  formed  will  combine  with  the  acid,  and  a  quantity  of  sulphate 
of  copper  will  be  formed  exactly  equal  to  that  which  undergoes  decom- 
position. The  solution  thus  remains  constantly  in  the  same  state  as 
regards  saturation,  and  the  copper  deposited  on  the  negative  electrode 
is  exactly  compensated  by  that  dissolved  off  the  positive  electroda 

When  a  salt  of  one  of  the  alkaline  metals 
is  electrolyzed,  the  appearances  presented 
are  different  from  those  which  we  have  just 
been  describing;  and  they  for  a  long  time 
received  an  erroneous  interpretation.  Let 
the  tube  represented  in  Fig.  637  be  charged 
with  solution  of  sulphate  of  soda  coloured 
with  syrup  of  violets.  If  the  current  be 
then  passed,  after  the  lapse  of  some  time, 
a  red  tinge  will  be  observed  in  the  liquid  ©fsniu. 

around  the  positive  electrode,  and  a  green 

tinge  around  the  negative.  This  shows  the  presence  of  free  acid 
at  the  positive  and  alkali  at  the  negative  pole.  Oxygen  is  also 
found  to  be  evolved  at  the  positive  and  hydrogen  at  the  negative 
pola  The  interpretation  for  a  long  time  given  to  these  results  was, 
that,  in  the  electrolysis  of  a  salt,  the  acid  went  to  the  positive  and 
the  base  to  the  negative  pole.    In  the  case  of  a  metallic  salt,  such  as 
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sulphate  of  copper,  it  was  supposed  that  the  oxide  of  copper  which 
forms  the  base,  underwent  a  further  electrolysis,  residting  in  the 
appearance  of  the  metal  at  the  negative  and  of  the  oxygen  at  the 
positive  pole.  This  complicated  hypothesis  of  two  successive  elec- 
trolyses is  entirely  gratuitoua  It  was  in  fact  simply  &amed  to  suit 
the  chemical  theories  which  regarded  a  salt  as  the  result  of  the  union 
of  an  acid  and  a  basa  It  is  now  believed  that  the  electrolysis  of 
sulphate  of  soda  is  single,  that  it  consists  in  resolving  the  salt  into 
sodium  and  an  unstable  compound  of  sulphur  and  oxygen,  SO4,  to 
which  the  name  of  sulphion  has  been  given.  The  sodium  unites 
with  the  oxygen  of  the  water  at  the  negative  pole,  thus  forming  soda 
and  liberating  hydrogen ;  and  the  sulphion  unites  with  the  hydrogen 
of  the  water  at  the  positive  pole,  forming  sulphuric  acid  and  liberating 
oxygen.  These  chemical  actions  immediately  consequent  upon  elec- 
trolysis are  called  secondary  actions, 

600.  Electrolysis  of  Water. — What  we  have  just  said  of  salts,  applies 
equally  to  the  oxygen  acida  Thus  in  the  electrolysis  of  sulphuric 
acid  (SO3,  HjO)  the  hydrogen,  which  is  a  kind  of  gaseous  metal, 
goes  to  the  negative  pole,  while  the  substance  SO4  goes  to  the  pasi- 
tive  pole,  and  there  unites  with  the  hydrogen  of  the  water  to  form 
the  primitive  compound,  setting  oxygen  free. 

It  is  probable  that  what  is  called  the  electrolysis  of  water  is  really 
an  indirect  action  of  this  kind;  that,  in  fact,  it  is  not  the  water,  but 
the  acid  contained  in  it  that  is  electrolyzed,  decomposition  and  recom- 
position  of  acid  being  in  continual  progresa 

Be  this  as  it  may,  voltameters  are  frequently  employed  for  the 
measurement  of  currents,  from  which  use  indeed  they  derive  their 
name.  This  mode  of  measuring  a  current  is  due  to  Faraday.  The 
quantity  of  electricity  which  passes  is  measured  by  the  quantity  of 
gas  evolved ;  and  this  is  best  determined  by  measuring  the  hydrogen, 
in  the  first  place  because  of  its  greater  volume,  but  still  more  because 
it  is  less  liable  than  oxygen  to  be  absorbed  by  water.  It  is  important 
that  the  temperature  at  which  the  operation  is  conducted  should  not 
be  too  low;  for  if  it  be  under  20**  C,  the  water  may  become  so 
strongly  impregnated  with  oxygen  as  to  be  able  to  take  up  some  ot 
the  hydrogen  which  is  separated  at  the  negative  pole,  and  reduce  it 
again  to  the  form  of  water. 

Voltameters  have  the  disadvantage,  as  compared  with  galvano- 
meters, of  introducing  opposing  electro-motive  force  into  the  circuit, 
as  well  as  a  large  amount  of  resistance. 
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601.  Definite  Laws  of  Electrolysis. — The  following  principles  were 
completely  established  by  Faraday's  researches: — 

1.  The  quantity  (i,e.  mass)  of  a  given  electrolyte  decomposed  by  a 
current  is  simply  proportional  to  the  quantity  of  electricity  which 
passes  through  it, — in  other  words,  is  jointly  proportional  to  the 
strength  of  the  current  and  the  time  that  it  lasts ;  or,  the  rate  ot 
decomposition  of  a  given  electrolyte  is  simply  proportional  to  the 
strength  of  current,  and  is  independent  of  all  other  circumstancea 

2.  The  quantities  (masses)  of  different  electrolytes  decomposed  by 
the  same  quantity  of  electricity  are  directly  as  their  chemical  equi- 
valents.^ 

These  laws  can  be  extended  to  the  cells  of  the  battery  themselves, 
if  we  pay  proper  attention  to  the  signs  of  the  quantities  involved. 
The  essential  difference  between  a  cell  of  the  battery  and  a  decom- 
posing cell  included  in  the  circuit  is,  that  the  former  contributes 
positive,  and  the  latter  negative  electro-motive  force  to  the  circuit ; 
and  if  one  of  the  cells  of  the  battery  be  reversed,  so  that  the  current 
travels  through  it  not  from  zinc  to  copper  as  usual,  but  from  copper 
to  zinc,  it  immediately  becomes  a  decomposing  cell  with  electro- 
motive force  opposing  that  of  the  circuit.  The  amount  of  chemical 
combination  that  takes  place  in  a  battery  cell  (or  the  excess  of  com- 
bination over  decomposition,  if  both  are  going  on,  as  in  a  DanielFs 
cell,  where  sulphate  of  copper  is  decomposed)  is  chemically  equi- 
valent to  the  decomposition  that  occurs  in  any  one  decomposing  cell 
in  the  same  circuit.  This  is  on  the  supposition  that  no  local  action 
(§  521)  is  allowed  to  take  place  in  the  battery.  Keeping  Grotthus* 
hypothesis  in  view,  we  may  therefore  assert  that  the  total  chemical 
action  is  the  same  in  amount  for  all  sections  of  the  current,  whether 
these  sections  are  taken  in  battery  cells  or  in  decomposing  cells ;  but 
is  opposite  in  sign,  according  as  the  sections  are  made  across  cells 
which  assist,  or  which  oppose  the  current  by  their  electro-motive 
force. 

If  a  current  generated  by  a  battery  consisting  of  several  cells 
arranged  in  a  series,  is  passed  through  a  succession  of  decomposing 
cells,  one  containing  acidulated  water,  another  chloride  of  lead, 
another  protochloride  of  tin  in  a  state  of  fusion,  and  another  a  con- 

'  This  law  applies  directly,  and  without  exception,  to  the  decnmpoaitionB  effected  by  the 
direct  action  of  the  current.  It  ia  not  always  (though  usuaUy)  applicable  to  the  final 
results  of  electrolysis,  when  secondary  actions  come  into  play.  In  certain  cases,  for 
example,  the  final  result  will  be  exactly  double  what  the  law  would  give. 
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centrated  solution  of  niti-ate  of  silver,  then  for  65  parts  by  weight  of 
zinc  dissolved  in  any  one  cell  of  the  battery,  2  parts  of  hydrogen  will 
be  evolved  from  the  acidulated  water,  and  207  parts  of  lead,  118  of 
tin,  and  216  of  silver,  from  the  other  electrolyses  respectively;  these 
numbers  being  proportional  to  the  chemical  equivalents  of  zinc» 
hydrogen,  lead,  tin,  and  silver. 

If  several  cells  containing  the  same  electrolyte  are  placed  in  dif- 
ferent parts  of  the  circuit,  so  as  to  be  traversed  in  succession  by  the 
same  current,  the  same  amount  of  decomposition  will  be  effected  in 
them  all ;  and  this  amount  for  each  cell  will  be  the  full  equivalent  of 
the  action  in  each  cell  of  the  battery. 

In  order  to  effect  a  given  amount  of  d^composition  in  a  given  cell, 
with  the  smallest  possible  consumption  of  zinc  in  the  battery,  the 
number  of  battery  cells  employed  should  be  the  smallest  that  will 
suffice  to  effect  the  operation  at  all ;  in  other  words,  the  resultant 
electro-motive  force  in  circuit  should  barely  exceed  zero.  This  is 
obvious  from  considering  that  the  quantity  of  electricity  required  to 
effect  the  given  operation  is  irrespective  of  the  number  of  cells  of  the 
battery,  and  is  absolutely  constant  The  quantity  of  zinc  dissolved 
in  each  cell  is  therefore  constant  also,  and  hence  the  whole  zinc  dis- 
solved is  proportional  to  the  number  of  ceUs.  If  we  employ  more 
cells  than  are  necessary,  we  shall  effect  the  required  operation  more 
quickly,  but  at  the  expense  of  an  extra  consumption  of  zina 

Time  may  be  saved  by  increaaing  the  number  both  of  the  decom- 
posing cells  and  of  the  battery  cells.  By  doubling  them  both,  we 
shall  double  the  electro-motive  force  and  also  the  resistance,  so  that 
the  current  will  be  unaltered.  The  chemical  action  in  each  cell  will 
therefore  be  the  same  as  before ;  and  as  the  number  of  decomposing 
cells  is  doubled,  a  double  quantity  of  the  given  electrolyte  is  decom- 


602.  Polarization  of  Eleotrodes. — When  electrodes  have  been  doing 
duty  for  some  time  in  the  decomposition  of  an  electrolyte,  if  we 
detach  them  from  the  battery,  plunge  them  in  a  conducting  liquid, 
and  connect  them  externally  by  a  wire,  we  shall  find  that  a  current 
is  circulating  in  the  opposite  direction  to  the  original  current. 

Suppose,  for  example,  that  the  Bunsen  battery  M  (Fig.  538)  has 
been  employed  for  electrolyzing  sulphate  of  potash  by  means  of  the 
electrodes  A  B,  A  being  the  positive,  and  B  the  negative  electrode, 
the  current  flows  through  the  decomposing  cell  from  A  to  B.  Now 
let  the  battery  be  removed,  and  the  electrodes  connected  externally 
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by  the  wire  N.    A  current  will  now  pass  through  the  liquid  from 
B  to  Ay  completing  its  circuit  through  the  wire. 

The  origin  of  this  current  can  be  explained  in  the  following  way. 
During  the  process  of  decomposition,  potash  collects  on  the  electrode 


Big.  638.— PoUrization  of  Blectrodet. 

B,  and  sulphuric  acid  on  the  electrode  A.  When  the  connecting  wire 
is  substituted  for  the  battery,  the  two  substances  which  have  been 
forced  to  separate  begin  to  unite  again ;  and  as  their  tendency  to  do 
so  produced  an  opposing  electro-motive  force  while  the  direct  current 
was  passing,  this  tendency  is  now  manifested  in  the  actual  produc- 
tion of  a  reverse  current  and  reverse  transport  of  elements.  It  is  not 
necessary  that  the  deposition  of  the  two  substances  on  the  plates 
should  have  been  brought  about  by  electrolysis.  A  similar  result 
will  be  obtained  if  the  plates  be  coated  with  the  two  substances  in 
any  other  way 

Grove's  gas-battery  is  constructed  by  immersing  two  platinum 
plates  in  a  vessel  of  acidulated  water,  the  upper  halves  of  the  plates 
being  surrounded,  one  by  oxygen,  and  the  other  by  hydrogen, 
inclosed  in  inverted  tubes.  External  communication  must  be  made 
between  the  plates  by  means  of  wires  sealed  into  the  upper  ends  of 
the  tubes,  and  a  current  will  pass  through  the  circuit  thus  completed ; 
or,  if  there  are  more  cells  than  one,  the  hydrogen  plate  of  each  cell 
must  be  connected  with  the  oxygen  plate  of  the  next,  and  the  first 
and  last  plates  must  also  be  connected.  In  each  cell,  imion  of  the 
two  gases  will  gradually  take  place  through  the  acidulated  water, 
and  the  direction  of  the  current  will  be  opposite  to  that  which  would 
restore  the  gases  to  their  places  if  the  cell  were  used  as  a  voltameter; 
that  is  to  say,  it  will  be  through  the  liquid  from  the  plate  in  hydrogen 
to  the  plate  in  oxygen.     Tlie  plates  employed  for  this  purpose  ai*e 
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usually  covered  with  a  deposit  of  finely-divided  platinum,  as  the 
great  extent  of  surface  thus  obtained  conduces  to  rapid  action. 

Ritter*s  secondary  pile  consists  of  a  number  of  discs  all  of  the 
same  metal  separated  by  pieces  of  moistened  cloth.  If  its  two 
extremities  be  connected  for  a  few  seconds  with  the  poles  of  a  battery, 
the  pile  will  be  found  to  have  acquired  the  power  of  producing,  for  a 
short  time,  a  current  opposite  to  that  of  the  battery. 

603.  Feeble  Currents  through  Electrolytes. — Liquids  capable  of 
undergoing  electrolysis  never  conduct  electricity  without  being 
electrolyzed.  Some  exceptions  were  at  one  time  supposed  to  exist 
in  cases  of  very  feeble  currents ;  but  experiments  in  vacuo  have  shown 
that  these  are  explained  by  the  re-absorption  by  the  liquid  of  the 
gases  evolved.  Under  the  exhausted  receiver  of  an  air-pump  the 
gases  are  actually  given  oflf.  There  appears  to  be  no  real  exception 
to  the  rule  that  electricity,  in  traversing  an  electrolyzable  liquid, 
always  produces  its  full  equivalent  of  decomposition. 

604.  Electro-metallurgy. — The  applications  of  electrolysis  to  the 
arts  are  numerous  and  important  They  are  of  two  kinds.  In  one, 
the  electrolytic  deposit  is  intended  as  a  j)ermanent  covering,  and 
should  adhere  perfectly  so  as  to  form  one  mass  with  the  body  which 
it  covers.  In  the  other,  the  adhesion  is  temporary,  and  must  not  be 
too  close,  the  object  being  merely  to  obtain  an  exact  copy  of  the 
original  form.    Electro-plating  belongs  to  the  former  class ;  electrotype 

•to  the  latter. 

605.  Electro-gilding  and  Electro-plating. — The  deposition  of  a 
coating  of  gold  or  silver  on  the  surface  of  a  less  precious  metal  is 
merely  an  example  of  the  electrolysis  of  a  salt,  as  described  in  §  599. 
The  metal  in  solution  is  always  deposited  on  the  negative  electrode  ^ 
hence  we  have  merely  to  make  the  negative  electrode  consist  of  the 
article  which  we  wish  to  coat.  The  only  points  to  be  decided  prac- 
tically relate  to  the  means  of  making  the  deposit  solid  and  firmly 
adherent  These  ends  have  been  completely  attained  by  the  methods 
patented  about  1840  by  Elkington  in  England  and  Ruolz  in  France. 

The  solutions  are  always  alkaline,  and  usually  consist  of  the 
cyanide  or  chloride  of  the  metal,  dissolved  in  an  alkaline  cyanide. 

To  prepare  the  gold-bath,  50  grammes  of  fine  gold  are  dissolved  in 
aqua  regia;  and  the  solution  is  evaporated  till  it  has  the  consistence 
of  syrup.  Water  is  then  added,  together  with  50  grammes  of 
cyanide  of  potassium,  and  the  mixture  is  boiled.  The  quantities 
named  give  about  50  litres  of  solution. 


Digitized  by 


Googk 


ELECTRO-GILDING. 


747 


The  negative  electrode  consists  of  the  article  to  be  gilded  The 
positive  electrode  is  a  plate  of  fine  gold,  which  constitutes  a  soluble 
electrode,  and  serves  to  keep  the  solution  at  a  constant  strength.  In 
order  that  the  gilding  may  be  well  done,  the  bath  must  be  main- 
tained, during  the  operation,  at  a  temperature  of  from  60**  to  70** 
Centigrade. 

Fig.  539  represents  a  form  of  apparatus  which  is  very  frequently 
employed.  The  poles  of  the  battery  are  connected  with  two  metallic 
rods  resting  on  the  top  of  the  cistern  which  contains  the  bath.  The 
articles  to  be  gilded  are  hung  from  the  negative  rod.     From  the 


Fig.  639.~ApparatTU  for  Eleotro  gildiiig. 


positive  rod  is  hung  a  plate  of  gold,  whose  size  should  be  proportional 
to  the  total  surface  of  the  articles  which  form  the  negative  electrode. 

The  silver  bath  is  a  solution  containing  2  parts  of  cyanide  of  silver, 
10  of  cyanide  of  potassium,  and  250  of  water.  The  operation  of 
plating  is  the  same  as  that  of  gilding,  except  that  the  apparatus  is 
usually  on  a  larger  scale,  and  that  the  temperature  may  be  lower. 

In  both  cases  the  surfaces  to  be  coated  must  be  thoroughly 
cleansed  from  grease.  For  this  purpose  they  are  subjected  to  the 
processes  of  pickling  and  dipping,  wliich  we  cannot  stay  to  describe. 

Other  bodies,  a^  well  as  metals,  can  be  coated,  if  their  surfaces  are 
first  covered  with  some  conducting  material  Baskets,  fruits,  leaves, 
&a,  have  thus  been  gilded  or  silvered. 

Similar  processes  are  employed  for  depositing  other  metals,  of 
which  copper  is  the  most  frequent  example. 

606.  Electrotype. — Electrotyping  consists  in  obtaining  copper  casts 
or  fac-similes  of  medals,  engraved  plates,  &a,  by  means  of  electrolytic 
deposition.     The  first  successful  attempts  in  this  direction  were  made 
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about  1839  by  Jacob!  at  St  Petersburg  and  Spencer  in  EnglanoL 
The  art  is  now  very  extensively  practised 

If  a  fac-simile  of  a  medal  is  required,  a  cast  is  first  taken  of  it, 
either  in  fusible  alloy,  plaster  of  Paris,  or  gutta-percha  softened  by 
heating  to  100^  C,  this  last  material  being  the  most  frequently 
employed.  The  fusible  alloy  is  a  conductor;  the  other  materials  are 
not,  and  their  surfaces  are  therefore  rendered  conducting  by  rubbing 
them  over  with  plumbago.  The  mould  thus  prepared  is  made  to 
serve  as  the  negative  electrode  in  a  bath  of  sulphate  of  copper,  a 
copper  plate  being  used  as  the  positive  electrode.  When  the  current 
passes,  copper  is  deposited  on  the  surftuse  of  the  mould,  forming  a 
thin  sheet,  which,  when  detached,  is  a  fac-simile  of  one  side  of  the 
original  medal  A  similar  process  can  be  applied  to  the  other  side, 
and  thus  a  complete  copy  can  be  obtained. 

In  operations  of  this  kind,  the  bath  itself  is  often  made  to  serve  as 

the  battery.    Fig.  640  represents  such 
an  arrangement 

In  the  interior  of  a  vessel  containing 
a  saturated  solution  of  sulphate  of 
copper,  a  second  vessel  is  supported, 
consisting  either  of  porous  earthen- 
ware or  of  a  glass  cylinder  closed  be- 
low by  a  membrane.  In  this  second 
vessel  is  placed  acidulated  water,  with 
a  cylinder  of  zinc  suspended  in  it 
The  mould  is  placed  in  the  outer 
vessel  under  the  bottom  of  the  porous  cylinder,  and  is  connected  with 
the  zinc  by  a  stout  wire  which  completes  the  circuit  The  arrange- 
ment is  evidently  equivalent  to  a  Daniell's  cell  The  current  passes 
through  the  liquids  from  the  zinc  to  the  mould,  electrolyzing  the 
solution  of  sulphate  of  copper ;  and  as  the  metal  travels  with  the 
current,  it  is  deposited  on  the  surface  of  the  mould.  The  strength 
of  the  solution  is  kept  up  by  suspending  in  it  crystals  of  sulphate  of 
copper  contained  in  a  vessel  pierced  with  holes. 

607.  Applications  of  Electrotype. — One  of  the  commonest  applica- 
tions of  electrotype  is  to  the  production  of  copies  of  wood  engravings. 
The  original  blocks,  as  they  leave  the  hand  of  the  engraver,  could  not 
yield  a  large  number  of  impressions  without  being  materially  injured 
by  wear.  When  many  impressions  are  required,  they  are  not  taken 
directly  from  the  wood,  but  from  an  electrotype  taken  in  copper  from 


Fig.  540.— Bath  and  Battery  iu  one. 
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a  gutta-percha  mould  The  process  of  deposition  is  continued  only 
for  twenty-four  hours,  and  the  plate  of  copper  thus  obtained  is  very 
thin.  It  is  strengthened  by  filling  up  its  back  with  melted  type- 
metaL  Such  plates  will  afford  about  80,000  impressions,  and  it  is 
from  them  that  nearly  all  the  illustrations  in  popular  works  are 
printed.  Postage  stamps,  which  must  be  exactly  alike  in  order  to 
prevent  counterfeits,  are  also  printed  from  electrotypes;  and,  on 
account  of  the  great  number  of  impressions  required,  the  electrotypes 
themselves  need  frequent  renewal;  but  the  operations  necessary  for 
this  purpose  do  not  sensibly  injure  the  original 

Copperplate  engravings  and  even  daguerreotypes  can  be  very 
accurately  reproduced  in  copper.  No  preparation  of  the  surface  is 
necessary,  as  the  thin  film  of  oxide  which  is  present  is  quite  suflScient 
tn  prevent  the  deposit  from  adhering  too  closely. 

Qasaliers  are  usually  of  cast-iron  coated  with  copper  by  electro- 
lysis. The  copper  is  not,  however,  deposited  on  the  surface  of  the 
iron,  as  the  contact  of  the  two  metals  would  greatly  promote  the 
oxidation  of  the  iron,  if  any  of  it  were  accidentally  exposed  to  the 
air.  The  iron  is  first  painted  over  with  red-lead,  which,  when  dry, 
is  covered  with  a  very  thin  layer  of  plumbago  to  render  it  conduct- 
ing; and  it  is  on  this  that  the  copper  is  deposited. 
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INDUCTION  OF  CURRENTS. 


608.  Induced  Currents. — Induced  currents  may  be  described  as 
currents  produced  in  conductors  by  the  influence  of  neighbouring 
currents  or  magnets.  Their  discovery  by  Faraday  in  1831  con- 
stitutes an  epoch  in  the  history  of  electrical  science.  We  shall  first 
describe  some  modes  of  producing  them ;  and  then  state  their  general 
lawa 

609.  Currents  induced  by  Commencement  and  Cessation  of  Currents. 
— Let  two  coils  be  wound  upon  the  same  frame  B,  one  of  them,  called 


Fig.  541.— Current  induced  by  Conunenoement  or  Ceuation. 

the  secondary  coil,  having  its  ends  connected  with  the  binding-screws 
of  the  galvanometer  G,  while  the  ends  of  the  other,  which  is  called 
the  primary  coil,  dip  in  two  cups  of  mercury  g  g'  connected  with  tlie 
two  plates  of  the  voltaic  element  P.  As  long  as  the  current  is  passing 
steadily  in  the  primary  coil,  the  needle  of  the  galvanometer  remains 
undeflected ;  but  if  the  current  be  stopped,  by  lifting  a  wire  out  ot 
one  of  the  mercury  cups,  the  needle  is  immediately  deflected,  in- 
dicating the  existence  of  a  current  in  the  same  direction  as  that  which 
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was  previously  circulating  in  the  primary  coiL  This  effect  is  very 
transitory.  The  needle  appears  to  receive  a  sudden  impulse  which 
immediately  passes  away.  If  the  current  be  then  re-established, 
there  is  a  deviation  to  the  other  side,  indicating  a  current  in  the 
opposite  direction  to  that  in  the  primary  coil ;  and  this  deviation, 
like  that  which  occurred  before,  is  merely  the  effect  of  an  instantan- 
eous impulse,  the  needle  making  a  few  oscillations  from  side  to  side, 
and  then  remaining  steadily  at  zero.  This  experiment,  which  is 
substantially  the  same  as  that  by  wliich  Faraday  first  made  the  dis- 
covery, establishes  the  following  proposition : — yfhen  a  current  begins 
to  flow,  it  iiiducea  an  inverse  cwn^ent  in  a  neighbourvng  conductor; 
when  it  ceases^  it  induces  a  direct  current;  and  both  the  currents 
thus  induced  are  merely  instantaneous. 

610.  Currents  induced  by  Variations  of  Strength  of  Primary  Current. 
— Employing  the  same  apparatus,  let  us,  while  the  primary  cunent 


Fig.  542. — Current  iuduoed  by  Change  of  Strength. 

is  passing,  connect  the  two  mercury  cups  by  the  wire  d  (Fig.  542), 
thus  dividing  the  circuit  (§  547),  and  causing  a  great  diminution  of 
the  current  in  the  primary  coil.  At  the  instant  of  making  this  con- 
nection, the  needle  of  the  galvanometer  is  affected,  moving  in  the 
same  direction  as  if  the  primary  current  were  stopped ;  and  on  lifting 
the  connecting  wire  out  of  one  of  the  cups,  so  as  to  produce  a  sudden 
increase  in  the  current  in  the  primary  coil,  the  needle  moves  in  the 
opposite  direction.  When  a  current  receives  a  sudden  increase,  this 
produces  an  inverse  current  in  a  neighbouring  conductor;  and  when 
it  is  suddenly  decreased,  a  direct  current  is  induced, 

611.  Currents  induced  by  Variations  of  Distance. — Currents  may 
also  be  induced  by  change  of  distance  between  tlie  primary  and 
secondary  conductors.     Let  the  secondary  coil,  for  example,  be  hollow, 
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as  in  Fig.  543,  and  let  the  primary  coil,  with  the  current  passing  in  it^ 
be  suddenly  introduced  into  its  interior.  The  galvanometer  will 
indicate  the  production  of  an  inverse  current  in  the  secondary  coiL 


Fig.  648. — Corrent  induced  by  Change  of  Distance. 


When  the  needle  has  come  to  rest,  let  the  primary  coil  be  withdrawn, 
and  a  direct  current  will  be  indicated  by  the  galvanometer.  These 
currents  differ  from  those  previously  mentioned  in  being  less  sudden. 
They  last  as  long  as  the  relative  motion  of  the  two  coils  continues. 
When  a  conductor'  conveying  a  current  approaches  or  is  approached 
by  a  neighbouring  conductor,  an  i/nverse  current  is  ind/uced  in  the 
latter;  and  when  one  of  these  conductors 
moves  away  from  the  other,  a  d4/rect  current 
is  indiiced. 

612.  Magneto -electrio  Induction. — As  a 
current  may  be  regarded  as  a  magnet 
^  531  A),  and  a  magnet  may  be  regarded  as 
a  63'stem  of  currents  (§  565),  induction  can 
be  effected  by  a  magnet  as  well  as  by  a 
coiL 

Let  a  hollow  coil  be  connected  with  a  gal- 
vanometer, and  a  magnet  held  over  it,  as  in 
Fig.  544.  As  long  as  the  magnet  remains 
stationary,  no  current  is  indicated;  but 
when  one  pole  of  the  magnet  is  thrust  into 
the  interior  of  the  coil,  the  needle  is  deflected  by  an  impulse  which 
lasts  only  as  lon^  as  the  motion  of  the  magnet     If  the  magnet  is 


Fig.  644. — Current  induced  bj 
Motion  of  Magnet 
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allowed  to  remain  at  rest  in  this  position,  the  needle,  as  soon  as  it 
has  time  to  recover  from  its  oscillations,  stands  at  zero ;  but  on  with- 
drawing the  magnet,  another  current  will  be  indicated  in  the  opposite 
direction  to  the  former. 

Currents  may  also  be  induced,  with  even  more  striking  eflfect,  by 
moving  one  pole  of  a  magnet  towards  or  from  one  end  of  a  soft-iron 
bar  previously  placed  in  the  interior  of  the  coil  (Fig.  545).     These 


Pig.  545.— Ourreiit  induced  by  Magnetization  of  Soft  Iron. 

currents  are  due  to  the  magnetism  produced  and  destroyed  in  the 
soft  iron.  When  the  intensity  of  magnetization  of  a  piece  of  iron 
or  steel  undergoes  changes,  currents  are  induced  in  neighbouring 
conductors.  The  directions  of  these  currents  can  be  inferred  from 
the  preceding  rules  by  supposing  a  solenoid  to  be  substituted  for  the 
magnet. 

613.  Lenz's  Law. — The  currents  induced  by  the  relative  movement 
either  of  two  circuits  or  of  a  circuit  cmd  a  rruignet  are  alvxiys  in 
such  directions  as  to  produce  mechanical  forces  tending  to  oppose 
{he  m^ovement  For  example,  when  two  parallel  wires,  through  one 
of  which  a  current  is  passing,  are  made  to  approach,  an  opposite 
current  is  induced  in  the  other;  and  opposite  currents  by  their  mutual 
repulsion  resist  approach.  This  general  law  as  to  the  direction  of 
induced  currents  was  first  distinctly  enunciated  by  Lenz,  a  Russian 
philosopher. 

613  a.  Direction  of  Induced  Currents  specified  by  Reference  to  Lines 
of  Magnetic  Force. — We  have  already  mentioned,  in  connection  with 
the  mutual  forces  between  magnets  and  currents  (§  531  b),  that  a 
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wire  conveying  a  current  experiences  force  perpendicular  to  its 
length,  and  at  the  same  time  perpendicular  to  the  lines  of  magnetic 
force,  when  placed  in  a  magnetic  field.  We  have  seen  that,  if  the 
current  is  from  foot  to  head,  and  the  lines  of  force  (for  an  austral 
pole)  run  from  front  to  back,  the  force  experienced  by  the  wire  is  a 
force  to  the  right.  Motion  of  the  wire  to  the  right  will  diminish 
this  force  by  diminishing  the  current,  motion  to  the  left  will  increase 
it  by  increasing  the  current,  and  the  amount  of  increase  or  diminu- 
tion is  quite  independent  of  the  original  amount  of  current  Let  the 
direction  of  the  lines  of  magnetic  force  for  an  austral  pole  be  called 
fr(yni  front  to  hack;  then  the  motion  of  a  conductor  to  the  rigid  gene- 
rates a  current  in  it  from  head  to  foot,  and  motion  in  the  opposite 
direction  generates  an  opposite  current  We  shall  have  frequent 
occasion  to  recur  to  this  criterion  of  direction,  which  applies  to  every 
case  of  induced  currents. 

As  the  generation  of  currents  by  induction  depends  not  on  absolute 
but  on  relative  motion,  namely  the  relative  motion  of  the  conductor 
and  the  lines  of  magnetic  force,  the  criterion  of  direction  will  take 
the  following  form  when  the  conductor  is  supposed  to  be  stationary, 
and  the  lines  of  force  to  move.^  Let  the  direction  of  the  lines  of 
magnetic  force  for  an  austral  pole  be  called  from  front  to  hack,  then 
if  the  lines  of  force  move  so  as  to  cut  through  the  conductor  from, 
right  to  left,  a  current  wiU  he  imdAiced  in  the  conductor  from  head 
to  foot. 

If  the  conductor  forms  part  of  a  closed  circuit,  we  shall  have  a 
continuous  current  flowing  through  it  as  long  as  the  motion  lasts. 
If  the  circuit  is  open,  there  will  merely  be  an  incipient  current, 
which,  if  its  direction  be  from  head  to  foot,  will  reduce  the  end  of  the 
conductor  which  we  are  regarding  as  its  foot  to  a  higher  electrical 
potential  than  the  other,  and  this  difference  of  potential  will  be 
maintained  as  long  as  the  motion  last& 

613  b.  Quantitative  Statements. — In  ord^r  to  state  the  quantitative 
laws  of  induced  currents  in  the  simplest  and  most  general  manner, 
we  must  employ  the  conception  of  tubes  of  force  as  explained  in 
§  445  G  (but  they  will  now  be  tubes  not  of  electrical  but  of  magnetic 
force),  and  we  must  suppose  them  to  be  arranged  in  the  equable 
manner  described  in  §  445  H.     That  is  to  say,  we  must  suppose  the 

*■  It  may  be  noted  that  when  a  bar-magnet  is  rotated  on  its  axis,  it  induces  no  ooxrent 
in  a  neighbouring  wire,  inasmuch  as  its  lines  of  force  cut  such  a  wire  once  positiyely  and 
once  negatively. 
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whole  field  cut  up  into  tubes  of  force  in  such  a  manner  that,  if  a 
cross-section  (an  equipotential  surface  as  regards  magnetic  potential) 
be  made  in  any  part  of  the  field,  the  number  of  tubes  per  unit  of 
sectional  area  is  equal  to  the  intensity  in  that  part  of  the  field.  It 
is  more  usual  to  speak  of  number  of  lilies  of  force  than  of  number 
of  tubes,  the  convention  being  that  each  tube  contains  one  line ;  but 
the  counting  of  tubes  rather  than  lines  has  the  advantage  of  naturally 
allowing  fractional  parts  to  be  reckoned,  and  not  suggesting  the  idea 
of  discontinuity. 

The  tubes  of  force  due  to  a  magnet  are  to  be  regarded  as  rigidly 
attached  to  the  magnet,  and  carried  with  it  in  all  its  movements, 
whether  of  translation  or  rotation.  They  undergo  no  change  of  size 
or  form  unless  the  magnet  itself  undergoes  changes  in  its  magneti- 
zation. 

Tliese  conceptions  being  premised,  the  quantitative  laws  of  induced 
currents  can  be  stated  with  great  simplicity  and  complete  generality. 

1.  When  a  conductor  is  moved  in  a  magnetic  field,  the  electro- 
motive FORCE  generated  by  the  motion  is  equal  to  the  number  of 
tubes  which  the  conductor  cuts  through  per  unit  time. 

2.  If  the  conductor  forms  part  of  a  closed  circuit,  the  current 
generated  in  the  circuit  is  the  quotient  of  the  number  of  tubes  cut 
through  per  unit  time,  by  the  resistance  of  the  circuit ;  and,  lastly, 

3.  The  whole  quantity  of  electricity  conveyed  by  the  current  is 
the  quotient  of  the  number  of  tubes  cut  through,  by  the  resistance  of 
the  circuit  The  quantity  of  electricity  conveyed  by  a  current  of 
brief  duration  is  measured  by  observing  the  swing  of  a  galvanometer 
needle.  It  is  proportional  to  the  greatest  deviation  of  the  needle 
from  zero,  provided  that  this  deviation  is  small,  and  that  the  dura- 
tion of  the  current  is  less  than  that  of  the  swing.  When  experiments 
on  induced  currents  are  made  under  these  conditions,  it  is  found  that 
the  deviation  of  the  needle  is  not  sensibly  increased  by  moving  the 
inducing  magnet  or  coil  more  rapidly,  as  long  as  the  ground  moved 
over  is  the  same. 

The  dependence  of  the  quantity  of  electricity  induced  upon  the 
number  of  tubes  cut  through,  was  discovered  by  Faraday,  who  estab- 
lished it  experimentally  by  moving  a  loop  of  wire  in  various  ways 
in  the  vicinity  of  a  magnet.  The  three  foregoing  laws  were  all,  in 
fact,  substantially  established  by  the  series  of  researches  in  which 
these  experiments  occur.^ 

^  Reuarches,  voL  iii  series  xxvUi 
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In  counting  tho  tubes  cut  through,  it  is  necessary  to  attend  to  the 
direction  of  the  current  due  to  the  cutting  of  each  tube.  Those  tubes 
which  are  so  cut  as  to  give  currents  in  one  direction  round  the 
circuit  (when  tested  by  the  criterion  of  §  61 3  A)  must  have  one  siga 
given  them,  and  those  which  give  currents  in  the  opposite  direction 
must  be  reckoned  as  of  the  opposite  sign.  It  is  in  every  case  the 
algebraic  sum  that  is  to  be  taken ;  and  if  a  tube  is  cut  once  positively 
and  once  negatively,  it  may  be  left  out  of  the  reckoning. 

613  c.  Relation  of  Indaced  Current  to  Work  done. — The  direction 
of  the  force  experienced  by  any  straight  portion  of  a  circuit  con- 
ve3nng  a  current  in  a  uniform  field,  is  perpendicular  at  once  to  its 
own  length  and  to  the  lines  of  force.  If  L  be  its  length,  a  its 
inclination  to  the  lines  of  force,  C  the  current  flowing  through  it, 
and  I  the  intensity  of  the  field,  the  magnitude  of  the  force  will  be 
CIL  sin  a,  and  the  work  done  in  any  movement  of  translation 
will  be  the  product  of  this  force  by  that  component  of  the  distance 
moved  which  lies  in  the  direction  of  the  forca  All  this  may  be  more 
concisely  expressed  by  saying  that  the  work  done  by  magnetic  force 
is  the  product  of  C  by  the  number  of  tubes  of  force  which  the  wire 
cuts  through  in  its  motion,  any  tubes  which  are  cut  in  a  direction 
opposed  to  that  of  the  force  which  the  wire  experiences  being  counted 
negatively.  When  a  closed  circuit  conveying  a  current  is  moved  in 
cmy  magnetic  field,  the  work  done  upon  it  by  magnetic  force  is  the 
product  of  the  strength  of  current  by  the  algebraic  number  of  tubes 
cfui  tfirough. 

Comparing  this  law  with  the  first  of  the  three  laws  given  in  the 
preceding  section,  we  see  that  the  work  done  per  unit  time  is  the 
product  of  the  actual  current  and  the  induced  electro-motive  force. 
The  original  current  is  increased  or  diminished  by  the  motion, 
according  as  work  is  done  against  or  by  the  magnetic  forces  of  the 
field. 

This  result  can  be  shown  to  be  in  harmony  with  Joule's  law 
(§  571),  according  to  which  the  energy- value  of  a  current,  for  each 
unit  of  time  that  it  lasts,  is  the  product  of  the  current  by  the  electro- 
motive force  producing  it  For,  if  C  and  E  denote  the  actual  amounts 
of  current  and  electro-motive  force,  and  C^E^  the  values  which  these 
elements  would  have  if  there  were  no  motion,  the  energy  required 
from  without  to  produce  the  motion  is,  by  the  law  we  are  now^ 
stating,  C(E  — Eq),  and  the  energy  represented  by  the  additional 
consumption  of  zinc  in  the  battery  is  (C— CJE^  since,  with  a  given 
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number  of  cells,  the  zinc  consumed  is  simply  proportional  to  the 
current.  The  sum  of  these  two  expressions  is  CE  —  C^E^jj  which,  by 
Joule's  law,  represents  the  increase  in  current  energy. 

When  there  is  no  current  in  the  circuit  except  the  induced  cur^ 
rent,  work  must  always  be  done  against  the  forces  of  the  field  to  an 
amount  precisely  equal  to  CE,  the  energy-value  of  the  current 

613  d.  Movement  of  Lines  of  Force  with  Change  of  Magnetization. 
— Aa  long  as  a  piece  of  iron  or  steel  remains  unchanged  in  its  mag- 
netization, its  tubes  of  force  are  to  be  conceived  of  as  a  rigid  system 
rigidly  connected  with  it  When  the  intensity  of  magnetization  is 
increased,  new  tubes  are  added  and  the  old  ones  are  crushed  together. 
The  new  tubes  are  to  be  regarded  as  coming  into  existence  at  the 
magnetic  axis  of  the  magnet,  and  pushing  the  old  ones  further  away 
from  the  axia  When  the  intensity  of  magnetization  fells  off,  a 
reverse  motion  occurs,  and  the  axis  absorbs  those  tubes  which  lie 
next  it 

Similar  remarks  apply  to  changes  of  strength  in  a  current  The 
lines  of  magnetic  force  due  to  a  current  in  a  wire  are  circles,  and  the 
tubes  of  force  are  rings,  having  the  wire  for  their  common  axis. 
When  the  current  receives  an  increase  of  strength,  the  new  rings 
must  all  be  conceived  of  as  starting  from  the  wire,  and  pushing  out 
the  old  rings  before  them,  and  on  the  diminution  or  cessation  of  the 
current  a  reverse  movement  occurs. 

When  a  current  suddenly  commences  in  a  wire,  or  a  piece  of  soft 
iron  is  suddenly  magnetized,  a  neighbouring  wire  is  cut  through  by 
as  many  tubes  of  force,  and  subjected  to  the  same  inductive  influence, 
as  if  it  were  suddenly  moved  up  from  a  great  distance  into  its  actual 
position.  The  experimental  results  described  in  §  609-612  q,re  thus 
only  particular  cases  of  the  general  principles  of  §  613  A,  R 

613  s.  Motion  in  Uniform  Field. — If  we  define  a  uniform  magnetic 
field  as  a  field  of  uniform  intensity,  it  can  be  shown  to  follow,  as  a 
mathematical  consequence,  that  the  equipotential  surfaces  must  be 
parallel  planes,  and  the  lines  of  force  parallel  straight  lines.  The 
tubes  of  force  will,  of  course,  be  of  uniform  section,  and  the  number 
of  tubes  per  unit  of  cross  section  will  be  equal  to  I,  the  intensity  of 
the  field.  The  electro-motive  force  generated  by  the  motion  of  a 
straight  wire  of  length  L  in  such  a  field,  with  a  velocity  of  translation 
V,  being  equal  to  the  number  of  tubes  cut  through  in  unit  time,  will 
be  LVI,  if  the  length  of  the  wire  and  the  direction  of  motion  are 
perpendicular  to  each  other  and  to  the  lines  of  force.    For  any  othei 
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position  of  the  wire,  and  for  any  other  direction  of  motion,  the 
number  of  tubes  cut  through  will  evidently  be  less.  If  the  length 
of  the  wire  is  parallel  to  the  lines  of  force,  no  tubes  will  be  cut 
through,  whatever  be  the  direction  of  motion ;  and  if  the  direction  of 
motion  be  parallel  to  the  lines  of  force,  no  tubes  will  be  cut  through, 
whatever  be  the  position  of  the  wire.  In  these  two  cases,  then, 
there  is  no  generation  of  electro-motive  force  tending  to  produce  a 
current  along  the  wire. 

Terrestrial  magnetism  furnishes  us  with  an  example  of  a  uniform 
tield,  so  long  as  we  confine  our  attention  to  a  space  of  moderate 
dimensions,  such  as  the  interior  of  a  room. 

613  T.  Unit  of  Besistance. — Units  of  length,  Tnasa,  and  tvme,  having 
been  selected,  unit  force  is  defined  as  that  which,  acting  on  unit  mass 
for  unit  time,  generates  unit  velocity. 

A  magnetic  pole  of  unit  strength,  or  a  unit  pole,  is  defined  as  that 
which  attracts  or  repels  an  equal  pole  at  unit  distance  with  unit 
force. 

Unit  intensity  ofjield  is  defined  as  the  intensity  at  a  place  where 
a  unit  pole  experiences  unit  force. 

A  unit  current,  or  a  current  of  unit  strength,  is  one  which,  for 
each  unit  of  its  length,  affects  a  unit  pole  at  unit  distance  with  unit 
force.  In  ])assing  through  a  circular  coil  of  unit  radius  and  length  I, 
the  force  which  it  exerts  on  a  unit  pole  at  the  centre  is  L 

Unit  eUctro-^notive  force  is  the  electro-motive  force  existing  in  a 
circuit  in  which  unit  current  does  unit  work  in  each  unit  of  time; 
and  unit  reaistcmce  is  the  resistance  of  a  circuit  in  which  unit  electro- 
motive force  would  produce  unit  current 

The  course  of  the  above  investigation  shows  that  the  units  of 
length,  mass,  and  time  are  sufficient  to  determine  all  tlie  other  units 
mentioned.  It  can  further  be  shown^  that  the  unit  of  resistance  is 
independent  of  the  unit  of  mass,  and  depends  only  on  tlie  units  of 
length  and  time,  being  directly  as  the  unit  of  length,  and  inversely 
as  the  unit  of  time — a  property  which  is  also  characteristic  of  the 
unit  of  velocity.  Hence  a  resistance,  like  a  velocity,  can  be  ade- 
quately expressed  in  metres  per  second.  The  unit  of  resistance  now 
commonly  employed  is  the  ohm,  which  is  defined  as  ten  million 
metres  per  second.  The  resistance  of  an  ordinary  Daniell's  cell  is 
about  half  an  ohm.  The  resistance  of  a  mile  of  submarine  telegraph- 
cable  is  from  4  to  1 2  ohma 

*  See  appendix  at  the  end  of  this  chapter. 
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614.  Induction  by  means  of  Terrestrial  Magnetism. — If  a  wire  ring, 
or  any  other  form  of  closed  circuit,  receives  a  movement  of  translar 
tion  in  a  uniform  field,  no  current  is  generated,  because  the  same 
number  of  force-tubes  are  cut  negatively  as  positively.  Whatever 
cuirenfcs  are  generated  by  the  motion  of  a  closed  circuit  in  the  terres- 
trial magnetic  field,  must  therefore  be  due  solely  to  rotational  move- 
ments. Suppose  the  circuit  to  consist  of  a  single  circle  of  wire,  and 
let  it  be  initially  placed  so  that  its  plane  is  perpendicular  to  the 
dipping-needle,  and  therefore  perpendicular  to  the  lines  of  magnetic 
forca  In  this  position,  the  number  of  force-tubes  which  it  incloses 
is  equal  to  the  product  of  the  inclosed  area  by  the  total  intensity  of 
terrestrial  magnetic  force,  that  is  to  irr*I,  I  denoting  this  intensity, 
and  r  the  radius  of  the  circla  Now  let  the  ring  rotate  through  180* 
about  any  diameter,  so  that  it  comes  back  into  its  original  place,  but 
facing  the  opposite  way.  During  this  semi-revolution,  each  half  of 
the  ring  has  cut  through  all  the  tubes  which  passed  through  the  ring, 
and  though  in  one  sense  the  two  halves  have  been  cutting  the  tubes 
in  opposite  directions,  the  application  of  the  criterion  of  §  613  b  shows 
that  the  resulting  currents  are  in  the  same  direction  round  the  circuit 
The  number  of  tubes  cut  through  is  therefore  to  be  reckoned  as  2irr*I, 
and  the  quotient  of  this  by  the  time  occupied  in  a  semi-revolution 
is  the  average  electro-motive  force  (§  613  e).  If  the  rotation  be 
uniform,  the  actual  electro-motive  force  is  greatest  in  the  middle  of 
the  semi-revolution,  and  is  zero  at  its  commencement  and  termina- 
tion. During  the  other  half-revolution  the  circumstances  are  pre- 
cisely the  same,  except  that  the  two  halves  of  the  ring  have  changed 
places.  If  we  compare  the  currents  in  two  positions  of  the  ring 
which  diflfer  by  180®,  we  see  that  the  current  round  the  ring  has  the 
same  direction  in  space,  but  opposite  directions  as  regards  the  ring 
itself. 

If,  instead  of  a  single  ring  of  wire,  we  have  a  circular  coil  consist- 
ing of  any  number  of  convolutions,  with  its  two  ends  united,  the 
same  principles  apply.  If  there  are  n  convolutions,  the  electro- 
motive force  will  be  n  times  greater  than  with  one,  but  as  the  resist- 
ance is  also  n  times  greater  the  strength  of  current  is  the  same. 

In  the  apparatus  called  Ddezenne's  Circle,  a  coil  of  wire  revolves 
about  a  diameter,  but  the  two  ends  of  the  coil,  instead  of  being 
directly  united,  are  so  connected  with  the  two  ends  of  the  axis  of 
rotation  that  the  circuit  is  completed  through  a  galvanometer.  On 
rotating  the  coil  rapidly  by  means  of  a  handle  provided  for  the 
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purpose,  a  current  is  indicated  by  the  galvanometer,  and  this  current 
is  found  to  be  strongest  (for  a  given  rate  of  rotation)  when  the  axis 
is  perpendicular  to  the  dipping-needla  If  the  axis  is  inclined  at  an 
angle  6  to  the  dipping-needle,  the  current  is  proportional  to  sin  6 ;  and 
if  the  axis  is  parallel  to  the  dipping-needle  there  is  no  current  at  alL 
For  a  given  position  of  the  axis,  the  current  varies  directly  as  the 
speed  of  rotation.  When  the  time  of  a  revolution  is  on|y  a  small 
fraction  of  the  time  in  which  the  needle  would  oscillate,  the  varia- 
tions of  electro-motive  force,  and  consequently  of  current,  which  take 
place  during  a  revolution,  have  not  time  to  manifest  themselves,  and 
the  deflection  of  the  needle  is  that  due  to  the  average  current  It  is 
necessary,  however,  that  a  commutator  be  employed  to  prevent  the 
reversal  of  the  current  at  each  half-revolution.  The  proportionality 
of  the  current  to  sin  0  is  easily  inferred  from  the  principles  of  the 
foregoing  sections ;  for  if  the  plane  of  a  circle,  instead  of  being  per- 
pendicular to  the  lines  of  force,  is  inclined  to  them  at  an  angle  B, 
the  number  of  force- tubes  which  it  incloses  will  be  not  irr^I,  but 
irr*I  sin  e. 

614  a.  British  Association  Experiment. — Tht»  experiments  upon 
which  the  present  standards  of  resistance  depend  for  tlieir  authority, 
were  conducted  by  a  committee  of  the  British  Association  in  1862. 
A  circular  coil  of  wire,  with  its  ends  joined,  was  made  to  revolve 
rapidly,  at  a  measured  rate,  about  a  vertical  axis;  and  the  current 
induced  was  measured  by  the  deflection  of  a  magnetized  needle  sus- 
pended, within  a  glass  case,  in  the  centre  of  the  coil.  The  part  of 
the  earth  s  magnetic  force  which  comes  into  play  in  this  arrangement, 
is  only  the  horizontal  component,  or  I  cos  2,  d  denoting  the  dip;  and 
it  is  worthy  of  remark  that  variations  in  the  horizontal  intensity  do 
not  alter  the  deflection  of  the  needle,  since  they  afiect  to  the  same 
extent  the  amount  of  tiie  induced  current,  and  the  terrestrial  couple 
on  the  needle  tending  to  resist  deflection. 

All  the  other  elements  involved  were  determined  by  observation, 
and  hence  the  value  of  R  in  metres  per  second  was  calculated  By 
comparing  the  resistances  of  other  coils  with  that  of  the  coil  used  in 
this  experiment  (a  compaiisou  easily  made  by  ordinary  methods), 
their  values  in  metres  per  second  were  at  once  determined ;  and  it 
was  easy  to  construct  a  resistance-coil  of  ten  million  metres  per  second, 
or  any  other  desired  amount  of  resistanca  Standard  resistance-coils 
are  usually  made  of  German  silver ;  this  material  being  selected  on 
account  of  the  smallness  of  its  temperature  correction.     All  metals 
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have  their  resistances  iDcreased  by  heat,  and  a  standard  coil  can 
therefore  only  be  correct  at  one  particular  temperatura 

616.  Induction  of  a  Current  on  Itself:  Extra  Current. — If  two  por- 
tions of  the  same  wire  are  side  by  side,  the  sudden  commencement 
or  cessation  of  a  current  in  one,  induces  a  current  in  the  other,  just 
as  if  they  were  portions  of  two  unconnected  circuits.  An  action  of 
this  kind  occurs  whenever  a  current  commences  or  ceases  in  a  coil, 
each  convolution  exercising  an  inductive  influence  on  the  rest  This 
action  is  called  the  vaduction  of  a  current  upon  itself,  and  the  cur- 
rent due  to  it  is  called  an  extra  current. 

The  extra  current  on  the  commencement  of  the  primary  current  is 
inverse,  and  merely  acts  as  a  hindrance  to  commencement;  but  the 
extra  current  on  the  stoppage  of  the  primary  current  is  direct,  and 
IS  often  a  strongly-marked  phenomenon.  Hence  it  is  that,  with 
batteries  of  ordinary  power,  a  spark  is  obtained  on  breaking,  but  not 
on  making  connection.  The  spark  is  particularly  brilliant  when  a 
coil  of  many  convolutions  is  included  in  the  circuit,  and  especially  if 
this  coil  incloses  a  core  of  soft  iron.  If  an  observer  holds  in  his  hands 
two  metallic  handles  permanently  connected  with  the  two  ends  of 
such  a  coil,  and  if  the  circuit  of  the  battery  is  alternately  made 
and  broken,  he  will  receive  a  shock  from  the  extra  current  at 
each  interruption.  If  the  interruptions  succeed  each  other  rapidly, 
the  physiological  effect  may  become  very  intense.  Many  of  the 
machines  employed  for  medical  purposes  are  constructed  on  this 
plan. 

Special  contrivances  are  provided  for  producing  a  rapid  succession 
of  interruptions  at  regular  intervala  They  are  called  rheotomes  or 
contdct-hreakera.  Sometimes  they  consist  of  toothed  wlieels  turned 
by  hand, — sometimes  of  vibrating  armatures  moved  automatically. 

616.  BuhmkorfTs  Induction-coil. — Induced  currents  cajiable  of  pro- 
ducing very  striking  effects  are  furnished  by  the  apparatus  first 
successfully  constructed  by  Rulimkorff,  and  hence  known  as  Ruhm- 
korff's  coiL 

It  contains  two  coils  of  wire,  one  of  them  forming  part  of  the 
circuit  of  a  battery,  and  called  the  primary  coil ;  while  in  the  other, 
called  the  secondary  coil,  the  induced  cun*ents  are  generated.  In  the 
axis  of  the  coils  is  a  bundle  of  stout  straight  wires  of  soft  iron,  with 
a  disc  of  the  same  material  at  each  end,  to  which  the  wires  are 
united.  Around  this  core  is  wound  the  primary  coil,  consisting  of 
a  copper  wire  about  two  millimetres  in  diameter.     The  ends  of  this 
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wire  are  shown  at  /  and  /'.  The  secondary  coil  consists  of  much 
finer  wire  (about  a  quarter  of  a  millimetre  in  diameter)  and  of  much 
greater  length.  In  large  instruments  the  primary  coil  may  have  a 
length  of  80  metres,  and  the  secondary  a  length  of  150  kilometres 
(94  miles).  Special  precautions  must  be  taken  to  insulate  the  dif- 
ferent convolutions  of  the  secondary  coil  from  one  another,  and  from 
the  primary  coil.  Tlie  two  ends  of  the  secondary  wire  are  at  the 
binding-screws  A,  B,  which  are  supported  on  glass  pillars.  It  is 
obvious  that  if  currents  are  alternately  passed  and  stopped  in  the 
primary  coil,  there  will  be  an  alternate  generation  of  currents  (or  at 
all  events  of  electro-motive  forces)  in  opposite  directions  in  the 
secondary  coil  The  action  of  the  core  is  similar  to  that  of  the  soft- 
iron  bar  in  Fig.  545,  and  its  inductive  effect  is  always  in  the  same 
direction  as  that  of  the  primary  coil,  for  the  primary  coil  may  itself 
be  regarded  as  a  temporary  magnet  with  its  poles  turned  the  same 
way  as  those  of  the  core. 

The  successive  makes  and  breaks  are  effected  automatically  in 
various  ways*  In  small  instruments  the  arrangement  adopted  is 
usually  the  same  as  that  of  the  vibrating  alarum  described  in  §  587; 


Fig.  M7.— RohmkorfTi  CoiL 


but  for  large  instruments  Foucault's  contact-breaker  is  preferred. 
It  is  represented  in  its  place  in  Fig.  547. 

The  wires  from  the  battery  are  attached  at  6  and  h\  The  current, 
entering  for  example  at  6,  passes  to  the  commutator  C,  and  thence, 
through  a  brass  bar  let  into  the  table,  to  the  end  /  of  the  primary 
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coiL  Having  traversed  this  coil,  it  comes  out  at/',  and  is  conducted 
to  a  vertical  piJlar,  carrying  at  its  upper  end  a  spring,  to  which  the 
transverse  lever  L  is  attached.  One  end  of  the  lever  carries  a  point 
which  just  dips  in  the  mercury  of  the  vessel  M,  the  bottom  of  which 
is  metallic,  and  is  in  communication  with  h\  The  other  end  of  the 
lever  carries  a  small  armature  of  soft  iron  just  above  the  end  of  the 
core. 

When  the  current  passes,  the  core  becomes  magnetized  and 
attracts  this  armature,  thus  lifting  the  point  at  the  other  end  of  the 
lever  out  of  the  mercury  and  breaking  circuit  The  core  being  thus 
demagnetized,  the  elasticity  Qf  the  spring  releases  the  armature,  and 
the  point  again  dips  in  the  mercury,  and  completes  the  circuit  A 
thin  layer  of  absolute  alcohol  is  usually  poured  on  the  surface  of  the 
mercury,  and  serves,  by  its  eminent 
non-conducting  power,  to  make  the 
interruptions  and  renewals  of  the  cur- 
rent more  sudden. 

The  commutator  C  is  a  frequent 
appendage  to  electrical  apparatus,  its 
office  being  to  stop  the  current  from 
passing,  or  to  make  it  pass  in  either 
direction  at  pleasure.  As  fitted  to 
RuhmkorflF*s  coil,  it  has  usually  the 
form  represented  in  end  view  and 
bird's-eye  view  in  the  two  parts  of 
Fig.  548.  There  is  a  cylinder  of  in- 
sulating material  turning  by  means  of 
metallic  axle-ends  on  insulating  sup- 
ports. One  of  the  axle-ends  is  con- 
nected by  means  of  the  screw  g  with 
the  brass  plate  0  on  the  surface  of  the 
cylinder.  A  similar  plate  C  on  the 
opposite  side  is  in  like  manner  per- 
manently connected  with  the  other 
axle-end  by  the  screw  g\  These  two 
plates  CO'  leave  between  them  a  considerable  portion  of  the  insulat- 
ing surface  of  the  cylinder  uncovered.  In  the  position  represented 
in  Fig.  548,  the  two  binding-screws  A  A'  are  connected  respectively 
with  the  two  axle-ends.  If  the  commutator  were  turned  (by  its 
milled  head)  through  180^  these  connections  would  be  reversed;  and 


Fig.  M8.— Commatator. 
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if  it  were  turned  through  90**,  the  connections  would  be  interrupted, 
as  the  contactngprings  //'  would  bear  against  the  uncovered  portions 
of  the  insulating  cylinder.  The  milled  head  is  of  course  insulated 
from  the  axle-ends  so  as  to  protect  the  operator. 

617.  Spark  from  Indnction  Coil. — When  the  ends  of  the  secondary 
coil  are  connected,  currents  traverse  it  alternately  in  opposite  direc- 
tions, as  the  primary  circuit  is  made  and  broken.  These  opposite 
currents  convey  equal  quantities  of  electricity,  and  if  they  are  em- 
ployed for  decomposing  water  in  a  voltameter,  the  same  proportions 
of  oxygen  and  hydrogen  are  collected  at  both  electrodes.  K,  how- 
ever, the  ends  are  disconnected,  so  that  only  disruptive  discharge  can 
occur  between  them,  the  inverse  current,  on  account  of  its  lower 
electro-motive  force,  is  unable  to  overcome  the  intervening  resistance, 
and  only  the  direct  current  passes  (that  is,  the  current  produced  by 
breaking  the  primary  circuit).  The  sparks  are  from  an  inch  to  about 
18  inches  long,  according  to  the  size  and  power  of  the  apparatus,  and 
exhibit  effects  comparable  to  those  obtained  by  electrical  machine& 
A  Leyden  battery  may  be  charged,  glass  pierced,  or  combustible 
bodies  inflamed. 

The  great  electro-motive  force  of  the  induced  current,  which  enables 
it  to  produce  these  striking  effects,  depends  on  the  gi*eat  number  of 
convolutions  of  the  secondary  coil,  and  on  the  suddenness 
of  the  interruptions  of  the  primary  current  The  quantity 
of  electricity  which  passes  through  the  secondary  coil 
depends  on  the  product  of  the  number  of  convolutions  by 
the  number  of  tubes  of  force  which  cut  through  them 
(§  613  f),  and  is  the  same  whether  the  cessation  be  sudden 
or  gradual ;  but  the  electro-motive  force  varies  inversely 
as  the  time  occupied. 

The  discharges  from  a  Ruhmkorff*s  coil  become  more 
violent  and  detonating  if  the  two  electrodes  are  con- 
nected respectively  with  the  two  coatings  of  a  Leyden 
jar  or  other  condenser.  An  apparatus  consisting  of  nu- 
merous sheets  of  tin -foil  separated  by  oiled  silk  (alternate 
sheets  of  foil  being  connected)  is  frequently  employed 
for  this  purpose,  and  is  placed  beneath  the  instrument 
so  as  to  be  out  of  sight 

Induction  coils  are  otten  used  for  firing  mines,  by  means 
of  Statham's  fuse,  which  is  represented  in  the  annexed  figure  (Fig.  549). 
Two  copper  wires  covered  with  gutta-percha  have  their  ends  sepa- 


Fig.  549. 
Statham's  Foaa. 
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rated  by  a  space  of  a  few  millimetres,  and  inclosed  in  a  little  cylinder 
of  gutta-percha  containing  sulphnret  of  copper.  This,  again,  is  inclosed 
in  a  cartridge,  CD,  which  is  filled  up  with  gunpowder.     The  two 
wires  are  connected  with  the  two  ends  of 
the  secondary  coil,  and  when  the  instru- 
ment is  set  in  action,  sparks  pass  between 
the  ends  A,  B,  heating  the  sulphuret  of  cop- 
per to  redness,  and  exploding  the  powder. 

618.  Discharge  in  Barefled  Oases. — When 
the  ends  of  the  secondary  coil  are  con- 
nected with  the  electrodes  of  the  electric 
®gg  (Fig-  550),  which  has  first  been  ex- 
hausted as  completely  as  possible  by  the 
air-pump,  a  luminous  sheaf,  of  purple  col- 
our, is  seen  extending  from  the  positive 
ball  to  within  a  little  distance  of  the  ne- 
gative ball  The  latter  is  surrounded  by 
a  bluish  glow.  The  blue  and  purple  lights 
are  separated  by  a  small  interval  of  dark- 
nesa  If  other  gases  are  used  instead  of 
air,  the  tints  change,  but  there  is  always  a 
decided  difference  of  tint  between  the  posi- 
tive and  negative  extremities.  By  the  aid 
of  the  commutator  it  is  easy  to  reverse  the 
current,  and  thus  produce  at  pleasure  an 
interchange  of  the  appearances  presented 
by  the  two  terminals. 

If,  before  exhausting,  we  introduce  into  the  egg  a  little  alcohol, 
turpentine,  or  other  volatile  liquid,  the  light  presents  a  series  of 
bright  bands  alternating  with  dark  spacea  Plate  II.  Fig.  1  repre- 
sents these  stratifications  as  seen  in  vapour  of  alcohol 

The  phenomenon  of  stratification  is  seen  to  more  advantage  in 
long  tubes  than  in  the  electric  egg ;  and  the  presence  of  alcoholic  or 
other  vapour  may  be  dispensed  with  if  the  exhaustion  be  carried 
sufficiently  far,  as  in  the  tubes  constructed  by  Geissler  of  Bonn, 
which  contain  various  gases  very  highly  rarefied,  and  have  pla- 
tinum wires  sealed  into  their  extremities  to  serve  as  electrodes. 
Four  such  tubes  are  represented  in  Plate  II.  Certain  substances, 
such  as  uranium  glass,  and  solution  of  sulphate  of  quinine,  become 
luminous  in  the  presence  of  the  electric  light,  and  are  called  fiuoreB- 


Fig.  UO.  -BUoirio  Egg. 
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cerU,    Such  subsfcances  are  often  introduced  into  Geiaaler's  tubes,  for 
the  sake  of  the  brilliant  effects  which  they  produce. 

619.  Action  of  Magnets  on  Currents 
in  Rarefied  Oases. — The  luminous  dis- 
charges in  Geissler's  tubes  are,  like 
the  voltaic  arc,  veritable  currents. 
They  are  capable  of  deflecting  a  mag- 
netized needle,  and  are  themselves 
acted  on  by  magnets,  as  in  the  fol- 
lowing experiment  A  soft-iron  rod 
(Fig.  551)  is  fitted  in  the  interior  of 
a  glass  vessel  from  which  the  air  can 
be  exhausted,  and  is  coated  with  an 
insulating  substance  to  prevent  dis- 
charge between  it  and  a  metallic  ring 
which  surrounds  it  near  its  lower  end. 
When  the  terminals  of  a  battery  are 
connected,  one  with  this  ring,  and  the 
other  with  the  upper  end  of  the  ap- 
paratus, a  luminous  sheaf  extends  from 
the  summit  towards  the  wire  ring, 
and  surrounds  the  soft  iron.  If,  while 
things  are  in  this  tx)ndition,  we  place  beneath  the  apparatus  one 
pole  either  of  a  permanent  magnet  or  an  electro-magnet,  the  soft-iron 
rod  is  magnetized,  and  the  luminous  streaks  immediately  begin  to 
revolve  round  it,  the  direction  of  rotation  being  always  in  accordance 
with  the  rule  of  §  531 B. 

620.  Magneto-electrio  Machines. — Faraday's  discovery  of  the  in- 
duction of  currents  by  magnets,  was  speedily  utilized  in  the  construc- 
tion of  magneto-electric  machines,  which,  without  a  battery,  and  with 
no  other  stimulus  than  that  afforded  by  the  presence  of  a  permanent 
magnet,  enable  the  operator,  by  the  expenditure  of  mechanical  work, 
to  obtain  powerful  electrical  effecta  The  fii-st  machine  of  this  kind 
was  constructed  in  1833  by  PixiL  A  magnet  A  was  made  to  revolve 
close  to  a  double  coil  B  B',  in  which  a  current  was  thus  generated. 
The  construction  was  improved  by  Saxton,  and  afterwards  by  Clarke, 
who  made  the  magnet  fixed,  and  caused  the  coil,  which  is  much 
lighter,  to  rotate  in  front  of  it  Clarke's  machine  is  extremely  well 
known,  being  found  in  nearly  all  collections  of  physical  apparatua 

621.  Clarke's   Machine. — In   this  machine  there  is  a  compound 


k'tg.  ^61.— Actiuu  of  Magueto  ou  th« 
Diaoharge. 
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horse-shoe  magnet  fixed  to  a  vertical  support 
magnet,  near  its  poles,  are  two 

connected  coils  t,  t\  eacli  contain- 
ing a  soft -iron  core.  The  two 
cores  are  united  by  a  plate  of 
copper  on  tlie  side  next  the  mag- 
net, and  by  a  phxte  of  soft  iron 
on  tlie  remote  side.  The  direc- 
tion of  winding  in  the  two  coils 
is  the  same  as  for  an  ordinary 
horse-shoe  electro-magnet.  The 
coils  are  mounted  on  an  axis 
/  which  passes  through  the  sup- 
port of  the  steel  magnet,  and  car- 


Close  in  front  of  the 


Fig.  5S2.— PjxMb  Mjichiue. 


Fig.  558.-Clark^a  Maohine. 


ries  a  pinion.     By  means  of  an  endless  chain   passing   over  this 
pinion,  and  over  a  large  wheel  to  which  a  handle  is  attached,  the 
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pinion,  and  with  it  the  coils,  can  be  made  to  revolve  rapidly.  The 
ends  of  the  wire  which  forms  the  two  coils  are  connected  respectively 
with  the  two  metallic  pieces  E,  E'  (Fig.  554),  which  -are  mounted  on 

the  axis,  but  insulated  fix)m 
it  and  from  each  otiier. 

Let  us  now  examine  the 
fonnation  of  the  currenta  The 
two  iron  cores,  with  their  con- 
necting iron  plate,  may  be  re- 
garded as  a  temporary  horse- 
shoe magnet,  whose  poles  are 
always  of  opposite  name  to 
those  of  the  steel  magnet  which 
are    respectively    nearest    to 

Fig.  554.-CommuUtor  of  Clarke'.  Machme.  ^hcm.      The  intensity  of  mag- 

netization  is  greatest  when  the 
soft-iron  magnet  is  horizontal,  vanishes  when  it  is  vertical,  and  in 
passing  through  the  vertical  position  undergoes  reversal  If  we  call  one 
direction  of  magnetization  positive  and  the  opposite  direction  negative, 
the  strongest  positive  magnetization  corresponds  to  one  of  tiie  two 
horizontal  positions,  and  the  strongest  negative  to  the  other,  the 
two  positions  differing  by  180°  While  the  magnet,  then,  is  revolv- 
ing from  one  horizontal  position  to  the  other,  its  magnetization  is 
changing  from  the  strongest  positive  to  the  strongest  negative,  and 
this  change  produces  a  current  in  one  definite  direction  in  the  sur- 
rounding coiL  During  the  next  half-revolution  the  magnetization 
is  again  gradually  reversed,  and  an  opposite  current  is  generated  in 
the  coiL  If  we  examine  the  direction  of  the  currents  due  to  the 
cutting  across  of  the  lines  of  force  of  the  permanent  magnet  by  the 
convolutions  of  the  coil,  we  shall  find  that  they  concur  with  those 
due  to  the  action  of  the  cores.  The  current  in  the  coils  circulates 
in  one  direction  as  long  as  the  electro-magnet  is  moving  from  one 
horizontal  position  to  the  other,  and  changes  its  direction  at 
the  instant  when  the  cores  come  opposite  the  poles -of  the  steel 
magnet. 

By  the  aid  of  the  commutator  represented  in  Fig.  554,  the  currents 
may  be  made  to  pass  always  in  the  same  direction  through  an 
external  circuit  r  and  r'  are  two  contactngprings  bearing  against 
the  two  metal  pieces  E,  E',  which  are  the  terminals  of  the  coiL  At 
the  instant  when  the  current  in  the  coil  is  reversed,  these  springs 
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9ire  in  contact  with  intermediate  insulating  pieces  which  separate  the 
metallio  pieces  E,  E'.  When  the  current  in  the  coil  is  in  one  direc- 
tion (say  from  E  to  E'),  r  is  in  contact  with  E,  and  r'  with  E'.  When 
the  current  in  the  coil  is  in  the  opposite  direction  (K  to  E),  r  is  in 
contact  with  E',  and  r'  with  E ;  thus  in  each  case  r  is  the  positive 
and  r'  the  negative  spring,  and  the  current  will  be  from  r  to  r'  in  an 
external  connecting  wira  00,  O'O',  are  metallic  pieces  insulated 
from  each  other,  and  connected  with  the  springs  r/  respectively. 
Binding-screws  are  provided  for  attaching  wires  through  which  tlie 
current  is  to  be  passed 

With  this  machine  water  can  be  decomposed,  wire  heated  to  red- 
ness, or  soft  iron  magnetized;  but  these  effects  are  usually  on  a 
small  scale  on  account  of  the  small  dimensions  of  the  machina 

For  giving  shocks,  two  wires  furnished  with  metallic  handles  are 
attached  to  the  binding-screws,  and  a  third  spring  is  employed  which 
puts  the  terminals  E  E"  in  direct  connection  with  each  other  twice  in 
each  revolution,  by  making  contact  with  two  plates  q.  When  these 
contacts  cease,  the  current  is  greatly  diminished  by  having  to  pass 
through  the  body  of  the  person  holding  the  handles,  and  the  extra- 
current  thus  induced  gives  the  shock.  To  obtain  the  strongest  effect, 
the  hands  should  be  moistened  with  acidulated  water  before  grasping  V 
the  handlea 

622.  Magneto-electrie  Machines  for  Lighthonses. — Very  powerful 
effects  can  be  obtained  from  magneto-electric  machines  of  large  size 
driven  rapidly.  Such  machines  were  first  suggested  by  Professor 
NoUet  of  Brussels;  and  they  have  been  constructed  by  Holmes  of 
London  and  the  Compagnie  TAlliance  of  Paria  It  is  by  means  of 
these  machines  that  the  electric  light  is  maintained  in  lighthouses; 
they  have  also  been  employed  to  some  extent  in  electro-metallurgy. 
Fig.  555  represents  the  pattern  adopted  by  the  French  company. 
It  has  eight  rows  of  compound  horse-shoe  magnets  fixed  symmetri- 
cally round  a  cast-iron,  frama  They  are  so  arranged  that  opposite 
poles  always  succeed  each  other,  both  in  each  row  and  in  eadi  cir- 
cular set  There  are  seven  of  these  circular  sets,  with  of  course  six 
intervening  spacea  Six  bronze  wheels^  mounted  on  one  central  axis, 
revolve  in  these  intervals,  the  axis  being  driven  by  steam-power 
transmitted  by  a  pulley  and  belt  The  speed  of  rotation  is  usually 
about  350  revolutions  of  the  axis  per  minute.  Each  of  the  six 
bronze  wheels  carries  at  its  circumference  sixteen  coils,  corresponding 
to  the  number  of  poles  in  each  circular  set     The  core  of  each  coil  is     * 
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a  cleft  tube  of  soft  iron,  this  form  having  been  found  peculiarly 
favourable  to  rapid  demagnetization. 

Each  core  has  its  magnetism  reversed  sixteen  times  in  each  revolu- 


Fff .  656.— Ltfhtboiw  MftbhliM. 

tion,  by  the  influence  of  the  sixteen  successive  pairs  of  poles  between 
which  it  passes^  and  the  same  number  of  currents  in  alternately 
opposite  directions  are  generated  in  the  coils.  The  coils  can  be  con- 
nected in  different  ways,  according  as  great  electro-motive  force  or 
small  resistance  is  required.  The  positive  ends  are  connected  witii 
the  axis  of  the  machine,  which  thus  serves  as  the  positive  electrode, 
and  a  concentric  cylinder,  well  insulated  from  it,  is  employed  as  the 
negative  electrode. 

When  the  machine  is  employed  foy  the  production  of  the  el^tric 
light,  the  currents  may  be  transmitted  to  the  carbon  points  in  alter- 
nate directions,  as  they  are  produced.  For  electro-metallurgical 
purposes  they  are  brought  into  one  constant  direction  by  a  com- 
mutator, as  in  Clarke's  machine  above  described.  The  driving-povrer 
required  for  lighthouse  purposes  is  about  three  horse-power. 

623.  Siemens'  Armature. — ^An  important  improvement  in  Clarke's 
machine  was  introduced  by  Siemens  of  Berlin  in  1854.  It  consists 
in  the  adoption  of  a  peculiar  form  of  electro-magnet,  which  is  repre- 


Digitized  by 


Googk 


SIEMENS    ARMATURE. 


771 


sented  in  E'ig.  556.     The  iron  portion  is  a  cylinder  with  a  very  deep 

and  wide  groove  cut  along  a  pair  of  opposite  sides,  and  continued 

round  the  ends.     The  coil  is  wound  in  this  groove  like 

thread  upon  a  shuttle.     Regarded  as  an  electro-magnet, 

the  poles  are  not  the  ends  of  the  cylinder,  but  are  the 

two  cylindrical  faces  which  have  not  been  cut  away.     In 

Fig.  557,  a  6  is  a  section  of  the  armature  with  the  coil 

wound  upon  it     ABMN  is  a  socket  within  which  the 

armature  revolves,  the  portions  AB  being  of  iron,  and 

MN  of  brasa 

The  advantage  of  Siemens'  armature  is  that,  on  account 
of  the  small  space  required  for  its  rotation,  it  can  be  kept 
in  a  region  of  very  intense  magnetic  force  by  the  use  of 
comparatively  small  magnets.  Its  form  is  also  eminently 
favourable  to  rapid  rotation.  It  is  placed  between  the 
opposite  poles  of  a  row  of  horse-shoe  magnets  which  be- 
stride it  along  the  whole  of  its  length,  as  shown  at  the 
top  of  Fig.  559,  and  is  rotated  by  means  of  a  driving-band 
passing  oyer  the  pulley  shown  at  the  lower  end  of  Fig.  556. 

The  polarity  of  the  electro-magnet  is  reversed  at  each 
half-revolution  as  in  Qarke's  arrangement,  and  the  alter- 
nately opposite  currents  generated  are  reduced  to  a  com- 
mon direction  by  a  commutator  nearly  identical  with 
Qarke's,  and  represented  in  Figs.  556,  558.  Siemens* 
machines  are  much  more  powerful  than  Clarke's  when  of 
the  same  siza 

624.  Accumulation  by  Successive  Action:  Wilde's  Machine. — By 


Fig.  557.~8eHioa  of  Siemena'  Armatam  Fig.  658.— Oommatator. 

employing  the  current  from  a  Siemens'  machine  to  magnetize  soft 
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iron,  we  can  obtain  an  electro-magnet  of  much  greater  power  than 
the  steel  magnets  from  whose  induction  the  current  was  derived. 
By  causing  a  second  coil  to  rotate  between  the  poles  of  this  electro- 
magnet, we  can  obtain  a  current  of  much  greater  power  than  the 


M  ^ 


Fig.  559.— Wilde's  Macliin«. 

primary  current  This  is  the  principle  of  Wilde's  machine,  which  ie 
represented  in  Fig.  559.  It  consists  of  two  Siemens*  machines,  one 
above  the  other.  The  upper  machine  derives  its  inductive  action 
from  a  row  of  steel  magnets  M,  whose  poles  rest  on  the  soft-iron 
masses  m,n,  forming  the  sides  of  the  socket  within  which  a  Siemens* 
armature  r  rotates     The  currents  generated  in  the  coil,  after  being 
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reduced  to  a  uniform  direction  by  a  commutator,  flow  to  the 
l»inding-8crew8  j9,  q.  These  are  the  terminals  of  the  coil  of  the  large 
electro-magnet  AB,  through  which  accordingly  the  current  circulates. 
The  core  of  this  electro  magnet  consists  of  two  large  plates  of  iron, 
connected  above  by  another  iron  plate,  which  supports  the  primary 
niachina  Its  lower  extremities  rest,  like  those  of  the  primary 
magnets,  on  two  iron  masses  T,  T,  separated  by  a  mass  of  brass  i; 
jHid  a  second  Siemens'  armature  F,  of  large  size,  revolving  within 
this  system,  furnishes  the  currents  which  are  utilized  externally. 

Wilde's  machine  produces  calorific  and  luminous  effects  of  remark- 
able intensity ;  but  the  speed  of  rotation  required  is  very  great,  being 
sometimes  1500  revolutions  a  minute  for  the  large,  and  2000  for  the 
small  armature.  This  great  speed  involves  serious  inconveniences; 
and  the  machine  does  not  appear  to  have  been  used  for  lighthouses, 
or  other  practical  purposes. 

Wilde's  principle  can  be  carried  further.  The  current  of  the  second 
armature  can  be  employed  to  animate  a  second  electro-magnet  of 
greater  power  than  the  first,  with  a  third  Siemens'  armature  revolving 
between  its  poles.  This  has  actually  been  done  by  Wilde.  By 
means  of  the  current  from  this  triple  machine,  driven  by  15  horse- 
power, the  electric  light  was  maintained  between  two  carbons  as 
thick  as  a  man's  finger,  and  a  bar  of  platinum  2  feet  long  and  a 
quarter  of  an  inch  in  diameter  was  quickly  melted. 

This  system  of  accumulation  could  probably  be  carried,  several 
steps  further,  but  always  with  the  expenditure  of  a  proportionately 
large  amount  of  energy  in  driving  ii  In  no  magneto-electric 
machine  can  the  electrical  energy  obtained  exceed  the  mechanical 
energy  expended  in  producing  it 

626.  Accamalation  by  Mutual  Action:  Siemens'  and  Wheatstone's 
Machine. — Siemens  and  Wheatstone  nearly  simultaneously  proposed 
the  construction  of  a  magneto-electric  machine  in  which  the  induced 
currents  are  made  to  circulate  round  the  soft-iron  magnet  which  pro- 
duced them.  Iron  has  usually  some  traces  of  permanent  magnetism, 
especially  if  it  has  once  been  magnetized.  This  magnetism  serves 
to  induce  very  feeble  currents  in  a  revolving  armature.  These  cur- 
rents are  sent  round  the  iron  magnet,  thus  increasing  its  magnetiza- 
tion. This  again  produces  a  proportionate  increase  in  the  induced 
currents;  and  thus,  by  a  successive  alternation  of  mutual  actions, 
very  intense  magnetization  and  very  powerful  currents  are  speedily 
obtained.     In  the  machine  as  exhibited  by  Siemens  in  1867,  the 
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ourivDt  was  diverted  into  an  external  circuit,  at  regular  intervals,  by 
an  automatic  arrangement 

626.  Ladd's  Machine. — Ladd  in  1867  constructed  a  machine  based 
on  the  principle  of  mutual  action  just  described;  but,  instead  of 
utilizing  the  current  by  occasional  interruptions,  he  employed  a 
second  revolving  armature  whose  coil  was  in  permanent  connection 
with  the  external  circuit 

B,  B'  (Fig.  660)  are  two  plates  of  iron  surrounded  by  coils  which 
are  connected  at  the  right-hand  end  so  as  to  form  but  one  circuit 
The  other  ends  are  attached  to  two  binding-screws  connected  with 


Fig.  MO.— Udd  a  IfAohina. 

the  ends  of  the  coil  of  a  Siemens*  armature  a'.  The  direction  of 
winding  of  the  two  large  coils  BE'  is  the  same  as  for  a  horse-shoe 
magnet,  so  that  the  two  poles  at  either  end  are  of  opposite  sign. 
The  ends  of  the  cores  are  let  into  masses  of  soft  iron  MM,  N N, 
between  which  two  armatures  a  a'  rotate.  The  coil  of  the  armature  a 
is  connected  with  the  external  circuit  containing,  for  example,  two 
carbon  points  for  exhibiting  the  electric  light 

On  the  principle  of  mutual  action,  the  electro-magnets  B,B',  which 
we  may  suppose  to  have  at  first  only  a  trace  of  magnetism,  are  soon 
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raised  to  very  intense  magnetization  by  the  rapid  rotation  of  the 
armature  a,  and  as  long  as  the  rotation  continues,  the  magnetization 
is  maintained.  The  rapid  rotation  of  the  other  armature  a  between 
the  poles  thus  strongly  excited,  produces  a  very  powerful  current 
which  can  be  utilized  externally. 

Euhmkorff  has  modified  the  arrangement  by  using  a  single  rotating 
armature  with  two  coils  wound  upon  it,  one  of  them  being  connected 
with  the  electro-magnet,  and  the  other  with  the  external  circuit 

The  eflSciency  of  machines  of  this  description,  regarded  as  means 
for  the  transformation  of  mechanical  into  electrical  energy,  is  un- 
doubtedly very  considerable ;  nevertheless  it  is  not  perfect*  a  large 
amount  of  energy  being  wasted  in  generating  heat  On  account  of  the 
high  velocity  necessary  for  efficient,  working,  and  the  small  size  of  the 
apparatus  in  comparison  with  the  currents  obtained,  the  elevation  of 
temperature  is  often  so  great  as  to  prove  a  source  of  much  annoyance. 

626bi8.  Oramme's  Machine. — The  most  efficient  magneto -electric 
machine  yet  invented  is  that  of  Mons.  Gramme,  which  has  come  exten- 
sively into  use  in  recent  years.  Let  c  D  E  F  (Fig.  560a)  be  a  ring  of 
soft  iron,  wrapped  round  with  insulated  copper  wire,  and  revolving 
in  its  own  plane  between  the  poles  P,  p'  of  a  fixed 
magnet  The  ring  will,  at  any  given  instant,  con- 
sist virtually  of  two  semicircular  magnets,  F  c  D, 
FED,  having  a  pair  of  similar  poles  at  F,  and 
the  other  pair  at  D,  these  being  the  points 
directly  opposite  the  poles  of  the  fixed  magnet. 
Since  the  poles  of  the  ring  remain  fixed  in  space, 
the  electric  efiect  in  the  copper  wire  is  the  same 
as  if  the  wire  coil  alone  rotated,  its  core  re- 
maining stationary.  The  effect  of  this  rotation 
would  be,  that  in  the  portion  c  F  E  of  the  coil 
there  would  be  electro-motive  force  tending  to 
produce  a  current  in  one  direction, — say  the 
direction  C  F  E ;  while  in  the  other  half,  c  D  E, 
there  would  be  electro-motive  force  tending  to 
produce  a  current  in  the  opposite  direction — that  is  the  direction 
CDE.  The  effects  in  the  two  halves  are  opposite  as  regards  the 
current  which  they  tend  to  produce  in  the  coil  as  a  whole;  but  they 
are  the  same  as  regards  the  electro-motive  force  between  the  oppo- 
site points  c  and  E;  and  if  the  two  ends  of  an  external  conductor 
be  maintained  in  rubbing  contact  with  the  coil  at  these  two  points. 


Fig.  MOl.~lf  agnet  and  Ring. 
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a  permanent  current  will  flow  through  it  in  virtue  of  this  electro- 
motive force. 

The  above  reasoning  may  be  put  in  the  following  fonn.  Nearly 
all  the  tubes  of  force  which  run  from  one  pole  to  the  other  of  the 
permanent  magnet  are  concentrated  in  the  substance  of  the  iron  ring, 
one  half  traversing  the  upper  and  the  other  the  lower  half-ring- 
Each  convolution  of  the  coil,  in  ascending  from  its  lowest  position  R 
by  way  of  F  to  its  highest  position  c,  cuts  each  of  these  tubes  once,  and 
all  in  the  same  direction,  namely,  from  below  to  abova  In  descending 
on  the  other  side  by  way  of  d  to  E,  the  same  tubes  are  cut,  each 
once,  in  the  opposite  direction,  namely,  from  above  to  below.  Hence 
the  movement  in  E  F  C  generates  electro-motive  force  in  one  direction 
through  the  wire  composing  the  coil,  and  the  movement  in  c  D  E 
generates  electro-motive  force  in  the  opposite  direction ;  both  parts 
of  the  motion  conspiring  to  produce  difference  of  potential  between 
the  convolution  at  C  and  that  at  K 

The  details  of  the  armature  of  Gramme's  machine  are  shown  in 
Fig.  660  b,  in  which  different  parts  are  represented  in  different 
stages  of  construction. 
The  ring  or  core  consists  of  a  bundle  of  iron  wires,  shown  in  sec- 
tion at  A.  The  copper  wire, 
covered  as  usual  with  an  insu- 
lating material,  is  divided  into 
a  number  of  separate  coils,  a» 
B  B.  The  two  ends  of  each  coil 
are  respectively  connected  to  two 
thick  pieces  of  copper  (one  of 
which  is  marked  RR  in  the 
figure),  against  which  the  nib- 
bing contact  above  described 
takes  place,  the  number  of  these 
coppers  being  equal  to  the  num- 
ber of  separate  coils.  In  pass- 
ing the  two  points  most  remote  from  the  poles,  these  coppers  rub 
against  two  contact-springs,  (each  consisting  of  a  flexible  bundle  of 
copper  wires,)  connected  respectively  with  two  binding-screws,  one 
forming  the  positive  and  the  other  the  negative  electrode  of  the 
machina  As  each  bundle  makes  contact  with  two  or  more  coppers 
at  the  same  time,  the  current  is  never  interrupted,  and  undergoes 
but  small  fluctuations  of  strength. 


Fig.  600  B. 
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In  consequence  of  the  great  steadiness  of  the  current  thus  obtained, 
the  machine  can  be  used  instead  of  a  galvanic  battery  for  nearly  all 
the  purposes  to  which  batteries  are  commonly  applied. 

Instead  of  producing  a  current  by  turning  the  machine,  the  machine 
may  be  turned  by  means  of  a  current — ^for  example,  by  connecting 
the  two  binding-screws  to  the  poles  of  a  battery.  This  is  a  conse- 
quence of  the  tendency  of  the  convolutions  of  the  coil,  when  a 
current  is  flowing  through  them,  to  move  across  the  tubes  of  mag- 
netic forca  The  direction  of  the  rotation  produced  by  a  current  is 
opposite  to  the  direction  of  the  rotation  which  would  produce  the 
current 

The  possibility  of  employing  a  ring-shaped  armature,  as  in  Gramme's 
machine,  was  first  pointed  out  by  Dr.  A.  Pacinotti  of  Florence,  in  an 
article  published  in  1865;  but  he  appears  to  have  made  an  important 
oversight,  in  consequence  of  which  the  machine,  as  constructed  by 
him,  was  of  little  value.^ 

626  a.  Wheatstone's  Telegraphic  Currents. — In  Wheats!  one's  Univer- 
sal Telegraph,  which  has  been  partially  described  in  a  previous 
chapter,  the  magneto-electric  currents  which  give  the  signals  are 
produced  by  causing  a  small  flat  bar  of  soft  iron  to  rotate  rapidly 
before  the  poles  of  a  steel  horse-shoe  magnet,  which  has  two  con- 
nected coils  of  wire  wound  upon  it  in  the  same  manner  as  upon 
electro-magneta  It  is  in  these  coils  that  the  currents  are  generated, 
the  iron  bar  being  a  temporary  magnet,  and  thus  influencing  the  coils 
nearly  in  the  same  manner  as  if  it  were  a  permanent  magnet  A 
current  is  induced  in  one  direction  as  it  approaches  the  poles,  and  in 
the  opposite  direction  as  it  recedes 
from  them,  so  that  altogether  four 
currents  are  generated  in  each 
complete  revolution.  On  account 
of  the  lightness  of  the  bar,  it 
can  be  rotated  with  great  rapi- 
dity. 

627.  Arago's  Botations. — Fara- 
day successfully  applied  his  dis- 
covery of  magneto-electric  induc- 
tion to  account  for  a  phenomenon 
first  observed  by  Arago  in  1824,  and  subsequently  investigated  by 
Babbage  and  Sir  John  HerscheL  A  horizontal  disc  of  copper  b  b, 
^  See  an  article  by  Dr.  Andrews  in  Nature,  voL  xii.  pages  90-92. 


Fig.  561.— Arago'a  Rotations. 
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placed  in  the  interior  of  a  box,  is  set  in  rapid  rotation  by  turning  a 
handle.  Just  over  the  copper  disc*  but  above  the  thin  plate  which 
forms  the  top  of  the  box,  a  magnetized  needle  aa  is  balanced  horizon- 
tally. When  the  disc  is  made  to  rotate,  the  needle  is  observed  to 
deviate  from  the  meridian  in  the  direction  of  the  rotation.  When 
the  speed  of  rotation  exceeds  a  certain  limit,  the  needle  is  not  only 
deflected,  but  carried  round  in  continuous  rotation  in  the  same 
direction  as  the  disc. 

The  explanation  is  to  be  found  in  the  currents  which  are  induced 
in  the  disc  by  its  motion  in  the  vicinity  of  the  magnetized  needla 
The  forces  between  these  currents  and  the  needle  are  (by  Lenz's  law) 
such  as  to  urge  the  disc  backwards ;  and,  from  the  universal  relation 
which  subsists  between  action  and  reaction,  they  must  be  such  as  to 
urge  the  needle  forwards;  hence  the  motion.  The  direction  of  the 
induced  current  at  any  instant  is  in  fact  along  that  diameter  of  the 
disc  which  is  directly  \mder  the  needle,  the  circuit  being  completed 
through  the  lateral  portions  of  the  disc ;  and  it  is  evident  that  a 
ciurent  thus  flowing  parallel  to  the  needle  underneath  it  tends  to 
produce  deflectioa  If  the  continuity  of  the  disc  is  interrupted  by 
radial  slits,  the  observed  efi^ect  is  considerably  weakened  inasmuch 
as  the  return  circuit  is  brokea  Faraday  succeeded  in  directly 
demonstrating  the  existence  of  currents  in  a  disc  rotating  near  a 
fixed  magnet,  by  exploring  its  surface  with  the  amalgamated  ends 
of  two  wires  connected  with  a  galvanometer. 

The  experiment  performed  by  Arago  may  be  reversed  by  setting 
the  magnet  in  rotation,  and  observing  the  effect  produced  on  the 
disa  The  latter,  if  delicately  suspended,  will  be  found  to  rotate  in  the 
same  direction  as  the  magnet.  This  experiment  was  first  performed 
by  Babbage  and  HerscheL  Its  explanation  is  identical  with  that 
just  given.  In  both  cases  the  induced  rotation  must  be  slower  than 
that  of  the  body  turned  by  hand,  as  the  existence  of  the  induced 
currents  depends  upon  the  motion  of  the  one  body  relative  to  the 
other. 

When  an  iron  disc  is  used  instead  of  a  copper  one,  magnetism  is 
induced  in  the  portions  which  pass  under  the  poles  of  the  magnet ; 
and  as  this  requires  a  sensible  time  for  its  disappearance,  Uiere  is 
always  attraction  between  the  poles  of  the  needle  and  the  portions  of 
the  disc  which  have  just  moved  past  The  needle  is  ihns  drawn 
forwards  by  magnetic  attraction,  and  the  observed  effect  is  similar  to 
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that  obtained  with  the  copper  disc,  though  the  cause  ^  is  altogether 
different 

627a.  Copper  Dampers. — Precisely  similar  to  the  above  is  the 
explanation  of  the  utility  of  a  copper  disc  in  checking  the  vibrations 
of  a  magnetized  needle  under  which  it  is  fixed.  As  the  needle  swingn 
to  either  side,  its  motion  induces  currents  in  the  copper  which  urge 
the  needle  in  the  opposite  direction  to  that  in  which  it  is  movin;^^ 
When  it  rests  for  an  instant  at  the  extremity  of  its  swing,  the  cur- 
rents cease;  and  as  soon  as  it  begins  to  return,  the  currents  again 
resist  its  motion.  A  copper  plate  thus  used  is  called  a  damper,  and 
the  vibrations  thus  resisted  and  destroyed  are  said  to  be  damped. 
The  name  is  applied  to  any  other  means  for  gradually  destroying 
vibrations,  and  is  probably  based  on  the  analogy  between  this  action 
and  the  steadying  action  of  a  liquid  upon  a  suspended  body  immersed 
in  it 

The  resistance  which  induced  currents  oppose  to  the  motion  pro- 
ducing them  is  well  illustrated  by  Faraday's  experiment  of  the  copper 
cube,  A  cube  of  copper  is  suspended  by  a  thread,  and  set  spinning 
by  twisting  the  thread  and  then  allowing  it  to  untwist  If,  while 
spinning,  it  is  held  between  the  poles  of  a  powerful  magnet,  like  thac 
represented  in  Fig.  432,  it  is  instantly  brought  to  rest  If  the  poles 
are  brought  very  near  together,  so  as  to  heighten  the  intensity  of  the 
field,  and  a  thin  sheet  of  copper  is  inserted  between  them  and  moved 
rapidly  in  its  own  plane,  the  operator  feels  its  motion  resisted  by 
some  invisible  influence.  The  sensation  has  been  compared  to  that 
of  cutting  cheese.  Foucaults  apparatus  for  the  heating  of  a  copper 
disc  by  rotating  it  between  the  poles  of  a  magnet  (^  356),  is  another 
illustration  of  the  same  principla  In  all  cases  where  induced  cur- 
rents are  generated,  and  are  not  called  upon  to  perform  external 
work,  they  yield  their  full  equivalent  of  heat 

The  advantage  of  employing  copper  in  experiments  of  this  kind 
arises  from  its  superior  conductivity,  to  which  the  induced  currents 
are  proportional 

628.  Electro-medical  Machines. — The  application  of  electricity  is 
often  resorted  to  for  certain  nervous  afiections  and  local  paralyses. 
Many  diflerent  forms  of  apparatus  are  employed  for  this  puqjose. 

*  That  is  to  say,  the  main  catue;  for  there  must  be  induced  coirents  in  the  iron  as  well 
as  in  the  copper,  though  inferior  in  strength,  on  aooount  of  the  inferior  conductivity  of  the 
former  metaL 
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One  of  the  most  convenient  is  represented  in  Fig.  562.     Two  small 
coils  connected  with  each  other,  and  furnished  with  a  vibrating 

contact-breaker,  are  traversed  by 
the  current  from  a  miniature  bat- 
tery. The  coils  are  surrounded  by 
hollow  cylinders  of  copper  or  brass, 
in  which  induced  currents  are  gen- 
erated as  often  as  the  current  in  the 
coils  is  established  or  interrupted 
This  action  diminishes  the  energy 
of  the  extra-currents  on  which  the 
shock  depends,  and  the  operator  can 
accordingly  regulate  its  strength  at 
pleasure  by  sliding  the  cylinders  on 
or  off. 

628a.  Caution  regarding  Lines  of 
Force. — After  the  very  extensive 
use  which  has  been  made  in  this 
volume  of  lines  and  tubes  of  force, 
we  think  it  right  to  caution  the 
reader  agi^inst  supposing  that  these 
conceptions  depend  upon  any  doubtful  hypothesia  They  merely 
serve,  like  meridians  and  parallels  of  latitude,  to  map  out  space  in  a 
mode  convenient  for  the  statement  of  phvsical  laws. 


ng.  M2.— Electromedical  Mactainei 


ADDITIONS  IN   1878. 

628b.  Loop  Test.  (See  p.  675.)— The  following  method  of  finding 
the  position  of  a  fault  in  a  telegraph  wire  is  an  application  of  the 
principle  of  Wheatstone's  bridge.  We  suppose  the  fault  to  consist 
in  loss  of  insulation  at  some  point  of  the  wire,  so  that  the  resistance 
between  this  point  and  the  ground  is  much  less  than  it  ought  to 
be,  though  it  may  still  be  as  great  as  that  of  some  miles  of  wire. 

The  fault  is  known  to  be  between  two  given  stationa  At  one 
of  these  stations  let  the  end  of  the  faulty  wire  be  joined  to  the  end 
of  another  wire ;  and  at  the  other  station  let  the  ends  A,  B,  of  the 
same  two  wires  be  put  in  connection  with  the  two  poles  of  a  battery 
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(Fig.  562a).  Also  let  A  and  B  be  connected  by  a  circuit  con- 
taining two  variable  resistances  D,  E,  and  let  an  intermediate  point 
O  be  connected,  through  a  galvanometer  Q,  with  the  ground.  Let 
the  resistances  J),  E,  be  made 
such  that  no  current  goes  through 
the  galvanometer.  Then  we  know 
that  the  point  C  has  the  same 
potential  as  the  earth,  and  in 
these  circumstances  the  faulty 
point  J  of  the  wire  will  also  be  at 
the  potential  of  the  earth;  for  if  there  were  a  current  flowing  through 
the  fault  to  the  earth  the  battery  would  be  steadily  giving  off  elec- 
tricity of  one  sign  while  having  no  outlet  for  electricity  of  the  oppo- 
site sign,  and  this  cannot  be.  The  points  J  and  C  are  therefore  at 
the  same  potential,  like  the  points  J  and  C  in  Fig.  47lA;  and  a  com- 
parison of  the  two  figures  shows  that  the  same  reasoning  applies  to 
both.  The  loop  A  J  B  formed  by  the  two  telegraph  wires  is  there- 
fore divided  by  the  point  J  in  the  ratio  of  the  two  known  resistances 


Fig  sesA. 


D  and  E.     That  is,  we  have 


reeifltaMioe  of  A  J 
resiitanoe  of  B  J 


=  ^.     This  determines 


Auth 


Earth 
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the  position  of  the  point  J. 

The  positions  of  the  battery 
and  galvanometer  may  be  inter- 
changed, as  in  Fig.  562b,  and 
the  equation  above  obtained 
will  still  apply;  for  when  no 
current  flows  through  the  gal- 
vanometer in  this  new  arrangement,  the  two  paths  CD  A  J  and 
C  E  B  J,  which  lead  from  C  to  J,  must  be  divided  proportionally  at 
A  and  B. 

The  interchangeableness  of  the  galvanometer 
and  battery  is  a  general  property  of  Wheatstone'a 
bridge. 

628c,  Measurement  of  Electro-motive  Force. 
(See  p.  679.) — The  following  mode  of  determin- 
ing the  electro-motive  force  of  a  battery  is  very 
convenient  in  practice. 

A  circuit  is  formed  containing  the  battery  B 
and  two  variable  resistances  R  and  S  (Fig.  562c) 


Fig.  56Sa 

At  points  P  and 


Q  in  this  circuit,  one  on  each  side  of  S,  wires  are  led  off  to  complete 
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a  branch  circuit  through  a  galvanometer  Q  and  a  standard  cell  C. 
The  resistance  B  having  first  been  fixed,  it  is  possible,  by  increasing 
or  diminishing  the  resistance  S,  to  make  the  current  flow  in  either 
direction  through  the  galvanometer,  and  a  certain  value  of  S  will  bring 
the  needle  to  zero.  Let  this  value  of  S  be  noted,  together  with  the 
simultaneous  value  of  B.  Then  let  B  be  increased  by  any  convenient 
amount  r,  and  let  S  be  increased  by  an  amount  8  just  sufficient 
to  bring  the  needle  again  to  zero.  Then,  if  B  denote  the  resistance 
of  the  battery,  E  its  electro-motive  force,  6  the  resistance  of  the 
standard  cell,  and  e  its  electro-motive  force,  we  know  in  each  case, 
from  the  absence  of  current  through  the  branch,  that  there  is  uniform 
potential  along  the  wire  leading  from  Q,  through  the  ^Ivanometer, 
to  one  pole  of  the  cell,  and  also  uniform  potential  along  the  wire 
connecting  P  with  the  other  pole.  If  these  two  wires  were 
respectively  connected  with  the  two  electrodes  of  an  electrometer, 
the  diflereijce  of  potential  indicated  would  be  the  electro-motive 
force  of  the  cell  Hence  the  difference  of  potential  between  P  and 
Q  is  equal  to  e.  Again,  since  there  is  no  current  through  the 
branch,  the  presence  of  the  branch  does  not  affect^  the  condition 
of  the  main  circuit  B  P  S  Q  R,  through  which  a  current  is  passing 
due  to  the  electro-motive  force  E  overcoming  the  resistance 
B  -h  S  +  B>  the  resistances  of  the  other  parts  of  the  circuit  being 

supposed  negligibla    The  strength  of  the  current  is  therefore  ^  .  3  .r 

But  again,  since  the  difference  of  potential  between  P  and  Q  is  e, 

and  the  intermediate  resistance  S,  the  strength  of  the  current  is  ^' 

This  expression  may  therefore  be  equated  to  the  former,  and  we 
deduce 

JB        B  +  8  +  R  f.s 

Similar  reasoning  holds  for  the  second  experiment,  in  which  R  b 
replaced  by  R+r,  and  S  by  S-|-».     Hence  we  have 

E  _  B  +  8-K+R+r  ,«. 

By  taking  tlie  JiiTerences  of  numerators  and  of  denominators,  we  have 

7  =  — '  ^' 

an  equation  which  determines  the  value  of  E,  since  ^  8,  and  r  are 
known. 
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These  experiments  also  suffice  for  determining  the  resistance  of  the 
battery,  for  B  can  now  be  found  from  equation  (1). 

628d.  JablochkoflTs  System  of  Electric  Lighting.  (See  p.  704.)— 
During  the  recent  summer  (1878)  some  of  the  siareets  of  Paris  have 
been  lighted  by  electric  lamps  constructed  on  a  plan  devised 
by  M.  Jablochkoff.  Instead  of  placing  the  two  carbons  end 
to  end,  and  providing  mechanism  for  keeping  them  at  the 
proper  distance,  he  dispenses  with  mechanism,  and  places 
them  side  by  side,  with  an  insulating  substance  between 
them,  which  is  gradually  consumed.  A  A  (Fig.  562  D)  are 
the  two  carbons,  separated  by  a  stick  of  plaster  of  Paris  B. 
The  heat  produced  by  the  electric  current  fuses  the  plaster 
of  Paris  between  the  points  of  the  carbons,  and  the  fused 
portion  acts  as  a  conductor  of  high  resistance,  becoming 
brightly  incandescent  To  light  the  lamp,  a  piece  of  carbon, 
held  by  an  insulator,  is  laid  across  the  two  carbon  points 
until  the  light  appears,  and  is  then  removed.  The  lower  jabiochkoA 
ends  of  the  carbons  are  inserted  in  copper  or  brass  tubes  C  C,  "*  ** 
separated  from  each  other  by  asbestos;  and  these  tubes  are  connected 
by  binding-screws  with  the  two  wires  which  convey  the  current. 

When  the  current  employed  flows  always  in  the  same  direction, 
the  positive  carbon  is  made  twice  as  large  in  section  as  the  negative, 
because  it  is  consumed  about  twice  as  fast  When  the  current  is 
alternating,  which  is  the  preferable  arrangement,  they  are  made 
equal 

The  light,  when  used  for  street  lamps,  is  surrounded  by  a  globe 
of  opal  glass,  which  serves  to  diffuse  its  intensity  and  prevent 
dazzling. 

The  current  is  furnished  by  a  magneto-electric  machine,  either  an 
ordinary  Gramme  machine,  which  gives  a  current  always  in  one 
direction,  or  a  Gramme  machine  specially  modified  for  giving  cur- 
rents in  alternate  directiona  The  machine  is  driven  by  a  small 
steam  or  gas  engine  of  as  many  horse-power  as  there  are  lamps  to  be 
supplied;  sixteen  lamps  being  sometimes  supplied  in  one  circuit 
by  a  single  machina 

628b.  Telephone. — The  articulating  telephone  invented  by  Professor 
Graham  Bell  is  represented  in  Figa  562e,  562f.  D  D  is  a  steel 
magnet,  0  a  coil  of  very  fine  silk-covered  copper  wire,  surrounding 
the  magnet  dose  to  one  end,  and  having  its  terminals  in  permanent 
connection  with  the  two  binding-screws  E  £.     B  B  is  a  thin  disc 
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of  soft  iron,  (usually  one  of  the  ferrotype  plates  prepared  for  photo- 
graphers,) tightly  clamped,  in  its  circumferential  portion,  between 
the  two  parts  of  the  wooden  case  H  H,  which  are  held  together  by 
screws,  while  its  central  portion  is  left  free  and  nearly  touches  the 
end  of  the  magnet  A  A  is  the  mouth-piece,  through  which  the 
speaker  directs  his  voice  upon  the  iron  disa 

Two  telephones  must  be  employed,  one  for  transmitting,  and  the 
other  for  receiving,  one  binding-screw  of  each  being  connected  with 

the  line  wire,  and  the  other  with  the  earth 

or  with  a  return  wire, 

80  that  their  coils  form 

parts   of   one    and    the 

same  circuit,  and  every 

current  generated  in  the 

one  traverses  the  other. 

The   mouth-piece  A  of 

the  receiving  telephone 

is  held  to  the  ear  of  the 

listener,  and  he  is  able 

to  hear  the  words  which 

are    spoken     into    the 

transmitting    telephone 

There  is  a  great  falling 

off  in  loudness,  and  a 

decided  nasal  twang  is  imparted,  but  so  much 
of  the  original  character  is  preserved  that  fieimiliar  voices  can  be 
recognized.  Conversations  have  thus  been  carried  on  through  60  or 
70  miles  of  submarine  telegraph  cable,  and  through  as  much  as 
200  miles  of  wire  suspended  in  the  air  on  polea 

These  results,  which  have  come  upon  the  scientific  world  as  a  most 
startling  surprise,  must  be  explained  as  follows.  The  voice  of  the 
speaker  produces  changes  of  pressure  in  the  air  in  front  of  the  iron 
disc,  and  thus  causes  the  disc  alternately  to  advance  and  recede,  its 
movements  keeping  time  with  the  sonorous  vibrations,  and  the  am- 
plitudes of  its  movements  being  approximately  proportional  to  those 
of  the  particles  of  air  which  convey  the  sound.  Now  a  piece  of  soft 
iron,  when  brought  near  a  magnet,  exercises  a  quasi  attraction  upon 
the  lines  of  force,  causing  them  to  be  more  closely  aggregated  in  its 
own  neighbourhood,  and  more  widely  separated  in  the  other  parts 
of  the  field.     Hence  when  the  disc  approaches  the  magnet,  it  causes 


Fig.  562f.— Section  of 
TelephoM. 
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the  lines  of  force  to  move  in  towards  the  axis,  and  when  it  recedes 
it  causes  them  to  open  out  again. 

The  lines  of  force  thus  cut  the  convolutions  of  the  coil  in  opposite 
directions,  according  as  the  disc  is  approaching  or  receding,  and  give 
rise  to  alternate  currents.  These  currents  passing  through  the  coil 
of  the  receiving  telephone,  render  this  coil  a  magnet,  and  cause  it, 
according  to  the  direction  of  the  current,  to  assist  or  to  oppose  the 
attraction  of  the  steel  magnet  for  the  iron  disa  The  disc  is  accord- 
ingly set  in  vibration,  and  imitates  on  a  diminished  scale  the  move- 
ments of  the  disc  of  the  transmitter.  Thus  the  original  sonorous 
vibrations,  having  first  been  converted  into  undulating  currents 
of  electricity,  are  reproduced  as  sonorous  vibrations.  The  currents 
are  excessively  feeble,  probably  millions  of  times  feebler  than  ordi- 
nary telegraphic  currents ;  but  on  the  other  hand  the  ear  is  extremely 
sensitive  to  movements  however  small  which  recur  periodically. 
Lord  Rayleigh  has  made  experiments  from  which  it  appeal^,  that  the 
note  of  a  whistle  is  audible  at  a  distance  at  which  the  amplitude 
of  the  vibrating  particles  of  air  is  less  than  a  millionth  of  a  millimetre. 

When  the  telephone  is  employed  for  conversing  through  one 
of  a  number  of  telegraphic  wires  suspended  on  the  same  poles,  it  is 
found  that  messages  sent  by  ordinary  telegraphic  instruments  along 
the  other  wires  are  audible  in  the  telephone  as  a  succession  of  loud 
taps,  so  loud  in  fact  as  seriously  to  interfere  with  the  telephonic  con- 
versation. This  is  an  illustration  of  the  principle,  that  the  starting 
or  stopping  of  a  current  in  one  wire  gives  rise  to  an  induced  current 
in  a  neighbouring  wire;  but  the  induced  currents  in  this  case,  though 
so  loudly  audible  in  the  telephone,  have  never  been  detected  by  any 
other  receiving  instrument  The 
telephone  appears  likely  to  sup- 
plant the  galvaQometer  as  a  means 
of  detecting  feeble  currenta 

628f.  Microphone.— Fig.  562g 
represents  one  of  the  best  forms 
of  the  microphone  of  Professor 
Hughes,  the  inventor  of  the  print- 
ing telegraph  which  we  have  de- 
scribed in  §  591. 

A  is  a  stick  of  carbon  about  an 
inch  long,  sharpened  at  both  ends,  which  rest  in  cavities  in  the 
two  horizontal  supports  B  B,  also  of  carbon.     The  upper  end  of  A 

60* 
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is  free  to  rattle  about  in  the  cavity  which  contains  it,  but  not  to 
fall  away.  The  two  wires  E  E  are  in  connection  respectively  with 
the  two  supports  B  B,  and  are  used  for  putting  the  instrument  into 
circuit  with  a  receiving  telephone  at  another  station.  A  battery, 
usually  consisting  of  two  or  three  very  small  cells,  is  also  introduced 
into  the  circuit.  The  back  C  in  which  the  supports  B  B  are  fixed, 
and  the  base  D,  are  of  wood,  and,  besides  insulating  the  carbons,  serve 
to  convey  to  them  the  sonorous  vibrations  of  the  air  or  of  surround- 
ing bodiea  These  vibrations  produce  alternate  increase  and  diminu- 
tion of  pressure  at  the  points  of  contact  of  the  carbons  with  one 
another,  and  as  increase  of  pressure  gives  closer  contact  and  conse- 
quently diminished  resistance,  the  current  in  the  circuit  undergoes 
corresponding  changes  of  strength.  These  changes  act  upon  the 
receiving  telephone,  and  cause  it  to  emit  sounds  which  are  often  much 
louder  than  the  originals.  The  microphone  in  fact  acts  as  a  relay, 
turning  on  and  off  the  current  of  the  battery,  like  the  Morse  relay 
described  on  p.  725. 

The  action  is  improved  by  employing  carbon  which  haa  been 
"metallized"  by  heating  it  white  hot,  and  then  plunging  it  in  mercur3\ 

The  back  C  should  be  attached  to  the  base  D  by  a  pivot  which 
permits  it  to  be  inclined  to  one  side.  The  best  results  for  speech 
are  usually  obtained  with  an  inclination  of  some  20  or  30  degrees. 
When  the  slope  is  too  small  there  is  an  increase  of  noise  in  the 
receiving  telephone,  but  a  loss  of  distinctnesa  A  microphone  of  the 
above  kind  transmits  spoken  sounds  with  as  much  distinctness 
as  a  telephone,  and  with  much  greater  loudness.  It  has  also  a  sur- 
prising power  of  transmitting  very  faint  sounds  produced  by  rubbing 
or  striking  the  base  or  back  with  light  bodiea  Sounds  of  this  kind 
which  are  quite  inaudible  at  the  place  where  they  are  produced,  are 
easily  heard  by  a  person  with  his  ear  to  the  receiving  telephone. 
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ON   ELECTTRICAL  AND   MAGNETIC   UNITS. 

(1).  The  numerical  value  of  a  concrete  quantity  is  its  ratio  to  a 
particular  unit  of  the  same  kind;  the  selection  of  this  unit  being 
always  more  or  less  arbitrary. 

(2).  One  kind  of  quantity  may,  however,  be  so  related  to  two  or 
more  others,  as  to  admit  of  being  specified  in  terms  of  units  of  these 
other  kinds.  For  example,  of  the  three  kinds  of  quantity,  called  dis- 
tance (or  length),  time,  and  velocity,  any  one  is  capable  of  being 
expressed  in  terms  of  the  other  two.  Velocity  can  be  specified  (as 
regards  amount)  by  stating  the  distance  passed  over  in  a  specified 
time.  Distance  can  be  specified  by  stating  the  velocity  required  for 
describing  it  in  a  specified  time,  and  time  can  be  specified  by  stating 
the  distance  described  with  a  specified  velocity. 

Force,  distance,  and  work  are  in  like  manner  three  kinds  of  quan- 
tity, of  which  any  two  are  just  sufficient  to  specify  the  third. 

(3)i  Calculation  is  greatly  facilitated  by  employing  as  few  original 
or  underived  units  as  possible.  These  should  be  of  kinds  admitting 
of  easy  and  accurate  comparison;  and  all  other  units  should  be 
derived  from  them  by  the  simplest  modes  of  derivation  which  are 
available. 

(4).  Velocity  is  pix)portional  directly  to  distance  described,  and 
inversely  to  the  time  of  its  description ;  and  is  independent  of  all 
other  elements.     This  is  expressed,  by  saying  that  the  dimensiona 

»      1     •,  distance        length 

of  velocity  are  -^^  or  -^. 

Again,  if  we  define  the  unit  of  velocity  to  be  that  with  which  unit 
distance  would  be  described  in  unit  time,  the  real  magnitude  of  the 
unit  of  velocity  will  depend  upon  the  units  of  length  and  time 
selected,  being  proportional  directly  to  the  real  magnitude  of  the 
former^  and  inversely  to  the  real  magnitude  of  the  latter.     This  is 
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expressed  by  saying  that  the  dimensiona  of  the  unit  of  velocity  are 
"^me-  ^^^^  forms  of  expression  are  convenient;  and  the  ideas 
which  they  are  intended  to  express  are  logically  equivalent. 

(5).  All  electrical  and  magnetic  units  can  be  derived  from  units  of 
length,  mass,  and  time.  We  shall  denote  length  by  I,  mass  by  m, 
and  time  by  t 

(6).  The  unit  of  velocity  is  the  velocity  with  which  unit  length  is 

described  in  unit  tima     Its  dimensions  are  j. 

(7).  The  unit  of  acceleration  is  the  acceleration  which  gives 
unit  increase  of  velocity  in  unit  time.     Its  dimensions  are  ^  ^^ 

I 
or  J,- 

•  (8).  The  xmit  force  is  that  which  acting  on  unit  mass  produces  unit 

acceleration.     Its  dimensions  are  mass  X  acceleration,  or  -jf. 

(9).  The  unit  of  work  is  the  work  done  by  unit  force  working 

through  unit  length.     Its  dimensions  are  force  X  length,  or  ^, . 

(10).  The  unit  of  hmetic  energy  is  the  kinetic  energy  of  two  units 
of  mass  moving  with  unit  velocity  (according  to  the  formula  Jmv^. 

Its  dimensions  are  mass  X  (velocity)^  or  -^,  and  are  the  same  as  the 

dimensions  of  work.  It  might  appear  simpler  to  make  it  the  energy 
of  one  unit  of  mass  moving  with  unit  velocity;  but  if  this  change 
were  made,  it  would  be  necessary  either  to  halve  the  unit  of  work, 
or  else  to  make  kinetic  energy  double  of  the  work  which  produced 
it.  Either  of  these  alternatives  would  involve  greater  inconvenience 
and  complexity  than  the  selection  made  above. 


UNITS   OF  STATICAL  ELECTRICITY. 

(H).  Let  q  denote  quantity  of  electricity  measured  statically,  so 
that  the  mutual  repulsion  of  two  equal  quantities  q  at  distance  J,  is 

p.     This  being  equal  to  a  force,  the  dimensions  of  j*  must  be 

(length)^  X  force,  or  ~r,  and  the  dimensions  of  q  must  be  ^^7— • 

(12).  Let  V  denote  difference  of  potential.     Then  the  work  re- 
quired to  raise  a  quantity  q  through  a  differenqe  of  potential  V, 

is  aV.     The  dimensions  of  V  are  therefore  ^— ,  or  ^  -^„  or 
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—J-.    The  dimensions  of  potential  are  of  course  the  same  as  those  of 
difference  of  potential 

(13).  The  capacity  of  a  conductor  is  the  quotient  of  the  quantity 
of  electricity  with  which  it  is  charged,  by  the  potential  which  this 
charge  produces   in   the   conductor.     The  dimensions   of  capacity 

are  therefore  -y-  •  ^|7j,  or  simply  I.     In  fact,  as  we  have  seen 
(§  445  m),  the  capacity  of  a  spherical  conductor  is  equal  to  its  radius. 


MAGNETIC  AND  ELECTEO-MAGNETIC   UNIXa 

(14).  Let  P  denote  the  numerical  value  of  a  pole  (or  the  strength 
of  a  pole).     Then,  since  two  equal  poles  P  at  distance  I  repel  each 

I* 


other  with  the  force  tt,  which  must  be  of  the  dimensions  *!,,  the 


dimensions  of  P  are     ^    . 

(15).  Let  I  denote  the  intensity  of  a  msLgneiic  fielcL  Then,  a  pole 
P  in  this  field  is  acted  on  with  a  force  P  I.     This  must  be  of  the 

dimensions   j|.      Hence,   the  dimensions   of   I   are   *]^«  •  ^jyj,   or 

ml 
ikf 

(16).  Let  M  denote  the  moment  of  a  magnet  Since  it  is  the 
product  of  the  strength  of  a  pole  by  the  distance  between  two  poles, 

its  dimensions  are  -j-. 

(17).  Intensity  of  m/ignMization  is  the  quotient  of  moment  by 
voluma  Its  dimensions  are  therefore  p  or  ^^1'  These  are  the  same 
as  the  dimensions  of  intensity  of  field. 

(18).  When  a  magnetic  substance  is  placed  in  a  magnetic  field,  it 
is  magnetized  by  induction ;  and  each  substance  has  its  own  specific 
co-ejfficient  of  magnetic  induction  (constant,  or  nearly  so,  when  the 
fi«»ld  is  not  excessively  intense),  which  expresses  the  ratio  of  the 
intensity  of  the  induced  magnetization  to  the  intensity  of  the 
field.  For  diamagnetic  substances,  this  co-efficient  is  negative, 
that  is  to  say,  the  induced  polarity  is  reversed,  end  for  end,  as 
compared  with  that  of  a  paramagnetic  substance  placed  in  the 
same  field. 

(19).  The  work  required  to  move  a  pole  P  from  one  point  to 
another,  is  the  product  of  P  by  the  difference  of  the  magnetic  poten- 
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tiaJs  of  the  two  pointa     Hence,  the  dimensions  of  magnetic  pofm- 

..    7  ml^      t  milk 

(20).  A  cv/rrent  C  flowing  along  a  circular  arc,  produces  at  the 
centre  of  the  circle  an  intensity  of  field  equal  to  C  multiplied  by 
length  of  arc  divided  by  square  of  radius.     Hence,  C  divided  by  a 

length  is  equal  to  a  field-intensity,  the  dimensions  of  which  are  ^^ 

and  the  dimensions  of  C  are  — j— . 

(21).  The  quomtity  Q  of  electricity  conveyed  by  a  current  is  the 
product  of  the  current  by  the  time  that  it  lasts.  Its  dimensions  are 
therefore  mi  Zt 

(22).  The  work  done  in  urging  a  quantity  Q  by  an  electro-motive 

force  E  is  E  Q,  hence  the  dimensions  of  dectro-motive  force  are  ^ 

1  mi  21 

^^jlj  or  —^ ;  and  as  electro-motive  force  is  difference  of  potential, 

these  are  also  the  dimensions  otpotentiaL 

(23).  The  capacity  of  a  conductor  is  the  quotient  of  quantity  of  elec- 

tricity  by  potential;  its  dimensions  are  therefore  -y. 

(24).  The  reeistam^ce  B  of  a  circuit  is,  by  Ohm's  law,  equal  to  ^ 

Its  dimensions  are  therefore  —jr-  ^;^yi^  or  -j,  and  are  the  same  as  the 

dimensions  of  velocity. 

(25).  On  comparing  the  dimensions  of  the  same  element  as  mea- 
sured according  to  the  two  systems,  it  will  be  observed  that  they 
are  not  identical  The  dimensions  of  quantity  of  electricity,  for 
example,  in  the  first  system,  are  to  its  dimensions  in  the  second,  as 
lio  t;  and  the  dimensions  of  capacity  are  as  Z*  to  ^. 

Notwithstanding  this  difference  of  dimensions,  two  quantities  of 
electricity  which  are  equal  when  compared  statically,  are  also  equal 
when  compared  magnetically,  or  if  one  be  double  of  the  other  when 
compared  statically,  it  will  also  be  double  of  the  other  when  compared 
magnetically. 

(26).  An  illustration  from  a  somewhat  more  familiar  department 
may  assist  the  reader  in  convincing  himself  that  it  is  possible  for  one 
and  the  same  kind  of  quantity  to  have  different  dimensions  according 
to  the  line  of  derivation  employed.  It  is  well  known  that  uniform 
spheres  attract  each  other  with  a  force  which  is  directly  as  the  pro- 
duct of  their  masses,  and  inversely  as  the  square  of  the  distance 
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between  their  centres.     If  this  law  were  made  to  furnish  the  unit  of 

«!.*  m.1 

force,  the  dimensions  of  force  would  be  ^j ,  instead  of  -^,  as  pre- 
viously found.  The  ambiguity  depends  partly  on  the  fetct  that  I  in 
the  one  formula  denotes  distance  between  attracting  centres,  and  in 
the  other  distance  moved  over.  It  is  only  when  the  mode  of  deriva- 
tion is  distinctly  specified,  or  is  too  obvious  to  need  specification, 
that  the  dimensions  of  a  quantity  admit  of  being  determinately  stated. 
As  the  definition  of  a  derived  unit  necessarily  involves  a  specification 
of  the  mode  of  its  derivation,  there  is  some  advantage  in  speaking 
of  the  dimenaiona  of  a  unit,  rather  than  of  the  dimensions  of  the 
quantity  which  the  unit  serves  to  measure. 

(27).  Derived  units  are  often  called  absolute  units;  but  it  seems  an 
abuse  of  language  to  define  a  unit  by  its  relation  to  other  arbitrary 
units,  and  then  call  it  absolute, 

(28).  A  committee  of  the  British  Association  have  recommended 
that  the  centimetre,  gramme,  and  second  be  adopted  as  the  general 
basis  of  all  derived  units;  and  that  the  imits  thence  derived  be  dis- 
tinguished by  the  initial  letters  C.  G.  S.  prefixed. 

(29).  Let  the  units  of  length,  mass,  and  time  in  any  other  system 
be  respectively  equal  to 

{  centimetres,  m  grammes,  t  seconds. 

Then  the  new  electro-magnetic  unit  of  quantity  will  be  m*  ii  times 
the  C.  G.  S.  electro-magnetic  unit;  and  the  new  electro-static  unit 
of  quantity  will  be  m*  i*  t''^  times  the  C.  G.  S.  electro-static  unit  If 
the  two  new  units  of  quantity  are  equals  we  shall  have  the  following 
relation  between  the  two  C.  G.  S.  units,  namely — 

m*  U  electro-magnetic  units  =  m^  l\  t-^  electro-static  units; 
that  is, 

C.  G.  S.  electro-magnetic  unit  __  I, 
C.  G.  S.  electro-static  unit        ~  < 

But  ^  is  clearly  the  value,  in  centimetres  per  second,  of  that  velocity 

which  would  be  called  unity  in  the  new  system.  This  is  a  definite 
concrete  velocity;  and  its  numerical  value  will  always  be  equal  to 
the  ratio  of  the  electro-magnetic  to  the  electro-static  imit  of  quantity, 
whatever  units  of  mass,  length,  and  time  are  employed. 

From  numerous  experiments  in  which  the  same  quantity  of  elec- 
tricity was  measured  both  statically  and  magnetically,  it  appears 
that  this  velocity  is  (witliin  the  limits  of  experimental  error)  identi- 
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cal  with  the  velocity  of  light  Professor  Clerk  Maxwell  maintains 
that  light,  electricity,  and  magnetism  ai*e  all  affections  of  one  and 
the  same  medium;  that  light  is  an  electro-magnetic  phenomenon, 
and  that  its  laws  can  be  deduced  from  those  of  electricity  and  mag- 
netism. 


Note  1,  p.  561,  572. 


The  total  work  done  in  charging  a  conductor  (or  the  total  energy 
which  runs  down  in  discharging  it)  is  half  the  product  of  potential 
and  charge.  For  if  we  suppose  the  charge  to  be  communicated  in  a 
numerous  succession  of  equal  parts,  it  is  only  the  later  parts  that  will 
be  raised  through  the  full  difference  of  potential ;  and  the  vaean  dif- 
ference of  potential  through  which  the  successive  parts  are  raised 
will  be  the  half  of  this. 

Note  2,  p.  632 

If  the  earth  were  a  uniformly^ magnetized  sphere,  its  effect  would 
be  the  same  as  that  of  a  small  magnet,  of  the  same  moment,  at  tite 
centre.  For  if  we  have  a  sphere  built  up  of  a  number  of  equal  and 
similar  small  magnets,  with  their  poles  pointing  the  same  way,  we 
may  suppose  all  the  imaginary  fluid  at  their  northern  ends  to  be 
collected  at  one  central  point,  and  all  the  imaginary  fluid  at  their 
southern  ends  at  another  central  point,  the  distance  between  the 
two  central  points  being  equal  to  the  common  length  of  the  smaU 
magnets. 
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Absolute  unit  of  force,  78a 
—  —  of  work,  780. 

—  units,  783. 
Accumulation  by  mutual  action, 

773. 
Alarum,  tel^^phic,  721. 

—  vibrating,  731. 
Alphabet,  U^egraphic,  734. 
Alternate  contact,  530. 

—  -^  discharge  by,  573. 
Amalgam  for  rubbers,  5361 
Aoudgamated  zinc,  651. 
Amp^'s    electro -dynamic    for- 
mula, 68a 

-^  rule  for  deflection,  657. 

—  stand,  68a 

—  theory  of  magnetism,  694. 
Anode,  739. 

Arago's  rotations,  775. 

Arc,  voltaic,  703. 

Annstrong's  hydro -electric  ma- 
chine, 539. 

Arrangement  of  cells  in  battery, 
671. 

Astatic  circuits,  693. 

—  galvanometer,  663. 

—  needle,  661. 
Atlantic  cable,  733. 

velocity  through,  586. 

Atmospheric  electricity,  599-6x1. 

—  —  modes  of  observing,  603-606. 

results  of  observation,  607. 

Attraction,  electrical,  laws  of,  530- 

5a3. 

—  magnetic,  laws  of^  6x9. 
Aurora  bor&aJis,  634. 
Aurum  musivum,  536. 
Austral  pole,  6x6. 
Autographic  telegraph,  73a 
Automatic  system,  Wheatstone's. 

,735. 
Axis,  magnetic,  63a 
Azimuth,  6x4. 

B 

Babbage  &  HerscheTs  rotations, 

776. 
Bain's  electro-chemical  telegraph, 

730. 
Balaxtce,  toraon,  5x9,  624. 
Battery,  galvanic,  644. 

Bunsen's,  650. 

Cruickshank's,  6$a, 

Danieirs,  649. 

Grove's,  65X. 

Hare's,  648. 

telegraphic,  7x5. 

—  —  WoUaston's,  647. 


Battery  of  Leyden  jars,  58a 

—  discharge  of,  583. 

Bertsch's  electriod  machine,  545. 

BifUar  magnetometer,  630. 

Biot's  hypothesb  of  terrestrial 
magnetism,  63a. 

Boreal  pole,  6x6. 

Bourboitze's  electro-magnetic  en- 
gine, 7XX. 

Breguet's  telegraph,  7x8. 

Bridge,  Wheatstone's,  674. 

British  Association  unit  of  resist- 
ance, 76a 

Broken  magnet,  6x8. 

Bnish,  electric,  548. 

Bucket,  electric,  558. 

Bunsen's  cell,  65a 


Cage  electrometer,  597. 
Calibration  of  thermo- multiplier, 

664. 
Capacity,  electric,  565. 

—  of  oondeiuer,  568. 

—  specific  inductive,  576. 
Carbon  melted,  703. 

—  points,  image  of,  704. 
Cascade,  charge  by,  583. 
Caselli's  telegraph,  730. 
Cathode,  739. 
Cells,arrangement  of,for  maximum 

current,  67X. 
Charge  by  cascade,  583. 

—  residual,  573. 

Charts  of  magnetic  lines,  63X. 

Chemical  action  necessary  to  cur- 
rent, 653. 

Chimes,  electric,  6oa 

Clarke's  machine,  767. 

Clink  accompanying  magnetiza- 
tion, 638. 

Clocks,  electrically  controlled,  736. 

Coatings,  jar  with  movable,  573. 

Coercive  force,  6x7. 

Coil,  RuhmkoHTs  induction,  76X. 

Commutator,  763. 

Compass,  ship's,  634. 

Compoimd  magnet,  62X,  637. 

Condensers,  electric,  567. 

—  -^  capadty  of,  568. 

discharge  of,  569. 

Condensing  electroscope,  579. 

—  power,  574. 

Conductivity,  comparison  of  ther- 
mal and  electrical,  670. 

—  electrical,  ut  Resistance. 
Conductors,  electrical,  list  of,  507. 

—  lightning,  60X-603. 


Consequent  points,  636. 
Contact-electridty,  643. 
Contiguous  particles,  induction  \  y, 

SIS*  578. 

Convection  of  electricity,  53X,  604 
Copper-cube  experiment,  777. 
Coulomb's  toruon-balanoe,5X9,634. 
Couroime  de  tasses,  646. 
Cruickshank's  trough,  647. 
Current,    deflected   by  magnetic 
force,  658. 

—  direction  of,  in  battery,  643. 

—  induced  by  motion  across  lines 

of  force,  753-760. 

—  numerical  estimate  of,  658. 
Cushions  of  electrical   machine. 

535,  536- 
Cyclones,  611. 


Dampers,  copper,  777* 
Daniell's  battery,  649. 
Declination  magnet,  636. 

—  magnetic,  615. 
changes  of,  633. 

—  theodolite,  636. 
Deflagrator,  Hare's,  648. 
Delezenne's  circle,  759. 
Density,  electric,  528. 
Despretz's  experiments  on  heat  of 

voltaic  arc,  703. 

Dial  telegraphs,  718,  733. 

Diamagnetic  bodies,  638;  their 
coeflldent  of  induction  nega- 
tive, 78  X. 

Dielectric,  influence  of,  575. 

—  polarization  of,  578. 
Differential  galvanometer,  661. 
Dimensions  of  imits,  779. 
Dip,  6x5. 

Dip-circle,  638. 

Discharge  in  rarefied  gases,  549- 

55a,  765. 
Discharger,  jointed,  569. 

—  universal,  584. 
Dissipcuion  of  charge,  531. 
Distribution  of  electricity  on  con- 
ductors, 528. 

Divided  circuits,  673. 

Dry  pile,  65X. 

Duality  of  electricity,  508. 

Duboscq's  regulator,  706. 

Dynamo-electric  machines,  see 
Accumulation  by  Mutual  Ac- 
tion. 

E 

Earth,  action  of,  on  currents,  689. 


—  as  a  mamet.  633. 
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Earth-currents,  634. 
Effidency  of  engines,  jxo. 
Electrical  force  at  a  point  defined, 

559- 

—  machines,  533,  se»  Machine. 
Electric  chimes,  60a 

—  egg,  sso. 

—  light,  70a,  769,  78i* 

—  pendulum,  509. 

—  spark,  546,  set  Spark. 

—  telegraph,  7»3-736' 

—  whirl,  558. 
Electricity,  505. 

—  atmospheric,  599. 

—  voltaic,  643. 

Electrodes  of  battery,  644,  739. 
Electro-dynamics,  680. 

gilding,  746. 

magnetic  engines,  71a 

magnets,  697. 

medical  machines,  778. 

motors,  710. 

Electrolysis,  738-744. 
Electrolytes,  conduction  in,  746. 
Electrometer,  absolute,  593. 

—  attracted  disc,  591. 

—  cage,  597. 

—  portable,  593. 

—  quadrant,  595. 
Electrometers,  591-598. 
Electro-motive  forcc,665, 677, 779*. 
its  value  for  different  bat- 
teries, 679. 

Electrophorus,  544. 
Electro-plating,  746. 
Electroscope,  517. 

—  Bohnenberger's,  65a. 

—  condensing,  579. 
Electrotype,  747. 

Elements  of  currents,  mutual  ac- 
tion of,  688. 

Ellipsoid,  distribution  of  electri- 
city on,  539. 

Elmo's  fire,  St.,  603. 

Equipotential  surfaces,  561. 

Extra  current,  761. 

F 

Faraday's  experiments  within  elec- 
trified box,  537. 

—  views  regardbg  electro-static 

induction,  578,  515. 
Field,  magnetic,  63a 

intensity  of,  63a 

tmiform,  757. 

Filings,  lines  formed  by,  6x2. 
Fluids,  electric,  theories  of,  510. 

—  imaginary  magnetic,  6x8. 
Force,  lines  and  tubes  of,  560-563. 
their  movement,  757. 

—  —  —  their  relation  to  induced 

currents,  754-76a 

—  unit  of,  780. 
Foucault's  regulator,  707. 
Franklin's  experiment   on   light* 

ning,  599. 
Frog,  experiment  with,  645. 
Froment's  engine,  713. 
Fuse,  Statham's,  764. 

G 

Galvani,  644. 
Galvanic  lottery,  644. 

—  electricity,  643. 


Galvanometers,  659-664. 
—  choice  of,  677. 
Gas-battery,  745. 
Geissler's  tubes,  765. 
Gimbals,  634. 

Gold-leaf  electroscope,  5x7. 
Gramme's  machine,  773*. 
Grotthus'  hypothesis,  739. 
Grove's  battery,  651. 


Hail,  Volta's  theory  of,  6xa 
Hare's  deflagrator,  648. 
Heat,  effects  of,  on  magnets,  638. 
—  produced  by  dischaxge  of  Ley- 
den  jars,  584,  59«>- 

by  electric  currents,  699. 

Holu's  electrical  machine,  54  x. 
Houdin's  regulator,  708. 
Hughes*  printing  telegraph,  736. 
Hydro-electric  machine,  539. 


Ice-pail  experiment,  536,  564. 
Images,  electric,  566. 
Imaginary  magneric  matter,  6x9. 
Inclination,  xnagnetic,  615. 
Induced  currents,  75o-76a 
Induction  coil,  76X. 

—  electric-static,  5'3-527' 
relation  to  force-tubes,  563. 

—  magnetic,  6x7,  coefficient  of, 78X. 
Inductive  capacity,  ^>ecific,  576. 
Insulators,  list  of,  507. 
Intensity,  horizontal,  vertical,  and 

total,  633. 

—  of  field,  6^  78X. 

—  of  magnetization,  631,  781. 
Isoclinic  and  other  magnetic  lines, 

633. 

J 
Jones'  controlled  clocks,  736. 
Joule's  law  for  energy  of  current, 
699-703. 

K 
Key,  Morse's  telegraphic,  734. 
Kienmayer's  amalgam,  536. 
Kinnersley's  thermometer,  555. 


Ladd's  machine,  774. 
Lenz's  law,  753. 
Leyden  battery,  58a 

—  jar,  571. 

capacity  of,  568. 

with  movable  coatings,  573. 

Lichtenberg's  figiues,  581. 
Light,  electric,  703. 

—  —  for  lighthouses,  769. 
Lightning,  599. 

—  -conductors,  6ox. 

—  duration  of,  600. 

Lines,  isoclinic,  isodyiuunic,  iso- 

gonic,  633. 
Lines  of  force,  560. 

caution  r^;arding,  778. 

due  to  current,  657,  689. 

magnetic,  619.  ^ 

riiown  by  filings,  6x3. 

Local  action,  65X. 
Lodestone^  6xa. 


M 
Machine,  electrical,  531. 

Bertsch's,  545. 

Guericke's,  533. 

Holtz's,  54X. 

Naime's,  537. 

Ramsden's,  535 

Winter's,  538. 

—  hydro  -  electric,    Armstrong's, 

539- 
Machines,  magneto-electnc,  766- 

774. 
Magnet,  ideal  simple,  63a 

—  moment  of,  63X,  633. 

—  natural,  6x8. 

Magnetic  attractioa  and  repulsion. 
619. 

—  charts,  631. 

—  curves  formed  by  filings,  6x3. 

—  fluids,  imaginary,  6x8. 

—  meridian,  6x5,  63X. 

—  potential,  6x9. 

—  storms,  634. 

—  variations,  633. 
Magnetism,  remanent  or  readual, 

698. 
Magnetization,methods  <^  635,696. 

—  specification  of,  6x9. 
Magneto-crystallic  action,  64a 

—  -electric  machines,  766-775. 
Magnetometers,  63a 
Matches^  for  collecting  electricity, 

605. 
Maxwell's  rule  for  action  between 

drcuiu,  689. 
Melloni's   method  of  evaluating 

deflections,  664. 
Meridian,  615. 

Meridians,  chart  of  magnetic,  631. 
Microphone,  783*. 
Mmes,  firing  by  electricity,  590. 
Mirror  electrometer,  594. 

—  galvanometer,  663. 
Moment  of  magnet,  63x-6aa. 
Morse's  telegraph,  733. 

—  telegraphic  alphabet,  734. 
Mortar,  electric,  555. 

N 
Naime's  electrical  machine,  537. 
Needle,  magnetized,  6x4. 

o 

(Ersted's  experiment,  656. 
Ohm  as  unit  of  resistance,  758-760. 
Ohm's  law,  665. 


Parallel  currents,  68a. 
Paramagnetic  bodies,  638,  7B1. 
Peltier  effect,  708. 
Pendulum,  electric,  509. 

—  electrically  controlled,  737. 
Perforation  by  electric  discharge, 

588, 
Phillips'  electrophorus,  544. 
Pile,  dry,  65X. 

—  Volu's,  645. 
Pistol,  Volta's,  556. 
Pixii's  machine,  767. 

Points  discharge  electriciiy,  530- 

—  wind  from,  557. 
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Polari^don  in  batteriei»  649,  675. 

—  of  dielectric,  578. 
Poles  of  battery,  644. 

—  of  magne^  6ia. 

—  —  their  oames,  616. 
Portable  electrometer,  59a. 
Portative  forc^  637. 
Portrait,  electric,  585. 
Potential,  559. 

—  analogous  to  level,  561. 

—  curve  of,  in  battery,  676. 

—  equal  to  sum  of  quotients,  564. 

—  its  relation  to  force  and  work, 

559-561. 

—  strong  and  feeble,  579b 
Proof-plane,  524, 

Puncture  by  electric  discharge,  588. 

Q 

Quadrant  electrometer,  594. 
-  electroscope,  536. 

R 

Ramsden's  electrical  machine,  535. 

Rarefaction  by  Alvergniat's  meth- 
od, SS^' 

Rare/ied  gases,  discharge  m,  765. 

Regulators  for  electric  light,  705- 
708. 

Relay,  795. 

Remanent  magnetism,  698. 

Replenisher,  597. 

Repulsion,  mt  Attraction. 

—  a  more  reliable  test  than  attrac- 

tion, 5x6. 
Residual  charge,  609. 

—  magnetism,  698. 
Resistance,  electrical,  666. 
and  thermal,  compared,  670. 

—  in  battery,  677. 

—  of  wires,  667. 

—  specific,  667. 

—  uble  of,  67a 

—  unit  of,  758,  78a. 
Rheostat,  668. 

Rotations,  electro-djmamic,  683. 

—  electro-magnetic,  695. 
Rubbers  of  electricaJ  machine,  535 

-536. 
RuhmkorfTs  coil,  761. 
Ruptture  of  magnet,  618. 
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Saturation,  magnetic,  636. 
Sawdust  battery,  651. 
Schweiger's  muldiJier,  66a 
Secondary  coil,  76a, 

—  pile,  746. 

Series,  axrangement  of  cells  in,  673. 
Siemens'  armature,  771. 

—  and    Wheatstone's    machine, 

773- 
Simple  magne^  ideal,  6aa 
Sine-galvanometer,  659. 
Sinuous  currents,  688. 
Solenoids,  690. 
Spangled  tube,  553. 
Spark,  electric,  546. 

colour  of,  55a. 

duration  oi^  549. 

heating  effects  of,  5561 

'in  rarefied  air,  55a 

Specific  inductive  capacity,  576. 
Sphere,  electric  capacity  ot,  565. 
Squares,  inverse,   in   electricity, 

530-528. 
Statham's  fuse,  764. 
Steel,  its  magnetic  properties,  617. 
Step-by-step  telegraphs,  7x8-720. 
Storms,  magnetic,  634. 
Stratification  in  electric  dischaige, 

765. 
Strength  of  pole,  6aa 

—  of  current,  658. 
Submarine  telegraphs,  733. 
the  Atlantic  cables,  733. 

—  —  inductive  action,  734, 
Surface,  electricity  rerides  on,  523. 


Tangent  galvanometer,  660. 
Telegraph,  autographic,  73a 

—  automatic,  735. 

—  dial,  7x8,  792. 

—  electric,  7«3-73^ 

—  electro-chemical,  73a 

—  Morse's,  722. 

—  printing,  726. 

—  single-needle,  7x61 

—  submarine,  733. 
Telegraphic  alarum,  721. 

—  alphabet,  724. 
Telephone,  78x\ 
Tension,  electric,  579. 
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Testing  for  faults,  778. 

Thermo-electricity,  652-655. 

Thermo-pile,  654. 

Thunder,  6ox. 

Tickling  by  electricity,  554. 

Tornadoes,  6xx,  503. 

Torsion  balance,  5x9,  624. 

Transport  of  elements,  739. 

Tubes  of  force,  562. 

movement  of,  757. 

relation  of,  to  induce  cur- 
rents, 754-760. 

Tyndall  on  magneto -crystalHc 
action,  640. 

U 

Unit-jar,  587. 

Unit  of  resistance,  B.A.,  76a 

Units  and  their  dimensions,  779- 

783.       ^ 

Variation  of  magnetic  elements, 

633' 
Velocity  of  electricity,  585. 
Vitreous  and  resinous  electricity. 

5x0. 
Volu,  645. 
Voltaic  arc,  703. 

—  electricity,  64a. 

—  element,  643. 
Voltameter,  738,  742. 

w 

Water-dropping  collector,  604. 

spouts,  6xx. 

Watering-pot,  electric,  558. 
Wheatstone's  automatic  system, 
735. 

—  bridge.  674,  77a 

—  rotadng  mirror,  549,  586. 

—  universal  telegraph,  72X,  775. 

—  and  Cooke's  telegraphs,  716. 
Whirl,  electric,  558. 

Wilde's  machine,  772. 
Wind,  from  points,  557. 
Winter's  electrical  machine,  538. 
WireSf  telegraphic,  7x6. 
Wollaston's  battery,  647. 
Work  done  by  current,  699-702. 


I  Zamboni's  pile,  652. 
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NOTE  PREFIXED  TO  FIRST  EDITION. 

In  the  present  Part,  the  chapters  relating  to  Consonance  and 
Dissonance,  Colour,  the  Undulatory  Theory,  and  Polarization,  are 
the  work  of  the  Editor ;  besides  numerous  changes  and  additions  in 
other  places. 

The  numbering  of  the  original  sections  has  been  preserved  only 
to  the  end  of  Chapter  LX.;  the  two  last  chapters  of  the  original 
having  been  transposed  for  greater  convenience  of  treatment  With 
this  exception,  the  announcements  made  in  the  "Translator's  Preface," 
at  the  beginning  of  Part  I.,  are  applicable  to  the  entire  work. 


The  present  edition  has  been  carefully  revised  and  corrected.  New 
matter  has  been  introduced  at  pages  826,  827,  864?,  875,  911,  916, 
941,  998,  1023,  1024,  1029. 

J.  D.  E. 


QUBKN'S  COLLBOB,  BELTAflK. 

Ma^,  1879. 
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CONTENTS-PART  IV. 


ACOUSTICa 


Chapter  Lni.    PRODUCTION  AND  PROPAGATION  OF  SOUND. 

Sound  results  from  vibratory  movement. — Vibration  of  straight  spring. — Single  and  double 
vibration. — Period. — Amplitude. — Isochronism. — Analogy  of  pendulum. — Vibration  of 
belL — Of  plate. — Nodal  lines. — Opposite  behaviour  of  sand  and  lycopodium. — ^Vibration 
of  string. — Of  air  in  a  pipe. — Chemical  harmonica. — Trevelyan  experiment. — Dis- 
tinctive character  of  musical  sound. — Periodicity. — Vehicle  of  sound. — Not  transmitted 
through  vacuum. — Liquids  and  solids  can  convey  sound.— Mode  of  propagation. — 
Transmission  of  condensations  and  rarefactions. — Graphical  representation. — Relation 
between  period,  wave-length,  and  velocity. — Nature  of  undulatory  movement. — Its 
geometrical  possibility  illustrated. — Longitudinal  and  transverse  vibrations. — Veloci- 
ties greatest  at  centres  of  condensation  and  rarefaction. — Propagation  in  an  open  space. 
— Law  of  inverse  squares. — Regnault's  experiments  with  sewer- pipes. — Transformations 
of  energy  in  undulation. — Dissipation  of  sonorous  energy. — Conversion  into  heat. — 
Velocity  of  sound  in  air. — Mode  of  determining. — Results. — Theoretical  computation 
of  velocity. — Newton's  theory  and  Laplace*8  modification. — Velocity  in  gases  gene- 
rally.— In  liquids. — Colladon's  experiment  at  Lake  of  Greneva. — Theoretical  computa- 
tion.— ^Allowance  for  heat  of  compression. — Velocity  in  solids. — Biot's  experiment. — 
Wertheim's  experiments  and  results. — Theoretical  computation. — Reflection  of  sound. 
— Illustrations. — Conjugate  mirrors. — Echo. — Refraction  of  sound. — Speaking-trum- 
pet.—  Ear-trumpets. — Interference  of  sound-waves. — Experimental  illustrations. — 
Interference  of  direct  and  reflected  waves. — Nodes  and  antinodes. — Acoustic  pendulum. 
— Beats  produced  by  interference, pp.  785-818. 

Note  A.     Rankine*s  investigation, pp.  818,  814. 

Note  B.    Usual  investigation  of  velocity  of  sound, pp.  814,  815. 

Chaptkb  LIV.    numerical  EVALUATION  OF  SOUND. 

loudness,  pitch,  and  character. — Pitch  depends  on  frequency. — Period  and  frequency  are 
reciprocals. — ^Wave-length  is  distance  travelled  in  one  period. — ^Velocity  \a  wave-length 
multiplied  by  frequency. — Character  or  timbre. — Musical  intervals. — Gamut. — Tem- 
perament.— Absolute  pitch. — Limits  of  musical  pitch. — Minor  scale. — Pythagorean 
scale. — Methods  of  counting  vibrations. — Syren. — Vibroscope  for  writing  vibrations. — 
Phonautograph. — Tonometer. — Pitch  modified  by  relative  motion,     .     pp.  816-827. 

Chapteb  LV.    MODES  OF  VIBRATION. 

Longitudinal  and  transverse  vibrations. — Transverse  vibrations  of  strings. — Their  velodty 
of  propagation  and  frequency. — Sonometer. — Harmonics. — Overtones  not  always  har- 
monics.— Strings  vibrating  in  segments. — Segmental  vibration  of  strings. — Sympathetic 
vibration  or  resonancb.  —  Sounding-boards.  —  Longitudinal  vibrations  of  strings. — 
Stringed  instruments. — Transversal  vibrations  of  rigid   bodies. — Plates  and  bells. — 
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IV  TABLE  OF  CONTENTS. 

Tmimg-fork.— Affected  by  temperature. — Mounted  fork. — Law  of  linear  dmennotu. — 
Organ-pipes. — Month-pieoe. — Pitdi  depends  on  ooliimn  of  air. — Overtones  ol  open  aod 
stopped  pipes.— Nodes  and  antinodes.--Stationai7  undulations. — WaTe-length  of  fun- 
damental note. — Wave-lengths  of  overtones.— Analogous  laws  for  certain  vibratiosifl 
of  rods  and  strings. — Application  to  measurement  of  velocity  of  sound  in  various  sub- 
stances.— Reed-pipes. — Opposite  effect  of  temperature. — Wind-instruments. — Mano- 
metric  flames, pp.  828-846. 

Chapxib  LVL    analysis  OF  VIBRATIONS.    CONSTITUTION  OF 

SOUNDS. 

Optical  examination  of  sonorous  vibrations.  Lissajous*  experiment.— Compoation  of  two 
simple  vibrations  in  perpendicular  directions. — Unison  gives  an  ellipee  which  can  be 
inscribed  in  a  given  rectangle. — General  equations  to  Lissajous*  figures. — Optical 
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tion  of  amounts  of  dissonance. — Discordant  elements  in  an  imperfect  concord. — ^Result- 
ant tones. — Difference-tones  discovered  by  Soige  and  Tartini. — ^Erroneously  attri- 
buted to  coalescence  of  beats. — Summation- tones. — Resultant  tones  occur  when  small 
quantities  of  the  second  order  are  sensible. — Beats  of  resultant  tones.— Edison's  phon- 
ograph,   pp.  859-864. 
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INCHES  AKD  TENTHS. 

TABLE  FOR  THE  CONVERSION   OF  FRENCH  INTO  ENGLISH  MEASURES. 
Measures  of  Length. 

1  Millimetre  =  -039370432  inch,  or  about  t^  inch. 

1  Centimetre  =  '39370432  inch. 

1  Decimetre  =  3.9370432  inches. 

1  Metre  =  39370432  inches,  or  3.2809  feet  nearly. 

1  Kilometre  =  39370.4.32  inches,  or  1093-6  yards  nearly. 
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Measures  or  Area. 


1  sq.  millimetre  =  *00155003  square  inoh. 
1  sq.  centimetre  =  '155003  square  inch. 


X  114.  c«uiiime«re  = 
1  sq.  decimetre  = 
1  sq.  metre  ~ 


=3  'loouiM  square  men. 
=  15'5003  square  inches. 
=  1550*03  square  inches,  or 
10-7641  square  feet. 


Measures  of  Volume. 

1  cubic  centimetre  =  *0610254  cubic  inch. 
1  cubic  decimetre  =  61*0254  cubic  inches. 
1  cubic  metre  =  61025*4  cubic  inches,  or 

35-3156  cubic  feet. 

The  Litre  (used  for  liquids)  is  the  same  as 
the  cubic  decimetre,  and  is  equal  to  176172 
imperial  pint,  or  *220215  gallon* 


Measures  of  Weight  (or  Mass). 

1  milligramme      =      -015432349  grain. 
1  centigramme     =     *15432349  grain. 
1  decigramme       =     1*5432349  grain. 
1  gramme  =     15*432349  grains. 

1  kilogramme       =     15432*349   grains,    or 
2*20462125  Ifaa.  avoir. 

Measures  DnroLynro  refereztoe  to  two 

UNITS.  i^  pa, 

■qaarefooL 

1  gramme  per  sq.  centimetre        =  2*048124 

1  kilogramme  per  sq.  metre  =  "2048124 

1  kilo|;ramme  per  sq.  millimetre  =  204812*4 

1  kilogrammetre  =  7*23307  foot-pounds. 

1  force  de  cheral  =  75  kilogrammetres  per 
second,  or  542^  foot-pounds  per  second  nearly, 
whereas  1  horse-no wer  (English) =560  foot- 
pounds per  second. 


TABLE    FOR  THE   CONVERSION   OF   ENGLISH    INTO   FRENCH 

MEASUREa 


Measures  of  Lbnoth. 

1  inch  =25*39977  millimetres. 
1  foot  =  30479726  metre. 
1  yard=  -9143918  metre. 
1  mile  =1*60933  kilometre. 

Measures  of  Arba, 

1  sq.  inch  =645148  sq.  millimei 
1  sq.  foot  =-0929014  sq.  metre. 
1  sq.  yard ='8361124  sq.  metre. 
1  sq.  mile  =2*589942  sq.  kilometres. 

Solid  Measures. 

1  cubic  inch  =16386*6  cubic  millimetres. 
1  cubic  foot  =  -0283161  cubic  metre. 
1  cubic  yard=  7645343  cubic  metre. 


letres. 


Measures  of  Capaoitt. 

1  pint  =  5676275  litre. 
1  gaUon  =4*54102  Utres. 
1  bushel=36*32816  Utres 

BiXASUREB  OF  WEIGHT. 

1  grain       =  -064799  gramme. 

1  oc.  ayoir.=28'3496  grammes. 

1  lb.  avoir.  ='453593  kilogramme. 

Iton  =1*01605  tonne=1016*05  kilos. 

Measures  nnroLviNo  rbfrrekob  to 

TWO  UNITS. 

1  lb.  per  sq.  foot  =4*88252  kilos,  per  sq.  metre. 
1  Ib.per  sq.  inch=  1)703083  kilos,  persq.  centi- 
metre. 
1  foot-pound     =  -138254  kilogrammetre. 


TABLE  OF  CONSTANTS. 

The  velocity  acquired  in  falling  for  one  second  in  vacuo,  in  any  part  of  Oreat  Britain, 
is  about  32*2  feet  per  second,  or  9*81  metres  per  second. 

The  pressure  of  one  atmosphere,  or  760  millimetres  (29-922  inches)  of  mercury,  is  1'0:)3 
kilogramme  per  sq.  centimetre,  or  14*73  lbs.  per  square  inch. 

The  weight  of  a  litre  of  dry  air,  at  this  pressure  (at  Paris)  and  0°  C,  is  1*293  gramme. 

The  weight  of  a  cubic  centimetre  of  water  is  about  1  gramme. 

The  weif^rht  of  a  cubic  foot  of  water  is  about  62*4  lbs. 
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CHAPTER    LIII. 


PRODUCTION   AND   PROPAGATION   OF  SOUND. 


jt" 


629.  Sound  is  a  Vibration. — Sound,  as  directly  known  to  us  by 
the  sense  of  bearing,  is  an  impression  of  a  peculiar  character,  very 
broadly  distinguished  from  the   impressions   received  through  the 
rest  of  our  senses,  and  admitting  of  great 
variety  in   its  modifications.      The  at- 
tempt to  explain  the   physiological  ac- 
tions which  constitute  hearing  forms  no 
part  of  our  present  design.     The  business 
of  physics  is  rather   to  treat  of  those 
external  actions  which  constitute  sound, 
considered  as  an  objective  existence  ex- 
ternal to  the  ear  of  the  percipient 

It  can  be  shown,  by  a  variety  of  ex- 
periments, that  sound  is  the  result  of 
vibratory  movement*  Suppose,  for  ex- 
ample, we  fix  one  end  C  of  a  straight 
spring  C  D  (Fig.  563)  in  a  vice  A,  then 
draw  the  other  end  D  aside  into  the 
position  D',  and  let  it  go.  In  virtue  of 
its  elasticity  (§  23),  the  spring  will  return 
to  its  original  position ;  but  the  kinetic 
energy  which  it  acquires  in  returning  is 
sufficient  to  carry  it  to  a  nearly  equal  pig.  am.— vibration  of  straight  spring, 
distance  on  the  other  side  ;  and  it  thus 

swings  alternately  from  one  side  to  the  other  through  distances  very 
gradually  diminishing,  until  at  last  it  comes  to  rest*  Such  move- 
ment is  called  vibratory.  The  motion  from  D'  to  D",  or  from  D"  to 
D',  is  called  a  single  vibration.    The  two  together  constitute  a  double 
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PRODUCTION  AND  PROPAGATION  OF  SOUND. 


or  complete  vibration  ;  and  the  time  of  executing  a  complete  vibra- 
tion is  the  period  of  vibration.  The  amplitude  of  vibration  for  any 
point  in  the  spring  is  the  distance  of  its  middle  position  from  one  of 
its  extreme  positions.  These  terms  have  been  already  employed 
(5}  44)  in  connection  with  the  movements  of  pendulums,  to  which 
indeed  the  movements  of  vibrating  springs  bear  an  extremely  close 
resemblance.  The  property  of  isochronism,  which  approximately 
characterizes  the  vibrations  of  the  pendulum,  also  belongs  to  the 


Fig.  564.— Vibration  of  BeU. 

spring,  the  approximation  being  usually  so  close  that  the  period  may 
practically  be  regarded  as  altogether  independent  of  the  amplitude. 

When  the  spring  is  long,  the  extent  of  its  movements  may  gene- 
rally be  perceived  by  the  eye.  In  consequence  of  the  persistence  of 
impressions,  we  see  the  spring  in  all  its  positions  at  once ;  and  the 
edges  of  the  space  moved  over  are  more  conspicuous  than  the  central 
parts,  because  the  motion  of  the  spring  is  slowest  at  its  extreme 
positions. 

As  the  spring  is  lowered  in  the  vice,  so  as  to  shorten  the  vibrating 
portion  of  it,  its  movements  become  more  rapid,  and  at  the  same  time 
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more  limited,  until,  when  it  is  very  short,  the  eye  is  unable  to  detect 
any  sign  of  motion.  But  where  sight  fails  us  hearing  comes  to  our 
aid.  As  the  vibrating  part  is  shortened  more  and  more,  it  emits  a 
musical  note,  which  continually  rises  in  pitch ;  and  this  effect  con- 
tinues after  the  movements  have  become  much  too  small  to  be  visible. 

It  thus  appears  that  a  vibratory  movement,  if  sufficiently  rapid, 
may  produce  a  sound.  The  following  experiments  afford  additional 
illustration  of  this  principle,  and  are  samples  of  the  evidence  from 
which  it  is  inferred  that  vibratory  movement  is  essential  to  the  pro- 
duction of  sound. 

Vibration  of  a  Bell. — A  point  is  fixed  on  a  stand,  in  such  a  posi- 


Fig.  565.— Vibration  of  Plate. 

tion  as  to  be  nearly  in  contact  with  a  glass  bell  (Fig.  564).  If  a 
rosined  fiddle-bow  is  then  drawn  over  the  edge  of  the  bell,  until  a 
musical  note  is  emitted,  a  series  of  taps  are  heard  due  to  the  striking 
of  the  bell  against  the  point  A  pith-ball,  hung  by  a  thread,  is 
driven  out  by  the  bell,  and  kept  in  oscillation  as  long  as  the  sound 
continues.  By  lightly  touching  the  bell,  we  may  feel  that  it  is 
vibrating ;  and  it  we  press  strongly,  the  vibration  and  the  sound 
will  both  be  stopped. 

Vibration  of  a  Plate. — Sand  is  strewn  over  the  surface  of  a  hori- 
zontal plate  (Fig.  565),  which  is  then  made  to  vibrate  by  drawing  a 
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Pig.  5«6. 
Vibration  of  Striog. 


bow  over  its  edge.  As  soon  as  the  plate  begins  to  sound,  the  sand 
dances,  leaves  certain  parts  bare,  and  collects  in  definite  lines,  which 
are  called  nodal  lines.  These  are,  in  fact,  the  lines  which  separate 
portions  of  the  plate  whose  movements  are  in  oppo- 
site directions.  Their  position  changes  whenever  tlie 
plate  changes  its  note. 

The  vibratory  condition  of  the  plate  is  also  mani- 
fested by  another  phenomenon,  opposite — so  to  speak 
— to  that  just  described.  If  very  fine  powder,  such  ns 
lycopodium,  be  mixed  with  the  sand,  it  will  not  move 
with  the  sand  to  the  nodal  lines,  but  will  form  little 
heaps  in  the  centre  of  the  vibrating  segments;  and 
these  heaps  will  be  in  a  state  of  violent  agitation,  with 
more  or  less  of  gyratory  movement,  as  long  as  the 
plate  is  vibrating.  This  phe- 
nomenon, after  long  baffling 
explanation,  was  shown  by 
Faraday  to  be  due  to  indraughts 
of  air,  and  ascending  currents, 
brought  about  by  the  move- 
ments of  the  plate.  In  a  moderately  good 
vacuum,  the  lycopodium  goes  with  the  sand 
to  the  nodal  lines. 

Viln'ation  of  a  String. — When  a  note  is 
produced  from  a  musical  string  or  wire,  its 
vibrations  are  often  of  sufficient  amplitude 
to  be  detected  by  the  eye.  The  string  thus 
assumes  the  appearance  of  an  elongated  spindle 
(Fig.  566). 

Vibration  of  the  Air. — The  sonprous  body 
may  sometimes  be  air,  as  in  the  case  of  organ- 
pipes,  which  we  shall  describe  in  a  later  chap- 
ter. It  is  easy  to  show  by  experiment  that 
when  a  pipe  speaks,  the  air  within  it  is  vibra- 
ting. Let  one  side  of  the  tube  be  of  gla.ss, 
and  let  a  small  membrane  m,  stretched  over 
a  frame,  be  strewed  with  sand,  and  lowered 
into  the  pipe.  The  sand  will  be  thrown  into 
violent  agitation,  and  the  rattling  of  the  grains,  as  they  fall  back 
on  the  membrane,  is  loud  enough  to  be  distinctly  heard. 


Pig  667.— Vibration  of  Air. 
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SingiTig  Flames. — An  experiment  on  the  production  of  musical 
sound  by  flame,  has  long  been  known  under  the  name  of  the  chemi- 
cal harmonica.  An  appaia- 
tus  for  the  production  of 
hydrogen  gas  (Fig.  568)  is 
furnished  with  a  tube,  which 
tapers  off  nearly  to  a  point  at 
its  upper  end,  where  the  gas 
issues  and  is  lighted.  When 
a  tube,  open  at  both  ends, 
is  held  so  as  to  surround  the 
flame,  a  musical  tone  is 
heard,  which  varies  with  the 
dimensions  of  the  tube,  and 
often  attains  considerable 
power.  The  sound  is  due  to 
the  vibration  of  the  air  and 
products  of  combustion  with- 
in the  tube ;  and  on  observ- 
ing the  reflection  of  the 
flame  in  a  mirror  rotating 
about  a  vertical  axis,  it  will 
be  seen  that  the  flame  is 
alternately  rising  and  falling, 

its  successive  images,  as  drawn  out  into  a  horizontal  series  by  the 
rotation  of  the  muTor,  resembling  a  number  of  equidistant  tongues 
of  flame,  with  depressions  between  them.  The  experiment  may  also 
be  performed  with  ordinary  coal-gas. 

Trevelyan  Experiment. — A  fire-shovel  (Fig.  569)  is  heated,  and 
balanced  upon  the  edges  of  two  sheets  of  lead  fixed  in  a  vice  ;  it  is 
then  seen  to  execute  a  series  of  small  oscillations — each  end  being 
alternately  raised  and  depressed — and  a  sound  is  at  the  same  time 
emitted.  The  oscillations  are  so  small  as  to  be  scarcely  perceptible 
in  themselves ;  but  they  can  be  rendered  very  obvious  by  attaching 
to  the  shovel  a  small  silvered  mirror,  on  which  a  beam  of  light  is 
directed.  The  reflected  light  can  bei  made  to  form  an  image  upon  a 
screen,  and  this  image  is  seen  to  be  in  a  state  of  oscillation  as  long  as 
the  sound  is  heard. 

The  movements  observed  in  this  experiment  are  due  to  the  sudden 
expansion  of  the  cold  lead.     When  the  hot  iron  comes  in  contact 


.->i^ 


Fig.  668.— Cbemical  Harmoaioa. 
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with  it,  a  protuberance  is  instantly  formed  by  dilatation,  and  the 
iron  is  thrown  up.     It  then  comes  in  contact  with  another  portion 


Fig.  509.~TreTttljan  Experiment. 

of  the  lead,  where  the  same  phenomenon  is  repeated  while  the  first 
point  cools.  By  alternate  contacts  and  repulsions  at  the  two  points, 
the  shovel  is  kept  in  a  continual  state  of  oscillation,  and  the  regular 
succession  of  taps  producos  the  sound. 

The  experiment  is  more  usually  performed  with  a  special  instru- 
ment invented  by  Trevelyan,  and  called  a  rocker,  which,  after  being 
heated  and  laid  upon  a  block  of  lead,  rocks  rapidly  from  side  to  side, 
and  yields  a  loud  note. 

630.  Distinctive  Character  of  Musical  Sound. — It  is  not  easy  to 
draw  a  sharp  line  of  demarcation  between  musical  sound  and  mei*e 
noise.  The  name  of  noise  is  usually  given  to  any  sound  which  seems 
unsuited  to  the  requirements  of  musia 

This  unfitness  may  arise  from  one  or  the  other  of  two  causes. 
Either, 

1.  The  sound  may  be  unpleasant  fi-om  containing  discordant  ele- 
ments which  jar  with  one  another,  as  when  several  consecutive  keys 
on  a  piano  are  put  down  together.     Or, 

2.  It  may  consist  of  a  confused  succession  of  sounds,  the  changes 
being  so  rapid  that  the  ear  is  unable  to  identify  any  particular  note. 
This  kind  of  noise  may  be  illustrated  by  sliding  the  finger  along  a 
violin -string,  while  the  bow  is  applied 

All  sounds  may  be  resolved  into  combinations  of  elementary  musi- 
cal tones  occurring  simultaneously  and  in  succession.  Hence  the 
study  of  musical  sounds  must  necessarily  form  the  basis  of  acoustics. 

Every  sound  which  is  recognized  as  musical  is  characterized  by 
what  may  be  called  smoothness,  evenness,  or  regularity;  and  the 
physical  cause  of  this  regularity  is  to  be  found  in   the  accurate 
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peinodicity  of  the  vibratory  movements  which  produce  the  sound. 
By  peHodicity  we  mean  the  recurrence  of  precisely  similar  states  at 
equal  intervals  of  time,  so  that  the  movements  exactly  repeat  them- 
selves; and  the  time  which  elapses  between  two  successive  recur- 
rences of  the  same  state  is  called  the  period  of  the  movements. 

Practically,  musical  and  unmusical  sounds  often  shade  insensibly 
into  one  another.  The  tones  of  every  musical  instrument  are  accom- 
panied by  more  or  less  of  unmusical  noisa  The  sounds  of  bells  and 
drums  have  a  sort  of  intermediate  character ;  and  the  confused  as- 
semblage of  sounds  which  is  heard  in  the  streets  of  a  city  blends  at 
a  distance  into  an  agreeable  hum. 

631.  Vehicle  of  Sound. — The  origin  of  sound  is  always  to  be  found 
in  the  vibratory  movements  of  a  sonorous  body ;  but  these  vibratory 
movements  cannot  bring  about  the  sensation  of  hearing  unless  there 
be  a  medium  to  transmit  them  to  the  auditory  apparatus.  This 
medium  may  be  either  solid,  liquid,  or  gaseous,  but  it  is  necessary 
that  it  be  elastic.  A  body  vibmting  in  an  absolute  vacuum,  or  in  a 
medium  utterly  destitute  of  elasticity, 
would  fail,  to  excite  our  sensations  of 
hearing.  This  assertion  is  justified  by 
the  following  experiments :  — 

1.  Under  the  receiver  of  an  air-pump 
is  placed  a  clock-work  arrangement  for 
producing  a  number  of  strokes  on  a  belL 

It  is  placed  on  a  thick  cushion  of  felt, 
or  other  inelastic  material,  and  the  air 
in  the  receiver  is  exhausted  as  com- 
pletely as  possible.  If  the  clock-work 
is  then  started  by  means  of  the  handle 
<7,  the  hammer  will  be  seen  to  strike  the 
bell,  but  the  sound  will  be  scarcely  audi- 
ble. If  hydrogen  be  introduced  into 
the  vacuum,  and  the  receiver  be  again 
exhausted,  the  sound  will  be  much  more 
completely  extinguished,  being  heard  ptg.  ato.— souud  in  BzhaoBted  ReoeiTer. 
with   difficulty  even  when    the   ear   is 

placed  in  contact  with  the  receiver.  Hence  it  may  fairly  be  con- 
cluded that  if  the  receiver  could  be  perfectly  exhausted,  and  a  per- 
fectly inelastic  support  could  be  found  for  the  bell,  no  sound  at  all 
would  be  omitted. 
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2.  Tlie  experiment  may  be  varied  by  using  a  glass  globe,  furnished 
with  a  stop-cock,  and  having  a  little  bell  suspended  within  it  by  a 
thread.  If  the  globe  is  exhausted  of  air,  the  sound  of  the  bell  will 
be  scarcely  audible.  The  globe  may  be  filled  with 
any  kind  of  gas,  or  with  vapour  eitlier  saturated  or 
non-saturated,  and  it  will  thus  be  found  that  all 
these  bodies  transmit  sound. 

Sound  is  also  transmitted  through  liquids,  as  may 
easily  be  proved  by  direct  experiment.     Experiment, 
however,  is  scarcely  necessary  for  the  establishment 
of  the  fact,  seeing  that  fishes  are  provided  with  audi- 
Qiobe  wiul  sti' .cook    ^^^  apparatus,  and  have  often  an  acute  sense  of 
liearing. 
As  to  solids,  some  well-known  facts  prove  that  they  transmit 
jjQund  very  perfectly.     For  example,  light  taps  with  the  head  of  a 
pin  on  one  end  of  a  wooden  beam,  are  distinctly  heard  by  a  person 
with  his  ear  applied  to  the  other  end,  though  they  cannot  be  heard 
at  the  same  distance  through  air.  ^  This  property  is  sometimes  em- 
ployed as  a  test  of  the  soundness  of  a  l^eam,  for  the  experiment  will 
not  succeed  if  the  intervening  wood  is  rotten,  rotten  wood  being 
very  inelastic. 

The  stethoscope  is  an  example  of  the  transmission  of  sound  through 
solids.  It  is  a  cylinder  of  wood,  with  an  enlargement  at  each  end, 
and  a  perforation  in  its  axia  One  end  is  pressed  against  the  chest 
of  the  patient,  while  the  observer  applies  his  ear  to  the  other.  He 
is  thus  enabled  to  hear  the  sounds  produced  by  various  internal 
actions,  such  as  the  beating  of  the  heart  and  the  passage  of  the  air 
through  the  tubes  of  the  lungs.  Even  simple  auscultation,  in  which 
the  ear  is  applied  directly  to  the  surface  of  the  body,  implies  the 
transmission  of  sound  through  the  walls  of  the  chest. 

By  applying  the  ear  to  the  ground,  remote  sounds  can  often  be  much 
more  distinctly  heard ;  and  it  is  stated  that  savages  can  in  this  way 
obtain  much  information  respecting  approaching  bodies  of  enemies. 

We  are  entitled  then  to  assert  that  sowtid,  as  it  affects  our  organs 
of  hearing,  is  an  effect  which  is  pro'pagated,  from,  a  vibrating  body, 
through  an  elastic  and  ponderable  medium. 

682.^  Mode  of  Propagation  of  Sound. — We  will  now  endeavour  to 
explain  the  action  by  which  sound  is  propagated. 

^  The  numbering  of  §§  632-688  does  not  correspond  with  the  original,  some  transposi- 
tions haying  been  made. 
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Let  there  be  a  plate  a  vibratiDg  opposite  the  end  of  a  long  tube, 
and  let  us  consider  what  happens  during  the  passage  of  the  plate 
from  its  most  backward  position  a",  to  its  most  advanced  position  a\ 
This  movement  of  the  plate  may  be  divided  in  imagination  into  a 
number  of  successive  parts,  each  of  which  is  communicated  to  the 
layer  of  air  close  in  front  of  it,  which  is  thus  compressed,  and,  in  its 


Pig.  573.— Propagation  of  Sound. 


endeavour  to  recover  from  this  compression,  reacts  upon  the  next 
layer,  which  is  thus  in  its  turn  compressed.  The  compression  is  thus 
passed  on  from  layer  to  layer  through  the  whole  tube,  much  in  the 
same  way  as,  when  a  number  of  ivory  balls  are  laid  in  a  row,  if  the 
first  receives  an  impulse  which  drives  it  against  the  second,  each  ball 
will  strike  against  its  successor  and  be  brought  to  rest. 

The  compression  is  thus  passed  on  from  layer  to  layer  through  the 
tube,  and  is  succeeded  by  a  rarefaction  corresponding  to  the  back- 
ward movement  of  the  plate  from  a'  to  a".  .  As  the  plate  goes  on 
vibrating,  these  compressions  and  rarefactions  continue  to  be  propa- 
gated through  the  tube  in  alternate  succession.  The  greatest  com- 
pression in  the  layer  immediately  in  front  of  the  plate,  occurs  when 
the  plate  is  at  its  middle  position  in  its  forward  movement,  and  the 
greatest  rarefaction  occurs  when  it  is  in  the  same  position  in  its 
backward  movement  These  are  also  the  instants  at  which  the  plate 
is  moving  most  rapidly.^  When  the  plate  is  in  its  most  advanced 
position,  the  layer  of  air  next  to  it,  A  (Fig.  574)  will  be  in  its  natu- 
ral state,  and  another  layer  at  A^, 
half  a  wave-length  further  on,  will 
also  be  in  its  natural  state,  the  pulse 
having  travelled  from  A  to  Aj.  while 
the  plate  was  moving  from  a"  to  a\ 
At  intervening  points  between  A 
and  Ai,  the  layers  will  have  various  amounts  of  compreasion  corres- 
ponding to  the  different  positions  of  the  plate  in  its  forward  move- 

^  See  §  632  a,  also  Note  A  at  the  end  of  this  chapter. 


Fig.  574.— Gnphical  Representation. 
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meDi  The  greatest  compression  is  at  C,  a  quarter  of  a  wave-length 
in  advance  of  A,  having  travelled  over  this  distance  while  the  plate 
was  advancing  from  a  to  a\  The  compressions  at  D  and  Dj  repre- 
sent those  which  existed  immediately  in  front  of  the  plate  when  it 
had  advanced  respectively  one-fourth  and  three-fourths  of  the  dis- 
tance from  a"  to  a',  and  the  curve  A  C  Ai  is  the  graphical  represen- 
tation both  of  condensation  and  velocity  for  all  points  in  the  air 
between  A  and  Ai. 

If  the  plate  ceased  vibrating,  the  condition  of  things  now  existing 
in  the  portion  of  air  A  A^  would  be  transferred  to  successive  portions 
of  air  in  the  tube,  and  the  curve  A  C  Aj  would,  as  it  were,  slide 
onward  through  the  tube  with  the  velocity  of  sound,  which  is  about 
1100  feet  per  second  But  the  plate,  instead  of  remaining  perman- 
ently at  a\  executes  a  backward  movement,  and  produces  rare&ctions 
and  retrograde  velocities,  which  are  propagated  onwards  in  the  same 
manner  as  the  condensations  and  forward  velocities.  A  complete 
wave  of  the  undulation  is  accordingly  represented  by  the  curve 
AE'AjCAj  (Fig.  575),  the  portions  of  the  curve  below  the  line  of 


^1 
E'        '^ 

Fig.  575.— Onphioal  Bepreeentation  of  Complete  Ware. 

abscissas  being  intended  to  represent  rarefactions  and  retrograde  velo- 
citiea  If  we  suppose  the  vibrating  plate  to  be  rigidly  connected 
with  a  piston  which  works  air-tight  in  the  tube,  the  velocities  of  the 
pai-ticles  of  air  in  the  different  points  of  a  wave-length  will  be  iden- 
tical with  the  velocities  of  the  piston  at  the  different  parts  of  its 
motion. 

The  wave-length  A  A2  is  the  distance  that  the  pulse  has  travelled 
while  the  vibrating  plate  was  moving  from  its  most  backward  to  its 
most  advanced  position,  and  back  again.  During  this  time,  which 
is  called  the  period  of  the  vibrations,  each  particle  of  air  goes  through 
its  complete  cycle  of  changes,  both  as  regards  motion  and  density. 
The  period  of  vibration  of  any  particle  is  thus  identical  with  that  of 
the  vibi-ating  plate,  and  is  the  same  as  the  time  occupied  by  the 
waves  in  travelling  a  wave-length.  Thus,  if  the  plate  be  one  leg  of 
a  common  A  tuning-fork,  making  435  complete  vibrations  per  second, 
the  period  will  be  i^th  of  a  second,  and  the  undulation  will  travel  in 
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this  time  a  distance  of  ^W  ^'^^^>  o**  ^  ^^^^  ^  iucbes,  which  is  there- 
fore the  wave-length  in  air  for  this  note.  If  the  plate  continues  to 
vibrate  in  a  uniform  manner,  there  will  be  a  continual  series  of  equal 
and  similar  waves  running  along  the  tube  with  the  velocity  of  soimd. 
Such  a  succession  of  waves  constitutes  an  undulation.  Each  wave 
consists  of  a  condensed  portion,  and  a  rarefied  portion,  which  are 
distinguished  from  each  other  in  Fig.  573  by  different  tints,  the 
dark  shading  being  intended  to  represent  condensation. 

632a.  Nature  of  Undulations. — The  possibility  of  condensations 
and  rarefactions  being  propagated  continually  in  one  direction,  while 
each  particle  of  air  simply  moves  backwards  and  forwards  about  its 
original  position,  is  illustrated  by  Fig.  575  a,  which  represents,  in  an 
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Fig.  575  A.— Longitudinal  Vibration. 


exaggei-ated  form,  the  successive  phases  of  an  undulation  propagated 
through  7  particles  ABODE  Fa  originally  equidistant,  the  dis- 
tance from  the  first  to  the  last  being  one  wave-length  of  the  undula- 
tion. The  diagram  is  composed  of  thirteen  horizontal  rows,  the  first 
and  last  being  precisely  alike.  The  successive  rows  represent  the 
positions  of  the  particles  at  successive  times,  the  interval  of  time 
jfrom  each  row  to  the  next  being  -j^th  of  the  period  of  the  undulation. 
In  the  first  row  A  and  a  are  centres  of  condensation,  and  D  is  a 
centre  of  rarefaction.  In  the  third  row  B  is  a  centre  of  condensa- 
tion, and   E  a  centre   of  rarefaction.      In  the  fifth  row  the  con- 
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densation  and  rarefaction  have  advanced  by  one  more  letter,  and 
90  on  through  the  whole  series,  the  initial  state  of  things  being 
reproduced  when  each  of  these  centres  has  advanced  through  a  wave- 
length, so  that  the  thirteenth  row  is  merely  a  repetition  of  the  firsl 

The  velocities  of  the  particles  can  be  estimated  by  the  comparison 
of  successive  rowa  It  is  thus  seen  that  the  greatest  forward  velocity 
is  at  the  centres  of  condensation,  and  the  greatest  backward  velocity 
at  the  centres  of  rarefaction.  Each  particle  has  its  greatest  veloci- 
ties, and  greatest  condensation  and  rarefaction,  in  passing  through 
its  mean  position,  and  comes  for  an  instant  to  rest  in  its  positions  ol 
greatest  displacement,  which  are  also  positions  of  mean  density. 

The  distance  between  A  and  a  remains  invariable,  being  always  a 
wave-length,  and  these  two  particles  are  always  in  the  same  phase. 
Any  other  two  particles  represented  in  the  diagram  are  always  in 
diflFerent  phases,  and  the  phases-  of  A  and  D,  or  B  and  E,  or  C  and  F, 
are  always  opposite ;  for  example,  when  A  is  moving  forwards  with 
the  maximum  velocity,  D  is  moving  backwards  with  the  same 
velocity. 

The  vibrations  of  the  particles,  in  an  undulation  of  this  kind,  are 
called  longitudinal;  and  it  is  by  such  vibrations  that  sound  is  pro- 
pagated through  air.  Fig.  575  B  illustiutes  the  manner  in  which  an 
undulation  may  be  propagated  by  means  of  transverse  vibrations , 
that  is  to  say,  by  vibrations  executed  in  a  direction  perpendicular  to 
that  in  which  the  undulation  advances.  Thirteen  particles  A  B  C  D 
EFGHIJKLa  are  represented  in  the  positions  which  they  occupy 
at  successive  times,  whose  interval  is  one-sixth  of  a  period.  At  the 
instant  first  considered,  D  and  J  are  the  particles  which  are  furthest 
displaced  At  the  end  of  the  first  interval,  the  wave  has  advanced 
two  letters,  so  that  F  and  L  are  now  the  furthest  displaced.  At  the 
end  of  the  next  interval,  the  wave  has  advanced  two  letters  further, 
and  so  on,  the  state  of  things  at  the  end  of  the  six  intervals,  or  of 
one  complete  period,  being  the  same  as  at  the  beginning,  so  that 
the  seventh  line  is  merely  a  repetition  of  the  first  Some  examples 
of  this  kind  of  wave-motion  will  be  mentioned  in  later  chapters. 

633.  Propagation  in  an  Open  Space. — When  a  sonorous  disturb- 
ance occurs  in  the  midst  of  an  open  body  of  air,  the  undulations  to 
which  it  gives  rise  run  out  in  all  directions  from  the  source.  If  the 
disturbance  is  symmetrical  about  a  centre,  the  waves  will  be  spheri- 
cal ;  but  this  case  is  exceptional.  A  disturbance  usually  produces 
condensation  on  one  side,  at  the  same  instant  that  it  produces  rare- 
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faction  on  another.  This  is  the  case,  for  exa 
plate,  since,  when  it  is  moving  towards  one  ( 
from  the  other.  These  inequalities  which  e: 
hood  of  the  sonorous  body,  have,  however,  a  t 
marked,  and  ultimately  to  disappear,  as  the 
Fig.  576  represents  a  diametral  section  of  a  se 
Their  mode  of  propagation  has  some  anaJogji 
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Fig.  676  b.— TransrerMYibration. 


waves  produced  on  water  by  dropping  a  stor 
tides  which  form  the  waves  of  water  are  el 
whereas  those  which  form  sonorous  waves 
retreat,  their  lines  of  motion  being  always  c 
rections  along  which  the  sound  travels.  Ti 
portant  to  remark  that  the  unduLation  does  n 
of  transference.  Thus,  when  the  surface  of  a 
waves,  bodies  floating  on  it  rise  and  fall,  but  i 
Tliis  property  is  characteristic  of  undulations 
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lation  may  be  defined  as  a  system  of  movements  hi  which  the  seveixil 
particles  move  to  and  fro,  or  round  and  round,  about  definite 


.»/ 
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/ 


Fig.  676.— Propagation  in  Open  Space. 

points,  in  such  a  manner  as  to  produce  the  continued  onvxird 
tran^smission  of  a  condition,  or  sei^ies  of  conditions. 

There  is  one  important  difference  between  the  propagation  of 
sound  in  a  uniform  tube  and  in  an  open  space.  In  the  former  case, 
the  layers  of  air  corresponding  to  successive  wave-lengths  are  of  equal 
mass,  and  their  movements  are  precisely  alike,  except  in  so  far  as 
they  are  interfered  with  by  friction.  Hence  sound  is  transmitted 
through  tubes  to  great  distances  with  but  little  loss  of  intensity, 
especially  if  the  tubes  are  large.^ 

^  Regnault,  in  hU  experiments  on  the  velocity  of  sound,  found  that  in  a  conduit  '108  of 
a  metre  in  diameter,  the  report  of  a  pistol  chai*ged  with  a  gramme  of  powder  ceased  to 
be  heard  at  the  distance  of  1150  metres.  In  a  conduit  of  '3">,  the  distance  was  8810". 
In  the  great  conduit  of  the  St.  Michel  sewer,  of  I^IO,  the  sound  was  made  by  successive 
reflections  to  traverse  a  distance  of  10,000  metres  without  becoming  inaudible.—/). 
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In  an  open  space,  each  successive  layer  has  to  impart  its  own 
condition  to  a  larger  layer ;  hence  there  is  a  continual  diminution  of 
amplitude  in  the  vibrations  as  the  distance  from  the  sdhrce  increases. 
This  involves  a  continual  decrease  of  loudnesa  An  undulation 
involves  the  onward  transference  of  energy ;  and  the  amount  of  energy 
which  traverses,  in  unit  time,  any  closed  surface  described  about  the 
source,  must  be  equal  to  the  energy  which  the  source  emits  in  unit 
time.  Hence,  by  the  reasoning  which  we  employed  in  the  case  of 
radiant  heat  (§  308),  it  follows  that  the  intensity  of  sonorous  energy 
diminishes  according  to  the  law  of  inverse  squarea 

The  energy  of  a  particle  executing  simple  vibrations  in  obedience 
to  forces  of  elasticity,  varies  as  the  square  of  the  amplitude  of  its 
excursions;  for,  if  the  amplitude  be  doubled,  the  distance  worked 
through,  and  the  mean  working  force,  are  both  doubled,  and  thus 
the  work  which  the  elastic  forces  do  during  the  movement  from 
either  extreme  position  to  the  centre  is  i^adrupled.  This  work  is 
equal  to  the  energy  of  the  particle  in  any  part  of  its  course.  At  the  ex- 
treme positions  it  is  all  in  the  shape  of  potential  energy ;  in  the  middle 
position  it  is  all  in  the  shape  of  kinetic  energy;  and  at  intermediate 
points  it  is  partly  in  one  of  these  forms,  and  partly  in  the  other. 

If  we  sum  the  potential  energies  of  all  the  particles  which  consti- 
tute one  wave,  and  also  sum  their  kinetic  energies,  we  shall  find  the 
two  sums  to  be  equal.^ 

633  a.  Dissipation  of  Sonorous  Energy. — The  reasoning  hy  which 
we  have  endeavoured  to  establish  the  law  of  inverse  squares,  assumes 
that  onward  propagation  involves  no  loss  of  sonorous  energy.  This 
assumption  is  not  rigorously  true,  inasmuch  as  vibration  implies 
friction,  and  friction  implies  the  generation  of  heat,  at  the  expense 
of  the  energy  which  produces  the  vibrationa  Sonorous  energy  must 
therefore  diminish  with  distance  somewhat  more  rapidly  than  ac- 
cording to  the  law  of  inverse  squares.  All  sound,  in  becoming 
extinct,  becomes  converted  into  heat 

This  conversion  is  greatly  promoted  by  defect  of  homogeneity  in 

>  In  the  case  of  one  of  the  partides,  the  potential  energy  at  distance  y  from  the  position 

of  equilibrium  is  half  the  product  of  force  bj  distance,  and  may  be  denoted  hj  ^.y*;  the 

kinetic  energy  is  ^  {cf — y'),  a  being  the  amplitude.     The  former  of  these  quantities  may 

be  written  -^  o*  cos*  ^,  and  the  latter  will  be  -^  a*  sin*  6.     In  dealing  with  the  series  of 

particles  which  form  one  wave,  d  is  equicrescent  from  particle  to  particle,  and  its  limiting 
venues  differ  by  an  entire  circumference.  Under  these  conditions,  it  is  obvious  that  the 
mean  values  of  cot^$  and  sin*^  are  equal,  and  that  each  of  them  is  equal  to  4> 
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the  medium  of  propagation.  In  a  fog,  or  a  snow-storm,  the  liquid  or 
solid  particles  present  in  the  air  produce  innumerable  reflections,  in 
each  of  which  h  little  sonorous  energy  is  converted  into  heat 

634.  Velocity  of  Sound  in  Air. — The  propagation  of  sound  through 
an  elastic  medium  is  not  instantaneous,  but  occupies  a  very  sensible 
time  in  traversing  a  moderate  distance.  For  example,  the  flash  of  a 
gun  at  the  distance  of  a  few  hundred  yards  is  seen  some  time  before 
the  report  is  heard.  The  interval  between  the  two  impressions  may 
be  regarded  as  representing  the  time  required  for  the  propagation  of 
the  sound  across  the  intervening  distance,  for  the  time  occupied  by 
the  propagation  of  light  across  so  small  a  distance  is  inappreciable 

It  is  by  experiments  of  this  kind  that  the  velocity  of  sound  in  air 
has  been  most  accumtely  determined.  Among  the  best  determina 
tions  may  be  mentioned  that  of  Lacaille,  and  other  members  of  a 
commission  appointed  by  the  French  Academy  in  1738;  that  ot 
Arago,  Bouvard,  and  other  members  of  the  Bureau  de  Longitudes, 
in  1822 ;  and  that  of  Moll,  Vanbeek,  and  Kuytenbrouwer  in  Holland, 
in  the  same  year.  All  these  determinations  were  obtained  by  firing 
cannon  at  two  stations,  several  miles  distant  from  each  other,  and 
noting,  at  each  station,  the  interval  between  seeing  the  flash  and 
hearing  the  sound  of  the  guns  fired  at  the  other.  If  guns  were  fired 
only  at  one  station,  the  determination  would  be  vitiated  by  the  efiect 
of  wind  blowing  either  with  or  against  the  sound.  The  error  from 
this  cause  is  nearly  eliminated  by  firing  the  guns  alternately  at  the 
two  stations,  and  still  more  completely  by  firing  them  simultaneously. 
This  last  plan  was  adopted  by  the  Dutch  observers,  the  distance  of 
the  two  stations  in  their  case  being  about  nine  mile&  Regnault  has 
quite  recently  repeated  the  investigation,  taking  advantage  of  the 
important  aid  afforded  by  modern  electrical  methods  for  registering 
the  times  of  observed  phenomena.  All  the  most  careful  determina- 
tions agree  very  closely  among  themselves,  and  show  that  the  velo- 
city of  sound  through  air  at  0°C.  is  about  332  metres,  or  1090  feet 
per  second.^     The  velocity  increases  with  the  temperature,  being 

^  A  recent  determination  by  Mr.  Stone  at  the  Cape  of  Good  Hope  is  worthy  of  note  as 
being  baaed  on  the  oomparison  of  observationB  made  through  the  sense  of  hearing  alone. 
It  had  previously  been  suggested  that  the  two  senses  of  sight  and  hearing,  which  are  con- 
oemed  in  observing  the  flash  and  report  of  a  cannon,  might  not  be  equally  prompt  in 
receiving  impressions  (Aixy  on  Sound,  p.  131).  Mr.  Stone  accordingly  placed  two  ob- 
servers— one  near  a  cannon,  and  the  other  at  about  three  miles  distance ;  each  of  whom, 
on  hearing  the  report,  gave  a  signal  through  an  electric  telegraph.  The'  result  obtained 
was  in  precise  agreement  with  that  stated  in  the  text. 


Digitized  by 


Googk 


VELOCITY  OF  SOUND   IN  AIR.  801 

proportional  to  the  square  root  of  what  we  have  called  in  §  219  a 
the  abdolute  temperature.  If  t  denote  the  ordinary  Centigrade  tem- 
perature, and  o  the  coefficient  of  expansion  00366,  the  velocity  of 
sound  through  air  at  any  temperature  is  given  by  the  formula 

882  ^l-\-at  in  metres  per  second,  or 
1090  ^l-\-atixk  feet  per  second. 

The  actual  velocity  of  sound  from  place  to  place  on  the  earth*8  sur- 
face is  found  by  compounding  this  velocity  with  the  velocity  of  the 
wind. 

There  is  some  reason,  both  from  theory  and  experiment,  for  be- 
lieving that  very  loud  sounds  travel  rather  faster  than  sounds  of 
moderate  intensity. 

635.  Theoretical  Computation  of  Velocity. — By  applying  the  prin- 
ciples of  dynamics  to  the  propagation  of  undulations,^  it  is  computed 
that  the  velocity  of  sound  through  air  must  be  given  by  the  formula 

r  =  V?.  (1) 

D  denoting  the  density  of  the  air,  and  E  its  elasticity,  as  measured 
by  the  quotient  of  pressure  applied  by  compression  produced. 

Let  P  denote  the  pressure  of  the  air  in  units  of  force  per  unit  of 
area;  then,  if  the  temperature  be  kept  constant  during  compression^ 
a  small  additional  pressure  p  will,  by  Boyle's  law,  produce  a  com- 
pression equal  to-^,  and  the  value  of  E,  being  the  quotient  of  p  b}' 

this  quantity,  will  be  simply  P. 

On  the  other  hand,  if  no  heat  is  allowed  either  to  enter  or  escape, 
the  temperature  of  the  air  will  be  raised  by  compression,  and  addi- 
tional resistance  will  thus  be  encountered.  In  this  case  the  compres- 
sion (^in  §347 A)  will  be  pTTTfl)'  ^'^^  denoting  the  ratio  of  the  two 
specific  heats,  which  for  air  and  simple  gases  is  about  1-41 ;  and  the 
value  of  E  will  be  P  (1  +fi). 

It  thus  appears  that  the  velocity  of  sound  in  air  cannot  be  less  thaT* 

^^^  nor  greater  than  a/ 1*41  ^.    Its  actual  velocity,  as  determined 

by  observation,  is  nearly  identical  with  the  latter  of  these  limiting 
valuea  It  is  probable  that  the  compressions  and  extensions  which 
the  particles  of  air  undergo  in  transmitting  sound  are  of  too  brief 
duration  to  allow  of  any  sensible  transference  of  heat  from  particle 
to  particle. 


'  See  Note  £  at  the  end  of  this  chapter. 
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The  following  is  the  actual  process  of  calculation  for  perfectly 
dry  air  at  0°0.,  the  centimetre,  gramme,  and  second  being  taken  as 
the  units  of  length,  mass,  and  time. 

The  density  of  dry  air  at  0°,  under  the  pressure  of  1033  grammes 
per  square  centimetre,  at  Paris,  is  001293  of  a  gramme  per  cubic 
centimetre.  But  the  gravitating  force  of  a  gramme  at  Paris  is  981 
(§38).  The  density  -001293  therefore  corresponds  to  a  pressure  ot 
1033x981  units  of  force  per  unit  of  area;  and  the  expression  for 
the  velocity  in  centimetres  per  second  is 


r=      /l-4lZ.=       A -41  i03_3x981  =83240  nearly; 
V  I>       V  001293 

tliat  is,  332*4  metres  per  second,  or  1093  feet  per  second. 

636  a.  Effects  of  Pressure,  Temperaturey  and  Moisture. — The  velo- 
city of  sound  is  independent  /)f  the  height  of  the  barometer,  since 
changes  of  this  element  (at  constant  temperature)  affect  P  and  D  in 
the  same  direction,  and  to  the  same  extent. 

For  a  given  density,  if  P^,  denote  the  pressure  at  0**,  and  a  the 
coefficient  of  expansion   of  air,  the   pressure  at   f  Centigrade   is 

Pq  (1  +"  0»  ^1^^  value  of  a  being  about  273* 

Hence,  if  the  velocity  at  O"*  be  1090  feet  per  second,  the  velocity 
at  f  will  be  1090^^1  +  ^.     At  the  temperature  50°  F.  or  10^  C, 

which  is  approximately  the  mean  annual  temperature  of  this  country, 
the  value  of  this  expression  is  about  1110,  and  at  86°  F.  or  30*"  C.  it 
is  about  1148.  The  increase  of  velocity  is  thus  about  a  foot  per 
second  for  each  degree  Fahrenheit 

The  humidity  of  air  has  some  influence  on  the  velocity  of  sound, 
inasmuch  as  aqueous  vapour  is  lighter  than  air,  but  the  effect  is 
comparatively  trifling,  at  least  in  tempemte  climates.  At  the  tem- 
perature 50°  F.,  air  saturated  with  moisture  is  less  dense  than  dry 
air  by  about  1  part  in  220,  and  the  consequent  increase  of  velocity 
cannot  be  greater  than  about  1  part  in  440,  which  will  be  between 
2  and  3  feet  per  second.  The  increase  should,  in  fact,  be  somewhat 
less  than  this,  inasmuch  as  the  value  of  1 +/3  (the  ratio  of  the  two 
specific  heats)  appears  to  be  only  131  for  aqueous  vapour.^ 

636b.  Newton's  Theory,  and  Laplace's  Modification.— The  earliest 
theoretical  investigation  of  the  velocity  of  sound  was  that  given  by 
Newton  in  the  PHncipia  (book  2,  section  8).     It  proceeds  on  the 

*  RAnkine  on  the  SUam  Engint,  p.  320. 
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tacit  assumption  that  no  changes  of  temperature  are  produced  by 
the  compressions  and  extensions  which  enter  into  the  constitution 
of  a  sonorous  undulation;  and  the  result  obtained  by  Newton  is 
equivalent  to  the  formula 

p 

or  since  (§  111  A)  p=grH,  where  H  denotes  the  height  of  a  homo- 
geneovs  atmoapherey  and  the  velocity  acquired  in  falling  through 
any  height  «  is  '>/2g8,  the  velocity  of  sound  in  air  is,  according  to 
Newton,  the  same  as  the  velocity  which  would  be  acquired  by  falling 
in  vaxyao  through  half  the  height  of  a  homogeneous  atTnoaphere 
This  in  fact,  is  the  form  in  which  Newton  states  his  result^ 

Newton  himself  was  quite  aware  that  the  value  thus  computed 
theoretically  was  too  small,  and  he  throws  out  a  conjecture  as  to  the 
cause  of  the  discrepancy ;  but  the  true  cause  was  first  pointed  out 
by  Laplace,  as  depending  upon  increase  of  temperature  produced  by 
compression,  and  decrease  of  temperature  produced  by  expansion. 

6S6c.  Velocity  in  Oases  generally. — The  same  principles  which 
apply  to  air  apply  to  gases  generally ;  and  since  for  all  simple  gases 
the  ratio  of  the  two  specific  heats  is  1*41,  the  velocity  of  sound  in 

any  simple  gas  is^l  41  g,  D  denoting  its  absolute  density  at  the 

pressure  P.     Comparing  two  gases  at  the  same  pressure,  we  see  that 
the  velocities  of  sound  in  them  will  be  inversely  as  the  square  roots 
of  their  absolute  densities ;  and  this  will  be  true  whether  the  tem 
peratures  of  the  two  gases  are  the  same  or  difierent. 

686.  Velocity  of  Sound  in  Liquids.  —  The  velocity  of  sound  in 
water  was  measured  by  Colladou,  in  182G,  at  the  Lake  of  Geneva 
Two  boats  were  moored  at  a  distance  of  13,500  metres  (between  8 
and  9  miles).  One  of  them  carried  a  bell,  weighing  about  140  lbs., 
immersed  in  the  laka  Its  hammer  was  moved  by  an  external  lever, 
so  arranged  as  to  ignite  a  small  quantity  of  gunpowder  at  the  instant 
of  striking  the  belL  An  observer  in  the  other  boat  was  enabled  to 
hear  the  sound  by  applying  his  ear  to  the  extremity  of  a  trumpet- 
shaped  tube  (Fig.  572),  having  its  lower  end  covered  with  a  mem- 
brane and  facing  towards  the  direction  from  which  the  sound  pro- 

^  Newto]i*8  mveBiigation  relates  only  to  nmple  waves ;  but  if  these  have  all  the  same 
velocity  (as  Newton  shows),  this  must  also  be  the  velocity  of  the  complex  wave  which  they 
oompose.     Henoe  the  restriction  is  only  apparent. 
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ceeded.  By  noting  the  interval  between  seeing  the  flash  and  hearing 
tlie  sound,  the  velocity  with  which  the  sound  travelled  through  the 
water  was  determined.  The  velocity  thus  com- 
puted was  1435  metres  per  second,  and  th^ 
temperature  of  the  water  was  8*1  C. 

Formula  (1)  of  §  633  holds  for  liquids  as  well 
as  for  gases,  and  is  easily  applied  to  the  case  of 
water  if  we  neglect  the  changes  of  temperature 
produced  by  compression  and  extension.  We 
have  stated  in  §  22  (Part  I.)  that  the  compressi- 
bility of  water,  as  determined  by  the  most  re- 
cent experiments,  is  0000457  per  atmosphere, 
at  the  temperature  of  15"*  C.     The  value  of  E  in  terms  of  the  units 

employed  in  §  635  is  therefore  .0000457 '  ^^^  ^'  ^^^  msjaa  of  a  cubic 
centimetre  of  water  expressed  in  grammes,  is  unity.  We  have 
therefore 

^     V  I>     V     '0000457  ^ 

which,  reduced  to  metres  per  second,  is  1489-2. 

This  computation  applies  to  water  at  1 5^  which  is  T  warmer  than 
the  water  of  the  laka  As  the  elasticity  of  water  is  known  to  increase 
with  its  temperature,  the  difference  between  the  two  results  is  in  the 
right  direction.  The  agreement  is  sufficiently  close  to  show  tliat  the 
increase  of  elasticity  from  the  instantaneous  changes  of  temperature 
produced  by  sonorous  undulations  is  insignificant  in  the  case  of  water. ^ 

'  Sir  W.  Thomson  has  investigated,  on  thermo- dynamic  principles,  the  additional  prea- 
sure  required  to  produce  a  given  diminution  of  volume,  when  the  heat  of  compression  in 
not  allowed  to  escape.     He  computes  that  the  elasticity  of  a  fluid  under  these  circum 

stances  is  to  its  elasticity  at   constant  temperature  as  1  +  to  1,  £  denoting  th« 

elasticity  at  constant  temperature,  a  the  ooeflident  of  expansion  of  the  fluid  per  degree 
Centigrade,  T  the  absolute  temperature  of  the  fluid,  or  the  common  Centigrade  temperature 
increased  by  273%  C  the  thermal  capacity  of  unit  volume  of  the  liquid,  and  J  Joule's 
equivalent  for  a  unit  of  heat.  If  £  be  expressed  in  absolute  units  of  force  per  unit  of  area. 
J  must  be  expressed  in  absolute  units  of  work,  and  will  be  42400  x  981  if  the  centimetre, 
the  gramme,  and  the  second  be  the  units  of  length,  mass,  and  time. 

For  water  at  15*  C.  the  coefiicient  of  expansion  a  is  about  '00015,  T  is  288,  and  C  is 

unity.     The  value  of  will  be  found  to  be  about  *008,  so  that  the  heat  of  oompres- 

J  C 
sion  and  cold  of  expansion  increase  the  effective  elasticity  by  8  parts  in  a  thousand,  and 
therefore  increase  the  velocity  of  sound  by  1 4  part  in  a  thousand. 

The  same  formula  applies  to  solids  if  we  make  £  denote  Young^s  modulus,  and  a  the 
coefficient  of  linear  expansion.  For  iron  it  gives,  according  to  Sir  W.  Thomson  (Proc, 
R.  S.  E.  1865-6),  an  increase  of  about  |  per  cent,  in  Young's  modulus,  and  therefore  of  ) 
per  cent  in  the  velodty  of  sound. 
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Wertheim  has  measured  the  velocity  of  sound  in  some  liquids  by 
an  indirect  method,  which  will  be  explained  in  a  later  chapter.  He 
finds  it  to  be  1160  metres  per  second  in  ether  and  alcohol,  and  1900 
in  a  solution  of  chloride  of  calcium. 

637.  Velocity  of  Sound  in  Solids. — Tlie  velocity  of  sound  in  cast- 
iron  was  determined  by  Biot  and  Martin  by  means  of  a  connected 
series  of  water-pipes,  forming  a  conduit  of  a  total  length  of  951 
metre&  One  end  of  the  conduit  was  struck  with  a  hammer,  and  an 
observer  at  the  other  end  heard  two  sounds,  the  first  transmitted  b}'^ 
the  metal,  and  the  second  by  the  air,  the  interval  between  them 
being  2*5  seconds.  Now  the  time  required  for  travelling  this  dis- 
tance through  air,  at  the  temperature  of  the  experiment  (U^C),  is 
2*8  seconds.  The  time  of  transmission  through  the  metal  was  there- 
fore '3  of  a  second,  which  is  at  the  rate  of  3170  metres  per  second. 
It  is,  however,  to  be  remarked,  that  the  transmitting  body  was  not 
a  continuous  mass  of  iron,  but  a  series  of  376  pipes,  connected  to- 
gether by  collars  of  lead  and  tarred  cloth,  which  must  have  consid- 
erably delayed  the  transmission  of  the  sound.  But  in  spite  of  this, 
the  velocity  is  about  nine  times  greater  than  in  air. 

Wertheim,  by  the  indirect  methods  above  alluded  to,  measured 
the  velocity  of  sound  in  a  number  of  solids,  with  the  following  results, 
the  velocity  in  air  being  taken  as  the  unit  of  velocity : — 


Lead 8974  to  4120 

Tin, 7'338to  7'480 

Gold, 5-603  to  6-424 

Silver, 7'903  to  8'067 

Zinc, 9-863  to  11-009 

Copper, 11  167 

Platinum,       ....  7*823  to  8467 


Steel, 14-361  to  15-108 

Iron, 16108 

Brass, 10-2-24 

Glass, 14-956  to  16759 

Flint  Glass,  .     .  11*890  to  12220 

Oak, 9-902  to  12*02 

Fir 12*49    to  17*26 


638.  Theoretical  Computation. — The  formula  A/g  serves  for  solids 

as  well  as  for  liquids  and  gases;  but  as  solids  can  be  subjected  to 
many  difierent  kinds  of  strain,  whereas  liquids  and  gases  can  be 
subjected  to  only  one,  we  may  have  dififerent  values  of  E,  and  dif- 
ferent velocities  of  transmission  of  pulses  for  the  same  solid.  This  is 
true  even  in  the  case  of  a  solid  whose  properties  are  alike  in  all 
directions  (called  an  isotropic  solid) ;  but  the  great  majority  of  solids 
are  very  far  from  fulfilling  this  condition,  and  transmit  sound  more 
rapidly  in  some  directions  than  in  others. 

When  the  sound  is  propagated  by  alternate   compressions  and 
extensions  running  along  a  substance  which  is  not  prevented  from 
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extending  and  contracting  laterally,  the  elasticity  E  becomes  iden- 
tical^ with  Young's  modulus  (§  23).  On  the  other  hand,  if  uniform 
spherical  waves  of  alternate  compression  and  extension  spread  out- 
wards, symmetrically,  from  a  point  in  the  centre  of  an  infinite  solid, 
lateral  extension  and  contraction  will  be  prevented  by  the  symmetry 
of  the  action.  The  efifective  elasticity  is,  in  this  case,  greater  than 
Young's  modulus,  and  the  velocity  of  sound  will  be  increased  accord- 
ingly. 

By  the  table  on  p.  29  the  value  of  Young's  modulus  for  copper  is 
12,558  kilogrammes  per  square  millimetre,  or  1,255,800,000  grammes 
per  square  centimetre,  and  by  the  table  on  p.  89  the  density  of 
copper  in  grammes  per  cubic  centimetre  is  8*8.  Hence,  for  the  velo- 
city of  sound  through  a  copper  rod,  in  centimetres  per  second,  we 
have 


or  S7^l  0  metres  per  second. 

This  is  about  11-2  times  the  velocity  in  air. 

639.  Reflection  of  Sonnd. — When  sonorous  waves  meet  a  fixed 
obstacle  they  are  reflected,  and  the  two  sets  of  waves — one  direct. 


Fig.  577.— Reflection  of  Sound. 


and  the  other  reflected — are  propagated  just  as  if  they  came  from 
two  separate  sourcea  If  the  reflecting  surface  is  plane,  waves  di- 
verging from  any  centre  0  in  front  of  it  are  reflected  so  as  to  divei^ 

*  Subject  to  the  small  correciioii  mentioned  in  the  foot-note  to  §  636. 
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&x)m  a  centre  O'  symmetrically  situated  beh 
point  M  in  front  hears  the  reflected  sound  a 

The  direction  from  which  a  sound  appean 
is  determined  by  the  direction  along  which 
propagated,  and  is  always  normal  to  the  w 
of  sound-waves  may  therefore  conveniently 
0 1  is  a  direct  ray,  and  I  M  the  correspond 
is  obvious,  from  the  symmetrical  posi- 
tion of  the  points  O  O',  that  these 
two  rays  are  equally  inclined  to 
the  surface,  or  the  angles  of  inci- 
dence and  reflection  are  equal. 

640.  ninstrations  of  Reflection  of 
Sonnd. — The  reflection  of  sonorous 
waves  explains  some  well-known 
phenomena.     If  aba  be  an  elliptic  dome  < 
from  either  of  the  foci  //  will  be  reflected  i 


Fig.  b't 


Fig.  570.~Reflectioii  of  Soond  from  Conjug 


in  such  a  direction  as  to  pass  through  the 
emitted  from  either  focus  may  thus  be  distil 
even  when  quite  inaudible  at  nearer  points. 
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of  the  property,  that  lines  drawn  to  any  point  on  an  elli|)se  ft*om  the 
two  foci  are  equally  inclined  to  the  curve. 

The  experiment  of  the  conjugate  mirrors  (§  311)  is  also  applicable 
to  sound.  Let  a  watch  be  hung  in  the  focus  of  one  of  them  (Fig.  579), 
and  let  a  person  hold  his  ear  at  the  focus  of  the  other;  or  still  better, 
to  avoid  intercepting  the  sound  before  it  falls  on  the  second  mirror, 
let  him  employ  an  ear-trumpet,  holding  its  open  end  at  the  focua 
He  will  distinctly  hear  the  ticking,  even  when  the  mirrors  are  many 
yards  apart^ 

641.  Echo. — Echo  is  the  most  familiar  instance  of  the  reflection  of 
sound  In  order  to  hear  the  echo  of  one's  own  voice,  there  must  be 
a  distant  body  capable  of  reflecting  sound  directly  back,  and  the 
number  of  syllables  that  an  echo  will  repeat  is  proportional  to  the 
distance  of  this  obstacle.  Beckoning  ^  of  a  second  as  the  time  of 
pronouncing  a  syllable,  the  space  traversed  by  sound  in  this  time  is 


Fig.  680.  -  Echo. 

about  200  feet,  and  an  obstacle  must  be  at  half  this  distance  in  order 
that  it  may  be  able  to  send  back  a  single  syllable.  The  sounds 
reflected  to  the  speaker  have  travelled  first  over  the  distance  O  A 
(Fig.  580)  from  him  to  the  reflecting  body,  and  then  back  from 
A  to  0.  Supposing  five  syllables  to  be  pronounced  in  a  second,  and 
taking  the  velocity  of  sound  as  1100  feet  per  second,  a  distance  of 

'  Sondhaus  has  shown  that  sound,  like  light,  is  capable  of  being  re/racttd.  A  spherical 
balloon  of  collodion,  £Qled  with  carbonic  acid  gas,  acts  as  a  sound-lens.  If  ar  watch  U* 
hung  at  some  distance  from  it  on  one  side,  an  ear  held  at  the  conjugate  focus  on  the  other 
side  will  hear  the  ticking.      See  also  §  819  a. 
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550  feet  from  the  speaker  to  the  reflecting  body  would  enable  the 

speaker  to  complete  the  fifth  syllable  before  the  return 

of  the  first;  this  is  at  the  rate  of  110  feet  per  syllable. 

At  distances  less  than  about  100  feet  there  is  not  time 

for  the  distinct  reflection  of  a  single  syllable ;  but  the 

reflected  sound  mingles  with  the  voice  of  the  speaker. 

This  is  particularly  observable  under  vaulted  roofe. 

Multiple  echoes  are  not  uncommon.  They  are  due, 
in  some  cases,  to  independent  reflections  from  obstacles 
at  different  distances;  in  others,  to  reflections  of  re- 
flections. A  position  exactly  midway  between  two 
parallel  walls,  at  a  sufficient  distance  apart,  is  favour- 
able for  the  observance  of  this  latter  phenomenon.  One 
of  the  most  frequently  cited  instances  of  multiple  echoes 
is  that  of  the  old  palace  of  Simonetta,  near  Milan,  which 
forms  three  sides  of  a  quadrangle.  According  to  Kircher, 
it  repeats  forty  times. 

642.  Speaking  and  Hearing  Trumpets. — The  complete 
explanation  of  the  action  of  these  instruments  presents 
considerable  difficulty.   The  speaking-trumpet  (Fig.  581) 
consists  of  a  long  tube  (sometimes  6  feet  long),  slightly 
tapering  towards  the  speaker,  furnished  at  this  end  with  gpeaJ^ltrompet. 
a  hollow  mouth-piece,  which  nearly  fits  the  lips,  and  at 
the  other  with  a  funnel-shaped  enlargement,  called  the  bell,  opening 
out  to  a  width  of  about  a 
foot   It  is  much  used  at  sea, 
and  is  found  very  effectual 
in  making  the  voice  heard 
at  a  distance.     The  expla- 
nation usually  given  of  its 
action  is,  that  the  slightly 
conical  form  of  the  long  tube 
produces  a  series  of  reflec- 
tions in  directions  more  and 
more  nearly  parallel  to  the 
axis;  but  this  explanation 
fails  to  account  for  the  utility 
of  the  bell,  which  experience 
has  shown  to  be  considerable 

Ear-trumpets  have  various 


Fig.  582.— Ear  trnmpetft. 


forms,  as  represented  in  Fig.  582; 
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tmving  little  in  common,  except  that  the  external  opening  or  bell  is 
much  larger  than  the  end  which  is  introduced  into  the  ear.  Mem- 
branes of  gold-beaters'  skin  are  sometimes  stretched  across  their 
interior,  in  the  positions  indicated  by  the  dotted  lines  in  Nos.  4  and  5. 
No.  C  consists  simply  of  a  bell  with  such  a  membrane  stretched  across 
its  outer  end,  while  its  inner  end  communicates  with  the  ear  by  an 
mdian-rubber  tube  with  an  ivory  end-piece.  These  light  membranes 
are  peculiarly  susceptible  of  impression  from  aerial  vibrationa  In 
Regnault's  experiments  above  cited,  it  was  found  that  membranes 
were  affected  at  distances  greater  than  those  at  which  sound  was 
heard. 

648.  Interference  of  Sonorons  Undulations. — When  two  systems 
of  waves  are  traversing  the  same  matter,  the  actual  motion  of  each 
particle  of  the  matter  is  the  resultant  of  the  motions  due  to  each 
system  separately.  When  these  component  motions  are  in  the  same 
direction  the  resultant  is  their  sum;  when  they  are  in  opposite 
directions  it  is  their  difference ;  and  if  they  are  equal,  as  well  as 
opposite,  it  is  zero.  Very  remarkable  phenomena  are  thus  produced 
when  the  two  undulations  have  the  same,  or  nearly  the  same  wave- 
length; and  the  action  which  occurs  in  this  case  is  called  interference. 

When  two  sonorous  undulations  of  exactly  equal  wave  length 
and  amplitude  are  traversing  the  same  matter  in  the  same  direction, 
their  phases  must  either  be  the  same,  or  must  everywhere  differ  by 
the  same  amount.  If  they  are  the  same,  the  amplitude  of  vibration 
for  each  particle  will  be  double  of  that  due  to  either  undulation 
separately.  If  they  are  opposite — in  other  words,  if  one  undulation 
be  half  a  wave-length  in  advance  of  the  other — the  motions  which 
they  would  separately  produce  in  any  particle  are  equal  and  oppo- 
site, and  the  particle  will  accordingly  remain  at  rest  Two  sounds 
will  thus,  by  their  conjoint  action,  produce  silence. 

In  order  that  the  extinction  of  sound  may  be  complete,  the  rare- 
fied portions  of  each  set  of  waves  must  be  the  eaxcct  counterparts  of 
the  condensed  portions  of  the  other  set,  a  condition  which  can  only 
be  approximately  attained  in  practice. 

The  following  experiment,  due  to  M.  Desains,  affords  a  very  direct 
illustration  of  the  principle  of  interference.  The  bottom  of  a  wooden 
box  is  pierced  with  an  opening,  in  which  a  powerful  whistle  fits. 
The  top  of  the  box  has  two  larger  openings  symmetrically  placed 
with  respect  to  the  lower  one.  The  inside  of  the  box  is  lined  with 
felt,  to  prevent  the  vibrations  from  being  communicated  to  the  box, 
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and  to  weaken  internal  reflection.  When  the  whistle  is  sounded,  if 
a  membrane,  with  sand  strewn  on  it,  is  held  in  various  positions  in 
the  vertical  plane  which  bisects,  at  right  angles,  the  line  joining  the 
two  openings,  the  sand  will  be  agitated,  and  will  arrange  itself  in 
nodal  linea  But  if  it  is  earned  out  of  this  plane,  positions  will  be 
found,  at  equal  distances  on  both  sides  of  it,  at  which  the  agitation 
is  scarcely  perceptible.  If,  when  the  membrane  is  in  one  of  these 
positions,  we  close  one  of  the  two  openings,  the  sand  is  again  agitated, 
clearly  showing  that  the  previous  absence  of  agitation  was  due  to 
the  interference  of  the  undulations  proceeding  from  the  two  orifices. 

In  this  experiment  the  proof  is  presented  to  the  eye.  In  the  fol- 
lowing experiment,  which  is  due  to  M.  Lissajous,  it  is  presented  to 
the  ear.  A  circular  plate,  supported  like  the  plate  in  Fig.  565,  is 
made  to  vibrate  in  sectors  separated  by  radial  nodea  The  num- 
ber of  sectors  will  always  be  even,  and  adjacent  sectors  will  vi- 
brate in  opposite  directions.  Let  a  disk  of  card-board  of  the  same 
size  be  divided  into  the  same  number  of  sectors,  and  let  alternate 
sectors  be  cut  away,  leaving  only  enough  near  the  centre  to  hold  the 
remaining  sectors  together.  If  the  card  be  now  held  just  over  the 
vibrating  disk,  in  such  a  manner  that  the  sectors  of  the  one  are 
exactly  over  sectors  of  the  other,  a  great  increase  of  loudness  will  be 
observed,  consequent  on  the  suppression  of  the  sound  from  alternate 
sectors ;  but  if  the  card-board  disk  be  turned  through  the  width  of 
half  a  sector,  the  effect  no  longer  occurs.  If  the  card  is  made  to 
rotate  rapidly  in  a  continuous  manner,  the  alternations  of  loudness 
will  form  a  series  of  beats. 

It  is  for  a  similar  reason  that,  when  a  large  bell  is  vibrating,  a 
person  in  its  centre  hears  the  sound  as  only  moderately  loud,  while 
within  a  short  distance  of  some  portions  of  the  edge  the  loudness  is 
intolerable. 

644.  Interference  of  Direct  and  Reflected  Waves.  Nodes  and  Anti- 
nodes. — Interference  may  also  occur  between  undulations  travelling  in 
opposite  directions ;  for  example,  between  a  direct  and  a  reflected  sys- 
tem. When  waves  proceeding  along  a  tube  meet  a  rigid  obstacle,  form- 
ing  a  cross  section  of  the  tube,  they  are  reflected  directly  back  again, 
the  motion  of  any  particle  close  to  the  obstacle  being  compounded  of 
that  due  to  the  direct  wave,  and  an  equal  and  opposite  motion  due 
to  the  reflected  wave.  The  reflected  waves  are  in  fact  the  images 
(with  reference  to  the  obstacle  regarded  as  a  plane  mirror)  of  the 
waves  which  would  exist  in  the  prolongation  of  the  tube  if  the 
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obatacle  were  withdrawn.  At  the  distance  of  half  a  wave-length 
from  the  obstacle  the  motions  due  to  the  direct  and  reflected  waves 
will  accordingly  be  equal  and  opposite,  so  that  the  particles  situated 
at  this  distance  will  be  permanently  at  rest ;  and  the  same  is  true  at 
the  distance  of  any  number  of  half  waye-lengths  from  the  obstacle. 
The  air  in  the  tube  will  thus  be  divided  into  a  number  of  vibrating 
segments  separated  by  nodal  planes  or  cross  sections  of  no  vibra- 
tion arranged  at  distances  of  half  a  wave-length  apart.  One  of  these 
nodes  is  at  the  obstacle  itself.  At  the  centres  of  the  vibrating  seg- 
ments— that  is  to  say,  at  the  distance  of  a  quarter  wave-length  plus 
any  number  of  half  wave-lengths  from  the  obstacle  or  from  any  node 
— the  velocities  due  to  the  direct  and  reflected  waves  will  be  equal 
and  in  the  same  direction,  and  the  amplitude  of  vibration  will  ac- 
cordingly be  double  of  that  due  to  the  direct  wave  alone.  These 
are  the  sections  of  greatest  disturbance  as  regards  change  of  place. 
We  shall  call  them  antinodea.  On  the  other  hand,  it  is  to  be  remem- 
bered that  motion  with  the  direct  wave  is  motion  against  the  re- 
flected waves,  and  vice  versa,  so  that  (§  632)  at  points  where  the 
velocities  due  to  both  have  the  same  absolute  direction  they  corre- 
spond to  condensation  in  the  case  of  one  of  these  undulations,  and  to 
rarefaction  in  the  case  of  the  other.  Accordingly,  these  sections  ot 
maximum  movement  are  the  places  of  no  change  of  density ;  and  on 
the  other  hand,  the  nodes  are  the  places  where  the  changes  of  density 
are  greatest.  If  the  reflected  undulation  is  feebler  than  the  direct 
one,  as  will  be  the  case,  for  example,  if  the  obstacle  is  only  imper- 
fectly rigid,  the  destruction  of  motion  at  the  nodes  and  of  change  of 
density  at  the  antinodes  will  not  be  complete;  the  former  will  merely 
be  places  of  minimum  motion,  and  the  latter  of  minimum  change  of 
density. 

Direct  experiments  in  verification  of  these  principles,  a  wall  being 
the  reflecting  body,  were  conducted  by  Savart,  and  also  by  Seebeck, 
the  latter  of  whom  employed  a  testing  apparatus  called  the  acoustic 
pendulum.  It  consists  essentially  of  a  small  membrane  stretched  in 
a  frame,  from  the  top  of  which  hangs  a  very  light  pendulum,  with  its 
bob  resting  against  the  centre  of  the  membrane.  In  the  middle  por- 
tions of  the  vibrating  segments  the  membrane,  moving  with  the  air 
on  its  two  faces,  throws  back  the  pendulum,  while  it  remains  nearly 
free  from  vibration  at  the  node& 

Regnault  made  extensive  use  of  the  acoustic  pendulum  in  his  ex- 
periments on  the  velocity  of  sound.     The  pendulum,  when  thrown 
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back  by  the  membrane,  completed  an  electric  circuit,  and  thus 
effected  a  record  of  the  instant  when  the  sound  arrived. 

644a.  Beats  Produced  by  Interference. — When  two  notes,  which 
are  not  quite  in  unison,  are  sounded  together,  a  peculiar  palpitating 
effect  is  produced ; — we  hear  a  series  of  bursts  of  sound,  with  inter- 
vals of  comparative  silence  between  them.  The  bursts  of  sound  are 
called  beats,  and  the  notes  are  said  to  becU  together.  If  we  have  the 
power  of  tuning  one  of  the  notes,  we  shall  find  that  as  they  are 
brought  more  nearly  into  unison,  the  beats  become  slower,  and  that, 
as  the  departure  from  unison  is  increased,  the  beats  become  more 
rapid,  till  they  degenerate  first  into  a  rattle,  and  then  into  a  discord. 
The  effect  is  most  striking  with  deep  notes. 

These  beats  are  completely  explained  by  the  principle  of  interfer- 
ence. As  the  wave-lengths  of  the  two  notes  are  slightly  different, 
while  the  velocity  of  propagation  is  the  same,  the  two  systems  of 
waves  will,  in  some  portions  of  their  course,  agree  in  phase,  and  thus 
strengthen  each  other;  while  in  other  pai*ts  they  will  be  opposite  in 
phase,  and  will  thus  destroy  each  other.  Let  one  of  the  notes,  for 
example,  have  100  vibrations  per  second,  and  the  other  101.  Then, 
if  we  start  from  an  instant  when  the  maxima  of  condensation  from 
the  two  sources  reach  the  ear  together,  the  next  such  conjunction 
will  occur  exactly  a  second  later.  During  the  interval  one  of  the 
systems  of  waves  has  been  gradually  falling  behind  the  other,  till,  at 
the  end  of  the  second,  the  loss  has  amounted  to  one  wave-length. 
At  the  middle  of  the  second  it  will  have  amounted  to  half  a  wave- 
length, and  the  two  sounds  will  destroy  each  other.  We  shall  thus 
have  one  beat  and  one  extinction  in  each  second,  as  a  consequence 
of  the  fact  that  the  higher  note  has  made  one  vibration  more  than 
the  lower.  In  general,  the  frequency  of  beats  is  the  difference  of 
the  frequencies  of  vibration  of  the  beating  notes. 


Note  A.    §  i 


That  the  particles  which  are  moving  forward  are  in  a  state  of  compression,  may  be 
shown  in  the  foUowing  way: — Consider  an  imaginary  cross  section  travelling  forward 
through  the  tube  with  tiie  same  velocity  as  the  undulation.  Call  this  velocity  v,  and  the 
velocity  of  any  particle  of  air  u.  Also  let  the  density  of  any  partide  be  denoted  by  p. 
Then  u  and  p  remain  constant  for  the  imaginary  moving  section,  and  the  mass  of  air  which 
it  traverses  in  its  motion  per  unit  time  is  (v  -  ic)  />.  As  there  is  no  permanent  transfer  of 
air  in  either  direction  through  the  tube,  the  mass  thus  traversed  must  be  the  same  as  if 
the  air  were  at  rest  at  its  natural  density.     Hence  the  value  of  (v-t«)p  is  the  same  for 
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all  oroM  seotioiiB ;  whence  it  follows,  that  where  u  is  greatest  p  must  be  greatest,  and 
where  h  is  negative  p  is  less  than  the  natural  density. 

If  p^  denote  the  natural  density,  we  have  (v^u)p=.vp^  whence^  =  f^—J^ ;  that  is  to  say, 

V        p 

the  ratio  of  the  velocity  of  a  particle  to  the  velocity  of  the  undulation  i$  equal  to  the  eonden- 

tation  existing  at  the  particle.     If  u  is  negative— that  is  to  say.  if  the  velocity  be  retrograde 

— its  ratio  to  v  is  a  measure  of  the  rarefaction. 

From  this  principle  we  may  easily  derive  a  formula  for  the  velocity  of  sound,  bearing  in 
mind  that  u  is  always  very  small  in  comparison  with  v,  and  that  consequently  the  ratio  of 
pto  p^'iB  very  nearly  unity. 

I'or,  consider  a  thin  lamina  of  air,  whose  natural  thickness  i»  dx,  and  let  dp  and  Sp  be 
the  difierences  between  the  densities  and  pressures  respectively  on  its  two  faces.    Then  the 

equation  above  investigated  leads  to  the  condition——  =  — •     But  the  time  which  the  mov- 

dp       p 

ing  section  occupies  in  traversing  the  lamina  is  approximately  — ?>  and  in  this  time  the 

V 

Telocity  of  the  lamina  changes  by  the  amount  S  u.     The  force  producing  this  change  of 

fvlocity  is  dp,  or  1*41  ^  dp,  and  must  be  equal  to  the  quotient  of  change  of  momentum  by 

P 

time,  that  is  top5jc.5tt-i-—  ortop»3i«.     Hence  _??  =  1*41-^.     Equating  this  to  the 
V  0  p  p  V 

other  expression  for  — ^  we  have 
op 

o  p^v  p 

This  investigation  is  due  to  Professor  Hankine,  Phil,  Trant,  18<(9. 


Note  B.    §  685. 

The  following  b  the  usual  investigation  of  the  velocity  of  transmission  of  sound  through 
a  uniform  tube  filled  with  air,  friction  being  neglected :  Let  x  denote  the  original  distance 
of  a  particle  of  air  from  the  section  of  the  tube  at  which  the  sound  originates,  and  x  +  jf  i^ 
distance  at  time  t,  so  that  y  is  the  displacement  of  the  particle  from  the  position  of  equili- 
brium, 'fhen  a  particle  which  was  originally  at  distance  x-k-Sx  will  at  time  <  be  at  the 
distance  x  +  dx  +  y  +  Sy;  and  the  thickness  of  the  intervening  lamina,  which  was  originally 

dx,  is  now  Sx  +  3  y.     Its  compression  is  therefore  -  -^  or  ultimately  -  7^,  and  if  P  denote 

ox  ax 

the  original  pressure,  the  increase  of  pressure  is  -I '41  P-|-^.     The  excess  of  pressure 

ax 

behind  a  lamina  5x  above  the  pressure  in  front  is  -,  -fl'41  P-r^\  Sx,  or  1*41  P  —Xdx; 

ax^  dxf  dar 

and  if  D  denote  the  original  density  of  the  air,  the  acceleration  of  the  lamina  will  be  the 

quotient  of  this  expression  by  D.dx.    But  this  acceleration  is  -r-^.     Hence  we  have  the 

or 
equation 

the  integral  of  which  is 

y  =  F(x-vO+/(«+vO; 


where  r  denotes       /l-41  —»  and  F,  /denote  any  functions  whatever. 
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The  term  F  {x~vt)  represents  a  wave,  of  the  form  y=F  (x),  travelling  forwards  with 
velocity  v ;  for  it  has  the  same  value  for  t^-^St  and  Xi'\-v.St  m  lor  t^  an^  x,.  The  term 
/(aj  +  r<)  represents  a  wave,  of  the  form  y^f  {z)f  travelling  backwards  with  the  same 
velocity. 

In  order  to  adapt  this  investigation,  as  well  as  that  given  in  Note  A,  to  the  propagation 

of  longitudinal  vibrations  through  any  elastic  material,  whether  solid,  liquid,  or  gaseous,  we 

have  merely  to  introduce  E  in  the  place  of  1'41  P,  E  denoting  the  coefficient  of  elasticity 

dv 
of  the  substance,  as  defined  by  the  condition  that  a  compression -Ji  is  produced  by  a  force 

dx 


(per  unit  area)  of  E 


dy^ 
d» 


r^ T 
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645.  Qnalities  of  Musical  Sound. — Musical  tones  differ  one  from 
another  in  respect  of  three  qualities ; — loudness,  pitch,  and  character. 

L<mdn€88. — The  loudness  of  a  sound  considered  subjectively  is  the 
intensity  of  the  sensation  with  which  it  affects  the  organs  of  hearing. 
Regarded  objectively,  it  depends,  in  the  case  of  sounds  of  the  same 
pitch  and  character,  upon  the  energy  of  the  aerial  vibrations  in  the 
neighbourhood  of  the  ear,  and  is  proportional  to  the  square  of  the 
amplitude. 

Our  auditory  apparatus  is,  however,  so  constructed  as  to  be  more 
susceptible  of  impression  by  sounds  of  high  than  of  low  pitch.  A 
bass  note  must  have  much  greater  energy  of  vibration  than  a  treble 
note,  in  order  to  strike  the  ear  as  equally  loud  The  intensity  of 
sonorous  vibration  at  a  point  in  the  air  is  therefore  not  an  absolute 
measure  of  the  intensity  of  the  sensation  which  will  be  received  by 
an  ear  placed  at  the  point 

The  word  loud  is  also  frequently  applied  to  a  source  of  sound,  a^ 
when  we  say  a  loud  voice,  the  reference  being  to  the  loudness  as 
heard  at  a  given  distance  from  the  source.  The  diminution  of  loud- 
ness with  increase  of  distance  according  to  the  law  of  inverse  squares 
is  essentially  connected  with  the  proportionality  of  loudness  to  square 
of  amplitude 

Pitch. — Pitch  is  the  quality  in  respect  of  which  an  acute  sound 
differs  from  a  grave  one ;  for  example,  a  treble  note  from  a  bass  note. 
All  persons  are  capable  of  appreciating  differences  of  pitch  to  some 
extent,  and  the  power  of  forming  accurate  judgments  of  pitch  con- 
stitutes what  is  called  a  musical  ear. 

Physically,  pitch  depends  solely  on  frequency  of  vibration,  that 
is  to  say,  on  the  number  of  vibrations  executed  per  unit  time.     In 
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ordinary  circumstances  this  frequency  is  tlie  same  for  the  source  of 
sound,  the  medium  of  transmission,  and  the  drum  of  tl)e  ear  of  the 
person  hearing ;  and  in  general  the  transmission  of  vibrations  from 
one  body  or  medium  to  another  produces  no  change  in  their  fre- 
quency. The  second  is  universally  employed  as  the  unit  of  time  in 
treating  of  sonorous  vibrations;  so  that  frequency  means  number  of 
yil/t^ations  per  second.  Increase  of  frequency  corresponds  to  eleva- 
tion of  pitch. 

Period  and  frequency  are  reciprocals.  For  example,  if  the  period 
of  each  vibration  is  ^hr  ^f  ^  second,  the  number  of  vibrations  per 
second  is  100.  Period  therefore  is  an  absolute  measure  of  pitch,  and 
the  longer  the  period  the  lower  is  the  pitch. 

The  wave-length  of  a  note  in  any  medium  is  the  distance  which 
sound  travels  in  that  medium  during  the  period  corresponding  to  the 
note.  Hence  wave-length  may  be  taken  as  a  measure  of  pitch,  pro- 
vided the  medium  be  given ;  but,  in  passing  from  one  medium  to 
another,  wave-length  varies  directly  as  the  velocity  of  sound.  The 
wave-length  of  a  given  note  in  air  depends  upon  the  temperature  of 
the  air,  and  is  shortened  in  transmission  from  the  heated  air  of  a 
concert-room  to  the  colder  air  outside,  while  the  pitch  undergoes  no 
change. 

If  we  compare  a  series  of  notes  rising  one  above  another  by  what 
musicians  regard  as  equal  differences  of  pitch,  their  frequencies  will 
not  be  equidifferent,  but  will  form  an  increasing  geometrical  pro- 
gr&sion,  and  their  periods  (and  wave-lengths  in  a  given  medium) 
will  form  a  decreasing  geometrical  progression. 

Chaiyicter. — Musical  sounds  may,  however,  be  alike  as  regards  pitch 
and  loudness,  and  may  yet  be  easily  distinguishable.  We  speak  of 
the  quality  of  a  singer's  voice,  and  the  to7te  of  a  musical  instrument ; 
and  we  characterize  the  one  or  the  other  as  rich,  sweet,  or  mellow, 
on  the  one  hand ;  or  as  poor,  harsh,  nasal,  &c ,  on  the  other.  These 
epithets  are  descriptive  of  what  musicians  call  timbre — a  French 
word  literally  signifying  stamp.  German  writers  on  acoustics  denote 
the  same  quality  by  a  term  signifying  sound-tint  It  might  equaUy 
well  be  called  sound-flavour.  We  adopt  character  as  the  best 
English  designation. 

Physically  considered,  as  wave-length  and  wave-amplitude  fall 
under  the  two  previous  heads,  ckara^cter  must  depend  upon  the  only 
remaining  point  in  which  aerial  waves  can  differ — namely  their 
form,  meaning  by  this  term  the  law  according  to  which  the  velo- 


53 


Digitized  by 


Googk 


818  NUMERICAL   EVALUATION  OF  SOUND. 

cities  and  densities  change  from  point  to  point  of  a  wave.  This 
subject  will  be  more  fully  treated  in  Chapter  Ivi  Every  musical 
sound  is  more  or  less  mingled  with  non-musical  noises,  such  as  puffing, 
scraping,  twanging,  hissing,  rattling,  &a  These  are  not  compre- 
hended under  timbre  or  character  in  the  usage  of  the  best  writers 
on  acoustica  The  gradations  of  loudness  which  characterize  the 
commencement,  progress,  and  cessation  of  a  note,  and  upon  whid) 
musical  effect  often  greatly  depends,  are  likewise  excluded  from  this 
designation.  In  distinguishing  the  sounds  of  different  musical  in- 
struments, we  are  often  guided  as  much  by  these  gradations  and 
extraneous  accompaniments  as  by  the  character  of  the  musical  tones 
themselves. 

646.  Musical  Intervals. — When  two  notes  are  heard,  either  simul- 
taneously OF  in  succession,  the  ear  experiences  an  impression  of  a 
special  kind,  involving  a  perception  of  the  relation  existing  between 
them  as  regards  difference  of  pitch.  This  impression  is  often  recog- 
nized as  identical  where  absolute  pitch  is  very  different,  and  we 
express  this  identity  of  impression  by  saying  that  the  musical  inter- 
vol  is  the  same. 

Each  musical  interval,  tliuu  recognized  by  the  ear  as  constituting 
a  particular  relation  between  two  notes,  is  found  to  correspond  to  a 
particular  nutio  between  their  frequencies  of  vibration.  Thus  the 
octave^  which  of  all  intervals  is  that  which  is  most  easily  recognized 
by  the  ear,  is  the  relation  between  two  notes  whose  frequendea  are 
as  1  to  2,  the  upper  note  making  twice  as  many  vibrations  as  the 
lower  in  any  given  time. 

It  is  the  musician's  business  so  to  combine  sounds  as  to  awaken 
emotions  of  the  peculiar  kind  which  are  associated  with  works  of 
art  In  attaining  this  end  he  employs  various  resources,  but  musical 
intervals  occupy  the  foremost  place.  It  is  upon  the  judicious  employ- 
ment of  these  that  successful  composition  mainly  dependa 

647.  Oamnt.— The  gam/wt  or  diatonic  scale  is  a  series  of  eight 
notes 'having  certain  definite  relations  to  one  another  as  regards  fre- 
quency of  vibration.  The  first  and  last  of  the  eight  are  at  an  inter- 
val of  an  octave  from  each  other,  and  are  called  by  the  same  name ; 
and  by  taking  in  like  manner  the  octaves  of  the  other  notes  of 
the  series,  we  obtain  a  repetition  of  the  gamut  both  upwards  and 
downwards,  which  may  be  continued  over  as  many  octaves  as  we 
please. 

The  notes  of  the  gamut  are  usually  called  by  the  names 
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Do        Re        Mi         F»         Sol        La        Si  Do, 

and  their  vibration-frequencies  are  proportional  to  the  numbers 

1       *       J       *       #       4.      V         2 
or,  clearing  fractions,  to 

24        27         80         82         86         40  45  48 

The  intervals  from  Do  to  each  of  the  others  in  order  are  called  a 
secondy  a  major  third,  a  fourth,  a  fifth,  a  sixth,  a  seventh,  and  an 
octave  respectively.  The  interval  from  La  to  Do,  is  called  a  minor 
third,  and  is  evidently  represented  by  the  ratio  i. 

The  interval  from  Do  to  Re,  from  Fa  to  Sol,  or  from  La  to  Si,  is 
represented  by  the  ratio  f ,  and  is  called  a  major  tone.  The  interval 
from  Re  to  Mi,  or  from  Sol  to  La,  is  represented  by  the  ratio  V,  and 
is  called  a  minor  tone.  The  interval  from  Mi  to  Fa,  or  from  Si  to 
Do  J,  is  represented  by  the  ratio  j4»  ^^^  is  called  a  limma.  As  the 
square  of  ^  is  a  little  greater  than  | ,  a  limma  is  rather  more  than 
half  a  major  tone. 

The  intervals  between  the  successive  notes  of  the  gamut  are  ac- 
cordingly represented  by  the  following  ratios^ : — 

Do        Re         Mi  Fa         Sol  La         Si  Do. 

i       V       «       i       V       *       V 

Do  (with  all  its  octaves)  is  called  the  key-note,  or  simply  the  key,  of 
the  piece  of  music,  and  may  have  any  pitch  whatever.  In  order  to 
obtain  perfect  harmony,  the  above  ratios  should  be  accurately  main- 
tained whatever  the  key-note  may  be. 

648.  Tempered  Gamut. — A  great  variety  of  keys  are  employed  in 
music,  and  it  is  a  practical  impossibility,  at  all  events  in  the  case  of 
instruments  like  the  piano  and  organ,  which  have  only  a  definite  set 
of  notes,  to  maintain  these  ratios  strictly  for  the  whole  range  of  pos- 
sible key-notes.  Compromise  of  some  kind  becomes  necessary,  and 
different  systems  of  compromise  are  called  different  temperaments  or 
different  mx)des  of  temperament  The  temperament  which  is  most 
in  favour  in  the  present  day  is  the  simplest  possible,  and  is  called 
equal  temperament,  because  it  favours  no  key  above  another,  but 
makes  the  tempered  gamut  exactly  the  same  for  alL     It  ignores  the 

.  ^  The  logarithmic  differences,  which  are  accurately  proportional  to  the  intervals,  are 
approximately  as  under,  omitting  superfluous  zeros. 

Do        Be        Mi        Fa        Sol        La        Si        Do 
61         46        28        51         46         51        28 
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difference  between  major  and  minor  tones,  and  makes  the  limma 
exactly  half  of  either.  The  interval  from  Do  to  Do,  is  thus  divided 
into  5  tones  and  2  semitones,  a  tone  being  i  of  an  octave,  and  a 
semitone  -^o^sn  octava  The  ratio  of  frequencies  corresponding  to 
a  tone  will  therefore  be  the  sixth  root  of  2,  and  for  a  semitone  it  will 
be  the  12th  root  of  2. 

The  difference  between  the  natural  and  the  tempered  gamut  for  the 
key  of  C  is  shown  by  the  following  table,  which  gives  the  number 
of  complete  vibrations  per  second  for  each  note  of  the  middle  octave 
of  an  ordinary  piano: — 


Tempned  Oamnt.  Natural,  Gamut. 
C    .     .       2687  268-7 

D    .    .      290-8  291-0 

E    .     .       826-9  3234 

F    .     .       846-8  844*9 


Tampered  Gamut.   Natural  Gamut 
G      .     .     887-6  ^880 

A      .     .     436-0  431-1 

B      .     .      488-2  4850 

0      .    .     617-3  617-3 


The  absolute  pitch  here  adopted  is  that  of  the  Paris  Conservatoire, 
and  is  fixed  by  the  rule  that  A  (the  middle  A  of  a  piano,  or  the  A 
string  of  a  violin)  is  to  have  435  complete  vibrations  per  second  in 
the  tempered  gamut  This  is  rather  lower  than  the  concert-pitch 
which  has  prevailed  in  this  country  in  recent  years,  but  is  probably 
not  so  low  as  that  which  prevailed  in  the  time  of  Handel.  It  will 
be  noted  that  the  number  of  vibrations  corresponding  to  C  is  ap- 
proximately equal  to  a  power  of  2  (256  or  512).  Any  power  of  2 
accordingly  expresses  (to  the  same  degree  of  approximation)  the 
number  of  vibrations  corresponding  to  one  of  the  octaves  of  C. 

The  Stuttgard  congress  (1834)  recommended  528  vibrations  per 
second  for  C,  and  the  C  tuning-forks  sold  under  the  sanction  of  the 
Society  of  Arts  are  guaranteed  to  have  this  pitch.  By  multiplying 
the  numbers  24,  27  .  .  .  48,  in  §  647,  by  11,  we  shall  obtain  the 
frequencies  of  vibration  for  the  natural  gamut  in  C  corresponding  to 
this  standard.  What  is  generally  called  concert-pitch,  gives  C  about 
538.  The  C  of  the  Italian  Opera  is  546.  Handel's  C  is  said  to  have 
been  499^. 

649.  Limits  of  Pitch  employed  in  Music— 'The  deepest  note  re- 
gularly employed  in  music  is  the  C  of  32  vibrations  per  second 
which  is  emitted  by  the  longest  pipe  (the  16-foot  pipe)  of  most 
organs.  Its  wave-length  in  air  at  a  temperature  at  which  the  velo- 
city of  sound  is  1120  feet  per  second,  is  m^  =  35  feet.  The  highest 
note  employed  seldom  exceeds  A,  the  third  octave  of  the  A  above 
defined.     Its  number  of  vibrations  per  second  is  435  X  2  • =3480,  and 
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its  wave-length  in  air  is  about  4  inchea  Above  this  limit  it  is 
difficult  to  appreciate  pitch,  but  notes  of  at  least  ten  times  this  num- 
ber of  vibrations  are  audibla 

The  average  compass  of  the  human  voice  is  about  two  octaves. 
The  deep  F  of  a  bass-singer  has  87,  and  the  upper  G  of  the  treble 
775  vibrations  per  second.  Voices  which  exceed  either  of  these 
limits  are  regarded  as  deep  or  high. 

650.  Minor  Scale  and  Pythagorean  Scale. — The  difference  between 
a  major  and  minor  tone  is  expressed  by  the  ratio  f^,  and  is  called  a 
comma.  The  difference  between  a  minor  tone  and  a  Hmraa  is  ex- 
pressed by  the  ratio  fj,  and  is  the  smallest  value  that  can  be  assigned 
to  the  somewhat  indefinite  interval  denoted  by  the  name  semitone, 
the  greatest  value  being  the  limma  itself  (|f).  The  signs  9  and  -> 
(sharp  and  flat)  appended  to  a  note  indicate  that  it  is  to  be  raised  or 
lowered  by  a  semitone.  The  major  scale  or  gamut,  as  above  given, 
is  modified  in  the  following  way  to  obtain  the  minor  scale: — 

Do        Re        Mib        Fa        Sol        Lab        Sib        Do, 
i  if  V         i  if  i  V 

the  numbers  in  the  second  line  being  the  ratios  which  represent  the 
intervals  between  the  successive  notes. 

It  is  worthy  of  note  that  Pythagoras,  who  was  the  fijst  to  attempt 
the  numerical  evaluation  of  musical  intei*vals,  laid  down  a  scheme  of 
values  slightly  different  from  that  which  is  now  generally  adopted. 
According  to  him,  the  intervals  between  the  successive  notes  of  the 
major  scale  are  as  follows: — 

Do  Re  Mi  Fa  Sol  La  Si  Do 

i  T         "iry        ¥  s"  7        to 

This  scheme  agrees  exactly  with  the  common  system  as  regards  the 
values  of  the  fourth,  fifth,  and  octave,  and  makes  the  values  of  the 
major  third,  the  sixth,  and  the  seventh  each  greater  by  a  comma, 
while  the  small  interval  from  mi  to  fa,  or  from  ^  to  do,  is  diminished 
by  a  comma.  In  the  ordinary  system,  the  prime  numbers  which 
enter  the  ratios  are  2,  3,  and  5 ;  in  the  Pythagorean  system  they  ai*e 
only  2  and  3;  hence  the  interval  between  any  two  notes  of  the 
Pythagorean  scale  can  be  expressed  as  the  sum  or  difference  of  a 
certain  number  of  octaves  and  fifths.  In  tuning  a  violin  by  making 
the  intervals  between  the  strings  true  fifths,  the  Pythagorean  scheme 
is  virtually  employed. 
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651.  Methods  of  Coonting  Vibrations.  Siren. — The  instrumeDt 
which  is  chiefly  employed  for  counting  the  number  of  vibrations 
corresponding  to  a  given  note,  is  called  the  siren,  and  was  devised 
by  Cagniard  de  Latour.  It  is  represented  in  Figs.  583,  584,  the 
former  being  a  front,  and  the  latter  a  back  view. 

There  is  a  small  wind-chest,  nearly  cylindrical,  having  its  top 
l>ierced  with  fifteen  holes,  disposed  at  equal  distances  round  the 
circumference  of  a  circla  Just  over  this,  and  nearly  touching  it,  is 
a  movable  circular  plate,  pierced  with  the  same  number  of  holes 


Fig.  &8S. 


Sirao. 


Fig.  584. 


similarly  arranged,  and  so  mounted  that  it  can  rotate  very  freely 
about  its  centre,  carrying  with  it  the  vertical  axis  to  which  it  is 
attached.  This  rotation  is  effected  by  the  action  of  the  wind,  which 
enters  the  wind-chest  from  below,  and  escapes  through  the  holes. 
The  form  of  the  holes  is  shown  by  the  section  in  Fig.  584.  They  do 
not  pass  perpendicularly  through  the  plates,  but  slope  contrary  ways^ 
so  that  the  air  when  forced  through  the  holes  in  the  lower  plate 
impinges  upon  one  side  of  the  holes  in  the  upper  plate,  and  thus 
blows  it  round  in  a  definite  direction.  The  instrument  is  driven  by 
means  of  the  bellows  shown  in  Fig.  595  (§  664).  As  the  rotation  of 
one  plate  upon  the  other  causes  the  holes  to  be  alternately  opened 
and  closed,  the  wind  escapes  in  successive  puffs,  whose  frequency 
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depends  upon  the  rate  of  rotation.  Hence  a  note  \h  emitted  which 
rises  in  pitch  as  the  rotation  becomes  more  rapid. 

The  siren  will  sound  under  water,  if  water  is  forced  through  it 
instead  of  air;  and  it  was  from  this  circumstance  that  it  derived  its 
nama 

In  each  revolution,  the  fifteen  holes  in  the  upper  plate  come 
opposite  to  those  in  the  lower  plate  15  times,  and  allow  the  com- 
pressed air  in  the  wind-chest  to  escape;  while  in  the  intervening 
positions  its  escape  is  almost  entirely  prevented.  Each  revolution 
thus  gives  rise  to  1 5  vibrations ;  and  in  order  to  know  the  number 
of  vibrations  corresponding  to  the  note  emitted,  it  is  only  necessary 
to  have  a  means  of  counting  the  revolutions. 

This  is  furnished  by  a  counter,  which  is  i-epresented  in  Fig.  581. 
The  revolving  axis  carries  an  endless  screw,  driving  a  wheel  of  100 
teeth,  whose  axis  carries  a  hand  traversing  a  dial  marked  with  100 
divisions.  Each  revolution  of  the  perforated  plate  causes  this  hand 
to  advance  one  division.  A  second  toothed-wheel  is  driven  inter- 
mittently by  the  first,  advancing  suddenly  one  tooth  whenever  the 
hand  belonging  to  the  first  wheel  passes  the  zero  of  its  scale.  Tliis 
second  wheel  also  carries  a  hand  traversing  a  second  dial ;  and  at 
each  of  the  sudden  movements  just  described  this  hand  advances  one 
division.  Each  division  accordingly  indicates  100  revolutions  of  the 
perforated  plate,  or  1500  vibrations.  By  pushing  in  one  of  the  two 
buttr  ns  which  are  shown,  one  on  each  side  of  the  box  containing 
the  toothed-wheels,  we  can  instantaneously  connect  or  disconnect 
the  endless  screw  and  the  fii-st  toothed-wheeL 

In  order  to  determine  the  number  of  vibrations  corresponding  to 
any  given  sound  which  we  have  the  power  of  maintaining  steadily, 
we  fix  the  siren  on  the  bellows,  the  screw  and  wheel  being  dis- 
connected, and  drive  the  siren  until  the  note  which  it  emits  is  judged 
to  be  in  unison  with  the  given  note.  We  then,  either  by  regulating 
the  pressure  of  the  wind,  or  by  employing  the  finger  to  press  with 
more  or  less  friction  against  the  revolving  axis,  contrive  to  keep  the 
note  of  the  siren  constant  for  a  measured  interval  of  time,  which  we 
observe  by  a  watch.  At  the  commencement  of  the  interval  we  sud- 
denly connect  the  screw  and  toothed- wheel,  and  at  its  termination 
we  suddenly  disconnect  them,  having  taken  care  to  keep  the  siren 
in  unison  with  the  given  sound  during  the  interval  As  the  hands 
do  not  advance  on  the  dials  when  the  screw  is  out  of  connection  with 
the  wheels^  the  readings  before  and  after  the  measured  interval  of 
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time  can  be  taken  at  leisura  Each  reading  consists  of  four  figures, 
indicating  the  number  of  revolutions  from  the  zero  position,  units 
and  tens  being  read  off  on  the  first  dial,  and  hundreds  and  thousands 
on  the  second.  The  difference  of  the  two  readings  is  the  number  of 
revolutions  made  in  the  measured  interval,  and  when  multiplied  by 
15  gives  the  number  of  vibrations  in  the  interval,  whence  the  num- 
ber of  vibrations  per  second  is  computed  by  division. 

652.  Oraphie  Method. — In  the  hands  of  a  skilful  operator,  with  a 
good  musical  ear,  the  siren  is  capable  of  jrielding  very  accurate  deter- 
minations, especially  if,  by  adding  or  subtracting  the  number  of  beats, 


Pig.  685.— Tibrosoope. 

correction  be  made  for  any  slight  difference  of  pitch  between  the 
siren  and  the  note  under  investigation. 

The  vibrations  of  a  tuning-fork  can  be  counted,  without  the  aid 
of  the  siren,  by  a  graphical  method,  which  does  not  call  for  any  exer- 
cise of  musical  judgment,  but  simply  involves  the  performance  of  a 
mechanical  operation. 

The  tuning-fork  is  fixed  in  a  horizontal  position,  as  shown  in  Fig. 
585,  and  has  a  light  style,  which  may  be  of  brass  wire,  quill,  or 
bristle,  attached  to  one  of  its  prongs  by  wax.  To  receive  the  trace, 
a  piece  of  smoked  paper  is  gummed  round  a  cylinder,  which  can  be 
turned  by  a  handle,  a  screw  cut  on  the  axis  causing  it  at  the  same 
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time  to  travel  endwise.  The  cylinder  is  placed  so  that  the  style 
barely  touches  the  blackened  surface.  The  fork  is  then  made  to 
vibrate  by  bowing  it,  and  the  cylinder  is  turned.  The  result  is  a 
wavy  line  traced  on  the  blackened  surface,  and  the  number  of  wave- 
forms (each  including  a  pair  of  bends  in  opposite  directions)  corres- 
ponds to  the  number  of  vibrations.  If  the  experiment  lasts  for  a 
measured  interval  of  time,  we  have  only  to  count  these  wave- forms, 
and  divide  by  the  number  of  seconds,  in  order  to  obtain  the  number 
of  vibrations  per  second  for  the  nX)te  of  the  tuning-fork.  By  plunging 
the  paper  in  ether,  the  trace  will  be  fixed,  so  that  the  paper  may  be 
laid  aside  and  the  vibrations  counted  at  leisure.  The  apparatus  is 
called  the  vibroscope,  and  was  invented  by  Duhamel. 

M.  L^on  Scott  has  invented  an  instrument  called  the  phonavio- 
graph,  which  is  adapted  to  the  graphical  representation  of  sounds  in 


Fig.  586.— TnoM  bj  Phonaatograph. 

general.  The  style,  which  is  very  light,  is  attached  to  a  membmne 
stretched  across  the  smaller  end  of  what  may  be  called  a  large  ear- 
trumpet  The  membrane  is  agitated  by  the  aerial  waves  proceeding 
from  any  source  of  sound,  and  the  style  leaves  a  record  of  these 
agitations  on  a  blackened  cylinder,  as  in  Duhamel's  apparatus. 
Fig.  586  represents  the  traces  thus  obtained  from  the  sound  of  a 
tuning-fork  in  three  different  modes  of  vibration. 

668.  Tonometer. — When  we  have  determined  the  frequency  of 
vibration  for  a  particular  tuning-fork,  that  of  another  fork,  nearly 
in  unison  with  it,  can  be  deduced  by  making  the  two  forks  vibrate 
simultaneously,  and  counting  the  beats  which  they  produce. 

Scheibler's  tonometer,  which  is  constructed  by  Koenig  of  Paris, 
consists  of  a  set  of  65  tuning-forks,  such  that  any  two  consecutive 
forks  make  4  beats  per  second,  and  consequentlj'  differ  in  pitch  by 
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4  vibrations  per  second.  The  lowest  of  the  series  makes  256  vibra- 
tions, and  the  highest  512,  thus  completing  an  octave.  Any  note 
within  this  range  can  have  its  vibration-frequency  at  once  deter- 
mined, with  great  accuracy,  by  making  it  sound  simultaneously  with 
the  fork  next  above  or  below  it,  and  counting  beats. 

With  the  aid  of  this  instrument,  a  piano  can  be  tuned  with  cer- 
tainty to  any  desired  system  of  temperament,  by  first  tuning  the 
notes  which  come  within  the  compass  of  the  tonometer,  and  then 
proceeding  by  octavea 

In  the  ordinary  methods  of  tuning  pianos  and  organs,  tempera- 
ment is  to  a  great  extent  a  matter  of  chance;  and  a  tuner  cannot 
attain  the  same  temperament  in  two  successive  attempts. 

658  a.  Pitch  modified  by  Relative  Motion. — ^We  have  stated  in  §  645 
that,  in  ordinary  circumstances,  the  frequency  of  vibration  in  the 
source  of  sound,  is  the  same  as  in  the  ear  of  the  listener,  and  in  the 
intervening  medium.  This  identity,  however,  does  not  hold  if  the 
source  of  sound  and  the  ear  of  the  listener  are  approaching  or 
receding  from  each  other.  Approach  of  either  to  the  other  produces 
increased  frequency  of  the  pulses  on  the  ear,  and  consequent  elevation 
of  pitch  in  the  sound  as  heard ;  while  recession  has  an  opposite  efifect 
Let  71  be  the  number  of  vibrations  performed  in  a  second  by  the 
source  of  the  sound,  v  the  velocity  of  sound  in  the  medium,  and  a 
the  relative  velocity  of  approach.  Then  the  number  of  waves  which 
reach  the  ear  of  the  listener  in  a  second,  will  be  n  plus  the  number 
of  waves  which  cover  a  length  a,  that  is  (since  n  waves  cover  a 

length  v),  will  be  n+^n  or  ^^  n. 

The  following  investigation  is  more  rigorous.  Let  the  source 
make  n  vibrations  per  second.  Let  the  observer  move  towards  the 
source  with  velocity  a.  Let  the  source  move  away  from  the  observer 
with  velocity  a\  Let  the  medium  move  from  the  observer  towards 
the  source  with  velocity  m,  and  let  the  velocity  of  sound  in  the 
medium  be  v. 

Then  the  velocity  of  the  observer  relative  to  the  medium  is  a-^m 
towards  the  source,  and  the  velocity  of  the  source  relative  to  the 
medium  is  a'— m  away  fit)m  the  observer.  The  velocity  of  the 
sound  relative  to  the  source  will  be  different  in  different  directions^ 
its  greatest  amount  being  v-|-a'— m  towards  the  observer,  and  its 
least   being  v— a'-|-w  away  from  the  observer.     The  length  of  a 

wave  will  vary  with  direction,  being  -  of  the  velocity  of  the  sound 
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relative  to  the  source.  The  length  of  those  waves  which  meet  the 
observer  will  be  ^l±±z3^  and  the  velocity  of  these  waves  relative  to 
the  observer  will  be  v+a— m;  hence  the  number  of  waves  that  meet 
him  in  a  second  will  be  ^t^r^n. 

v  +  a'-ni 

Careful  observation  of  the  sound  of  a  railway  whistle,  as  an  express 
train  dashes  past  a  station,  has  confirmed  the  fact  that  the  sound  as 
heard  by  a  person  standing  at  the  station  is  higher  while  the  train 
is  approaching  than  when  it  is  receding.  A  speed  of  about  40  miles 
an  hour  will  sharpen  the  note  by  a  semitone  in  approaching,  and 
flatten  it  by  the  same  amount  in  receding,  the  natural  pitch  being 
heard  at  the  instant  of  passing.^ 

*  The  beet  obeenratioiii  of  this  kind  were  thoee  of  Buys  fiAllot,  in  which  trumpeters, 
wiUi  their  instruments  previouslj  tuned  to  unison,  were  stationed,  one  on  the  locomotive, 
and  others  »t  three  stations  beside  the  line  of  railway.  Each  trumpeter  was  accompanied 
bj  musicians,  charged  with  the  duty  of  estimating  the  differenoe  of  pitch  between  the  note 
of  his  trumpet  and  thoee  of  the  otheis,  as  heard  before  and  after  passing. 
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MODES  OF  VIBRATION. 


654.  Longitudinal  and  Transverse  Vibrations  of  Solids. — Sonorous 
vibrations  are  manifestations  of  elasticity.  When  the  particles  of  a 
solid  body  are  displaced  from  their  natural  positions  relative  to  oDe 
another  by  the  application  of  external  force,  they  tend  to  return,  in 
virtue  of  the  elasticity  of  the  body.  When  the  external  force  is 
removed,  they  spring  back  to  their  natural  position,  pass  it  in  virtue 
of  the  velocity  acquired  in  the  return,  and  execute  isochronous  vibrar- 
tions  about  it  until  they  gradually  come  to  rest  The  isochronism 
of  the  vibrations  is  proved  by  the  constancy  of  pitch  of  the  sound 
emitted ;  and  from  the  isochronism  we  can  infer,  by  the  aid  of  mathe- 
matical reasoning,  that  the  restoring  force  increases  directly  as  the 
displacement  of  the  parts  of  the  body  from  their  natural  relative 
position  (§§53a,b,c). 

The  same  body  is,  in  general,  susceptible  of  many  different  modes 
of  vibration,  which  may  be  excited  by  applying  forces  to  it  in  dif- 
ferent waya  The  most  important  of  these  are  comprehended  under 
the  two  heads  of  longitudmcd  and  tranavet^ae  vibrations. 

In  the  former  the  particles  of  the  body  move  to  and  fro  in  the 
direction  along  which  the  pulses  travel,  which  is  always  regarded  as 
the  longitudinal  direction,  and  the  defoimations  produced  consist  in 
alternate  compressions  and  extensions.  In  the  latter  the  particles 
move  to  and  fro  in  directions  transverse  to  that  in  which  the  pulses 
travel,  and  the  deformation  consists  in  bending.  To  produce  longi- 
tudinal vibrations,  we  must  apply  force  in  the  longitudinal  direction. 
To  produce  transverse  vibration,  we  must  apply  force  transversely. 

656.  Transverse  Vibrations  of  Strings. — To  the  transverse  vibra- 
tions of  strings,  instrumental  music  is  indebted  for  some  of  its  most 
precious  resourcea     In  the  violin,  violoncello,  &c.,  the  strings  arc  set 
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in  vibration  by  drawing  a  bow  across  them.  The  part  of  the  bow 
which  acts  on  the  strings  consists  of  hairs  tightly  stretched  and 
rubbed  with  rosin.  The  bow  adheres  to  the  string,  and  draws  it 
aside  till  the  reaction  becomes  too  great  for  the  adhesion  to  overcome. 
As  the  bow  continues  to  be  drawn  on,  slipping  takes  place,  and  the 
mere  fact  of  slipping  diminishes  the  adhesion.  The  string  accordingly 
springs  back  suddenly  through  a  finite  distance.  In  rebounding,  it 
is  again  caught  by  the  bow,  and  the  same  action  is  repeated.  In  the 
harp  and  guitar,  the  strings  are  plucked  with  the  finger,  and  then  left 
to  vibrate  freely.  In  the  piano  the  wires  are  struck  with  little  ham- 
mers faced  with  leather.  The  pitch  of  the  sound  emitted  in  the^e 
various  cases  depends  only  on  the  string  itself,  and  is  the  same 
whichever  mode  of  excitation  be  employed. 

656.  Laws  of  the  Transverse  Vibrations  of  Strings, — It  can  be 
shown  by  an  investigation  closely  analogous  to  that  which  gives  the 
velocity  of  sound  in  air,  that  the  velocity  with  which  transverse 
vibrations  travel  along  a  perfectly  flexible  string  is  given  by  the 
formula 


(1) 


t  denoting  the  tension  of  the  string,  and  m  i\ie  mass  of  unit  length 
of  it  If  m  be  expressed  in  grammes  per  centimetre  of  length,  t 
should  be  expressed  in  terms  of  the  unit  of  force  which  is  derived 
from  the  gramme,  centimetre,  and  second  (§  42),  and  the  value  ob- 
tained for  V  will  be  in  centimetres  per  second.  The  sudden  disturb- 
ance of  any  point  in  the  string,  causes  two  pulses  to  start  from  this 
point,  and  run  along  the  string  in  opposite  directiona  Each  of  these, 
on  arriving  at  the  end  of  the  free  portion  of  the  string,  is  reflected 
from  the  solid  support  to  which  the  string  is  attached,  and  at  the 
same  time  undergoes  reversal  as  to  side.  It  runs  back,  thus  reversed, 
to  the  other  end  of  the  free  portion,  and  there  again  undergoes 
reflection  and  reversal  When  it  next  arrives  at  the  origin  of  the 
disturbance  it  has  travelled  over  just  twice  the  length  of  the  string; 
and  as  this  is  true  of  both  the  pulses,  they  must  both  anive  at  this 
point  together.  At  the  instant  of  their  meeting,  things  are  in  the 
same  condition  as  when  the  pulses  were  originated,  and  the  move- 
ments just  described  will  again  take  plaea  The  period  of  a  complete 
vibration  of  the  string  is  therefore  the  time  required  for  a  pulse  to 
travel  over  twice  its  length ;  that  is, 
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I  denoting  the  length  of  the  string  between  its  points  of  attachment, 
and  n  the  number  of  vibrations  per  second. 
This  formula  involves  the  following  laws: — 

1.  When  the  length  of  the  vibrating  portion  of  the  string  is  altered, 
without  change  of  tension,  the  frequency  of  vibration  varies  inversely 
as  the  length. 

2.  If  the  tension  be  altered,  without  change  of  length  in  the 
vibrating  portion,  the  frequency  of  vibration  varies  as  the  square 
root  of  the  tension. 

3.  Strings  of  the  same  length  and  tension  have  frequencies  of 
vibration  which  are  inversely  as  the  square  roots  of  their  masses  (or 
weights). 

4.  Strings  of  the  same  length  and  density,  but  of  different  thick- 
nesses, will  vibrate  in  the  same  time,  if  they  are  stretched  with 
forces  proportional  to  their  sectional  areas. 

All  these  laws  are  illustrated  (qualitatively,  if  not  quantitatively) 
by  the  strings  of  a  violin. 

The  first  is  illustrated  by  the  fingering,  the  pitch  being  raised  as 
the  portion  of  string  between  the  finger  and  the  bridge  is  shortened. 

The  second  is  illustrated  by  the  mode  of  tuning,  which  consists  in 
tightening  the  string  if  its  pitch  is  to  be  raised,  or  slackening  the 
string  if  it  is  to  be  lowered. 

The  third  law  is  illustrated  by  the  construction  of  the  bass  string, 
which  is  wrapped  round  with  metal  wire,  for  the  purpose  of  adding  to 
its  mass,  and  thus  attaining  slow  vibration  without  undue  slacknesa 
The  tension  of  this  string  is  in  fact  greater  than  that  of  the  string 
next  it,  though  the  latter  vibrates  more  rapidly  in  the  ratio  of  3  to  2. 

The  fourth  law  is  indirectly  illustrated  by  the  sizes  of  the  first 
three  strings.  The  treble  string  is  the  smallest,  and  is  nevertheless 
stretched  with  much  greater  force  than  any  of  the  others.  The  third 
string  is  the  thickest,  and  is  stretched  with  less  force  than  any  of 
the  others.  The  increased  thickness  is  necessary  in  order  to  give 
sufficient  power  in  spite  of  the  slackness  of  the  string. 

657.  Experimental  IHustration:  Sonometer. — For  the  quantitative 
illustration  of  these  laws,  the  instrument  called  the  sonometer,  re- 
presented in  Fig.  587,  is  commonly  employed.     It  consists  essen- 
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tially  of  a  string  or  wire  stretxslied  over  a  sounding-box  by  means  of 
a  weight.  One  end  of  the  string  is  secured  to  a  fixed  point  at  one 
end  of  the  sounding-box.  The  other  end  passes  over  a  pulley,  and 
carries  weights  which  can  be  altered  at  pleasura  Near  the  two 
ends  of  the  box  are  two  fixed  bridges,  over  which  the  cord  passes. 
There  is  also  a  movable  bridge,  which  can  be  employed  for  altering 
the  length  of  the  vibrating  portion. 

To  verify  the  law  of  lengths,  the  whole  length  between  the  fixed 
bridges  is  made  to  vibrate,  either  by  plucking  or  bowing;  the  mov- 


Fig.  587.— Sonometer. 

able  bridge  is  then  introduced  exactly  in  the  middle,  and  one  of  the 
halves  is  made  to  vibrate ;  the  note  thus  obtained  will  be  found  to 
be  the  upper  octave  of  the  first.  The  frequency  of  vibration  is  there- 
fore doubled.  By  making  two-thirds  of  the  whole  length  vibrate, 
a  note  will  be  obtained  which  will  be  recognized  as  the  fifth  of  the 
fundamental  note,  its  vibration-fi'equency  being  therefore  greater  in 
the  ratio  f.  To  obtain  the  notes  of  the  gamut,  we  commence  with 
the  string  as  a  whole,  and  then  employ  portions  of  its  length  repre- 
sented by  the  fractions  J.  f ,  -J,  |,  |,  ^,  ^. 

To  verify  the  law  independently  of  all  knowledge  of  musical  inter- 
vals, a  light  6t3'^le  may  be  attached  to  the  cord,  and  caused  to  trace 
its  vibrations  on  the  vibroscope.  This  mode  of  proof  is  also  more 
general,  inasmuch  as  it  can  be  applied  to  ratios  which  do  not  corres- 
pond to  any  recognized  musical  interval 

To  verify  the  law  of  tensions,  we  must  change  the  weight  It 
will  be  found  that,  to  produce  a  rise  of  an  octave  in  pitch,  the  weight 
must  be  increased  fourfold. 

To  verify  the  third  and  fourth  laws,  two  strings  must  be  employed, 
their  masses  having  first  been  determined  by  weighing  them. 
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If  the  strings  are  thick,  and  especially  if  they  are  thick  steel  wires, 
tlieir  flezural  rigidity  hajs  a  sensible  effect  in  making  the  vibrations 
quicker  than  they  would  be  if  the  tension  acted  alone. 

658.  Harmonics. — ^Any  person  of  ordinary  musical  ear  may  easily, 
by  a  little  exercise  of  attention,  detect  in  any  note  of  a  piano  the 
presence  of  its  upper  octave,  and  of  another  note  a  fifth  higher  than 
this;  these  being  the  notes  which  correspond  to  frequencies  of  vibra- 
tion double  and  triple  that  of  the  fundamental  nota  A  highly 
trained  ear  can  detect  the  presence  of  other  notes,  corresponding  to 
still  higher  multiples  of  the  fundamental  fi:equency  of  vibration. 
Such  notes  are  called  harmonica. 

When  the  vibration-frequency  of  one  note  is  an  exact  multiple 
of  that  of  another  note,  the  former  note  is  called  a  harmonic  of  the 
latter.  The  notes  of  all  stringed  instruments  contain  numerous 
harmonics  blended  with  the  fundamental  tones.  Bells  and  vibrating 
plates  have  higher  tones  mingled  with  the  fundamental  tone ;  but 
these  higher  tones  are  not  harmonics  in  the  sense  in  which  we  use 
the  word, 

A  violin  string  sometimes  fails  to  yield  its  fundamental  note,  and 
gives  the  octave  or  some  other  harmonic  instead.  This  result  can  be 
brought  about  at  pleasure,  by  lightly  touching  the  string  at  a  pro- 
perly-selected point  in  its  length,  wliile  the  bow  is  applied  in  the 
usual  way.  If  touched  at  the  middle  point  of  its  length,  it  gives 
the  octave.     If  touched  at  one-third  of  its  length  from  either  end,  it 

gives  the  fifth  above  the  octave.     The  law  is,  that  if  touched  at 
of  its  length^  fi*om  either  end,  it  yields  the  harmonic  whose  vibration- 
frequency  is  n  times  that  of  the  fundamental  tone.     The  string  in 
these  cases  divides  itself  into  a  number  of  equal  vibrating-segments, 
as  shown  in  Fig.  589. 

The  division  into  segments  is  often  distinctly  visible  when  the 
string  of  a  sonometer  is  strongly  bowed,  and  its  existence  can  be 
verified,  when  less  evident,  by  putting  paper  riders  on  difi'erent  parts 
of  the  string.  These  (as  shown  in  the  figure)  will  be  thrown  off  by 
the  vibrations  of  the  string,  unless  they  are  placed  accurately  at  the 
nodal  points,  in  which  case  they  will  retain  their  seats.  If  two 
strings  tuned  to  unison  are  stretched  on  the  same  sonometer,  the 
vibration  of  the  one  induces  similar  vibrations  in  the  other;  and  the 
experiment  of  the  riders  may  be  varied,  in  a  very  instructive  way, 

*  Or  at  -•  of  its  length,  if  m  be  prime  to  n. 
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by  bowing  one  string,  and  placing  the  ride'rs  on  the  other.  This  is 
an  instance  of  a  general  principle  of  great  importance — that  a  vibrat- 
ing body  communicates  its  vibrations  to  other  bodies  which  are 
capable  of  vibrating  in  unison  with  it  The  propagation  of  a  sound 
may  indeed  be  regarded  as  one  grand  vibration  in  unison;  but, 
besides  the  general  waves  of  propagation,  there  are  waves  of  re- 


Fi|^.  689.— Prodaotion  of  a  Hiinnonio. 


i/nfovcementy  due  to  the  synchronous  vibrations  of  limited  portions 
of  the  transmitting  medium.     This  is  the  principle  of  resonance. 

658  A.  ReBonance. — By  applying  to  a  pendulum  originally  at  rest 
a  series  of  very  feeble  impulses,  at  intervals  precisely  equal  to  its 
natural  time  of  vibration,  we  shall  cause  it  to  swing  through  an  arc 
of  considerable  magnitude. 

The  same  principle  applies  to  a  body  capable  of  executing  vibra- 
tions under  the  influence  of  its  own  elasticity.  A  series  of  impulses 
keeping  time  with  its  own  natural  period  may  set  it  in  powerful 
vibration,  though  any  one  of  them  singly  would  have  no  appreciable 
effect. 

Some  bodies,  such  as  strings  and  confined  portions  of  air,  have 
definite  periods  in  which  they  can  vibrate  freely  when  once  started ; 
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and  when  a  note  corresponding  to  one  of  these  periods  is  sounded  in 
their  neighbourhood,  they  readily  take  it  up  and  emit  a  note  of  the 
same  pitch  themselvea 

Other  bodies,  especially  thin  pieces  of  dry  straight-grained  deal, 
such  as  are  employed  for  the  faces  of  violins  and  the  sounding- 
boards  of  pianos,  are  capable  of  vibrating,  more  or  less  freely,  in  any 
period  lying  between  certain  wide  limits.  They  are  accordingly  set 
in  vibration  by  all  the  notes  of  their  respective  instruments;  and  by 
the  large  surface  with  which  they  act  upon  the  air,  they  contribute 
in  a  very  high  degree  to  increase  the  sonorous  effect.  All  stringed 
instruments  are  constructed  on  this  principle;  and  their  quaUty 
mainly  depends  on  the  greater  or  less  readiness  with  which  they 
respond  to  the  vibrations  of  the  stringa 

All  such  methods  of  reinforcing  a  sound  must  be  included  under 
resonance;  but  the  word  is  often  more  particularly  applied  to  tbe 
reinforcement  produced  by  masses  of  air. 

669.  Longitudinal  Vibrations  of  Strings. — Strings  or  wires  may 
also  be  made  to  vibrate  longitudincdly,  by  rubbing  them,  in  the 
direction  of  their  length,  with  a  bow  or  a  piece  of  chamois  leather 
covered  with  rosin.  The  sounds  thus  obtained  are  of  much  higher 
pitch  than  those  produced  by  transverse  vibration. 

In  the  case  of  the  fundamental  note,  each  of  the  two  halves  A  C, 
C  B  (Fig.  590),  is  alternately  extended  and  compressed,  one  being 
extended  while  the  other  is  compressed.     At  the  middle  point  C 


Fig  590.— Longitudinal  Vibration.    FintToncL 

there  is  no  extension  or  compression,  but  there  is  greater  amplitude 
of  movement  than  at  any  other  point  The  amplitudes  diminish  in 
passing  from  C  towards  either  end,  and  vanish  at  the  ends,  which 
are  therefore  nodes.  The  extensions  and  compressions,  on  the  other 
hand,  increase  as  we  travel  from  the  middle  towards  either  end,  and 
obtain  their  greatest  values  at  the  ends. 

But  the  string  may  also  divide  itself  into  any  number  of  separately- 
vibrating  segments,  just  as  in  the  case  of  transverse  vibrations. 
Fig.  691  represents  the  motions  which  occur  when  there  are  three 
such  segments,  separated  by  two  nodes  D,  E.  The  upper  portion  of 
the  figure  is  true  for  one-half  of  the  period  of  vibration,  and  the  lower 
portion  for  the  remaining  hal£ 
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The  frequency  of  vibration,  for  longitudinal  as  well  as  for  trans- 
verse vibrations,  varies  inversely  as  the  length  of  the  vibrating 
string,  or  segment  of  string.     We  shall  return  to  this  subject  in  §  670. 


A  *-  D  " B  *-  B 

•  »  ■■  '  • ■ — — • 

A  < D  *-  B  -< B 


Fig.  691.— LoDgitudinal  Vibraiion.    Third  Tone. 

660.  Stringed  Instruments. — Only  the  transversal  vibrations  of 
strings  are  employed  in  music.  In  the  violin  and  violoncello  there 
are  four  strings,  each  being  tuned  a  fifth  above  the  next  below  it ; 
and  intermediate  notes  are  obtained  by  fingering,  the  portion  of 
string  between  the  finger  and  the  bridge  being  the  only  part  that  is 
free  to  vibrate.  The  bridge  and  sounding-post  serve  to  transmit 
the  vibrations  of  the  strings  to  the  body  of  the  instrument.  In  the 
piano  there  is  also  a  bridge,  which  is  attached  to  the  sounding-board, 
and  communicates  to  it  the  vibrations  of  the  wirea 

661.  Transversal  Vibrations  of  Rigid  Bodies:  Rods,  Plates,  Bells. — 
We  shall  not  enter  into  detail  respecting  the  laws  of  the  transverse 
vibrations  of  rigid  bodies.  The  relations  of  their  overtones  to  their 
fundamental  tones  are  usually  of  an  extremely  complex  character, 
and  this  fact  is  closely  connected  with  the  unmusical  or  only  semi- 
musical  character  of  the  sounds  emitted. 

When  one  face  of  the  body  is  horizontal,  the  division  into  separate 
vibrating  segments  can  be  rendered  visible  by  a  method  devised  by 
Chladni,  namely,  by  strewing  sand  on  this  face.  During  the  vibra- 
tion, the  sand,  as  it  is  tossed  about,  works  its  way  to  certain  definite 
lines,  where  it  comes  nearly  to  rest.  These  nodal  lines  must  be 
regarded  as  the  intersections  of  internal  nodal  surfaces  with  the 
surface  on  which  the  sand  is  strewed,  each  nodal  surface  being  the 
boundary  between  parts  of  the  body  which  have  opposite  motions. 

The  figures  composed  by  these  nodal  lines  are  often  very  beautiful, 
and  quite  startling  in  the  suddenness  of  their  production.  Chladni 
and  Savart  published  the  forms  of  a  great  number.  A  complete 
theoretical  explanation  of  them  would  probably  transcend  the  powei-s 
of  the  greatest  mathematicians. 

.Bells  and  bell-glasses  vibrate  in  segments,  which  are  never  less 
than  four  in  number,  and  are  separated  by  nodal  lines  meeting  in  the 
middle  of  the  crown.     They  are  well  shown  by  putting  water  in  a 
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bell-glass,  and  bowing  its  edge.  The  surface  of  the  water  will  im- 
mediately be  covered  with  ripples,  one  set  of  ripples  proceeding  from 
each  of  the  vibrating  segraenta  The  division  into  any  possible 
number  of  segments  may  be  effected  by  pressing  the  glass  with  the 
fingers  in  the  places  where  a  pair  of  consecutive  nodes  ought  to  be 
formed,  while  the  bow  is  applied  to  the  middle  of  one  of  the  seg- 
ments. The  greater  the  number  of  segments  the  higher  will  be  the 
note  emitted. 

662.  Tuning-fork.  —  Steel  rods,  on  account  of  their  comparative 
freedom  from  change,  are  well  suited  for  standards  of  pitch.  The 
tuning-fork,  which  is  especially  used  for  this  purpose,  consists  essen- 
tially of  a  steel  rod  bent  double,  and  attached  to  a  handle  of  the  same 
material  at  its  centre.  Besides  the  fundamental  tone,  it  is  capable 
of  yielding  two  or  three  overtones,  which  are  very  much  higher  in 
pitch ;  but  these  are  never  used  for  musical  pui-poses.  If  the  fork 
is  held  by  the  handle  while  vibrating,  its  motion  continues  for  a 
long  time,  but  the  sound  emitted  is  too  faint  to  be  heard  except 

by  holding  the  ear  near  it  When  the 
handle  is  pressed  against  a  table,  the 
latter  acts  as  a  sounding-board,  and 
communicates  the  vibrations  to  the 
air,  but  it  also  causes  the  fork  to 
come  much  more  speedily  to  rest  For 
the  purposes  of  the  lecture-room  the 
fork  is  often  mounted  on  a  sounding- 
box  (Fig.  592),  which  should  be  se- 
Fig.  592.— Fork  on  Sounding  box.  paratcd  from  the  table  by  two  pieces 

of  india-rubber  tubing.  The  box  can 
then  vibrate  freely  in  unison  with  the  fork,  and  the  sound  is  both 
loud  and  lasting.  The  vibrations  are  usually  excited  either  by  bow- 
ing the  fork  or  by  drawing  a  piece  of  wood  between  its  prongs. 

The  pitch  of  a  tuning-fork  varies  slightly  with  temperature,  be- 
coming lower  as  the  temperature  rises.  This  effect  is  due  in  some 
trifling  degree  to  expansion,  but  much  more  to  the  diminution  of 
elastic  force. 

668.  Law  of  Linear  Dimensions. — The  following  law  is  of  very  wide 
application,  being  applicable  alike  to  solid,  liquid,  and  gaseous  bodies: 
—  When  two  bodies  differing  in  size,  but  in  other  respects  similar 
and  similarly  circumstanced,  vibrate  in  the  same  mode,  their  vibra- 
tion-periods  are  directly  as  their  linear  dimensions.    Their  vibra- 
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tiou-frequencies  are  consequently  in  the  inverse  ratio  of  their  linear 
dimensions. 

In  applying  the  law  to  the  transverse  vibrations  of  strings,  it  is 
to  be  understood  that  the  stretching  force  per  unit  of  sectional  aiea 
is  constant  In  this  case  the  velocity  of  a  pulse  (§  656)  is  constant, 
and  the  period  of  vibration,  being  the  time  required  for  a  pulse  to 
travel  over  twice  the  length  of  the  string,  is  therefore  directly  as  the 
length. 

664.  Organ-pipes. — In  organs,  and  wind-instruments  generally,  the 
sonorous  body  is  a  column  of  air  confined  in  a  tube.     To  set  this  air 


Fig.  598.— Block  Pipe. 


Fig.  694.-  Fluo  I'll*. 


in  vibration  some  kind  of  mouth-piece  must  be  employed.  That 
which  is  most  extensively  used  in  organs  is  called  the  flute  myuth- 
piece,^  and  is  represented,  in  conjunction  with  the  pipe  to  which  it  is 
attached,  in  Figs.  593,  594'.     It  closely  resembles  the  mouth-piece  of 

^  This  is  not  the  trade  name.    English  organ-boilden  have  no  generic  name  for  thi» 
mouth-pieoe. 
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an  ordinary  whistle.     Tlie  air  from  the  bellows  arrives  through  the 
conical  tube  at  the  lower  end,  and,  escaping  through  a  narrow  slit, 

the    edge   of   a 


wedge  placed  opposita 
A  rushing  noise  is  thus 
produced,  which  con- 
tains, among  its  consti- 
tuents, the  note  to  which 
the  column  of  air  in  the 
pipe  is  capable  of  re- 
sounding; and  as  soon  as 
this  resonance  occurs,  the 
pipe  speaks.  Fig.  593 
represents  a  wooden  and 
Fig.  594  a  metal  organ- 
pipe,  both  of  them  being 
furnished  with  flute 
mouth-pieces.  The  two 
arrows  in  the  sections 
are  intended  to  suggest 
the  two  courses  which 
the  wind  may  take  as 
it  issues  from  the  slit, 
one  of  which  it  actually 
selects  to  the  exclusion 
of  the  other. 

The  arrangements  for 
admitting  the  wind  to 
the  pipes  by  putting 
down  the  keys  are 
shown  in  Fig.  595.  The 
bellows  V  are  worked 
by  the  treadle  P.  The  force  of  the  blast  can  be  increased  by  weight- 
ing the  top  of  the  bellows,  or  by  pressing  on  the  rod  T.  The  air 
passes  up  from  the  bellows,  through  a  large  tube  shown  at  one  end, 
into  a  reservoir  C,  called  the  wind-chest.  In  the  top  of  the  wind- 
chest  there  are  numerous  openings  c,  d,  fcc,  in  which  the  tubes  are 
to  be  fixed.  The  sectional  drawing  in  the  upper  part  of  the  figure 
shows  the  internal  communications.  A  plate  K,  pressed  up  by  a 
spring  R,  cuts  ofi*  the  tube  c  from  the  wind-chest,  until  the  pin  a 


Fig.  595.— EzperimonUl  Oipui. 
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is  depressed.  The  putting  down  of  this  pin  lowers  the  plate,  and 
admits  the  wind.  This  description  only  applies  to  the  experimental 
organs  which  are  constructed  for  lecture  illustration.  In  real  organs 
the  pressure  of  the  wind  in  the  bellows  is  constant;  and  as  this 
pressure  would  be  too  great  for  most  of  the  pipes,  the  several  aper- 
tures of  admission  are  partially  plugged,  to  diminish  the  force  of  the 
blast 

666.  The  Air  is  the  Sonorons  Body. — It  is  easily  shown  that  the 
sound  emitted  by  an  organ-pipe  depends,  mainly  at  least,  on  the 
dimensions  of  the  inclosed  column  of  air,  and  not  on  the  thickness 
or  material  of  the  pipe  itself  For  let  three  pipes,  one  of  wood,  one 
of  copper,  and  the  other  of  thick  card,  all  of  the  same  intemd 
dimensions,  be  fixed  on  the  wind-chest.  On  making  them  speak,  it 
will  be  found  that  the  three  sounds  have  exactly  the  same  pitch,  and 
but  slight  difference  in  character.  If,  however,  the  sides  of  the  tube 
are  excessively  thin,  their  yielding  has  a  sensible  influence,  and  the 
pitch  of  the  sound  is  modified. 

666.  Law  of  Linear  Dimensions. — The  law  of  linear  dimensions, 
stated  in  a  previous  sec- 
tion (§  663)  as  applying 
to  the  vibrations  of  simi- 
lar solid  bodies,  applies 
to  gases  also.  Let  two 
box-shaped  pipes  (Fig. 
596)  of  precisely  similar 
form,  and  having  their 
linear  dimensions  in  the 
ratio  of  2:1,  be  fixed  on 
the  wind-chest;  it  will  be 
found,  on  making  them 
speak,  that  the  note  of 
the  small  one  is  an  octave  higher  than  the  other; — showing  double 
frequency  of  vibration. 

667.  Bemonlli's  Laws. — ^The  law  just  stated  applies  to  the  com- 
parison of  similar  tubes  of  any  shape  whatever.  When  the  length 
of  a  tube  is  a  large  multiple  of  its  diameter,  the  note  emitted  is 
nearly  independent  of  the  diameter,  and  depends  almost  entirely  on 
the  length.  The  relations  between  the  fundamental  note  of  such  a 
tube  and  its  overtones  were  discovered  by  Daniel  Bernoulli,  and  are 
as  follows: — 


Fig.  596. — Law  oi  Linear  Dimensioiu. 
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I.  Overtones  of  Open  Pipes, — Let  the  pipe  B  (Fig.  507),  which  is 
open  at  the  upper  end,  be  fixed  on  the  wind-chest ;  let  the  con'espond- 
ing  key  be  put  down,  and  the  wind  gradually  turned  on, 
by  means  of  the  cock  below  the  mouth-piece.  The  first 
note  heard  will  be  feeble  and  deep;  it  is  the  fundamental 
note  of  the  pipe.  As  the  wind  is  gradually  turned  full  on, 
and  increasing  pressure  afterwards  applied  to  the  bellows, 
a  series  of  notes  will  be  heard,  each  higher  than  its  pre- 
decessor. These  are  the  overtones  of  the  pipe.  They  are 
the  harmonics  of  the  fundamental  note ;  that  is  to  say,  if 
1  denote  the  frequency  of  vibration  for  the  fundamental 
tone,  the  frequencies  of  vibration  for  the  overtones  will  be 
approximately  2,  3,  4,  5  .  .  .  respectively. 

11.  Overtones  of  Stopped  Pipes. — If  the  same  experiment 
be  tried  with  the  pipe  A,  which  is  closed  at  its  upper  end; 
the  overtones  will  form  the  series  of  odd  harmonies  of  the 
fundamental  note,  all  the  even  harmonics  being  absent; 
j^  II  in  other  words,  the  frequencies  of  vibration  of  the  funda- 
I  I  mental  tone  and  overtones  will  be  approximately  repre- 
•y  J*  sen  ted  by  the  series  of  odd  numbers  1,  3,  5,  7  .  .  . 
Fig.  697.  It  will  also  be  found,  that  if  both  pipes  are  of  the  same 
toroT^^iwi  ^®°g^l^»  ^^®  fundamental  note  of  the  stopped  pipe  is  an 
octave  lower  than  that  of  the  open  pipe. 
668.  Mode  of  Production  of  Overtones. — In  the  production  of  the 
overtones,  the  column  of  air  in  a  pipe  divides  itself  into  vibrating 
segments,  separated  by  nodal  cross-sectiona  At  equal  distances  on 
opposite  sides  of  a  node,  the  particles  of  air  have  always  equal  and 
opposite  velocities,  so  that  the  air  at  the  node  is  always  subjected  to 
equal  forces  in  opposite  directions,  and  thus  remains  unmoved  by 
their  action.  The  portion  of  air  constituting  a  vibrating  segment, 
sways  alternately  in  opposite  directions,  and  as  the  movements  in 
two  consecutive  segments  are  oppotiite,  two  consecutive  nodes  are 
always  in  opposite  conditions  as  regards  compression  and  extension. 
The  middle  of  a  vibrating  segment  is  the  place  where  the  ampli- 
tude of  vibration  is  greatest,  and  the  variation  of  density  least. 
It  may  be  called  an  antinode.  The  distance  from  one  node  to  the 
next  is  half  a  wave-length,  and  the  distance  from  a  node  to  an  anti- 
node  is  a  quarter  of  a  wave-length.  Both  ends  of  an  open  pipe,  and 
the  end  next  the  mouth-piece  of  a  stopped  pipe,  are  antinodes,  being 
preserved  from  changes  of  density  by  tneir  free  communication  with 
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tiie  external  air.  At  the  closed  end  of  a  stopped  pipe  there  raust 
always  be  a  node. 

The  swaying  to  and  fro  of  the  internodal  portions  of  air  between 
fixed  nodal  planes,  is  an  example  ot  stationary  undulation;  and  the 
vibration  of  a  musical  string  is  another  example.  A  stationary 
undulation  may  always  be  analyzed  into  two  component  undulations 
equal  and  similar  to  one  another,  and  travelling  in  opposite  direc- 
tions, tinsir  common  wave-length  being  double  of  the  distance  from 
node  to  node.  These  undulations  are  constantly  undergoing  reflec- 
tion from  the  ends  of  the  pipe  or  string,  and,  in  the  case  of  pipes, 
the  reflection  is  opposite  in  kind  according  as  it  takes  place  from  a 
closed  or  an  open  end.  In  the  former  case  a  condensation  propagated 
towards  the  end  is  reflected  as  a  condensation,  the  forward-moving 
particles  being  compelled  to  recoil  by  the  resistance  which  they  there 
encounter;  and  a  rarefaction  is,  in  like  manner,  reflected  as  a  rare- 
faction. On  the  other  hand,  when  a  condensation  arrives  at  an  open 
end,  the  sudden  opportunity  for  expansion  which  is  afiorded  causes 
an  outward  movement  in  excess  of  that  which  would  suffice  for 
equilibrium  of  pressure,  and  a  rarefaction  is  thus  produced  which  is 
propagated  back  through  the  tube.  A  condensation  is  thus  reflected 
as  a  rarefaction ;  and  a  rarefaction  is,  in  like  manner,  reflected  as  a 
condensation. 

The  period  of  vibration  of  the  fundamental  note  of  a  stopped  pipe 
is  the  time  required  for  propagating  a  pulse  through  four  times  the 
length  of  the  pipe.  For  let  a  condensation  be  suddenly  produced  at 
the  lower  end  by  the  action  of  the  vibrating  lip.  It  will  be  pro- 
pagated to  the  closed  end  and  reflected  back,  thus  travelling  over 
twice  the  length  of  the  pipe.  On  arriving  at  the  aperture  where  the 
lip  is  situated,  it  is  reflected  as  a  rarefaction.  This  rarefaction  travels 
to  the  closed  end  and  back,  as  tlie  condensation  did  before  it,  and  is 
then  reflected  from  the  aperture  as  a  condensation.  Things  are  now 
in  their  initial  condition,  and  one  complete  vibration  has  been  per- 
formed. The  period  of  the  movements  of  the  lip  is  determined  by 
the  arrival  of  these  alternate  condensations  and  rarefactions;  and  the 
lip,  in  its  turn,  serves  to  divert  a  portion  of  the  energy  of  the  blast, 
and  employ  it  in  maintaining  the  energy  of  the  vibrating  column. 

The  wave-length  of  the  fundamental  note  of  a  stopped  pipe  is  thus 
four  times  the  length  of  the  pipe. 

In  an  open  pipe,  a  condensation,  starting  from  the  mouth-piece,  is 
reflected  from  the  other  end  as  a  rarefetction.     This  rarefaction,  on 
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reaching  the  mouth-piece,  is  reflected  as  a  condensation;  and  things 
are  thus  in  their  initial  state  after  the  length  of  the  pipe  has  been 
traversed  twica  The  period  of  vibration  of  the  fundamental  note  is 
accordingly  the  time  of  traveUing  over  twice  the  length  of  the  pipe ; 
and  its  wave-length  is  twice  the  length  of  the  pipe.  In  every  case 
of  longitudinal  vibration,  if  the  reflection  is  alike  at  both  ends,  the 
wave-length  of  the  fundamental  tone  is  twice  the  distance  between 
the  ends.  • 

669.  Explanation  of  Bernoulli's  Laws. — In  investigating  the 
theoretical  relations  between  the  fundamental  tone  and  overtones  for 
a  pipe  of  either  kind,  it  is  convenient  to  bear  in  mind  that  the  dis- 
tance from  an  open  end  to  the  nearest  node  is  a  quarter  of  a  wave- 
length of  the  note  emitted. 

In  the  case  of  the  open  pipe  the  first  or  fundamental  tone  requires 
one  node,  which  is  at  the  middle  of  the  length.  The  second  tone 
requires  two  nodes,  with  half  a  wave-length  between  them,  while 
each  of  them  is  a  quarter  of  a  wave-length  from  the  nearest  end  A 
quarter  wave-length  has  thus  only  half  the  length  which  it  had  for 
the  fundamental  tone,  and  the  frequency  of  vibration  is  therefore 
doubled. 

The  third  tone  requires  three  nodes,  and  the  distance  fix>m  either  end 
to  the  nearest  node  is  ^  of  the  length  of  the  pipe,  instead  of  \  the^ 
length  as  in  the  case  of  the  first  tona  The  wave-length  is  thus 
divided  by  3,  and  the  frequency  of  vibration  is  increased  threefold. 
We  can  evidently  account  in  this  way  for  the  production  of  the 
complete  series  of  harmonics  of  the  fundamental  note. 

In  the  case  of  the  stopped  pipe,  the  mouth-piece  is  always  disfant 
a  quarter  wave-length  from  the  nearest  node,  and  this  must  be  dis- 
tant an  even  number  of  quarter  wave-lengths  from  the  stopped  end, 
wliich  is  itself  a  noda 

For  the  fundamental  tone,  a  quarter  wave-length  is  the  whole 
length  of  the  pipe. 

For  the  second  tone,  there  is  one  node  besides  that  at  the  closed 
end,  and  its  distance  from  the  open  end  is  ^  of  the  length  of  the  pipe. 

For  the  third  tone,  there  are  two  nodes  besides  that  at  the  closed 
end.  The  distance  from  the  open  end  to  the  nearest  node  is  there- 
fore \  of  the  length  of  the  pipe. 

The  wave-lengths  of  the  successive  tones,  beginning  with  the 
fundamental,  are  therefore  as  1,  i,  -J,  +  .  .  . ,  and  their  vibration- 
frequencies  are  as  1,  3,  5,  7  ..  • 
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Also,  since  the  wave-length  of  tlie  fundamental  tone  is  four  times 
the  length  of  the  pipe  if  stopped,  and  only  twice  its  length  if 
open,  it  is  obvious  that  the  wave-length  is  halved,  and  the 
frequency  of  vibration  doubled,  by  unstopping  the  pipa 

No  change  of  pitch,  or  only  very  slight  change,  will  be 
produced  by  inserting  a  solid  partition  at  a  node,  or  by  put- 
ting an  antinode  in  free  communication  with  the  external  air. 
These  principles  can  be  illustrated  by  means  of  the  jointed  pipe 
represented  in  Fig.  598. 

670.  Application  to  Bods  and  Strings. — The  same  laws 
which  apply  to  open  orjjan-pipes,  also  apply  to  the  longi- 
tudinal vibrations  of  rods  free  at  both  ends,  and  to  both  the 
longitudinal  and  transverse  vibrations  of  strings.  In  all  these 
cases  the  overtones  form  the  complete  series  of  harmonics  of 
the  first  or  fundamental  tone,  and  the  period  of  vibration 
for  this  first  tone  is  the  time  occupied  by  a  pulse  in  travel- 
ling over  twice  the  length  of  the  given  rod  or  String  In 
the  case  of  longitudinal  vibrations  the  velocity  of  a  pulse  is 
a/]^,  M  denoting  the  value  of  Young's  modulus  for  the 

rod  or  string,  and  D  its  density.      This  is  identical  with 
the  velocity  of  sound   through   the  rod   or  string,  and   is  ^'«*  *^' 
independent  of  its  tension.     In  the  case  of  transverse  pulses    Pipe: 
in  a  string  (regarded  as  perfectly  flexible),  the  formula  for  the 

velocity  of  transmission,  {1)  §  656,  may  be  written  a/ 53,  F  denot- 
ing the  stretching  force  per  unit  of  sectional  area*  The  ratio  of  the 
latter  velocity  to  the  former  is  a/^,  which  is  always  a  small  frac- 

tion,  since  ^  express  the  fi-action  of  itself  by  which  the  string  is 
lengthened  by  the  force  F. 

If  a  rod,  free  at  both  ends,  is  made  to  vibrate  longitudinally,  its 
nodes  and  antinodes  will  be  distributed  exactly  in  the  same  way  as 
those  of  an  open  organ-pipe.  The  experiment  can  be  performed  by 
holding  the  rod  at  a  node,  and  rubbing  it  with  rosined  chamois 
leather. 

671.  Application  to  Measurement  of  Velocity  in  Gases. — Let  v  denote 
the  velocity  of  sound  in  a  particular  gas,  in  feet  per  second,  X  the 
wave-length  of  a  particular  note  in  this  gas  in  feet,  and  n  the  fre- 
quency of  vibration  for  this  note,  that  is  the  number  of  vibrations 
per  second  which  produce  it.     Then  \  is  the  distance  travelled  in  -- 
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of  a  second,  and  the  distance  travelled  in  a  second  is 

V  =  nX, 

For  the  same  note,  n  is  constant  for  all  media  wliatever,  and  v  varies 
directly  as  X.  Tlie  velocities  of  sound  in  two  gases  may  tlius  be 
compared  by  observing  the  lengths  of  vibrating  columns  of  the  two 
gases  which  give  the  same  note ;  or  if  columns  of  equal  length  be 
employed,  the  velocities  will  be  directly  as  the  frequencies  of  ^dbra- 
tion,  which  are  determined  by  observing  the  pitch  of  the  notes 
emitted. 

By  these  methods,  Dulong,  and  more  recently  Wer- 
theim,  have  determined  the  velocity  of  sound  in  several 
different  gasea  The  following  are  Wertheim's  results,  in 
metres  per  second,  the  gases  being  supposed  to  be  at  0**G 


Air, 881 

Oxygen, 817 

Hydrogen,       .     .     .     .1269 
Carbonic  oxide,    .     .     .     837 


Carbonic  acid, 
NitrooB  oxide, 
defiant  gas,     , 


262 
262 
814 


The  same  principle  is 
applicable  to  liquids 
and  solids;  and  it 
was  by  means  of  the 
longitudinal  vibra- 
lo.  tions    of    rods    that 

■  the  velocities  given 
in  §  637  were  ascer- 
67S.  Reed-pipes.— 
Instead  of  the  flute 
mouth -piece  above 
described,  organ-pipes 
are  often  furnished 
with  what  is  called 
a  reed,  A  reed  con- 
tains an  elastic  plate 
i  (Figs.  599,  600)  call- 
rig.  000.— Fwe  rmcl  cd  the  tongue,  which, 

by  its  vibrations,  al- 
ternately opens  and  closes  or  nearly  closes  an  aperture  through  which 
the  wind  passes.     In  Fig.  599,  the  air  from  the  bellows  enters  first 


Fig.  599.-R«ed  Pipe. 
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the  lower  part  t  of  the  pipe,  and  thence  (when  permitted  by  the 
tongue)  passes  through  the  channeP  r  into  the  upper  part  t\  The 
stiff  wire  z,  movable  with  considerable  friction  through  the  hole  6, 
limits  the  vibrating  portion  of  the  tongue,  and  is  employed  for 
tuning.  Reed-pipes  are  often  terminated  above  by  a  trumpet-shaped 
expansion. 

A  striking  reed  (Fig.  599)  is  one  whose  tongue  closes  the  aperture 
by  covering  it.  The  tongue  should  be  so  shaped  as  not  to  strike 
along  its  whole  length  at  once,  but  to  roll  itself  down  over  the  aper- 
ture. In  the  free  reed  (Fig.  600)  the  tongue  can  pass  completely 
through. 

The  striking  reed  is  generally  preferred  in  organs,  its  peculiar 
character  rendering  it  very  effective  by  way  of  contrast  It  is  always 
used  for  the  trumpet  stop.  Reed-pipes  can  be  very  strongly  blown 
without  breaking  into  overtonea 

Elevation  of  temperature  sharpens  pipes  with  flute  mouth-piecas, 
and  flattens  reed-pipes.  The  sharpening  is  due  to  the  increased  velo- 
city of  sound  in  hot  air.  The  flattening  is  due  to  the  diminished 
elasticity  of  the  metal  tongue.  It  is  thus  proved  that  the  pitch  of  a 
reed-pipe  is  not  always  that  due  to  the  free  vibration  of  the  inclosed 
air,  but  may  be  modified  by  the  action  of  the  tongue. 

673.  Wind-instraments. — In  all  wind-instruments,  the  sound  is 
originated  by  one  of  the  two  methods  just  described.  With  the  flute- 
pipe  must  be  classed  the  flute,  the  flageolet,  and  the  Pandean- pipes. 
The  clarionet,  hautboy,  and  bassoon  have  reed  mouth-pieces,  the 
vibrating  tongue  being  a  piece  of  reed  or  cane.  In  the  bugle,  trum- 
pet, and  French-horn,  which  are  mere  tubes  without  keys,  the  lips 
of  the  performer  act  as  the  reed-tongue,  and  the  notes  produced  are 
approximately  the  natural  overtones.  These,  when  of  high  order,  are 
80  near  together,  that  a  gamut  can  be  formed  by  properly  selecting 
from  among  them. 

The  fingering  of  the  flute  and  clarionet,  has  the  effect  sometimes 
of  altering  the  effective  length  of  the  vibrating  column  of  air,  and 
sometimes  of  determining  the  production  of  overtones.  In  the 
trombone  and  comet-Jl-piston,  the  length  of  the  vibrating  column 
of  air  is  altered.  The  harmonium,  accordion,  and  concertina 
are  reed  instruments,  the  reeds  employed  being  always  of  the  free 
kind. 

'  The  piece  r,  which  is  i^proximately  a  half  cylinder,  is  called  the  reed  by  organ- 
builders. 
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674.  Manometric  Flames. — Eoenig,   of  Paris,   constructs  several 

forms  of  apparatus,  in  which  the  varia- 
tions of  pressure  produced  by  vibrations 
of  air  in  a  pipe  are  rendered  evident  to 
the  eye  by  their  effect  upon  flames. 
One  of  these  is  represented  in  Fig.  601. 
Three  small  gas-burners  are  fixed  at 
definite  points  in  the  side  of  a  pipe, 
as  represented  in  the  figure.  When  ikie 
pipe  gives  its  second  tone,  the  central 
flame  is  at  an  antinode  and  remains  un- 
affected, while  the  other  two,  being  at 
nodes,  are  agitated  or  blown  out  When 
it  gives  its  first  tone,  the  central  flame, 
which  is  now  at  a  node,  is  more  power- 
fully affected  than  the  othera  The  gas 
which  supplies  these  burners  is  separated 
from  the  air  in  the  pipe  only  by  a  thia 
membrane.  When  the  pipe  is  made  to 
speak,  the  flame  at  the  node  is  violently 
agitated,  in  consequence  of  the  changes 
of  pressure  on  the  back  of  the  membrane, 
while  thosf^  at  the  ventral  points  are 
scarcely  affected.  The  agitation  of  the 
flame  is  a  true  vibration;  and,  when  ex- 
amined by  the  aid  of  a  revolving  mirror, 
presents  the  appearance  of  tongues  of 
flame  alternating  with  nearly  dark  spacea  If  two  pipes,  one  an 
octave  higher  than  the  other,  are  connected  with  the  same  gas  flame, 
or  with  two  gas  flames  which  can  be  viewed  in  the  same  mirror,  the 
tongues  of  flame  corresponding  to  the  upper  octave  are  seen  to  be 
twice  as  numerous  as  the  others. 


Pig.  001. ^Manometric  Fbunet. 


CHAPTER    LVL 


ANALYSIS  OF  VIBRATIONS.      CONSTITUTION   OF  SOUNDS. 


675.  Optical  Examination  of  Sonorons  Vibrations.  —  Sound  is  a 
special  sensation  belonging  to  the  sense  of  hearing ;  but  the  vibra- 
tions which  are  its  physical  cause  often  manifest  themselves  to 
other  sensea  For  instance,  we  can  often  feel  the  tremors  of  a  sono- 
rous body  by  touching  it ;  we  see  the  movements  of  the  sand  on  a 
vibrating  plate,  the  curve  traced  by  the  style  of  a  vibroscope,  &c. 
The  aid  which  one  sense  can  thus  furnish  in  what  seems  the  peculiar 
province  of  another  is  extremely  interesting.  M.  Lissajous  has 
devised  a  very  beautiful  optical  method  of  examining  sonorous  vibra- 
tions, which  we  will  briefly  describe. 

676.  Lissajous*  Experiment. — Suppose  we  introduce  into  a  daik 
room  (Fig  602)  a  beam  of  solar  rays,  which,  after  passing  through 
a  lens  L,  is  reflected,  first,  from  a  small  mirror  fixed  on  one  of  the 
branches  of  a  tuning-fork  D,  and  then  from  a  second  mirror  M,  which 
throws  it  on  a  screen  E;  we  can  thus,  by  proper  adjustments,  form 
upon  the  screen  a  sharp  and  bright  image  of  the  sun,  which  will 
appear  as  a  small  spot  of  light.  As  long  as  the  apparatus  remains 
at  rest,  we  shall  not  observe  any  movement  of  the  image;  but  if  the 
tuning-fork  vibrates,  the  image  will  move  rapidly  up  and  down 
along  the  line  I,  I',  producing,  in  consequence  of  the  persistence  of 
impressions,  the  appearance  of  a  vertical  line  of  light  If  the  tuning- 
fork  remains  at  rest,  but  the  mirror  M  is  rotated  through  a  small 
angle  about  a  vertical  axis,  the  image  will  move  horizontally.  Con- 
sequently, if  both  these  motions  take  place  simultaneously,  the  spot 
of  light  will  trace  out  on  the  screen  a  sinuous  line,  as  represented  in 
the  figure,  each  S-shaped  portion  corresponding  to  one  vibration  of 
the  tuning-fork. 

Now,  let  the  mirror  M  be  replaced  by  a  small  mirror  attached  to 
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a  second  tuning-fork,  which  vibrates  in  a  horizontal  plane,  as  in 


Fig  608. «  Princijila  of  Liaaajoiu' Elxperimeiit. 

Fig.  603.     If  this  fork  vibrates  alone,  the  image  will  move  to  and 


:-^^; 


Fig.  003. — LimaJouB*  Experlmmt. 

fro  horizontally,  presenting  the  appeartince  of  a  horizontal  line  of 
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light,  which  gradually  shortens  as  the  vibrations  die  away.  If  both 
forks  vibrate  simultaneously,  the  spot  of  light  will  rise  and  fall  ac- 
cording to  the  movements  of  the  first  fork,  and  will  travel  left  and 
right  according  to  the  movements  of  the  second  fork.  The  curve 
actually  described,  as  the  resultant  of  those  two  component  motions, 
is  often  exti*emely  beautiful  Some  varieties  of  it  are  represented  in 
Fig  604. 

Instead  of  throwing  the  curves  on  a  screen,  we  may  see  them  by 
looking  into  the  second  mirror,  either  with  a  telescope,  as  in  Fig.  603, 


Fig.  004.— LiMajoui'  Figure*,  Uuiaon,  Octave,  and  Fifth. 

or  with  the  naked  eye.  In  this  form  of  the  experiment,  a  lamp 
surrounded  by  an  opaque  cylinder,  pierced  with  a  small  hole  just 
opposite  the  flame,  as  represented  in  the  figure,  is  a  very  convenient 
source  of  light. 

The  movement  of  the  image  depends  almost  entirely  on  the  an- 
gular movements  of  the  mirrors,  not  on  their  movements  of  trans- 
lation ;  but  the  distinction  is  of  no  importance,  for,  in  the  case  of 
such  small  movements,  the  linear  and  angular  changes  may  be  re- 
garded as  strictly  proportional 

Either  fork  vibrating  alone,  would  cause  the  image  to  execute  the 
particular  kind  of  movement  which  we  have  described  in  §  53  a, 
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under  the  designatioii  of  simple  vibration  or  simple  harmonic 
motion;  so  that  the  movement  actually  executed  will  be  the  re- 
sultant of  two  simple  harmonic  motions  in  directions  perpendicular 
to  each  other. 

Suppose  the  two  forks  to  be  in  unison.  Then  the  two  simple  har- 
monic motions  will  have  the  same  period,  and  the  path  described 
will  always  be  some  kind  of  ellipse/  the  circle  and  straight  line  being 
included  as  particular  casea  It  will  be  a  straight  line  if  both  forks 
pass  through  their  positions  of  equilibrium  at  the  same  instant  In 
order  that  it  may  be  a  circle,  the  amplitudes  of  the  two  simple  har- 
monic motions  must  be  equal,  and  one  fork  must  be  in  a  position  of 
maximum  displacement  when  the  other  is  in  the  position  of  equi- 
librium. 

If  the  unison  were  rigorous,  the  curve  once  obtained  would  remain 
unchanged,  except  in  so  far  as  its  breadth  and  height  became  reduced 
by  the  dying  away  of  the  vibrationa  But  this  perfect  unison  is 
never  attained  in  practice,  and  the  eye  detects  changes  depending 
on  differences  of  pitch  too  minute  to  be  perceived  by  the  ear.  These 
changes  are  illustrated  by  the  upper  row  of  forms  in  Fig.  604,  com- 
mencing, say,  with  the  sloping  straight  line  at  the  left  hand,  which 
gradually  opens  out  into  an  ellipse,  and  afterwards  contracts  into  a 
straight  line,  sloping  the  opposite  way.  It  then  retraces  its  steps, 
moving  in  opposition  to  the  arrows  in  the  figure,  and  goes  through 
the  same  changes  again. 

If  the  interval  between  the  two  forks  is  an  octave,  we  shall  obtain 
the  curves  represented  in  the  second  row;*  if  the  interval  is  a  fifth, 
we  shall  obtain  the  curves  in  the  lowest  row.  In  each  case  the  order 
of  the  changes  will  be  understood  by  proceeding  from  left  to  right, 

1  Employing  horizontal  and  vertical  oo^rdinatea,  and  denoting  the  amplitudes  by  a  and 

6,  we  have,  in  the  case  of  uniion,  —  =Bin  ^,  |^  s  nn  {$+p),  where  /3  denotes  the  diff^enoe 

a  o 

of  phase,  and  ^  is  an  angle  varying  directly  as  the  time.    Elinunating  0,  we  obtain  the 
equation  to  an  ellipee,  whose  form  and   dimensions  depend  upon  the  given  quanti- 
ties, a,  b,  p. 
'  The  middle  curve  in  this  row  is  a  parabola,  and  oorresponds  to  the  elimination  of  $ 

X  y 

between  the  equations  —  =  oos  2  $y—  =  cos  ^.  The  coefficient  2  indicates  the  double  fre- 
quency of  horizontal  as  compared  with  vertical  vibrations. 

The  general  equations  to  Lissajous'  figures  are  —  =  sin  m  $,j-  =  sin  (n  $+ffj,  where  m 

and  n  are  proportional  to  the  frequencies  of  horizontal  and  vertical  vibrations.  Hie  gradual 
changes  from  one  figure  to  another  depend  on  the  gradual  change  of  /3,  and  all  the  figures 
cui  be  inscribed  in  a  rectangle,  whose  length  and  breadth  are  2a  and  2b, 
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and  then  back  again;  but  the  curves  obt 
inverted. 

677.  Optical  Tuning.— By  the  aid  of  th 
can  be  compared  with  a  standard  fork  w 
than  would  be  attainable  by  ear.  Fig.  6 
arrangement  for  this  purpose     A  lens  / 


Fig.  606.— Optical  Compariaon  of! 

prongs  of  a  standard  fork,  which  vibrates 
above  it  is  fixed  an  eye-piece  g,  the  com 
equivalent  to  a  microscope  The  fork  to 
right  beneath,  and  vibrates  in  a  vertical  i 
being  in  the  focus  of  the  microscope.  A 
by  making  a  little  scratch  on  the  end  of 
is  observed  through  the  microscope,  and  ii 
by  converging  a  beam  of  light  upon  it  t 
the  forks  are  set  vibrating,  the  bright  pi 
ellipse,  who6e  permanence  of  form  is  a  i 
unison.  The  ellipse  will  go  through  a  comp 
time  required  for  one  fork  to  gain  a  comp 
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677  a.  Other  Modes  of  prodncin;  Lissiuoas'  Figures. — ^An  arrange- 
ment devised  in  1844  by  Professor  Blackburn,  of  Glasgow,  then  a 
student  at  Cambridge,  affords  a  very  easy  mode  of  obtaining,  by  a 
slow  motion,  the  same  series  of  curves  which,  in  the  above  arrange- 
ments, are  obtained  by  a  motion  too  quick  for  the  eye  to  follow.  A 
cord  ABC  (Fig.  605a)  is  fastened  at  A  and  C,  leaving  more  or 
less  slack,  according  to  the  curves  which  it  is  desired  to  obtain ; 


Fig.  606  a.— BlMkboru't  Pendulum. 

and  to  any  intermediate  point  B  of  the  cord  another  string  is  tied, 
carrying  at  its  lower  end  a  heavy  body  D  to  serve  as  pendulum- 
bob. 

If,  when  the  system  is  in  equilibrium,  the  bob  is  drawn  aside  in 
the  plane  of  A  B  C  and  let  go,  it  will  execute  vibrations  in  that 
plane,  the  point  B  remaining  stationary,  so  that  the  length  of  the 
pendulum  is  B  D.  If,  on  the  other  hand,  it  be  drawn  aside  in  a 
plane  perpendicular  to  the  plane  ABC,  it  will  vibrate  in  this  per- 
pendicular plane,  carrying  the  whole  of  the  string  with  it  in  its 
motion,  so  that  the  length  of  the  pendulum  is  the  distance  of  the 
bob  from  the  point  E,  in  which  the  straight  line  A  C  is  cut  by  D  B 
produced.  The  frequencies  of  vibration  in  the  two  cases  will  be 
inversely  as  the  square  roots  of  the  pendulum-lengths  B  D,  ED. 

If  the  bob  is  drawn  aside  in  any  other  direction,  it  will  not  vibrate 
in  one  plane,  but  will  perform  movements  compounded  of  the  two 
independent  modes  of  vibration  just  described,  and  will  thus  describe 
curves  identical  with  Lissajous'.  If  the  ratio  of  E  D  to  B  D  is  nearly 
equal  to  unity,  as  in  the  left-hand  figure,  we  shall  have  curves  cor- 
responding to  approximate  unison.  If  it  be  approximately  4,  as  in 
the  right-hand  figure,  we  shall  obtain  the  curves  of  the  octave. 
Traces  of  the  curves  can  be  obtained  by  employing  for  the  bob  a 
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vessel  containing  sand,  which  runs  out  through  a  funnel-shaped 
opening  at  the  bottom.^ 

The  curves  can  also  be  exhibited  by  fixing  a  straight  elastic  rod 
.at  one  end,  and  causing  the  other  end  to  vibrate  transversely.  This 
was  the  earliest  known  method  of  obtaining  them.  If  the  flexural 
rigidity  of  the  rod  is  precisely  the  same  for  all  transverse  directions, 
the  vibi-ations  will  be  executed  in  one  plane ;  but  if  there  be  any 
inequality  in  this  respect,  there  will  be  two  mutually  perpendicular 
directions  possessing  the  same  properties  as  the  two  principal  direc- 
tions of  vibration  in  Blackburn's  pendulum.  A  small  bright  metal 
knob  is  usually  fixed  on  the  vibrating  extremity  to  render  its  path 
visible. 

678.  Character. — Character  or  tvmbre,  which  we  have  already 
defined  in  §  645,  must  of  necessity  depend  on  the  form  of  the  vibra- 
tion of  the  aerial  particles  by  which  sound  is  transmitted,  the  word 
form  being  used  in  the  metaphorical  sense  there  explained,  for  in 
the  literal' sense  the  form  is  always  a  straight  line.  When  the 
changes  of  density  are  represented  by  ordinates  of  a  curve,  as  in 
Fig.  575,  the  form  of  this  curve  is  what  is  meant  by  the  form  of 
vibration. 

The  subject  of  timbre  has  been  very  thoroughly  investigated  in 
recent  years  by  Helmholtz;  and  the  results  at  which  he  has  amved 
are  now  generally  accepted  as  correct 

The  first  essential  of  a  musical  note  is,  that  the  aeritll  movements 
which  constitute  it  shall  be  strictly  periodic;  that  is  to  say,  that 
each  vibration  shall  be  exactly  like  its  successor,  or  at  all  events, 
that,  if  there  be  any  deviation  from  strict  periodicity,  it  shall  be  so 
gradual  as  not  to  produce  sensible  dissimilarity  between  several  con- 
secutive vibrations  of  the  same  particle. 

There  is  scarcely  any  proposition  more  important  in  its  application 
to  modem  physical  investigations  than  the  following  mathematical 
theorem,  which  was  discovered  by  Fourier: — Any  periodic  vibra- 
tion eocecuted  in  one  line  can  he  definitely  resolved  into  svmple 
vibrations,  of  which  one  has  the  same  frequency  as  the  given  vibra- 
tion, and  the  others  have  frequencies  2,  3,  4,  5  .  .  .  times  as  great, 
no  fractional  multiples  being  admissible  The  theorem  may  be 
briefly  expressed  by  saying  that  every  periodic  vibration  consists  of 
a  fundamental  simple  vibration  and  its  harmonics, 

^  Mr.  Hubert  Airy  has  obtained  very  beautiful  traces  by  attaching  a  glass  pen  to  the 
bob.     See  Nature,  Aug.  17  and  Sept.  7,  1871. 
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We  cannot  but  associate  this  mathematical  law  with  the  experi- 
mental fieu^t,  that  a  trained  ear  can  detect  the  presence  of  harmonics 
in  all  bat  the  very  simplest  musical  notes.  The  analysis  which 
Fourier's  theorem  indicates,  appears  to  be  actually  performed  by  the 
auditory  apparatus. 

The  conatilviion  of  a  periodic  vibration  may  be  said  to  be  known 
if  we  know  the  ratios  of  the  amplitudes  of  the  simple  vibrations 
which  compose  it;  and  in  like  manner  the  constitution  of  a  sound 
may  be  said  to  be  known  if  we  know  the  relative  intensities  of  the 
different  elementary  tones  which  compose  it 

Helmholtz  has  shown  that  the  character  of  a  musical  note  depends 
upon  its  constitution  as  thus  defined;  and  that^  while  change  <^ 
intensity  in  any  of  the  components  produces  a  modification  of  char- 
acter, change  of  phase  has  no  influence  upon  it  whatever.  Change 
of  phase  does  however  affect  the  form  of  the  resultant  vibration. 
Thus  certain  changes  of  form  are  admissible  without  change  of 
character. 

The  harmonics  which  are  present  in  a  note,  usually  find  their 
origin  in  the  vibrations  of  the  musical  instrument  itself  In  the 
case  of  stringed  instruments,  for  example,  along  with  the  vibration 
of  the  string  as  a  whole,  a  number  of  s^mental  vibrations  are  sim- 
ultaneously going  on.  Fig.  588  represents  curves  obtained  by  the 
composition  of  the  fundamental  mode  of  vibration  with  another  an 
octave  higher.  The  broken  lines  indicate  the  forms  which  the  string 
would  assume  if  yielding  only  its  fundamental  note.^  The  continu- 
ous lines  in  the  first  and  third  figures  are  forms  which  a  string  may 
assume  in  its  two  positions  of  greatest  displacement,  when  yielding 
the  octave  along  with  the  fundamental,  the  time  required  for  the 
string  to  pass  from  one  of  these  positions  to  the  other  being  the  same 
as  the  time  in  which  each  of  its  two  segments  moves  across  and  back 
again.  The  second  and  fourth  figures  must  in  like  manner  be  taken 
together,  as  representing  a  pair  of  extreme  position&  The  number 
of  harmonics  thus  yielded  by  a  pianoforte  wire  is  usually  some  four 
or  five;  and  a  still  larger  number  are  yielded  by  the  strings  of  a 
violin. 

The  notes  emitted  from  wide  organ-pipes  with  flute  mouth-pieces 
are  very  deflcient  in  harmonica   This  defect  is  remedied  by  combining 

*  The  form  of  a  string  vibrating  so  as  to  give  only  one  tone  (whether  fundamental  or 
harmonic)  ii  a  cnrve  of  sines,  all  its  ordinates  increasing  or  diminishing  in  the  same  pto- 
portion,  as  the  string  moves. 


ORGAN-PIPES. 


855 


with  each  of  the  larger  pipes  a  series  of  smaller  pipes,^  each  yielding 
one  of  its  harmonica     An  ordinary  listener  hears  only  one  note,  of 


Fig.  588. -String  giving  fint  Two  Toiuml 

the  same  pitch  as  the  fundamental,  but  much  richer  in  character 
than  that  which  the  fundamental  pipe  yields  alone.  A  trained  ear 
can  recognize  the  individual  harmonics  in  this  case  as  in  any  other. 

It  is  important  to  remark,  that  though  the  presence  of  harmonic 
subdivisions  in  a  vibrating  body  necessarily  produces  harmonics  in 
the  sound  emitted,  the  converse  cannot  be  asserted.  Simple  vibra- 
tions, executed  by  a  vibrating  body,  produce  vibrations  of  the  savie 
frequency  as  their  own,  in  any  medium  to  which  they  are  transmit- 
ted, but  not  necessarily  simple  vibrations.  If  they  produce  com- 
pound vibrations,  these,  as  we  have  seen  (§  678),  must  consist  of  a 
fundamental  simple  vibration  and  its  harmonica 

^  The  stops  called  open  dtapaton  and  stop  diapoMon  (coosistiiig  respectively  of  open  and 
stopped  pipes),  give  the  fundamental  tone,  almost  free  fromhannonics.  The  stop  absurdly 
called  principcU  gives  the  second  tone,  that  b  the  octave  above  the  fundamental  The 
stops  OBkUed  twlfth  and  ffUtnth  give  the  third  and  fourth  tones,  which  are  a  twelfth 
(octave  +  fifth),  and  a  fifteenth  (double  octave)  above  the  fundamental.  The  fifth  and 
sixth  tones  are  included  in  the  stop  called  mixture. 

As  many  of  our  readers  will  be  unacquainted  with  the  structure  of  organs,  it  may  be 
desirable  to  state  that  an  organ  contains  a  number  of  complete  instruments,  each  consisting 
of  several  octaves  of  pipes.  Each  of  these  complete  instruments  is  called  a  ttop,  and  is 
brought  into  use  at  the  pleasure  of  the  organist  by  pulling  out  a  slide,  by  means  of  a  knob- 
handle,  on  which  the  name  of  the  stop  is  marked.  To  throw  it  out  of  use,  he  pushes  in 
the  slide.     A  large  number  of  stops  are  often  in  use  at  once. 
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679.  Helmholtz's  Resonators. — Helmholtz  derived  material  aid  in 
his  researches  from  an  instrument  devised  by  himself,  and  called  a 
resonator  or  resonance  globe  (Fig.  606).  It  is  a  hollow  globe  of  thin 
brass,  with  an  opening  at  each  end,  the  larger  one  serving  for  the 
admission  of  sound,  while  the  smaller  one  is  introduced  into  the  ear. 
The  inclosed  mass  of  air  has,  like  the  column  of  air  in  an  organ-pipe, 
a  particular  fundamental  note  of  its  own,  depending  upon  its  size; 
and  whenever  a  note  of  this  particular  pitch  is  sounded  in  its  neigh- 
bourhood, the  inclosed  air  takes  it  up  and  intensifies  it  by  resonance. 


Fig.  606.— R«ioiiktor. 

In  order  to  test  the  presence  or  absence  of  a  particular  harmonic  in 
a  given  musical  tone,  a  resonator,  in  unison  with  this  harmonic,  is 
applied  to  tb^  ear,  and  if  the  resonator  speaks  it  is  known  that  the 
harmonic  is  present.  These  instruments  are  commonly  constructed! 
so  as  to  form  a  series,  whose  notes  correspond  to  the  bass  C  of  a 
man's  voice,  and  its  successive  harmonics  as  far  as  the  10th  or  12th. 

Koenig  has  applied  the  principle  of  manometric  flames  to  enable  a 
large  number  of  persons  to  witness  the  analysis  of  sounds  by  resona- 
tors. A  series  of  6  resonators,  whose  notes  have  frequencies  propor- 
tional to  1,  2,  3,  4j,  5,  6,  are  fixed  on  a  stand  (Fig.  607),  and  their 
smaller  ends,  instead  of  being  applied  to  the  ear,  are  connected  each 
with  a  separate  manometric  capsule,  which  acts  on  a  gas  jet  When 
the  mirrors  are  turned,  it  is  easy  to  see  which  of  the  flames  vibrate 
while  a  sonorous  body  is  passed  in  front  of  the  resonatora 

A  simple  tone,  unaccompanied  by  harmonics,  is  dull  and  unin- 
teresting, and,  if  of  low  pitch,  is  very  destitute  of  penetrating 
quality. 

Sounds  composed  of  the  first  six  elementary  tones  in  fair  propor- 
tion, are  rich  and  sweet 
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The  higher  harmonics,  if  sufficiently  subdued,  may  also  be  present 
without  sensible  detriment  to  sweetness,  and  are  useful  as  contribut- 
ing to  expression.     When  too  loud,  they  render  a  sound  harsh  and 


Fig.  607.— AoalysU  by  Manometrio  Flame*. 

grating;  an  effect  which  is  easily  explained  by  the  discordant  com- 
binations which  they  form  one  with  another;  the  8th  and  9th  tones, 
for  example,  are  at  the  same  interval  as  the  notes  Do  and  Re, 

680.  Vowel  Sounds. — The  hmnan  voice  is  extremely  rich  in  har- 
monics, as  may  be  proved  by  applying  the  series  of  resonators  to  the 
ear  while  the  fundamental  note  is  sung.  The  origin  of  the  tones  of 
the  voice  is  in  the  vocal  chords,  which,  when  in  use,  form  a  dia- 
phragm with  a  slit  along  its  middle.  The  edges  of  this  slit  vibrate 
when  air  is  forced  through,  and,  by  alternately  opening  and  closing 
the  passage,  perform  the  part  of  a  reed.  The  cavity  of  the  mouth 
serves  as  a  resonance  chamber,  and  reinforces  particular  notes  de- 
pending on  the  position  of  the  organs  of  speech.     It  is  by  this  reson- 
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anoe  that  the  vaiious  vowel  sounds  are  produced.  The  deepest  pitch 
belongs  to  the  vowel  sound  which  is  expressed  in  English  by  oo  (as 
in  moon),  and  the  highest  to  66  (as  in  screech). 

Willis  in  1828*  succeeded  in  producing  the  principal  vowel  sounds 
by  a  single  reed  fitted  to  various  lengths  of  tube.  Wheatston^  a 
few  years  later,  made  some  advances  in  theory,*  and  constructed  a 
machine  by  which  nearly  all  articulate  sounds  could  be  imitated. 

The  best  determinations  of  the  particular  notes  which  are  rein- 
forced in  the  case  of  the  several  vowel  sounds,  have  been  made  by 
Helmholtz,  who  employed  several  methods,  but  chiefly  the  two  fol- 
lowing:— 

1.  Holding  resonators  to  the  ear,  while  a  particular  vowel  sound 
was  loudly  sung. 

2.  Holding  vibrating  tuning-forks  in  fi*ont  of  the  mputh  when  in 
the  proper  position  for  pronouncing  a  given  vowel;  and  observing 
which  of  them  had  their  sounds  reinforced  by  resonance.' 

Helmholtz  has  verified  bis  determinations  syntheticaUy.  He  em- 
ploys a  set  of  tuning-forks  which  are  kept  in  vibration  by  the  alter- 
nate making  and  unmaking  of  electro-magnets,  the  circuit  being 
made  and  broken  by  the  vibrations  of  one  large  fork  of  64  vibrations 
per  second.  The  notes  of  the  other  forks  are  the  successive  har- 
monics of  this  fundamental  note.  Each  fork  is  accompanied  by  a 
resonance-tube,  which,  when  open,  renders  the  note  of  the  fork 
audible  at  a  distance ;  and  by  means  of  a  set  of  keys,  like  those  of  a 
piano,  any  of  these  tubes  can  be  opened  at  pleasure.  The  different 
vowel-sounds  can  thus  be  produced  by  employing  the  proper  com- 
binations 

The  same  apparatus  served  for  establishing  the  principle  (§  678), 
that  the  character  of  a  musical  sound  depends  only  on  constittUion, 
irrespective  of  change  of  phasa 

^  Cambridge  Trcmioetions,  voL  ilL 

'  Londcm  and  WestminMier  Iltview,  October,  1887. 

*  According  to  Koenig  {Comptet  Rendut,  1870}  the  notee  of  strongest  resonance  for  the 
vowels  u,  0,  a,  €,  t,  as  pronounced  in  North  Germany,  are  the  five  sncceanve  octaves  of 
B  flat,  commencing  with  that  which  corresponds  to  the  space  above  the  top  line  of  the 
base  (def.  Willis,  Helmholtz,  and  Koenig  all  agree  as  regards  the  note  of  the  vowel  o, 
which  is  very  nearly  that  of  a  common  A  tuning-fork.  Tliey  are  also  agreed  respecting 
the  note  of  a  (as  in  /atAer),  which  is  an  octave  higher.  * 


CHAPTER   LVI\ 


CONSONANCE,   DISSONANCE,   AND  RESULTANT  TONES. 


680a.  Concord  and  Discord. — Every  one  not  utterly  destitute  of 
musical  ear  is  familiar  with  the  fact  that  certain  notes,  when  sounded 
together,  produce  a  pleasing  effect  by  their  combination,  while 
certain  others  produce  an  unpleasing  effect.  The  combination  of 
two  or  more  notes,  when  agreeable,  is  called  concord  or  consonance; 
when  disagreeable,  discord  or  dissonance.  The  distinction  is  found 
to  depend  almost  entirely  on  difference  of  pitch,  that  is,  on  relative 
frequency  of  vibration ;  so  that  the  epithets  consonant  and  dissonant 
can  with  propriety  be  applied  to  intervals. 

The  following  intervals  are  consonant:  unison  (1:1),  octave  (1  :  12), 
octave + fifth  (1  :  3),  double  octave  (1  :  4),  fifth  (2  :  3),  fourth  (3  : 4). 

The  major  third  (4  :  5)  and  major  sixth  (3  :  5),  together  with  the 
minor  third  (5  :  6)  and  minor  sixth  (6  :  8),  are  less  perfect  in  their 
consonance. 

The  second  and  the  seventh,  whether  major  or  minor,  are  dis- 
sonant intervals,  whatever  system  of  temperament  be  employed, 
as  are  also  an  indefinite  number  of  other  intervals  not  recognized  in 
musia 

Besides  the  difference  as  regards  pleasing  or  unpleasing  effect,  it 
is  to  be  remarked  that  consonant  intervals  can  be  identified  by  ear 
with  much  greater  accuracy  than  those  which  are  dissonant  Musi- 
cal instruments  are  generally  tuned  by  octaves  and  fifths,  because 
very  slight  errors  of  excess  or  defect  in  these  intervals  are  easily 
detected  by  the  ear.  To  tune  a  piano  by  the  mere  comparison 
of  successive  notes  would  be  beyond  the  power  of  the  most  skil- 
ftil  musician.  A  sharply  marked  interval  is  always  a  consonant 
interval 
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680  b.  Jarring  Effect  of  Dissonanoe. — According  to  the  theory  pi-o- 
pouuded  by  Helmholtz,  the  unpleasant  effect  of  a  dissonant  interval 
consists  essentially  in  the  production  of  beata  These  have  a  jarring 
effect  upon  the  auditory  apparatus,  which  becomes  increasingly  dis- 
agreeable as  the  beats  increase  in  firequency  up  to  about  33  per 
second,  and  becomes  gradually  less  disagreeable  as  the  frequency  is 
still  further  increased.  The  sensation  produced  by  beats  is  compar- 
able to  that  which  the  eye  experiences  from  the  bobbing  of  a  gas 
flame  in  a  room  lighted  by  it ;  and  the  frequency  which  entails  the 
maximum  of  annoyance  is  in  this  case  much  smeller,  on  account  of 
the  greater  persistence  of  visible  impressiona  The  annoyance  must 
evidently  cease  when  the  succession  becomes  so  rapid  as  to  produce 
the  effect  of  a  continuous  impression. 

We  have  already  (§  644?  a)  described  a  mode  of  producing  beats  with 
any  degree  of  frequency  at  pleasure ;  and  this  experiment  is  one  of 
the  main  foundations  on  which  Helmholtz  bases  his  view. 

680c.  Beats  of  Harmonics. — The  beats  in  the  experiment  above 
aUuded  to,  are  produced  by  the  imperfect  unison  of  two  notes,  and 
indicate  the  number  of  vibrations  gained  by  one  note  upon  the  other. 
Their  existence  is  easily  and  completely  explained  by  the  considera- 
tions adduced  in  §  644  a.  But  it  is  well  known  to  musicians,  and 
easily  established  by  experiment,  that  beats  are  also  produced  be- 
tween notes  whose  interval  is  approximately  an  octave,  a  fifth,  or 
some  other  consonance;  and  that,  in  these  cases  also,  the  beats  become 
more  rapid  as  the  interval  becomes  more  faulty. 

These  beats  are  ascribed  by  Helmholtz  to  the  common  harmonic 
of  the  two  fundamental  notes.  For  example,  in  the  case  of  the  fifth 
(2 :  3),  the  tliird  tone  of  the  lower  note  would  be  identical  with  the 
second  tone  of  the  upper,  if  the  interval  were  exact ;  and  the  beats 
which  occur  are  due  to  the  imperfect  unison  consequent  on  the  deviar 
tion  from  exact  truth.  All  beats  are  thus  explained  as  due  to  im- 
perfect unison. 

This  explanation  is  not  merely  conjectural,  but  is  established  by 
the  following  proofs: — 

1.  When  an  arrangement  is  employed  by  which  the  fifth  is  made 
false  by  a  known  amount,  the  number  of  beats  is  found  to  agree 
with  the  above  explanation.  Thus,  if  the  interval  is  made  to  cor- 
respond  to  the  ratio  200  :  301,  it  is  observed  that  there  are  2  beats 
to  every  200  vibrations  of  the  lower  note.     Now  the  harmonics  which 
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are  in  approximate  unison  are  represented  by  600  and  602,  and  the 
diflTerence  of  these  is  2. 

2.  When  the  resonator  corresponding  to  this  common  harmonic  is 
held  to  the  ear,  it  responds  to  the  beats,  showing  that  this  harmonic 
is  undergoing  variations  of  strength ;  but  when  a  resonator  corre- 
sponding to  either  of  the  fundamental  notes  is  employed,  it  does  not 
respond  to  the  beats,  but  indicates  steady  continuance  of  its  appro- 
priate note. 

3.  By  a  careful  exercise  of  attention,  a  person  with  a  good  ear  can 
hear,  without  any  artificial  aids,  that  it  is  the  common  harmonic 
which  undergoes  variations  of  intensity,  and  that  the  fundamental 
notes  continue  steady. 

680i>.  Beating  Notes  must  be  Near  Together.— In  order  that  two 
simple  tones  may  yield  audible  beats,  it  is  necessary  that  the  musical 
interval  between  them  should  be  small ;  in  other  words,  that  the  ratio 
of  their  frequencies  of  vibration  should  be  nearly  equal  to  unity.  Two 
simple  notes  of  300  and  320  vibrations  per  second  will  yield  20 
beats  in  a  second,  and  will  be  eminently  discordant,  the  interval 
between  them  being  only  a  semitone  (15  :  16),  but  simple  notes  of 
40  and  60  vibrations  per  second  will  not  give  beats,  the  interval 
between  them  being  a  fifth  (2  :  3).  The  wider  the  interval  between 
two  simple  notes,  the  feebler  wiU  be  their  beats;  and  accordingly, 
for  a  given  frequency  of  beats,  the  harshness  of  the  effect  increases 
with  the  nearness  of  the  notes  to  each  other  on  the  musical  scale.^ 
By  taking  joint  account  of  the  number  of  beats  and  the  nearness  of 
the  beating  tones,  Helmholtz  has  endeavoured  to  express  numeri- 
cally the  severity  of  the  discords  resulting  from  the  combination  of 
the  note  C  of  256  vibrations  per  second  with  any  possible  note  lying 
within  an  octave  on  the  upper  side  of  it,  a  particular  constitution 
(approximately  that  of  the  violin)  being  assumed  for  both  notea 
He  finds  a  complete  absence  of  discord  for  the  intervals  of  uni- 
son, the  octave,  and  the  fifth,  and  very  small  amounts  of  discord 
for  the  fourth,  the  sixth,  and  the  third.  By  far  the  worst  discords 
are  found  for  the  intervals  of  the  semitone  and  major  seventh, 

*  The  explanation  adopted  by  Helmholtz  b,  that  a  certain  part  of  the  ear— the  mem- 
hrana  bcuUaris—u  oompoeed  of  tightly  stretched  elastic  fibres,  each  of  which  is  attuned  to 
a  particular  simple  tone,  and  is  thrown  into  vibration  when  this  tone,  or  one  nearly  in 
unison  with  it,  \b  sounded.  Two  tones  in  approximate  unison,  when  sounded  together, 
affect  several  fibres  in  common,  and  cause  them  to  beat  Tones  not  in  approximate  unison 
affect  entirely  distinct  sets  of  fibres,  and  thus  cannot  produce  interference. 
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and  the  next  worst  are  for  intervals  a  little  greater  or  less  than  the 
fifth. 

680b.  Imperfect  Concord. — When  there  is  a  complete  absence  of 
discord  between  two  notes,  they  are  said  to  form  a  perfect  concord. 
The  intervals  unison,  fifth,  octave,  octave  +  fifth,  and  the  interval 
from  any  note  to  any  of  its  harmonics,  are  of  this  clasa  The  third, 
fourth,  and  sixth  are  instances  of  imperfect  concord.  Suppose,  for  ex- 
ample, that  the  two  notes  sounded  together  are  C  of  256  and  £  of  320 
vibrations  per  second,  the  interval  between  these  notes  being  a  true 
major  third  (4:5);  and  suppose  each  of  these  notes  to  consist  of 
the  first  six  simple  tones. 

The  first  six  multiples  of  4  are 

4,  8,  12,  16,  20,  24 
The  first  six  multiples  of  5  are 

5,  10,  15,  20,  25,  30. 

In  searching  for  elements  of  discord,  we  select  (one  fronj  each  line) 
two  multiples  differing  by  unity. 

Those  which  satisfy  this  condition  are 

4  and  5 ;  16  and  15;  24  and  25. 

But  the  first  pair  (4  and  5)  may  be  neglected,  because  their  ratio 
differs  too  much  from  unity.  Discordance  will  result  from  each  of 
the  two  remaining  pairs ;  that  is  to  say,  the  4th  element  of  the  lower 
of  our  two  given  notes  is  in  discordance  with  the  3d  element  of  the 
upper:  and  the  6th  element  of  the  lower  is  in  discordance  with  the 
5th  element  of  the  higher.  To  fiod  the  frequencies  of  the  beats,  we 
must  multiply  all  these  numbers  by  64,  since  256  is  4  times  64,  and 
320  is  5  times  64.  Instead  of  a  difference  of  1,  we  shall  then  find  a 
difference  of  64,  that  is  to  say,  the  number  of  beats  per  second  is  64 
in  the  case  of  each  of  the  two  discordant  combinations  which  we 
have  been  considering. 

680  F.  Resultant  Tones. — Under  certain  conditions  it  is  found  that 
two  notes,  when  sounded  together,  produce  by  their  combination 
other  notes,  which  are  not  found  as  constituents  of  either.  They  are 
called  resvMant  tones,  and  are  of  two  kinds,  difference4ones  and 
summcUion-tones,  A  difference-tone  has  a  frequency  of  vibration 
which  is  the  difference  of  the  frequencies  of  its  components.  A  sum- 
mation-tone has  a  frequency  of  vibration  which  is  the  sum  of  the 
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frequencies  of  its  components.  As  the  components  may  either  be 
fundamental  tones  or  overtones,  two  notes  which  are  rich  in  har- 
monics may  yield,  by  their  combination,  a  large  number  of  resultant 
tones. 

The  diflTerence-tones  were  observed  in  the  last  century  by  Sorge 
and  Tartini,  and  were,  until  recently,  attributed  to  beats.  The  fre- 
quency of  beats  is  always  the  difference  of  the  frequencies  of  vibra- 
tion of  the  two  elementary  tones  which  produce  them;  and  it  was 
supposed  that  a  rapid  succession  of  beats  produced  a  note  of  pitch 
corresponding  to  this  frequency. 

This  explanation,  if  admitted,  would  furnish  an  exception  to  what 
otherwise  appears  to  be  the  universal  law,  that  every  elementary 
tone  arises  from  a  corresponding  simple  vibration,^  Such  an  excep- 
tion should  not  be  admitted  without  necessity;  and  in  the  present 
instance  it  is  not  only  unnecessary,  but  also  insufficient,  inasmuch  as 
it  fails  to  render  any  account  of  the  summation-tones. 

Helmholtz  has  shown,  by  a  mathematical  investigation,  that 
when  two  systems  of  simple  waves  agitate  the  same  mass  of  air, 
their  mutual  influence  must,  according  to  the  recognized  laws  of 
dynamics,  give  rise  to  two  derived  systems,  having  frequencies  which 
are  respectively  the  sum  and  the  difference  of  the  frequencies  of  the 
two  primary  systems.  Both  classes  of  resultant  tones  are  thus  com- 
pletely accounted  for. 

The  resultant  tones — especially  the  summation-tones,  which  are 
fainter  than  the  others — are  only  audible  when  the  primary  tones 
are  loud ;  for  their  existence  depends  upon  small  quantities  of  the 
second  order,  the  amplitudes  of  the  primaries  being  regarded  (in 
comparison  with  the  wave-lengths)  as  small  quantities  of  the  first 
order. 

If  any  further  proof  be  required  that  the  difference  tones  are  not 
due  to  the  coalescence  of  beats,  it  is  furnished  by  the  fact  that,  in 
certain  circumstances,  the  beats  and  the  difference-tones  can  both  be 
heard  together. 

680  o.  Beats  due  to  Resultant  Tones. — The  existence  of  resultant 
tones  serves  to  explain,  in  certain  cases,  the  production  of  beats 
between  notes  which  are  wanting  in  harmonics.  For  example,  if 
two  simple  sounds,  of  100  and  201  vibrations  per  second  respectively, 
are  sounded  together,  one  beat  per  second  will  be  produced  between 

*  The  discovery  of  this  law  ia  due  to  Ohm. 
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the  difference-tone  of  101  vibrations  and  the  primary  tone  of  100 
vibrations.  By  the  beats  to  which  they  thus  give  rise,  resultant 
tones  exercise  an  influence  on  consonance  and  dissonance. 

Resultant  tones,  when  sufficiently  loud,  are  themselves  capable  of 
performing  the  part  of  primaries,  and  yielding  what  are  called  reavlt' 
ant  tones  of  the  sec&nd  order,  by  their  combination  with  other  pri- 
marie&  Several  higher  orders  of  resultant  tones  can,  under  pecu- 
liarly favourable  circumstances,  be  sometimes  detected 


Addendum.— EDISON'S  PHONOGRAPH. 

Mr.  Edison  of  New  York  has  been  successful  in  constructing  an 
instrument  which  can  reproduce  articulate  sounds  spoken  into  it 
The  voice  of  the  speaker  is  directed  into  a  funnel,  which  converges 
the  sonorous  waves  upon  a  membrane  carrying  a  style.  The  vibra- 
tions of  the  membrane  are  impressed  by  means  of  this  style  upon 
a  sheet  of  tin-foil,  which  is  fixed  on  the  outside  of  a  cylinder  to  which 
a  spiral  motion  is  given  as  in  the  vibroscope,  fig.  585  (p.  824).  After 
this  has  been  done,  the  cylinder  with  the  tin-foil  on  it  is  shifted  back 
to  its  original  position,  the  style  is  brought  into  contact  with  the  tin- 
toil  as  at  first,  and  the  cylinder  is  then  turned  as  before.  The  indented 
record  is  thus  passed  beneath  the  stylo,  and  forces  it  and  the  attached 
membrane  to  execute  movements  resembling  their  original  move- 
ments. The  membrane  accordingly  emits  sounds  which  are  imitations 
of  those  previously  spoken  to  it.  Tunes  sung  into  the  funnel  are 
thus  reproduced  with  great  fidelit}^  and  sentences  clearly  spoken 
into  it  are  reproduced  with  sufficient  distinctness  to  be  understood 
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CHAPTER  LVIL 

PROPAGATION   OF  LIGHT. 

681.  Light. — Light  is  the  immediate  external  cause  of  our  visual 
impressions.  Objects,  except  such  as  are  styled  self-lumirums, 
become  invisible  when  brought  into  a  dark  room.  The  presence  of 
something  additional  is  necessary  to  render  them  visible,  and  that 
mysterious  agent,  whatever  its  real  nature  may  be,  we  call  light 

Light,  like  sound,  is  believed  to  consist  in  vibration ;  but  it  does 
not,  like  sound,  require  the  presence  of  air  or  other  gross  matter  to 
enable  its  vibrations  to  be  propagated  from  the  source  to  the  per- 
cipient When  we  exhaust  a  receiver,  objects  in  its  interior  do  not 
become  less  visible ;  and  the  light  of  the  heavenly  bodies  is  not  pre- 
vented from  reaching  us  by  the  highly  vacuous  spaces  which  lie 
between. 

It  seems  necessary  to  assume  the  existence  of  a  medium  far  more 
subtle  than  ordinary  matter;  a  medium  which  pervades  alike  the 
most  vacuous  spaces  and  the  interior  of  all  bodies,  whether  solid, 
liquid,  or  gaseous;  and  which  is  so  highly  elastic,  in  proportion  to  its 
density,  that  it  is  capable  of  transmitting  vibrations  with  a  velocity 
enormously  transcending  that  of  sound. 

This  hypothetical  medium  is  called  cether.  From  the  extreme 
facility  with  which  bodies  move  about  in  it,  we  might  be  disposed 
to  call  it  a  subtle  fluid;  but  the  undulationi^  which  it  serves  to 
propagate  are  not  such  as  can  be  propagated  by  fluids.  Its  elastic 
properties  are  rather  those  of  a  solid ;  and  its  waves  are  analogous 
to  the  pulses  which  travel  along  the  wires  of  a  piano  rather  than  to 
the  waves  of  extension  and  compression  by  which  sound  is  propa- 
gated through  air.  Luminous  vibrationa  are  transverse,  while  those 
of  sound  are  longitudinal 

A  self-luminous  body,  such  as  a  red-hot  poker  or  the  flame  of  a 
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candle,  is  in  a  peculiar  state  of  vibration.  This  vibration  is  com- 
municated tu  the  surrounding  aether,  and  is  thus  propagated  to  the 
eye,  enabling  us  to  see  the  body.  In  the  majority  of  cases,  however, 
we  see  bodies  not  by  their  own  but  by  reflected  light ;  and  we  are 
enabled  to  recognize  the  various  kinds  of  bodies  by  the  different 
modifications  which  light  undergoes  in  reflection  &om  their  surfaces. 

As  all  bodies  can  become  sonorous,  so  also  all  bodies  can  become 
self-luminous.  To  render  them  so,  it  is  only  necessarj'  to  raise  them 
to  a  sufficiently  high  temperature,  whether  by  the  communication 
of  heat  from  a  furnace,  or  by  the  passage  of  an  electric  current,  or 
by  causing  them  to  enter  into  chemical  combination.  It  is  to  chemi- 
cal combination,  in  the  active  form  of  combustion,  that  we  are  in- 
debted for  all  the  sources  of  light  in  ordinary  use. 

The  vibrations  of  the  aether  are  capable  of  producing  other  effects 
besides  illumination.  They  constitute  what  is  called  radiant  heat, 
and  they  are  also  capable  of  producing  chemical  effects,  as  in  photo- 
graphy. Vibrations  of  high  frequency,  or  short  period,  are  the  most 
active  chemically.  Those  of  low  frequency  or  long  period  have 
usually  the  most  powerful  heating  effects ;  while  those  which  affect 
the  eye  with  the  sense  of  light  are  of  moderate  frequency. 

682.  Rectilinear  Propagation  of  Light. — All  the  remarks  which 
have  been  made  respecting  the  relations  between  period,  frequency, 
and  wave-length,  in  the  case  of  sound,  are  equally  applicable  to.  light, 
inasmuch  as  all  kinds  of  luminous  waves  (like  all  kinds  of  sonorous 
waves)  have  the  same  velocity  in  the  same  medium ;  but  this  velo- 
city is  many  hundreds  of  thousands  of  times  greater  for  light  than 
for  sound,  and  the  wave-lengths  of  light  are  at  the  same  time  very 
much  shorter  than  those  of  sound.  Frequency,  being  the  quotient  of 
velocity  by  wave-length,  is  accordingly  about  a  million  of  millions 
of  times  greater  for  light  than  for  sound  The  colour  of  lowest  pitch 
is  deep  red,  its  frequency  being  about  400  million  million  vibrations 
per  second,  and  its  wave-length  in  air  760  million ths  of  a  millimetre. 
The  colour  of  highest  pitch  is  deep  violet;  its  frequency  is  about  7G0 
million  million  vibrations  per  second,  and  its  wave-length  in  air  400 
milliontbs  of  a  millimetre.  It  thus  appears  that  the  range  of  seeing  is 
much  smaller  than  that  of  hearing,  being  only  about  one  octave. 

The  excessive  shortness  of  luminous  as  compared  with  sonorous 
waves  is  closely  connected  with  the  strength  of  the  shadows  cast  by 
a  lightj  as  compared  with  the  very  moderate  loss  of  intensity  pro- 
duced by  interposing  an  obstacle  in  the  case  of  sound.     Sound  may, 
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Fig.  008.— Bfictilmear  Propagatioa 


for  ordinary  purposes,  be  said  to  be  capable  of  turning  a  corner,  and 
light  to  be  only  capable  of  travelling  in  straight  lines.  The  latter 
fact  may  be  established  by  such  an  arrangement  as  is  represented  in 
Fig.  60S.  Two  screens, 
each  pierced  with  a 
hole,  are  arranged  so 
that  these  holes  are  in 
a  line  with  the  flame 
of  a  candle.  An  eye 
placed  in  this  line,  be- 
hind the  screens,  is  then 
able  to  see  the  flame; 
but  a  slight  lateral  dis- 
placement, either  of  the 
eye,  the  candle,  or  either 
of  the  screens,  puts 
the  flame  out  of  sight. 
It  is  to  be  noted  that, 

in  this  experiment,  the  same  medium  (air)  extends  from  the  eye 
to  the  candle.  We  shall  hereafter  find  that,  when  light  has  to 
pass  from  one  medium  to  another,  it  is  often  bent  out  of  a  straight 
line. 

We  have  said  that  the  strength  of  light-shadows  as  compared  with 
sound-shadows  is  connected  with  the  shortness  of  luminous  wave& 
Theory  shows  that,  if  light  is  transmitted  through  a  hole  or  slit, 
whose  diameter  is  a  very  large  multiple  of  the  length  of  a  light- 
wave, a  strong  shadow  should  be  cast  in  all  oblique  directions;  but 
that,  if  the  hole  or  slit  is  so  narrow  that  its  diameter  is  comparable 
to  the  length  of  a  wave,  a  large  area  not  in  the  direct  path  of  the 
beam  will  be  illuminated.  The  experiment  is  easily  perfonned  in  a 
dark  room,  by  admitting  sunlight  through  an  exceedingly  fine  slit, 
and  receiving  it  on  a  screen  of  white  paper.  The  illuminated  area 
will  be  marked  with  coloured  bands,  called  diffraction-fringes;  and 
if  the  slit  is  made  narrower,  these  bands  become  wider. 

On  the  other  hand,  Colladon,  in  his  experiments  on  the  transmis- 
sion of  sound  through  the  water  of  the  Lake  of  Geneva,  established 
the  presence  of  a  very  sharply  defined  sound-shadow  in  the  water, 
behind  the  end  of  a  projecting  wall. 

For  the  present  we  shall  ignore  diflfraction,^  and  confine  our  atten- 

^  See  Chap.  Iziv. 
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tion  to  the  numerous  phenomena  which  result  from  the  rectilinear 
propagation  of  light. 

683.  Images  produoed  by  Small  Apertures. — If  a  white  screen  is 
placed  opposite  a  hole  in  the  shutter  of  a  room  otherwise  quite  dark, 


Fig.  909.— Image  formed  bj  Small  Aperture. 

an  inverted  picture  of  the  external  landscape  will  be  formed  upon  it, 
in  the  natural  colours.  The  outlines  will  be  sharper  in  proportion 
as  the  hole  is  smaller,  and  distant  objects  will 
be  more  distinctly  represented  than  those  which 
are  very  near. 

These  results  are  easily  explained.  Consider, 
in  fact,  an  external  object  A  B  (Fig.  610),  and 
let  O  be  the  hole  in  the  shutter.  The  point  A 
sends  rays  in  all  directions  into  space,  and  among 
them  a  small  pencil,  which,  after  passing  through 
the  opening  O,  falls  upon  the  screen  at  A^  A' 
receives  light  from  no  other  point  but  A,  and 
A  sends  light  to  no  part  of  the  screen  except  A'. 
The  colour  and  brightness  of  the  spot  A'  will  accordingly  depend 
upon  the  colour  and  brightness  of  A ;  in  other  words.  A'  will  be  the 


Fig.  610.— Ezplanatioii. 
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image  of  A.  In  like  manner  B'  -will  be  tl 
the  object  between  A  and  B  will  have  tbei 
An  inverted  image  A'  B'  will  thus  be  fori 

As  the  image  thus  formed  of  an  exteri 
a  spot,  whose  size  increases  with  that  c 
always  be  a  little  blurring  of  the  outlit 
the  spots  which  represent  neighbouring  p 
paratively  slight  if  the  opening  is  very  si 

An  experiment,  substantially  the  same 
formed  by  piercing  a  card  with  a  large  pin- 


Fig.  611.~lmage  formed  by  Hol< 

a  candle  and  a  screen,  as  in  Fig.  611. 
candle  will  thus  be  formed  upon  the  scree 
When  the  sun  shines  through  a  small 
blinds  down,  the  cone  of  rays  thus  admit 
lighting  up  of  the  particles  of  dust  whi 
image  of  the  sun  which  is  formed  at  ii 
either  circular  or  elliptical,  according  to  t 
which  it  is  received.  Fine  images  of  tl 
formed  by  the  chinks  of  a  venetian-blin 
is  low,  and  there  is  a  white  wall  opposite 
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these  circumstances  it  is  sometimes  possible  to  detect  the  presence  of 
spots  on  the  sun  by  examining  the  image. 

When  the  sun's  rays  shine  through  the  foliage  of  a  tree,  the  spots 
of  light  which  they  form  upon  the  ground  are  always  round  or  oval, 
whatever  may  be  the  shape  of  the  interstices  through  which  they 
have  passed,  provided  always  that  these  interstices  ate  small  When 
the  sun  is  undergoing  eclipse,  the  progress  of  the  eclipse  can  be  traced 


Fig.  012.— Conioal  Sunbeam. 

by  watching  the  shape  of  these  images,  which  resembles  that  of  the 
uneclipsed  portion  of  the  sun's  disc. 

684.  Theory  of  Shadows. — The  rectilinear  propagation  of  light  is 
the  foundation  of  the  geometry  of  shadows.  Let  the  source  of  light 
be  a  luminous  point,  and  let  an  opaque  body  be  placed  so  as  to  inter- 
cept a  portion  of  its  rays.  If  we  construct  a  conical  surface  touching 
the  body  all  round,  and  having  its  vertex  at  the  luminous  point,  it 
is  evident  that  all  the  space  within  this  suiface  on  the  further  side  of 
the  opaque  body  is  completely  screened  from  the  rays.  The  cone 
thus  constructed  is  called  the  shadow-cone,  and  its  intersection  with 
any  surface  behind  the  opaque  body  defines  the  shadow  cast  upon 
that  surfaca  In  the  case  which  we  have  been  supposing — that  of  a 
luminous  point — the  shadow-cone  and  the  shadow  it^^lf  will  be 
sharply  defined 
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Fig.  013.— Inuges  of  Sun  fonned  by  Foliage. 


Fig.  «14.~S1um1ow. 
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Actual  sources  of  light,  however,  are  not  mere  luminous  points, 
but  have  finite  dimensions.  Hence  some  complication  arisea  Con- 
sider, in  fact  (Fig.  615),  a  luminous  body  situated  between  two  opaque 
bodies,  one  of  them  larger,  and  the  other  smaller  than  itsel£  Con- 
ceive a  cone  touching  the  luminous  body  and  either  of  the  opaque 
bodies  externally.  This  will  be  the  cone  of  total  shadow,  or  the 
cone  of  the  umbrae  All  points  lying  within  it  are  completely  ex- 
cluded from  view  of  the  luminous  body.  This  cone  narrows  or  en- 
larges as  it  recedes,  according  as  the  opaque  body  is  smaller  or  larger 
than  the  luminous  body.  In  the  former  case  it  terminates  at  a 
finite  distance.     In  the  latter  case  it  extends  to  infinite  distanca 

Now  conceive  a  double  cone  touching  the  luminous  body  and 
either  of  the  opaque  bodies  internally.  This  cone  will  be  wider 
than  the  cone  of  total  shadow,  and  will  include  it     It  is  called  the 


Pig.  615.— Umbra  and  Peuambra. 

cone  of  partial  ehadoWy  or  the  cone  of  the  penurnhiu.  All  points 
lying  within  it  are  excluded  from  the  view  of  some  portion  of  the 
luminous  body,  and  are  thus  partially  shaded  by  the  opaque  body. 
If  they  are  near  its  outer  boundary,  they  are  very  slightly  shaded. 
If  they  are  so  far  within  it  as  to  be  near  the  total  shadow,  they  aie 
almost  completely  shaded.  Accordingly,  if  the  shadow  of  the  opaque 
body  is  received  upon  a  screen,  it  will  not  have  sharply  defined 
edges,  but  will  show  a  gradual  ti*ansition  frt)m  the  total  shadow 
which  covers  a  finite  central  area  to  a  complete  absence  of  shadow  at 
the  outer  boundary  of  the  penumbra.  Thus  neither  the  edges  of 
the  umbra  nor  those  of  the  penumbra  are  sharply  defined. 
The  umbra  and  penumbiti  show  themselves  on  the  surfetce  of  the 
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opaque  body  itself,  the  line  of  contact  of  the  umbral  cone  being 
further  back  &om  the  source  of  light  than  the  line  of  contact  of  the 
penumbral  cona  The  zone  between  these  two  lines  is  in  partial 
shadow,  and  separates  the  portion  of  the  surface  which  is  in  total 
shadow  from  the  part  which  is  not  shaded  at  alL 

686.  Velocity  of  Light. — Luminous  undulations,  unlike  those  of 
sound,  advance  with  a  velocity  which  may  fairly  be  styled  incon- 
ceivable, being  about  298  million  metres  per  second,  or  185,000 
miles  per  second  As  the  circumference  of  the  earth  is  only  40  mil- 
lion metres,  light  would  travel  seven  and  a  half  times  round  the 
earth  in  a  second. 

Hopeless  as  it  might  appear  to  attempt  the  measurement  of  such 
an  enormous  velocity  by  mere  terrestrial  experiments,  the  feat  has 
actually  been  performed,  and  that  by  two  distinct  methods.  In 
Fizeau's  experiments  the  distance  between  the  two  experimental 
stations  was  about  5^  milea  In  Foucault's  experiments  the  whole 
apparatus  was  contained  in  one  room,  and  the  movement  of  light 
within  this  room  served  to  determine  the  velocity. 

We  will  first  describe  Fizeau's  experiment 

686.  Fizeau's  Experiment. — Imagine  a  source  of  light  placed  di- 
rectly in  front  of  a  plane  mirror,  at  a  great  distance.  The  mirror 
will  send  back  a  reflected  beam  along  the  line  of  the  incident  beam, 
and  an  observer  stationed  behind  the  source  will  see  its  image  in  the 
mirror  as  a  luminous  point. 

Now  imagine  a  toothed- wheel,  with  its  plane  perpendicular  to  the 
path  of  the  beam,  revolving  uniformly  in  front  of  the  source,  in  such 
a  position  that  its  teeth  pass  directly  between  the  source  of  light  and 
the  mirror.  The  incident  beam  will  be  stopped  by  the  teeth,  as  thej' 
successively  come  up,  but  will  pass  through  the  spaces  between  them. 
Now  the  velocity  of  the  wheel  may  be  such  that  the  light  which  has 
thus  passed  through  a  space  shall  be  reflected  back  from  the  mirror 
just  in  time  to  meet  a  tooth  and  be  stopped.  In  this  case  it  will 
not  reach  the  observer  s  eye,  and  the  image  may  thus  become  per- 
manently invisible  to  him.  From  the  velocity  of  the  wheel,  and  the 
number  of  its  teeth,  it  will  be  possible  to  compute  the  time  occupied 
by  the  light  in  travelling  from  the  wheel  to  the  mirror,  and  back 
again.  If  the  velocity  of  the  wheel  is  such  that  the  light  is  some- 
times intercepted  on  its  return,  and  sometimes  allowed  to  pass,  the 
image  will  appear  steadily  visible,  in  consequence  of  the  persistence 
of  impressions  on  the  retina,  but  with  a  loss  of  brightness  propor- 
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tioned  to  the  time  that  the  light  is  intercepted.  The  wheel  employed 
by  Fizeau  had  720  teeth,  the  distance  between  the  two  stations  was 
8663  metres,  and  12-6  revolutions  per  second  produced  disappearance 
of  the  image.  The  width  of  the  teeth  being  equal  to  the  width  of 
the  spaces,  the  time  required  to  turn  through  the  width  of  a  tooth 
was  i  X  rhr  X  riv  ^^  *  second,  that  is  tbttt  <>f  *  second. 

In  this  time  the  light  travelled  a  distance  of  2x8663=17326 
metrea  The  distance  traversed  by  light  in  a  second  would  therefore 
be  17,32(1  X  18,144  =  314,262,944  metrea  this  determination  of  M. 
Fizeau*s  is  believed  to  be  somewhat  in  excess  of  the  tinith. 

A  double  velocity  of  the  wheel  would  allow  the  reflected  beam  to 
pass  through  the  space  succeeding  that  through  which  the  incident 
beam  had  passed ;  a  triple  velocity  would  again  produce  total  eclipse, 
and  so  on.  Several  independent  determinations  of  the  velocity  of 
light  may  thus  be  obtained. 


Pig.  616.— FizMu't  Experiment. 

Thus  far,  we  have  merely  indicated  the  principle  of  calculation. 
It  will  easily  be  understood  tliat  special  means  were  necessary  to 
prevent  scattering  of  the  light,  and  render  the  image  visible  at  so 
great  a  distance.  Fig.  616  will  serve  to  give  an  idea  of  the  apparatus 
actually  employed. 

A  beam  of  light  from  a  lamp,  after  passing  through  a  lens,  falls  on 
a  plate  of  unsiivered  glass  M,  placed  at  an  angle  of  45*,  by  which  it 
is  reflected  along  the  tube  of  a  telescope;  the  object-glass  of  the 
telescope  is  so  adjusted  as  to  render  the  rays  parallel  on  emergence, 
and  in  this  condition  they  traverse  the  interval  between  the  two 
stations.     At  the  second  station  they  are  collected  by  a  lens,  which 
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briDgs  them  to  a  focus  on  the  surface  of  a  plane  mirror,  and 
this  mirror  sends  them  back  along  the  same  course  by  which  they 
came.  A  portion  of  the  light  thus  sent  back  to  the  glass  plate  M 
passes  through  it,  and  is  viewed  by  the  observer  through  an  eye- 


piece. 

The  wheel  R  is  driven  by  clock-work. 


Figs.  617,618, 619  respect- 


Fig.  617.— Wheel  at  Rwk. 


Fig.  618.— Total  Eulipw.         Fig.  619.— Partial  EolipM 


ively  represent  the  appearance  of  the  luminous  point  as  seen  between 
the  teeth  of  the  wheel  when  not  revolving,  the  total  eclipse  produced 
by  an  appropriate  speed  of  rotation,  and  the  partial  eclipse  produced 
by  a  different  speed. 

More  recently  IL  Cornu  has  carried  out  an  extensive  series  of 
experiments  on  the  same  plan,  with  more  powerful  appliances,  the 
distance  between  the  two  stations  being  23  kilometres,  and  the 
extinctions  being  carried  to  the  2 1st  order.  The  result  is  that  the 
velocity  of  light  (in  millions  of  metres  per  second)  is  300-33  in  air, 
or  3004  in  vacuo.  This  is  now  accepted  as  the  standard  deter- 
mination. 

687.  Poucault's  Experiment. — Foucault  employed  the  principle  of 
the  rotating  mirror,  first  adopted  by  Wheatstone  in  his  experiments 
on  the  duration  of  the  electric  spark  and  the  velocity  of  electricity 
(§  437,  466).  The  following  was  the  construction  of  his  original 
apparatus : — 

A  beam  of  light  enters  a  room  by  a  square  hole,  which  has  a  fine 
platinum  wire  stretched  across  it,  to  serve  as  a  mark;  it  is  then 
concentrated  by  an  achromatic  lens,  and,  before  coming  to  a  focus, 
falls  upon  a  plane  mirror,  revolving  about  an  axis  in  its  own  plane. 
In  one  part  of  the  revolution  the  refieeted  beam  is  directed  upon  a 
concave  mirror,  whose  centre  of  curvature  is  in  the  axis  of  rotation, 
so  that  the  beam  is  refieeted  back  to  the  revolving  mirror,  and 
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thence  back  to  the  hole  at  which  it  first  entered..  Before  reaching 
the  hole,  it  has  to  traverse  a  sheet  of  glass,  placed  at  an  angle  of  45*", 
which  reflects  a  portion  of  it  towarck  the  observer's  eye;  and  the 
image  which  it  forms  (an  image  of  the  platinum  wire)  is  viewed 
through  a  powerful  eye-piece.  The  image  is  only  formed  during  a 
small  part  of  each  revolution ;  but  when  30  turns  are  made  per  second, 
the  appearance  presented,  in  consequence  of  the  persistence  of  im- 
pressions, is  that  of  a  permanent  image  occupying  a  fixed  position. 
When  the  speed  is  considerably  greater,  the  mirror  turns  through 
a  sensible  angle  while  the  light  is  travelling  from  it  to  the  concave 
mirror  and  back  again,  and  a  sensible  displacement  of  the  image  is 
accordingly  observed.  The  actual  speed  of  rotation  was  from  700  to 
800  revolutions  per  second.^ 


Pig.  019  a.— Foucaolt'ft  Experiment. 

On  interposing  a  tube  filled  with  water  between  the  two  mirrors, 
it  was  found  that  the  displacement  was  increased,  showing  that  a 
longer  time  was  occupied  in  traversing  the  water  than  in  traversing 
the  same  length  of  air. 

This  result,  as  we  shall  have  occasion  to  point  out  later,  is  very 
important  as  confirming  the  undulatory  theory  and  disproving  the 
emission  theory  of  light. 

In  Fig.  619  a,  a  is  the  position  of  the  platinum  wire,  L  is  the 
achromatic  lens,  m  the  revolving  mirror,  c  the  axis  of  revolution,  M 

'  It  WM  found  that,  at  this  high  speed,  the  amalgam  at  the  back  of  ordinary  looking- 
glasses  was  driven  off  by  centrifugal  force.  The  mirror  actually  employed  was  silvered  in 
front  with  real  silver. 
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the  concave  mirror,  a!  tlie  image  of  the  platinum  wire,  displaced 
from  a  in  virtue  of  the  rotation  of  the  mirror;  a,  a  images  of  a,  a', 
formed  by  the  glass  plate  gr,  and  viewed  through  the  eye-piece  O. 

M'  is  a  second  concave  mirror,  at  the  same  distance  as  M  from  the 
revolving  mirror;  T  is  a  tube  filled  with  water,  and  having  plane 
glass  ends,  and  L'  a  lens  necessary  for  completing  the  focal  adjust- 
ment; a"  and  a"  are  the  images  formed  by  the  light  which  has  tra- 
versed the  water.^ 

Foucault's  experiment,  as  thus  described,  was  performed  in  1850, 
very  shortly  after  that  of  Fizeau.  Some  important  improvements 
were  afterwards  introduced  \\\  the  method,  especially  as  regards  the 
measurement  of  the  speed  of  rotation  of  the  mirror,  which  is  evi- 
dently a  principal  element  in  the  calculation.  In  the  later  arrange- 
ments the  mirror  was  driven  by  means  of  a  bellows,  furnished  with 
a  special  arrangement  for  keeping  up  a  constant  pressure  of  air,  and 
driving  a  kind  of  siren,  on  which  the  mirror  was  mounted.  Instead 
of  making  a  separate  determination  of  the  speed  of  rotation  in  each 
experiment,  means  were  employed  for  keeping  it  always  at  one 
constant  value,  namely,  400  revolutions  per  second.  This  was  less 
than  the  speed  attained  in  the  earlier  experiments;  but,  on  the  other 
hand,  the  length  of  the  path  traversed  by  the  light  between  its  two 
reflections  from  the  revolving  mirror  was  increased,  by  means  of 
successive  reflections,  so  as  to  be  about  20  metres,  instead  of  4  as  in 
the  original  experiments. 

^  The  distances  are  such  that  La  and  Lc+cM  are  conjugate  focal  distances  with 
respect  to  the  lens  L.  An  image  of  the  wire  a  is  thus  formed  at  M,  and  an  image  of  this 
image  is  formed  at  a,  the  mirror  being  supposed  stationary ;  and  this  relation  holds  not 
only  for  the  central  point  of  the  concave  mirror,  but  for  any  part  of  it  on  which  the 
light  may  happen  to  fall  at  the  instant  considered. 

Iiet  /  denote  the  distance  c  M  between  the  revolving  and  the  fixed  mirror,  V  the  distance 
<;  L  of  the  revolving  mirror  from  the  centre  of  the  lens,  r  the  distance  a  L  of  the  platinum 
wire  from  the  centre  of  the  lens,  n  the  number  of  revolutions  per  second,  V  the  space  tra- 
versed by  light  in  a  second,  t  the  time  occupied  by  light  in  travelling  from  one  mirror  to 
the  other  and  back,  d  the  angle  turned  by  the  mirror  in  this  time,  and  8  the  angle  sub- 
tended at  the  centre  of  the  lens  by  the  distance  a  a'  between  the  wire  and  its  displaced  image. 

Then  obviously  <=^  but  also  t  =  -J—  -  hence  V=-t^, 

Now  the  distance  between  the  two  images  (corresponding  to  a,  a'  respectively)  at  the 

back  of  the  revolving  mirror  is  (24  T)  d,  and  is  also  2^7  (§  705  a).     Hence  $~^    oy    * 

SmP 
and  V=/;  .  y/v^'     The  observed  distance  a  a!  between  the  two  images  is  equal  to  the  dm- 

tanoe  between  a,  a\  that  is  to  r  8.    Calling  this  distance  cf,  we  have  finally, 
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The  constant  rate  of  revolution  is  maintained  by  comparison  with 
a  clock.  A  wheel  with  400  teeth,  driven  by  the  clock,  makes  exactly 
one  revolution  per  second.  A  tooth  and  a  space  alternately  cover 
the  part  of  the  field  where  the  image  of  the  wire-grating  (which  has 
been  substituted  for  the  single  wire)  is  formed.  The  same  instan- 
taneous flashes  of  light  from  the  revolving  mirror  which  form  the 
image,  also  illuminate  the  rim  of  the  wheel  If  the  wheel  advances 
exactly  one  tooth  and  space  between  consecutive  flashes,  its  illumi- 
nated positions  are  undistinguishable  one  from  another,  and  the 
wheel  accordingly  appears  stationary.  When  this  is  the  case,  it  is 
known  that  the  mirror  is  making  exactly  400  turns  per  second.  A 
slight  departure  from  this  rate  either  way,  makes  the  wheel  appear 
to  be  slowly  revolving  either  forwards  or  backwards,  and  the  bellows 
must  be  regulated  until  the  stationary  appearance  is  presented. 

By  means  of  this  admirable  combination,  Foucault  has  made  what 
must  be  regarded  as  the  best  determination  yet  obtained  of  the  velo- 
city of  light  The  value  thus  found,  namely,  298  million  metres  per 
second,  is  smaller  than  that  which,  until  a  few  years  ago,  was  gene- 
rally received ;  but  recent  astronomical  discussions  have  shown  that 
the  sun*s  distance  is  somewhat  less  than  was  previously  supposed ; 
and  when  this  correction  is  made,  the  astronomical  determinations 
of  the  velocity  of  light  agree  well  with  that  of  Foucault. 

688.  Velocity  of  Light  deduced  from  Observations  of  the  Eclipses  of 
Jupiter's  Satellites. — The  fttct  that  light  occupies  a  sensible  time  in 
travelling  over  celestial  distances,  was  first  established  about  1675, 
by  Roemer,  a  Danish  astronomer,  who  also  made  the  first  computa- 
tion of  its  velocity.  He  was  led  to  this  discovery  by  comparing  the 
observed  times  of  the  eclipses  of  Jupiter's  first  satellite,  as  contained 
in  records  extending  over  many  successive  years. 

The  four  satellites  of  Jupiter  revolve  nearly  in  the  plane  of  the 
planet's  orbit,  and  undergo  very  frequent  eclipse  by  entering  the 
cone  of  total  shadow  cast  by  Jupiter.  The  satellites  and  their 
eclipses  are  easily  seen,  even  with  telescopes  of  very  moderate  power ; 
and  being  visible  at  the  same  absolute  time  at  all  parts  of  the  earth's 
surface  at  which  they  are  visible  at  all,  they  serve  as  signals  for 
comparing  local  time  at  different  places,  and  thus  for  determining 
longitudea  The  first  satellite  (that  is,  the  one  nearest  to  Jupiter), 
from  its  more  rafnd  motion  and  shorter  time  of  revolution,  affords 
both  the  best  and  the  most  frequent  signals  The  interval  of  time 
between  two  successive  eclipses  of  this  satellite  is  about  42^  hours, 
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Fig.  620.— Earth  and  Jupiter. 


but  was  found  by  Boemer  to  vary  by  a  regular  law  according  to  the 
position  of  the  earth  with  respect  to  Jupiter.  It  is  longest  when 
the  earth  is  increasing  its  distance  from  Jupiter  most  rapidly,  and  is 
shortest  when  the  earth  is  diminishing  its  distance  most^  rapidly. 
Starting  from  the  time  when  the  earth  is  nearest  to  Jupiter,  as  at 
T,  J  (Fig.  620),  the  intervals  between  successive  eclipses  are  always 
longer  than  the  mean  value,  until  the 
greatest  distance  has  been  attained, 
as  at  T,  J\  and  the  sum  of  the  excesses 
amounts  to  16  min.  26  6  sec.  From 
this  time  until  the  neai^st  distance  is 
again  attained,  as  at  T",  J",  the  inter- 
vals are  always  shorter  than  the 
mean,  and  the  sum  of  the  defects 
amounts  to  16  min.  26'6  sec.  It  is 
evident,  then,  that  the  eclipses  are 
visible  16  m.  26*6  s.  earlier  at  the 
nearest  than  at  the  remotest  point  of 
the  earth's  orbit ;  in  other  words,  that 
this  is  the  time  required  for  the  propagation  of  light  across  the 
diameter  of  the  orbit.  Taking  this  diameter  as  183  millions  of 
miles,^  we  have  a  resulting  velocity  of  about  185,500  miles  per 
second. 

688  a.  Velocity  of  Light  deduced  from  Aberration. — About  fifty 
years  after  Roemer's  discovery,  Bradley,  the  English  astronomer, 
employed  the  velocity  of  light  to  explain  the  astronomical  pheno- 
menon called  aberration.  This  consists  in  a  regular  periodic  displace- 
ment of  the  stars  as  seen  from  the  earth,  the  period  of  the  displace- 
ment being  a  year.  If  the  direction  in  which  the  earth  is  moving 
in  its  orbit  at  any  instant  be  regarded  as  the^  forward  direction, 
every  star  constantly  appears  on  the  forward  side  of  its  true  place, 
so  that,  as  the  earth  moves  once  round  its  orbit  in  a  year,  each  star 
describes  in  this  time  a  small  apparent  orbit  about  its  true  placa 

The  phenomenon  is  explained  in  the  same  way  as  the  familiar 
fact,  that  a  shower  of  rain  falling  vertically,  seems,  to  a  person  ruh- 
ning  forwards,  to  be  coming  in  his  face.  The  relative  motion  of  the 
rain-drops  with  respect  to  his  body,  is  found  by  compounding  the 
actual  velocity  of  the  drops  (whether  vertical  or  oblique)   with  a 

^  The  Bun's  mean  diBtance  from  the  earth  was,  until  recently,  estimated  at  95  millions 
of  miles.     It  is  now  estimated  at  92  or  91^  millions. 
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velocity  equal  and  opposite  to  that  with  which  he  runs.  Thus  if 
AB  (Fig.  620  a)  represents  the  velocity  with  which  he  runs,  and 
C  A  the  true  velocity  of  the  drops,  the  apparent  velo- 
city of  the  drops  will  be  represented  by  D  A.  If  a  tube 
pointed  along  AD  moves  forward  parallel  to  itself 
with  the  velocity  A  B,  a  drop  entering  at  its  upper  end 
will  pass  through  its  whole  length  without  wetting 
its  sides ;  for  while  the  drop  is  falling  along  D  B  (we 
suppose  with  uniform  velocity)  the  tube  moves  along 
A  B,  so  that  the  lower  end  of  the  tube  reaches  B  at  the 
same  time  as  the  rain-drop. 

In  like  manner,  if  A  B  is  the  velocity  of  the  earth, 
and  CA  the  velocity  of  light,  a  telescope  must  be 
pointed  along  A  D  to  see  a  star  which  really  lies  in 
the  direction  of  A  C  or  B  D  produced.  When  the 
angle  B  A  C  is  a  right  angle  (in  other  words,  when  the  star  lies 
in  a  direction  perpendicular  to  that  in  which  the  earth  is  moving), 
the  angle  CAD,  which  is  called  the  aberration  of  the  star,  is  20"*5, 
and  the  tangent  of  this  angle  is  the  ratio  of  the  velocity  of  the  earth 
to  the  velocity  of  light  Hence  it  is  found  by  computation  that  the 
velocity  of  light  is  about  ten  thousand  times  greater  than  that  with 
which  the  earth  moves  in  its  orbit  The  latter  is  easily  computed, 
if  the  sun's  distance  is  known,  and  is  about  18|  miles  per  second. 
Hence  the  velocity  of  light  is  about  185,000  miles  per  second.  It 
will  be  noted  that  both  these  astronomical  methods  of  computing  the 
velocity  of  light,  depend  upon  the  knowledge  of  the  sun's  distance 
from  the  earth,  and  that,  if  this  distance  is  overestimated,  the  com- 
puted velocity  of  light  will  be  too  great  in  the  same  ratio. 

Conversely,  the  velocity  of  light,  as  determined  by  Foucault's 
method,  can  be  employed,  in  connection  either  with  aberration  or 
the  eclipses  of  the  satellites,  for  computing  the  sun's  distance;  and 
the  first  correct  determination  of  the  sun's  distance  was,  in  fadi,  that 
deduced  by  Foucault  from  his  own  results. 

689.  Photometry. — Photometry  is  the  measurement  of  the  relative 
amounts  of  light  emitted  by  different  sources.  The  methods  em- 
ployed for  this  purpose  all  consist  in  determinations  of  the  relative 
distances  at  which  two  sources  produce  equal  intensities  of  illumina- 
tion. The  eye  would  be  quite  incompetent  to  measure  the  ratio  of 
two  unequal  illuminations;  but  a  pretty  accurate  judgment  can  be 
formed  as  to  equality  or  inequality  of  illumination,  at  least  when  the 
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surfaces  compared  are  similar,  and  the  lights  by  which  they  are  illu- 
minated are  of  the  same  colour.  The  law  of  inverse  squares  is  always 
made  the  basis  of  the  resulting  calculations;  and  this  law  may  itself 
be  verified  by  showing  that  the  illumination  produced  by  one  candle 
at  a  given  distance  is  equal  to  that  produced  by  four  candles  at  a 
distance  twice  as  great 

690.  Bouguer's  Photometer. — Bouguer's  photometer  consists  of  a 
semi-transparent  screen,  of  white  tissue  paper,  ground  glass,  or  thin 
white  porcelain,  divided  into  two  parts  by  an  opaque  partition  at 
light  angles  to  it.     The  two  lamps  which  are  to  be  compared  are 


Fig.  621.~Bouguer'«  PhotooMter. 

placed  one  on  each  side  of  this  partition,  so  that  each  of  them  illu- 
minates one-half  of  the  transparent  screen.  The  distances  of  the 
two  lamps  are  adjusted  until  the  two  portions  of  the  screen,  as  seen 
from  the  back,  appear  equally  bright.  The  distances  are  then  mea- 
sured, and  their  squares  are  assumed  to  be  directly  proportional  to 
the  illuminating  powers  of  the  lamps. 

691.  Bumford's  Photometer. — Rumfords  photometer  is  based  on 
the  comparison  of  shadows.  A  cylindric  rod  is  so  placed  that  each  of 
the  two  lamps  casts  a  shadow  of  it  on  a  screen ;  and  the  distances 
are  adjusted  until  the  two  shadows  are  equally  dark.  As  the  shadow 
thrown  by  one  lamp  is  illuminated  by  the  other  lamp,  the  compari- 
son of  shadows  b  really  a  comparison  of  illuminationa 

692.  Foucault's  Photometer. — The  two  photometers  just  described 
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are  alike  in  principle.  In  each  of  them  the  two  surfaces  compared 
are  illuminated  each  by  one  only  of  the  sources  of  light  In  Rum- 
ford's  the  remainder  of  the  screen  is  illuminated  by  both.  In 
Bouguer's  it  consists  merely  of  an  intervening  strip  which  is  illumi- 
nated by  neither.  If  the  partition  is  movable,  the  effect  of  moving 
it  further  from  the  screen  will  be  to  make  this  dark  strip  narrower 
until  it  disappears  altogether;  and  if  it  be  advanced  still  further,  the 
two  illuminated  portions  will  overlap.  In  Foucault's  photometer 
there  is  an  adjusting  screw,  for  the  purpose  of  advancing  the  parti- 
tion so  far  that  the  dark  strip  shall  just  vanish.  The  two  illuminated 
portions,  being  then  exactly  contiguous,  can  be  more  easily  and 
certainly  compared. 


Fig.  022.— Romford'iPhotomatar. 

69S.  Bunsen's  Photometer. —  Bunsen's  photometer  consists  of  a 
screen  of  white  paper  with  a  grease-spot  in  its  centre.  The  lights  to 
be  compared  are  placed  on  opposite  sides  of  this  screen,  and  their 
distances  are  so  adjusted  that  the  grease-spot  appears  neither  brighter 
nor  darker  than  the  rest  of  the  paper,  from  whichever  side  it  is 
viewed.  When  the  distances  have  not  been  correctly  adjusted,  the 
grease-spot  will  appear  darker  than  the  rest  of  the  paper  when 
viewed  from  the  side  on  which  the  illumination  is  most  intense,  and 
lighter  than  the  rest  of  the  paper  when  viewed  from  the  other  side. 
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694.  Reflection.— If  a  beam  of  the  sun's  rays  A  B  (Fig.  623)  be 
admitted  through  a  small  hole  in  the  shutter  of  a  dark  room,  and 
allowed  to  fall  on  a  polished  plane  surSeu^e,  it  will  be  seen  to  continue 
its  course  in  a  different  direction  B  C.     This  is  an  example  of  reflec- 


Fig.  623.— Reflection  of  Light. 

tion.  A  B  is  called  the  incident  beam,  and  B  C  the  reflected  beam. 
The  angle  A  B  D  contained  between  an  incident  ray  and  the  normal 
is  called  the  angle  of  incidence;  and  the  angle  CBD  contained 
between  the  corresponding  reflected  ray  and  the  normal  is  called 
the  angle  of  reflection.  The  plane  A  B  D  containing  the  incident 
ray  and  the  normal  is  called  the  plane  of  incidence. 

695.  Laws  of  Reflection. — The  reflection  of  light  from  polished 
surfaces  takes  place  according  to  the  following  laws: — 

1.  The  reflected  ray  lies  in  the  plane  of  incidence. 
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2.  The  angle  of  1*63601100  is  equal  to  the  angle  of  incideace. 
These  laws  may  be  verified  by  means  of  the  apparatus  represented 
in  Fig.  624  A  verticcd  divided  circle  has  a  smaU  polished  plate 
fixed  at  its  centre,  at  right  angles  to  its  plane, 
and  two  tubes  travelling  on  its  circumference 
with  their  axes  always  directed  towards  the 
centra  The  zero  of  the  divisions  is  the  highest 
point  of  the  circle,  the  plate  being  horizontal 

A  source  of  light,  such  as  the  flame  of  a 
candle,  is  placed  so  that  its  rays  shine  through 
one  of  the  tubes  upon  the  plate  at  the  centre. 
As  the  tubes  are  blackened  internally,  no  light 
passes  through  except  in  a  direction  almost 
Fig.  «24.-v.riacatio«  of  uw.  ppeciscly  parallel  to  the  axis  of  the  tube.  The 
observer  then  looks  through  the  other  tube, 
and  moves  it  along  the  circumference  till  he  finds  the  position  in 
which  the  reflected  light  is  visible  through  ii  On  examining  the 
graduations,  it  will  be  found  that  the  two  tubes  are  at  the  same 
distance  from  the  zero  point,  on  opposite  sides.  Hence  the  angles 
of  incidence  and  reflection  are  equaL  Moreover  the  plane  of  the 
circle  is  the  plane  of  incidence,  and  this  also  contains  the  reflected 
rays.     Both  the  laws  are  thus  verified. 

696.  Artificial  Horizon. — ^These  laws  furnish  the  basis  of  a  method 
of  observation  which  is  frequently  employed  for  determining  the 
altitude  of  a  star,  and  which,  by  the  consistency  of  its  results,  fur- 
nishes a  very  rigorous  proof  of  the  laws. 

A  vertical  divided  circle  (Fig.  626)  is  set  in  a  vertical  plane  by 
proper  adjustments.  A  telescope  movable  about  the  axis  of  the 
circle  is  pointed  to  a  particular  star,  so  that  its  line  of  coliimation 
I' S'  passes  through  the  apparent  place  of  the  star.  Another  tele- 
scope,^ similarly  mounted  on  the  other  side  of  the  circle,  is  directed 
downwards  along  the  line  I'  R  towards  the  image  of  the  star  as  seen 
in  a  trough  of  mercury  I.  Assuming  the  truth  of  the  laws  of  reflec- 
tion as  above  stated,  the  altitude  of  the  star  is  half  the  angle  between 
the  directions  of  the  two  telescopes ;  for  the  ray  S I  fix)m  the  star  to 
the  mercury  is  parallel  to  the  line  ST,  by  reason  of  the  excessively 
great  distance  of  the  star;  and  since  the  rays  SI,  I  R  are  equally 
inclined  to  the  normal  I  N,  which  is  a  vertical  line,  the  lines  I' S',  I'  R 
^re  also  equally  inclined  to  the  vertical,  or,  what  is  the  same  thing, 

^  In  practice,  a  single  telescope  usually  serves  for  both  observations. 
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are  equally  inclined  to  a  horizontal  plane.      A  reflecting  surface 
of  mercury  thus  used  is  called  a  mercury  horizon,  or  an  artificial 


Fig.  625. -Artificial  Uorizon. 

lioHzon,  Observations  thus  made  give  even  more  accurate  results 
than  those  in  which  the  natural  horizon  presented  by  the  sea  is 
made  the  standard  of  reference. 

697.  Irregular  Beflection. — The  reflection  which  we  have  thus  far 
been  discussing  is  called  regular  reflection.  It  is  more  marked  as 
the  reflecting  surface  is  more  highly  polished,  and  (except  in  the 
case  of  metals)  as  the  incidence  is  more  oblique.  But  there  is  an- 
other kind  of  reflection,  in  virtue  of  which  bodies,  when  illuminated, 
send  out  light  in  all  directions,  and  thus  become  visible.  This  is 
called  irregular  reflection  or  diffusion.  Begular  reflection  does  not 
render  the  reflecting  body  visible,  but  exhibits  images  of  surrounding 
objecta     A  perfectly  reflecting  mirror  would  be  itself  unseen,  and 
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actual  mirrors  are  only  visible  in  virtue  of  the  small  quantity  of 
diffused  light  which  they  usually  emit  The  transformation  of  in- 
cident into  diffused  light  is  usually  selective ;  so  that,  though  the 
incident  beam  may  be  white,  the  diffused  light  is  usually  coloured 
The  power  which  a  body  possesses  of  making  such  selection  consti- 
tutes its  colour. 

The  word  reflection  is  often  used  by  itself  to  denote  what  we  have 
here  called  regular  reflection,  and  we  shall  generally  so  employ  it 

698.  Mirrors. — The  mirrors  of  the  ancients  were  of  metal,  usually 
of  the  compound  now  known  as  speculum-metal.  Ijooking-glasaea 
date  from  the  twelfth  century.  They  are  plates  of  glass,  coated  at 
the  back  with  an  amalgam  of  quicksilver  and  tin,  which  forms  the 
reflecting  surface.  This  arrangement  has  the  great  advantage  ot 
excluding  the  air,  and  thus  preventing  oxidation.  It  is  attended, 
however,  with  the  disadvantage  that  the  surface  of  the  glass  and 
the  surface  of  the  amalgam  form  two  mirrors ;  and  the  superposition 
of  the  two  sets  of  images  produces  a  confusion  which  would  be  in- 
tolerable in  delicate  optical  arrangements.  The  mirrors,  or  specula 
as  they  are  called,  of  reflecting  telescopes  are  usually  made  of  specu- 
luwrinetal,  which  is  a  bronze  composed  of  about  32  parts  of  copper  to 
15  of  tin.  Lead,  antimony,  and  arsenic  are  sometimes  added.  Of  late 
years  specula  of  glass  coated  in  front  with  real  silver  liave  been 
extensively  used ;  they  are  known  as  silvered  specula,  A  coating 
of  platinum  has  also  been  tried,  but  not  with  much  success.     The 

mirrors  employed  in  optics  are  usually 
V^  ;N  either  plane  or  spherical 

\<\        !  /q  699.  Plane  Mirrors.  —  By  a  plane 

V\\   1        /      A'       mirror   we  mean  any  plane  refiect- 
\\  \  /     /     y^'  ing  surface.     Its  eflect,  as   is   well- 

7     known,  is  to  produce,  behind  the  mir- 
ror,  images  exactly  similar,  both  in 
form  and  size,  to  the  real  objects  in 
//y^  front  of  it    This  phenomenon  is  easily 

,4;y  explained  by  the  laws  of  reflection. 

''"'^  Let  M  N  (Fig.  626)  be  a  plane  mir- 

Fig.«M.-Pi«ne  Mirror.  ^or,  and  S  a  luminous  point     Rays 

S  I,  S  I',  S  I"  proceeding  from  this  point 
give  rise  to  reflected  rays  10,  FO',  T'O";  and  each  of  these,  if 
produced  backwards,  will  meet  the  normal  S  K  in  a  point  S',  which 
is  at   the  same  distance  behind  the  mirror  that  S  is  in  front  of 
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Fig.  627.— Image  of  Candle. 


it^  The  reflected  rays  have  therefore  the  same  directions  as  if  they 
had  come  from  S\  and  the  eye  receives  the  same  impression  as  if 
S'  were  a  luminous  point. 

Fig.  627  represents  a  pencil  of  rays  emitted  by  the  highest  point 
of  a  candle-flame,  and  re- 
flected from  a  plane  mir- 
ror to  the  eye  of  an  ob- 
server. The  reflected  rays 
are  divergent  (like  the  in- 
cident rays),  and  if  pro- 
duced backwards  would 
meet  in  a  point,  which  is 
the  position  of  the  image 
of  the  top  of  the  flame. 

As  an  object  is  made  up 
of  points,  these  principles 
show  that   the   image  of 
an  object  formed  by  a  plane  mirror  must  be  equal  to  the  object, 
and  symmetrically  situated  with  respect  to  the  plane  of  the  mirror. 
For  example,  if  A  B  (Fig.  628)  is  au  object  in  front  of  the  mirror, 
an  eye  placed  at  0  will  see  the 
image  of  the  point  A  at  A',  the 
image  of  B  at  B',  and  so  on  for 
all  the  other  points  of  the  ob- 
ject   The  position  of  the  image 
A'B'  depends  only  on  the  posi- 
tions of  the  object  and  of  the 
mirror,  and  remains  stationary 
as  the  eye  is  moved  about.     It 
is  possible,    however,   to   find 
positions  from  which  the  eye 
will  not  see  the  image  at  all,  the 
conditions  of  visibility  being 
the  same  as  if  the  image  were 
a  real  object,  and  the  mirror 
were  an  opening  through  which  it  could  be  seen. 

The  images  formed  by  a  plane  mirror  are  erect.     They  are  not 
however  esact  duplicates  of  tlie  objects  from  which  they  are  formed, 

^  This  is  eYident  from  the  comparison  of  the  two  triangles  S  K  I,  S'  K  I,  bearing  in  mind 
that  the  angle  N  I S  is  equal  to  the  alternate  angle  I  S  K,  and  N 10  to  K  S'  L 
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but  differ  from  them  precisely  in  the  same  way  as  the  left  foot  or 
hand  differs  from  the  right     The  image  of  a  printed  page  is  like  the 

^  appearance  of  the  page  as 
seen  through  the  paper  from 
the  back,  or  like  the  type 
from  which  the  page  was 
printed. 

700.  Images  of  Images. — 
When  rays  from  a  luminous 
point  m  have  been  reflected 
from  a  mirror  AB  (Fig.  629), 
their  subsequent  course  is 
the  same  as  if  they  had  come  from  the  image  m!  at  the  back  of 
the  mirror.  Hence,  if  they  fall  upon  a  second  mirror  C  D,  an  image 
m"  of  the  first  image  will  be  formed  at  the  back  of  the  second 
mirror.  If,  after  this,  they  undergo  a  third  reflection,  an  image 
of  m"  will  be  formed,  and  so  on  indefinitely.  The  figure  shows 
the  actual  paths  of  two  rays  raira^mi' r* 8,     They  diverge  first 


Fig.  029.~Bell0otion  from  two  Mirrom 


Fig.  030.— PacmU«l  Minora. 


from  m,  then  from  m',  and  lastly  from  m".  This  is  the  principle 
of  the  multiple  images  formed  by  two  or  more  mirrors,  as  in  the 
following  experiments. 

701.  Parallel  Mirrors. — Let  an  object  0  be  placed  between  two 
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18  in  Fig.  630.  The  first 
cond  reflections  will  form 
third  reflections  will  form 
figure  represents  an  eye 
lages,  and  shows  the  paths 
3  course  from  the  object  0 
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BSl.— Minon  at  Ri^t  Anglan 

ire  inclined  at  any  angle, 
ference  of  a  circle,  whose 


igim. 


g  surfaces  would  intersect 
employed  as  a  means  of 

nirrors  O  A,  O  B  (Fig.  631), 
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be  set  at  right  angles  to  each  other,  facing  inwards,  and  let  m  be  a 
luminous  point  placed  between  them.  Images  m'  m"  will  be  formed 
by  first  reflections,  and  two  coincident  images  will  be  formed  at  'mT 
by  second  reflections  No  third  reflection  will  occur,  for  the  point 
m'",  being  behind  the  planes  of  both  the  mirrors,  cannot  be  reflected 
in  either  of  them.  Counting  the  two  coincident  images  as  one,  and 
also  counting  the  object  as  one,  there  will  be  in  all  four  images, 
placed  at  the  four  corners  of  a  n,ctangle.  Fig.  632  will  give  an  idea 
of  the  appearance  actually  presented  when  one  of  the  mirrors  is 
vertical  and  the  other  horizontal  When  both  the  mirrors  are  verti- 
cal, an  observer  sees  his  own  image  constantly  bisected  by  their  com- 
mon section,  in  a  way  which  appears  at  first  sight  very  paradoxical 

703.  Mirrors  Inclined  at  60  Degrees. — A  symmetrical  distribution 

of  images  may  be  obtained  by  placing 
a  pair  of  mirrors  at  any  angle  which 
is  an  aliquot  part  of  360^  If,  for 
example,  they  oe  inclined  at  60°  to 
each  other,  the  number  of  images, 
counting  the  object  itself  as  one,  will 
be  six.  Their  position  is  illustrated 
by  Fig.  633.  The  object  is  placed  in 
the  sector  A  C  B.  The  images  formed 
by  first  reflections  are  situated  in  the 
twoneighbouringsectors  BC  A',  ACB'; 
the  images  formed  by  second  reflec- 
tions are  in  the  sectors  B'CA',  A'  C  B', 

and  these  yield,  by  third  reflections,  two  coincident  images  in  the 
sector  B"  C  A",  which  is  vertically  opposite  to  the  sector  A  C  B  in 
which  the  object  lies,  and  i.  therefore  behind  the  planes  of  both 
mirrors,  so  that  no  further  reflection  can  occur. 

704.  Kaleidoscope. — The  symmetrical  distribution  of  images,  ob- 
tained by  two  mirrors  inclined  at  an  angle  which  is  an  aliquot  part 
of  four  riglit  angles,  is  the  principle  of  the  kaleidoscope,  an  optical 
toy  invented  by  Sir  David  Brewster.  It  consists  of  a  tube  containing 
two  glass  plates,  extending  along  its  whole  length,  and  inclined  at 
an  angle  of  60°.  One  end  of  the  tube  is  closed  by  a  metal  plate,  with 
the  exception  of  a  hole  in  the  centre,  through  which  the  observer 
looks  in ;  at  the  other  end  there  are  two  plates,  one  of  ground  and  the 
other  of  clear  gla.ss  (the  latter  being  next  the  eye),  with  a  number  of 
little  pieces  of  coloured  glass  lying  loosely  between  them.     These 


Fig.  033.— Imaged  in  Kaltidosoope. 


THE  KALEIDOSCOPE.  891 

coloured  objects,  together  with  their  images  iii  tlie  mirrors,  form  sym- 
metrical patterns  of  great- beauty,  which  can  be  varied  by  turning  or 
shaking  the  tube,  so  as  to  cause  the  pieces  of  glass  to  change  their 
positions. 

A  third  reflecting  plate  is  sometimes  employed,  the  cross-section 
of  the  three  forming  an  equilateral  triangle.  As  each  pair  of  plates 
produces  a  kaleidoscopic  pattern,  the  arrangement  is  nearly  equiva- 
lent to  a  combination  of  three  kaleidoscopea 

The  kaleidoscope  is  capable  of  rendering  important  aid  to  designers. 


Fig  034.— KaleidoTOopic  Pattern. 

Fig.  634?  represents  a  pattern  produced  by  the  equilateral  arrange- 
ment of  three  reflectors  just  described. 

705.  Pepper's  Ohost. — Many  ingenious  illusions  have  been  con- 
trived, depending  on  the  laws  of  reflection  from  plane  surfacea  We 
shall  mention  two  of  the  most  modern. 

In  the  magic  cabinet^  there  are  two  vertical  mirrora  hinged  at  the 
two  back  comers  of  the  cabinet,  and  meeting  each  other  at  a  right 
angle,  so  as  to  make  angles  of  45"*  with  the  sides,  and  also  with  the 
back.  A  spectator  seeing  the  images  of  the  two  sides,  mistakes 
them  for  the  back,  which  they  precisely  resemble;  and  performei*s 
may  be  concealed  behind  the  mirrors  when  the  cabinet  appears 
empty.  If  one  of  the  persons  thus  concealed  raises  his  head  above 
the  mirrors,  it  will  appear  to  be  suspended  in  mid-air  without  a  body. 
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Fig.  084  A. 


The  striking  spectral  illusion  known  as  Pepper's  Ohoet  is  produced 
by  reflection  from  a  large  sheet  of  unsilvered  glass,  which  is  so  ar- 
ranged that  the  actors  on  the  stage  are  seen  through  it,  while  other 
actors,  placed  in  strong  illumination,  and  out  of  the  direct  view  of  the 
spectators,  are  seen  by  reflection  in  it,  and  appear  as  ghosts  on  the  stage. 
706  a.  Deviation  produced  by  Botation  of  Mirror. — Let  A  B  (Fig. 
634  a)  represent  a  mirror  perpendicular  to  the  plane  of  the  paper,  and 

capable  of  being  rotated  about  an  axis 
through  C,  also  perpendicular  to  the  paper ; 
a^d  let  IC  represent  an  incident  ray. 
When  the  mirror  is  in  the  position  A  B, 
perpendicular  to  I  C,  the  ray  will  be  re- 
flected directly  back  upon  its  course ;  but 
when  the  mirror  is  turned  through  the 
acute  angle  AC  A',  the  reflected  ray  will 
take  the  direction  C  R,  making  with  the 
t of n,uiingm Mirror.  ^^^^^  C N  an  angle  NCR,  equal  to  the 

angle  of  incidence  N  C  L  The  deviation  I C  R  of  the  reflected  ray, 
produced  by  rotating  the  mirror,  is  therefore  double  of  the  angle  I C  N 
or  A  C  A',  through  which  the  mirror  has  been  turned ;  and  if,  starting 

from  the  position  A  R,  we  turn  the 
mirror  through  a  further  angle  d,  the 
reflected  ray  CR  will  be  turned 
through  a  further  angle  2  Q.  It  thus 
appears,  that,  when  a  plane  mirror 
is  rotated  in  the  plane  of  incidence^ 
the  direction  of  the  reflected  ray  is 
cha/nged  by  dovhle  the  angle  through 
which  the  mi/rror  is  turned  Con- 
versely, if  we  assign  a  constant  direc- 
tion CI  to  the  reflected  ray,  the 
direction  of  the  incident  ray  R  C  must 
vary  by  double  the  angle  through 
which  the  mirror  is  turned. 
706b.  Hadlejr's  Sextant. — The  above  principle  is  illustrated  in  the 
nautical  instrument  called  the  sextant  or  qiuxdrant,  which  was  in- 
vented by  Newton,  and  reinvented  by  Hadley.  It  serves  for  mea- 
suring the  angle  between  any  two  distant  objects  as  seen  from  the 
station  occupied  by  the  observer.  Its  essential  pai*t8  are  represented 
in  Fig.  634  R 


Fig.  6S4B. -Sextant. 
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It  has  two  plane  mirrors  A,  B,  one  of  which,  A,  is  fixed  to  the 
frame  of  the  instrument,  and  is  only  partially  silvered,  so  that  a  dis- 
tant object  in  the  direction  A  H  can  be  seen  through  the  unsilvered 
part  The  other  mirror  B  is  mounted  on  a  movable  arm  B  I,  which 
carries  an  index  I,  traversing  a  graduated  arc  P  Q.  When  the  two 
mirrors  are  parallel,  the  index  is  at  P,  the  zero  of  the  graduations, 
and  a  ray  H'  B  incident  on  B  parallel  to  H  A,  will  be  reflected  first 
along  B  A,  and  then  along  A  T,  the  continuation  of  H  A  The  ob- 
server looking  through  the  telescope  T  thus  sees,  by  two  reflections, 
the  same  objects  which  he  also  sees  directly  through  the  unsilvered 
part  of  the  mirror.  Now  let  the  index  be  advaiiced  through  an  angle 
d;  then,  by  the  principles  of  last  section,  the  incident  ray  S  B  makes 
with  H'  B,  or  H  A,  an  angle  2d.  The  angle  between  S  B  and  H  A 
would  therefore  be  given  by  reading  off  the  angle  through  which  the 
index  has  been  advanced,  and  doubling ;  but  in  practice  the  arc  P  Q 
is  always  graduated  on  the  principle  of  marking  half  degrees  as  whole 
ones,  so  that  the  reading  at  I  is  the  required  angle  26.  In  using  the 
instrument,  the  two  objects  which  are  to  be  observed  are  brought 
into  apparent  coincidence,  one  of  them  being  seen  directly,  and  the 
other  by  successive  reflection  from  the  two  mirrors.  This  coincidence 
is  not  disturbed  by  the  motion  of  the  ship;  but  unpractised  observers 
often  find  a  difficulty  in  keeping  both  objects  in  the  field  of  view. 
Dark  glasses,  not  shown  in  the  figure,  are  provided  for  protecting  the 
eye  in  observations  of  the  sun,  and  a  vernier  and  reading  microscope 
are  provided  instead  of  the  pointer  I. 

706.  Spherical  Mirrors. — By  a  spherical  mirror  is  meant  a  mirror 


Fig.  635.— Prinoip&l  Focot. 


whose  reflecting  surface  is  a  portion  (usually  a  very  small  portion) 
of  the  surface  of  a  sphere.  It  is  concave  or  convex  according  as  the 
inside  or  outside  of  the  spherical  surfisu^  yields  the  reflection.  The 
centre  of  the  sphere  (C,  Fig.  635)  is  called  the  centre  of  curvature  of 
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the  mirror.  If  the  mirror  has  a  circular  boundary,  as  is  usually  the 
case,  the  central  point  A  of  the  reflecting  surfisu^  may  conveniently 
be  called  the  pole  of  the  miii'or.  Centre  of  the  mirror  is  an  ambigu- 
ous phrase,  being  employed  sometimes  to  denote  the  pole,  and  some- 
times the  centre  of  curvature.  The  line  A  C  is  called  the  princijxil 
axis  of  the  mirror,  and  any  other  straight  line  through  C  which 
meets  the  mirror  is  called  a  secondary  aoda. 

When  the  incident  rays  ai*e  parallel  to  the  principal  axis,  the  re- 
flected rays  converge  to  a  point  F,  which  is  called  the  principal 
focus.  This  law  is  rigorously  true  for  parabolic  mirrors  (generated 
by  the  revolution  of  a  parabola  about  its  principal  axis).  For  sphe- 
rical mirrors  it  is  only  approximately  true,  but  the  approximation 
is  very  close  if  the  mirror  is  only  a  very  small  portion  of  an  entire 
sphere.  In  grinding  and  polishing  the  specula  of  large  reflecting 
telescopes,  the  attempt  is  made  to  give  them,  as  nearly  as  possible, 
the  parabolic  form.     Parabolic  mirrors  are  also  frequently  employed 


Fig.  63tf.— Theorj  of  Coi;0^*^te  Foci. 

to  reflect,  in  a  definite  direction,  the  rays  of  a  lamp  placed  at  the 
focua 

Rays  reflected  from  the  circumferential  portion  of  a  spherical  mir- 
ror are  always  too  convergent  to  concur  exactly  with  those  reflected 
from  the  central  portion.  This  deviation  from  exact  concurrence  is 
called  spherical  aberration, 

707.  Coiuugate  Poci. — Let  P  (Fig.  636)  be  a  luminous  point  situ- 
ated on  the  principal  axis  of  a  spherical  mirror,  and  let  P I  be  one  of 
the  rays  which  it  sends  to  the  mirror.  Draw  the  normal  0 1,  which 
is  simply  a  radius  of  the  sphere.     Then  0 1  P  is  the  angle  of  incid- 
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ence,  and  the  angle  of  reflection  OIF  must  be  equal  to  it;  hence 
0 1  bisects  an  angle  of  the  triangle  P I P',  and  therefore  we  have 

ir  ■  OP" 

Let  p,p'  denote  AP,  A  F  respectively,  and  let  r  denote  the  radius  of 
the  sphera  Then,  if  the  angular  aperture  of  the  mirror  is  small,  I P 
is  sensibly  equal  to  p,  and  I F  to  p'.  Substituting  these  approxi- 
mate values,  the  preceding  equation  becomes 


P  _ 


or,  dividing  by  pp'r, 


whence  pr  +  p'r  »  2pp'; 


h^l.^l.  (a) 

P        P         r 


This  formula  determines  the  position  of  the  point  F,  in  which  the 
reflected  ray  cuts  the  principal  axis,  and  shows  that  it  is,  to  the 
accuracy  of  our  approximation,  independent  of  the  position  of  the 
point  I ;  that  is  to  say,  all  the  rays  which  P  sends  to  the  mirror  are 
reflected  to  the  same  point  P'.  We  have  assumed  P  to  be  on  the 
principal  axia  If  we  had  taken  it  on  a  secondary  axis,  as  at  p  (Fig. 
636),  we  should  have  found,  by  the  same  process  of  reasoning,  that 
the  reflected  rays  would  all  meet  in  a  point  p'  on  that  secondary 
axis.  The  distinction  between  primary  and  secondary  axes,  in  the 
case  of  a  spherical  mirror,  is  in  fact  merely  a  matter  of  convenience, 
not  representing  any  essential  diffierence  of  property.  Hence  we  can 
lay  down  the  following  general  proposition  as  true  within  limits  of 
error  corresponding  to  the  approximate  equalities  which  we  have 
above  assumed  as  exact :  — 

Rays  proceeding  from  any  given  point  in  front  of  a  concave 
spherical  mirror,  are  reflected  so  as  to  meet  in  another  point;  a/nd 
the  line  joining  the  two  points  passes  through  the  centre  of  the  sphere. 

It  is  evident  that  rays  proceeding  from  the  second  point  to  the 
mirror  would  be  reflected  to  the  first  The  relation  between  them 
is  therefore  mutual,  and  they  are  hence  called  conjugate  foci.  By  a 
focus  in  general  is  meant  a  point  in  which  a  number  of  rays  meet 
(or  would  meet  if  produced) ;  and  the  rays  which  thus  meet,  taken 
collectively,  are  called  a  pencil.  Fig.  637  represents  two  pencils  of 
rays  whose  foci  S «  are  conjugate,  so  that,  if  either  of  them  be  re- 
garded as  an  incident  pencil,  the  other  will  be  the  corresponding 
reflected  pencil 
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We  can  now  explain  the  formation  of  images  by  ooncave  minrora. 
Each  point  of  the  object  sends  a  pencil  of  rays  to  the  mimM-,  which 
converge,  after  reflection,  to  the  conjugate  focos.  If  the  eye  of  the 
observer  be  placed  beyond  thb  point  of  concourse,  and  in  the  path 
of  the  rays,  they  will  present  to  him  the  same  appearance  as  if  they 


Fif .  687.-CooJ«fBte  FocL 

bad  come  from  this  point  as  origin.     The  image  is  thus  composed  of 

points  which  are  the  conjugate  foci  of  the  several  points  of  the  object 

708.  Principal  Focus. — If,  in  formula  (a)  of  last  section,  we  make 

p  increase  continually,  the  term  -  wiU  continually  decrease,  and  will 

vanish  as  p  becomes  infinite.  This  is  the  case  of  rays  parallel  to  the 
principal  axis,  for  parallel  rays  may  be  regarded  as  coming  from  a 
point  at  infinite  distance.     The  formula  then  becomes 


i  =  ?.  whence p'  =  I; 


that  is  to  say,  tlie  principal  focal  distance  is  half  the  radius  of  cur- 
vature. This  distance  is  often  called  the  focal  length  of  the  nurror. 
If  we  denote  it  by  /,  the  general  formula  becomes 


i  ^  J^  =  L 

P         P  f 


0) 


709.  Discassion  of  the  Formnla. — By  the  aid  of  this  formula  we 
can  easily  trace  the  corresponding  movements  of  conjugate  foci 

If  p  is  positive  and  very  large,  p'  is  b,  very  little  greater  than  /; 
that  is  to  say,  the  conjugate  focus  is  a  very  little  beyond  the  princi- 
pal focua 

As  p  diminishes,  p'  increases,  until  they  become  equal,  in  which 
case  each  of  them  ia  equal  to  r  or  2/;  that  is  to  say,  the  conjugate 
foci  move  towards  each  other  till  they  coincide  at  the  centre  of  cur- 
vature.    This  last  result  is  obvious  in  itself;  for  rays  fix)m  the  centre 
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of  curvature  are  normal  to  the  miiTor,  and  are  therefore  reflected 
directly  back. 

As  p  continues  to  diminish,  the  two  foci,  as  it  were,  change  places; 
the  luminous  point  advancing  from  the  centre  of  curvature  to  Cho 
principal  focus,  while  the  conjugate  focus  moves  away  from  the  centre 
of  curvature  to  infinity. 

As   the  luminous  point  continues  to  approach  the  mirror,  —  is 

greater  than  j*  and  hence  -/  and  therefore  also  p\  must  be  nega- 
tive The  physical  interpretation  of  this  result  is  that  the  conjugate 
focus  is  behind  the  mirror,  as  at  8  (Fig.  038),  and  that  the  reflected 


Fig.  638.— VirttuJ  Foooft. 

rays  diverge  as  if  they  had  come  from  this  point.  Such  a  focus  is 
called  viHualt  while  a  focus  in  which  rays  actually  meet  is  called 
real.  As  the  luminous  point  moves  up  from  F  to  the  mirror,  the 
conjugate  focus  moves  up  from  an  infinite  distance  at  the  back,  and 
meets  it  at  the  suiface  of  the  mirror. 

If  S  is  a  real  luminous  point  sending  rays  to  the  mirror,  it  most 
of  necessity  lie  in  front  of  the  mirror,  and  p  therefore  cannot  be  negar- 
tive ;  but  when  we  are  considering  images  of  images  this  restriction 
no  longer  holds.  If  an  incident  beam,  for  example,  converges  to- 
wards a  point  8  at  the  back  of  the  min*or,  it  will  be  reflected  to  a 
point  S  in  front  In  this  case  p  is  negative,  and  p'  positive.  The 
conjugate  foci  S  s  have  in  fact  changed  places. 

It  appears  from  the  above  investigation  that  there  are  two  prin- 
cipal cases,  as  regards  the  positions  of  conjugate  foci  of  a  concave  mirror. 

1 .  One  focus  between  F  and  C ;  and  the  other  beyond  C. 

2.  One  focus  between  F  and  the  mirror;  and  the  other  behind 
the  mirror. 

In  the  former  case,  the  foci  move  to  meet  each  other  at  C ;  in  the 
latter,  they  move  to  meet  each  other  at  the  surfisM^  of  the  mirror. 

58 
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710.  Formation  of  Images. — We  are  now  in  a  position  to  discuss 
the  formation  of  images  by  concave  mirrors.  Let  A  B  (Fig.  630)  be 
an  object  placed  in  front  of  a  concave  mirror,  at  a  distance  greater 
than  its  radius  of  curvature.  All  the  rays  which  diverge  from  A 
will  be  reflected  to  the  conjugate  focus  a.  Hence  this  point  can  be 
found  by  the  following  construction.  Draw  through  A  the  ray  A  A' 
parallel  to  the  principal  axis,  and  draw  its  path  after  reflection,  which 
must  of  necessity  pass  through  the  principal  focua  The  intersection 
of  this  reflected  ray  with  the  secondary  axis  through  A  will  be  the 
point  required.     A  similar  construction  will  give  the  conjugate  focus 


Fig.  639. —Formation  of  Imaga 

corresponding  to  any  other  point  of  the  object;  6,  for  example,^  is 
the  focus  conjugate  to  B.  Points  of  the  object  lying  between  A  and 
B  will  have  their  conjugate  foci  between  a  and  h.  An  eye  placed 
behind  the  object  A  B  will  accordingly  receive  the  same  impression 
from  the  reflected  rays  as  if  the  image  a  b  were  a  real  object. 

711.  Size  of  Image. — ^As  regards  the  comparative  sizes  of  object 
and  image,  it  is  obvious,  from  similar  triangles,  that  their  linear  di- 
mensions are  directly  as  their  distances  from  C  the  centre  of  curvature. 

Again,  since  C  F  and  A  A'  are  parallel,  we  have 

oF  _  oC   _  ab^^ 

fa'     ca     ab' 

length  of  image  ^  distance  of  image  from  principal  focue .         -  v 
length  of  object  ioixl  length  ' 

and  by  a  similar  construction  we  can  prove  that 

.   Mt  is  only  by  accident  that  b  happens  to  lie  on  A  A'  in  the  fi>Aire 
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length  of  object  _  distance  of  object  from  principal  focus 
leng^  of  image  focal  length 


id) 


This  last  formula  affords  the  readiest  means  of  calculating  the  size  of 
the  image  when  the  size  and  position  of  the  object  are  given.  Both 
the  formulae  (c)  and  (d)  are  perfectly  general,  both  for  concave  and 
convex  mirrors.  They  show  that  the  object  and  image  will  be  equal 
when  they  coincide  at  the  centre  of  curvature,  and  that  as  they 
move  away  from  this  point,  in  opposite  directions,  that  which  moves 
away  from  the  mirror  continually  gains  in  size  upon  the  other. 

Since  the  lines  joining  corresponding  points  of  object  and  image 
cross  at  the  point  C,  which  lies  between  them  when  the  image  is 
real,  a  real  image  formed  bj'  a  concave  mirror  is  always  inverted. 

712.  Experiment  of  the  Phantom  Bouquet. — Let  a  box  open  on  one 


Fig.  640.— Experimeut  of  Phantom  Boaqnet. 


side  be  placed  in  front  of  a  concave  min*or,  at  a  distance  about  equal 
to  its  radius  of  curvature,  and  let  an  inverted  bouquet  be  suspended 
within  it,  the  open  side  of  the  box  being  next  the  mirror.  By  giving 
a  proper  inclination  to  the  mirror,  an  image  of  the  bouquet  will  be 
obtained  in  mid-air,  just  above  the  top  of  the  box.     As  the  bouquet 
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is  inverted,  its  image  is  erect,  and  a  real  vase  may  be  placed  in  such 
a  position  that  the  phantom  bouquet  shall  appear  to  be  standing  in 
it  The  spectator  must  be  full  in  front  of  the  mirror,  and  at  a  suf- 
ficient distance  for  all  parts  of  the  image  to  lie  between  his  eyes  and 
the  mirror.  When  the  colours  of  the  bouquet  are  bright,  the  image 
is  generally  bright  enough  to  render  the  illusion  very  completa 

71S.  Images  on  a  Screen. — Such  experiments  as  that  Just  described 
can  only  be  seen  by  a  few  persons  at  once,  since  they  require  the 
spectator  to  be  in  a  line  with  the  image  and  the  mirror.  When  an 
im^e  is  projected  on  a  screen,  it  can  be  seen  by  a  whole  audience 


Pig.  641.— Image  on  Screen. 

at  once,  if  the  room  be  darkened  and  the  image  be  large  and  bright 
Let  a  lighted  candle,  for  example,  be  placed  in  front  of  a  concave 
mirror,  at  a  distance  exceeding  the  focal  length,  and  let  a  screen  be 
placed  at  the  conjugate  focus;  an  inverted  image  of  the  candle  will 
be  depicted  on  the  screen.  Fig.  641  represents  the  case  in  which  the 
candle  ils  at  a  distance  less  than  the  radius  of  curvature,  and  the 
image  is  accordingly  magnified. 

By  this  mode  of  opei-ating,  the  formula  for  conjugate  focal  dis- 
tances can  be  experimentally  verified  with  considerable  rigour,  care 
being  taken,  in  each  experiment,  to  place  the  screen  in  the  position 
which  gives  the  most  sharply  defined  image. 
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714.  Bifferenoe  between  Image  on  Soreen,  and  Image  as  seen  in 
Hid-air.  Oaustios. — For  the  sake  of  simplicity  we  have  made  some 
statements  regarding  visible  images  which  are  not  quite  accurate; 
and  we  must  now  indicate  the  necessary  correctiona 

Images  thrown  on  a  screen  have  a  determinate  position,  and  are 
really  the  loci  of  the  conjugate  foci  of  the  points  of  the  object ;  but 
this  is  not  rigorously  true  of  images  seen  directly.  They  change 
their  position  to  some  extent,  according  to  the  position  of  the  observer. 

The  actual  state  of  things  is  explained  by  Fig.  641  A.  The  plane 
of  the  figure^  is  a  principal  plane  (that  is,  a  plane  containing  the  prin- 
cipal axis)  of  a  concave  hemispherical  mirror,  and  the  incident  rays 


Fig.  Ml  A.— Position  of  Image  in  Oblique  Reflection. 

are  parallel  to  the  principal  axis.  All  the  rays  reflected  in  the  plane 
of  the  figure  touch  a  certain  curve  called  a  caustic  curve,. which  has 
a  cusp  at  F,  the  principal  focus;  and  the  direction  in  which  the 
image  is  seen  by  an  eye  situated  in  the  plane  of  the  figure  is  deter- 
mined by  drawing  from  the  eye  a  tangent  to  this  caustia  If  the 
eye  be  at  E,  0131  the  principal  axis,  the  point  of  contact  will  be  F; 
but  when  the  rays  are  received  obliquely,  as  at  E',  it  will  be  at  a 
point  a  not  lying  in  the  direction  of  F.  For  an  eye  thus  situated,  a 
is  called  the  'primary  focm,  and  the  point  where  the  tangent  at  a 
cuts  the  principal  axis  is  called  the  secondary  focus.  When  the  eye 
is  moved  in  the  plane  of  the  diagram,  the  apparent  position  of  the 

^  Figs.  641a  and  657  a  are  borrowed,  by  permiflsion,  iron)  Mr.  Osmund  Airy's  Gtomtiiri> 
eal  OpUet, 
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image  (as  determined  by  its  remaining  in  coincidence  with  a  cross  of 
threads  or  other  mark)  is  the  primary  focus;  and  when  the  eye  is 
moved  perpendicular  to  the  plane  of  the  diagram,  the  apparent  posi- 
tion of  the  image  is  the  secondary  focus.*  If  we  suppose  the  diagram 
to  rotate  about  the  principal  axis,  it  will  still  remain  true  in  all 
positions,  and  the  surface  generated  by  this  revolution  of  the  caustic 
curve  is  the  caustic  surface.  Its  form  and  position  vary  with  the 
position  of  the  point  from  which  the  incident  rays  proceed ;  and  it 
has  a  cusp  at  the  focus  conjugate  to  this  point. 

There  is  always  more  or  less  blurring  in  the  case  of  images  >seen 
obliquely  (except  in  plane  mirrors),  by  reason  of  the  fitct  that  the 
point  of  contact  with  the  caustic  surface  is  not  the  same  for  rays 
entering  different  parts  of  the  pupil  of  the  eya 

A  caustic  curve  can  be  exhibited  experimentally  by  allowing  the 

rays  of  the  sun  or  of  a  lamp  to 
fall  on  the  concave  surface  of  a 
strip  of  polished  metal  bent  into 
the  form  of  a  circular  arc,  as  in 
Fig.  642,  the  reflected  light  being 
received  on  a  sheet  of  white  paper 
on  which  the  strip  resta  The 
same  effect  may  often  be  observed 
on  the  surface  of  a  cup  of  tea,  the 
reflector  in  this  case  being  the 
inside  of  the  tea-cup. 
Pig.  «42.-c«irtio  by  itafl«)Uoii.  The  image  of  a  luminous  point 

received  upon  a  screen  is  formed 
by  all  the  rays  which  touch  the  coiresponding  caustic  surface.  The 
brightest  and  most  distinct  image  will  be  formed  at  the  cusp,  which 
is,  in  fact,  the  conjugate  focus;  but  there  will  be  a  border  of  fiiinter 
light  surrounding  it  This  source  of  indistinctness  in  images  is  an 
example  of  spherical  aberration  (§  707). 

714  A.  Image  on  a  Screen  by  Oblique  Befleotion.— If  we  attempt  to 
throw  upon  a  screen  the  image  of  a  luminous  point  by  means  of  a 
concave  mirror  very  oblique  to  the  incident  rays,  we  shall  find  that 
no  image  can  be  obtained  at  all  resembling  a  point ;  but  that  there 
are  two  positions  of  the  screen  in  which  the  image  becomes  a  line. 

^  Since  every  ray  inddent  parallel  to  the  principal  axis,  is  reflected  through  the  principal 
axis.  If  the  incident  rays  diverged  from  a  point  on  the  principal  axis,  they  would  still  be 
reflected  throngh  the  principal  axis. 
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Fig.  641  B.~Fonnatiou  of  Focal  Line*. 


This  is  called  the  primal^ 


Iq  the  annexed  figure  (Fig.  641b),  wliich  represents  on  a  larger 
scale  a  portion  of  Fig.  641  A,  a  c,  h  d  are  rays  from  the  highest  and 
lowest  points  of  the  portion  E  S  of  the  hemispherical  mirror,  which 
portion  we  suppose  to  be  small  in  both  its  dimensions  in  comparison 
with  the  radius  of  curvature ; 
and  we  may  suppose  the  rest 
of  the  hemisphere  to  be  re- 
moved, &i>  that  R  S  will  repre- 
sent a  small  concave  mirror  re- 
ceiving a  pencil  very  obliquel}'. 

Then,  if  a  screen  be  held 
perpendicular  to  the  plane  of 
the  diagram,  at  m,  where  the 
section  of  the  pencil  by  the 
plane  of  the  diagram  is  nar- 
rowest, a  blurred  line  of  light 
will  be  formed  upon  it,  the 
length  of  the  line  being  per- 
pendicular to  the  plane  of  the  diagram. 
focal  line. 

The  secondary  focal  line  is  ccZ,  which,  if  produced,  passes  through 
the  centre  of  curvature  of  the  mirror,  and  also  through  the  point 
from  which  the  incident  light  proceed.s.  This  line  is  very  sharply 
formed  upon  a  screen  held  so  as  to  coincide  with  cd  and  to  be  per- 
pendicular to  the  plane  of  the  diagram.  Its  edges  are  much  better 
defined  than  those  of  the  primary  line;  and  its  position  in  space  is 
also  more  definite.  If  the  mirror  is  used  as  a  burning-glass  to  collect 
the  sun's  rays,  ignition  will  be  more  easily  obtained  at  one  of  these 
lines  than  in  any  intermediate  position.^ 

Focal  lines  can  also  be  seen  directly.  In  this  case  a  small  element 
of  the  mirror  sends  all  its  reflected  rays  to  the  eye,  the  rays  from 
opposite  sides  of  the  element  crossing  each  other  at  the  focal  lines, 
before  they  reach  the  eye.  It  is  possible,  in  certain  positions  of  the 
eye,  to  see  either  focal  line  at  pleasure,  by  altering  the  focal  adjust- 
ment of  the  eye;  or  the  two  may  be  seen  with  imperfect  definition 

'  The  ''elongated  figure  of  8"  which  ia  often  mentioned  in  connection  with  the  secondary 
focal  line,  is  obtained  by  turning  the  screen  about  n  the  middle  point  of  e  ci,  so  as  to  blur 
both  ends  of  the  image  by  bad  focussing.  It  will  be  obsenred,  from  an  inspection  of  the 
diagram,  that  c  d  is  very  oblique  to  the  reflected  rays. 

If  we  n^leot  the  blurring  of  the  primaiy  line,  we  may  describe  the  part  of  the  penoil 
lying  between  the  two  lines  as  a  tetrahedron,  of  which  the  two  lines  are  opposite  edges. 
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Fig.  648.— Fomubiion  of  Viriaal  Imagt. 


crossing  each  other  at  right  angles.     The  experiment  is  easily  made 

by  employing  a  gas  flame, 
turned  very  low,  as  the 
source  of  light.  One  line 
is  in  the  plane  of  incid- 
ence, and  the  other  is  nor- 
mal to  this  plane. 

715.  Virtual  Image  in 
Concave  Mirror. — Let  an 
object  be  placed,  as  in  Fig. 
64-3,  in  front  of  a  concave 
mirror,  at  a  distance  less 
than  that  of  the  principal 
focua  The  rays  incident 
on  the  mirror  from  any  point  of  it,  as  A,  will  be  reflected  as  a 

divergent  pencil,  the  focus 
from  which  they  diverge 
being  a  point  b  at  the  back 
of  the  mirror.  To  find  this 
point,  we  may  trace  the 
course  of  a  ray  through  A 
parallel  to  the  principal  axis. 
Such  a  ray  will  be  reflected 
to  the  principal  focus  F,  and 
by  producing  this  reflected 
ray  backwards  till  it  meets 
the  secondary  axis  C  A,  the 
point  b,  which  is  the  conju- 
gate focus  of  A,  is  deter- 
mined. We  can  find  in  the 
same  way  the  position  of  a, 
the  conjugate  focus  of  B,  and 
it  is  obvious  that  the  image 
of  AB  will  be  erect  and 
magnified. 

716.  Bemarks  on  Virtual 
Images.  —  A  virtual  image 
cannot  be  projected  on  a  screen ;  for  the  rays  which  produce  it  do  not 
actually  pass  through  its  place,  but  only  seem  to  do  so.  A  screen  placed 
at  a  6  would  obviously  receive  none  of  the  reflected  light  whatever. 


Fig.  MA.^Yirtoal  Image  in  Oohmt*  Mirror. 
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The  images  seen  in  a  plane  mirror  are  virtual ;  and  any  splierical 
mirror,  whether  concave  or  convex,  is  nearly  equivalent  to  a  plane 
mirror,  when  the  distance  of  the  object  from  its  surface  is  small  in 
comparison  with  the  radius  of  curvature. 

717.  Convex  Mirrors. — It  is  easily  shown,  by  a  simple  construction, 
that  rays  incident  from  any  luminous  point  upon  a  convex  mirror, 
diverge  after  reflection.  The  principal  focus,  and  the  foci  conjugate 
to  all  points  external  to  the  sphere,  are  therefore  virtual 

To  adapt  formulae  (a)  and  (6)  of  the  preceding  sections  to  the  case 

2         1  • 

of  convex  mirrors,  we  have  only  to  alter  the  sign  of  the  term  -  or  ^ » 
so  that  for  a  convex  mirror  we  shall  have 

i  +  4  =      1  =  .  1;  (c) 

P        P  f  r 

r  and /being  here  regarded  as  essentially  positive. 

From  this  formula  it  is  obvious  that  one  at  least  of  the  two  dis- 
tances p,  jp'  must  be  negative ;  that  is  to  say,  one  at  least  of  any  pair 
of  conjugate  foci  must  lie  behind  the  mirror. 

The  construction  for  an  image  (Fig.  645)  is  the  same  as  in  the 
case  of  concave  mirrors.     Through  any  selected  point  of  the  object 


Fig.  046.— Formation  of  Image  in  ConTex  Minor. 

draw  a  ray  parallel  to  the  principal  axis;  the  reflected  ray,  if  pro- 
duced backwards,  must  pass  iiirough  the  principal  focus,  and  its 
intersection  with  the  secondary  axis  through  the  selected  point  deter- 
mines the  corresponding  point  of  the  image.  The  image  of  an  ex- 
ternal object  will  evidently  be  erect,  and  smaller  than  the  object 
Repeating  the  same  construction  when  the  object  is  nearer  to  the 
mirror,  we  see  that  the  image  will  be  larger  than  befoi'a 
The  linear  dimensions  of  an  object  and  its  image,  whether  in  the 
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case  of  a  convex  or  a  concave  mirror,  are  directly  proportional  to 
their  distances  from  the  centre  of  curvature.  The  image  is  inverted 
or  erect  according  as  this  centre  does  or  does  not  lie  between  the 
object  and  its  image.  In  the  case  of  a  convex  mirror  the  centre 
never  lies  between  them  (if  the  object  be  real),  and  therefore  the 
image  is  always  erect. 

Convex  mirrors  are  very  seldom  employed  in  optical  instruments. 

The  silvered  globes  which  are  frequently  used  as  ornaments,  are 
examples  of  convex  mirrors,  and  present  to  the  observer  at  one  view 
an  image  of  nearly  the  whole  surrounding  landscape.  As  the  part 
of  the  mirror  in  which  he  sees  this  image  is  nearly  an  entire  hemi- 
sphere, the  deformation  of  the  image  is  very  notable,  straight  lines 
being  reflected  as  curvea 

718.  AnamorphoBis. — Much  greater  deformations  are  produced  by 


';2li^ 


Fig.  646.— Anftmorphoau. 

cylindric  mirrora  A  cylindric  mirror,  when  the  axis  of  the  cylinder 
is  vertical,  behaves  like  a  plane  mirror  as  regards  the  angular  magni- 
tude under  which  the  height  of  the  image  is  seen,  and  like  a  spherical 
mirror  as  regards  the  breadth  of  the  image.  If  it  be  a  convex  cylin- 
der, it  causes  bodies  to  appear  unduly  contracted  horizontally  in  pro- 
portion to  their  heighta  Distorted  pictures  are  sometimes  drawn 
upon  paper,  according  to  such  a  system  that  when  they  are  seen 
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reflected  in  a  cylindric  mirror  properly  placed,  as  in  Fig.  64G,  the 
distortion  is  corrected,  and  while  the  picture  appears  a  mass  of  con- 
fusion, the  image  is  instantly  recognized.  This  restoration  of  true 
proportion  in  a  picture  is  called  anamorphosis. 

719.  Medical  Applications. — Concave  mirrors  are  frequently  used 
to  concentrate  light  upon  an  object  for  the  purpose  of  rendering  it 
more  distinctly  visible. 

The  ophthalmoscope  is  a  small  concave  mirror,  with  a  small  hole  in 
its  centre,  through  which  the  observer  looks  from  behind,  while  he 
directs  a  beam  of  reflected  light  from  a  lamp  into  the  pupil  of  the 
patient's  eye.  In  this  way  (with  the  help  sometimes  of  a  lens)  the 
retina  can  be  rendered  visible,  and  can  be  minutely  examined. 

The  laryngoscope  consists  of  two  mirrora  One  is  a  small  plane 
mirror,  with  a  handle  attached,  at  an  angle  of  about  45''  to  its  plane. 
This  small  mirror  is  held  at  the  back  of  the  patient's  mouth,  so  that 
the  observer,  looking  into  it,  is  able  by  reflection  to  see  down  the 
patient's  throat,  the  necessary  illumination  being  supplied  by  a  con- 
cave mirror,  strapped  to  the  observer's  forehead,  by  means  of  whi^h 
the  light  from  a  lamp  Ls  reflected  upon  the  plane  mirror,  which  again 
reflects  it  down  the  throat 
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720.  Befraotion. — When  a  ray  of  light  passes  from  one  transparent 
medium  to  another,  it  undergoes  a  change  of  direction  at  the  soi&ce 

of  separation,  so  that  its  course  in 
the  second  medium  makes  an  angle 
with  its  course  in  the  first  This 
changing  of  direction  is  called  rer 
fraction. 

The  phenomenon  can  be  exhibited 
by  admitting  a  beam  of  the  sun  8 
rays  into  a  dark  room,  and  receiv- 
ing it  on  the  surface  of  water  con- 
tained in  a  rectangular  glass  vessel 
The  path  of  the  beam  will  be  easily 
traced  by  its  illumination  of  the 
small  solid  particles  which  lie  in  its 
course. 

The  following  experiment  is  a 
well-known  illustration  of  reflec- 
tion : — A  coin  m  n  (Fig.  648)  is 
laid  at  the  bottom  of  a  vessel  with 
opaque  sides,  and  a  spectator  places  himself  so  that  the  coin  is  just 
hidden  from  him  by  the  side  of  the  vessel ;  that  is  to  say,  so  that  ihe 
line  m  A  in  the  figure  passes  just  above  his  eya  Let  water  now  be 
poured  into  the  veas^  care  being  taken  not  to  displace  the  coin. 
The  bottom  of  tbe  vesBel  will  appear  to  rise,  and  the  poin  will  come 
into  fliglit  Hence  a  pencil  of  rays  flrom  m  must  have  entered  the 
spectator's  eye.  The  pencil  in  fact  undergoes  a  sudden  bend  at  the 
sur£Eu;e  of  the  water,  and  thus  reaches  the  eye  by  a  crooked  couise» 


Pig.  647.— RefrmcUon. 
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Fig.  648.— Expenmeot  of  Coin  in  Bftsin. 


in  which  the  obstacle  A  is  evaded     If  the  part  of  the  pencil  in  air 

be  produced  backwards,  its  rays  will  approximately  meet  in  a  point 

m',  which  is  therefore   the 

image  of  m.     Its  position  is 

not  correctly  indicated  in  the 

figure,  being  placed  too  much 

to  the  left  (§727a). 

The  broken  appearance 
presented  by  a  stick  (Fig. 
649)  when  partly  immersed 
in  water  in  an  oblique 
position,  is  similarly  ex- 
plained, the  part  beneath  the  water  being  lifted  up  by  refi-action. 

721.  Befractive  Powers  of  Different  Media. — In  the  experiments  of 
the  coin  and  stick,  the  rays,  in  leaving  the  water,  are  bent  away 
from  the  normals  Z I N,  Z'  I N' 
at  the  points  of  emergence;  in 
the  experiment  first  described 
(Fig.  647),  on  the  other  hand, 
the  rays,  in  passing  from  air  into 
water,  are  bent  nearer  to  the 
normal.  In  every  case  the  path 
which  the  rays  pursue  in  going 
is  the  same  as  they  would  pur- 
sue in  returning;  and  of  the 
two  media  concerned,  that  in 
which  the  ray  makes  the  smaller 
angle  with  the  normal  is  said 

to  have  greater  refractive  power  than  the  other,  or  to  be  more  highly 
refracting. 

Liquids  have  greater  refractive  power  than  gases,  and  as  a  general 
rule  (subject  to  some  exceptions  in  the  comparison  of  dissimilar  sub- 
stances) the  denser  of  two  substances  has  the  greater  refracting  power. 
Hence  it  has  become  customary,  in  enunciating  some  of  the  laws  of 
optics,  to  speak  of  the  denser  medium  and  the  rarer  medium,  when  the 
more  correct  designations  would  be  more  refractive  and  lees  refractive. 

722.  Laws  of  Befraction. — ^The  quantitative  law  of  refraction  was 
not  discovered  till  quite  modem  times.  It  was  first  stated  by  Snell, 
a  Dutch  philosopher,  and  was  made  more  generally  known  by  Des- 
cartes, who  has  often  been  called  its  discoverer. 


.  649.— AppMnnoe  of  stick  in  Water. 
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Let  R 1  (Fig.  650)  be  a  ray  incident  at  I  on  the  surface  of  separa- 
tion of  two  media,  and  let  I S  be  the  course  of  the  ray  after  refiuc- 
tion.     Then  the  angles  which  RI  and  IS  make  with  the  normal 
are  called  the  angle  of  incidence  and  the  angle  of  refraction  respec- 
tively;  and  the  first  law  of  refraction 
is  that  these  angles  lie  in  the  same 
plane,  or  the  plan^  of  refixiction  is 
the  same  as  the  plane  of  incidence. 

The  law  which  connects  the  mag- 
nitudes of  these  two  angles,  and  which 
was  discovered  by  Snell,  can  only  be 
stated  either  by  reference  to  a  geo- 
metrical construction,  or  by  employing 
the  language  of  trigonometry.  De- 
scribe a  circle  about  the  point  of  in- 
cidence I  as  centre,  and  drop  perpen- 
Fig.  650.— Lftw  of  Refraction.  diculars,  from  the  poiuts  whcrc  it  cuts 

the  rays,  on  the  normal  The  law  is 
that  these  perpendiculars  R'  P',  S  P,  will  have  a  constant  ratio ;  or 
the  sines  oftlie  angles  of  incidence  and  refraction  are  in  a  constant 
ratio.     It  is  often  referred  to  as  the  law  of  sines. 

The  angle  by  which  a  ray  is  turned  out  of  its  original  course  in 
undergoing  refraction  is  called  its  deviation.  It  is  zero  if  the  inci- 
dent ray  is  normal,  and  always  increases  with  the  angle  of  incid- 
ence. 

723.  Veriflcation  of  the  Law  of  Sines. — These  laws  can  be  verified 
by  means  of  the  apparatus  represented  in  Fig.  651,  which  is  very 
similar  to  that  employed  by  Descartea  It  has  a  vertical  divided 
circle,  to  the  front  of  which  is  attached  a  cylindrical  vessel,  half-filled 
with  water  or  some  other  transparent  liquid.  The  surface  of  the 
liquid  must  pass  exactly  through  the  centre  of  the  circle.  I  is  a 
movable  mirror  for  directing  a  reflected  beam  of  solar  light  on  the 
centre  O.  The  beam  must  be  directed  centrally  through  a  short 
tube  attached  to  the  mirror,  and  to  facilitate  this  adjustment  the 
tube  is  furnished  with  a  diaphragm  with  a  hole  in  its  centre.  The 
arm  O  a  is  movable  about  the  centre  of  the  circle,  and  carries  a  ver- 
nier for  measuring  the  angle  of  incidence.  The  ray  undergoes  refrac- 
tion at  O ;  and  the  angle  of  refraction  is  measured  by  means  of  a 
second  Arm  O  R,  which  is  to  be  moved  into  such  a  position  that  the 
diaphragm  of  its  tube  receives  the  beam  centrally.     No  refraction 
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occurs  at  emergence,  since  the  emergent  beam  is  normal  to  the  sur- 
faces of  the  liquid  and 
glass;  the  position  of 
the  arm  accordingly 
indicates  the  direction 
of  the  refracted  ray. 
The  angles  of  inci- 
dence and  refraction 
can  be  read  oflF  at  the 
verniers  carried  by 
the  two  arms;  and  the 
ratio  of  their  sines 
will  be  found  con- 
stant. The  sines  can 
also  be  directly  mea- 
sured by  employing 
sliding-scales  as  indi- 
cated in  the  figure, 
the  readings  being 
taken  at  the  extre- 
mity of  each  arm. 

It  would  be  easy 
to  make  a  beam  of  light  enter  at  the  lower  side  of  the  apparatus,  in 
a  radial  direction ;  and  it  would  be 
found  that  the  ratio  of  the  sines  was 
precisely  the  same  as  when  the  light 
entered  from  above.  This  is  merely 
an  instance  of  the  general  law,  that 
the  course  of  a  returning  ray  is  the 
same  as  that  of  a  direct  ray. 

723  a.  Airy's  -  Apparatus.  —  The 
following  apparatus  for  the  same  pur- 
pose was  invented,  some  fifty  years 
ago,  by  the  present  astronomer  royal. 
B'  is  a  slider  travelling  up  aud  down 
a  vertical  stem.  AC  and  BC  are 
two  rods  pivoted  on  a  fixed  point 
B  of  the  vertical  stem.  C'B'  and 
CB'  are  two  other  rods  jointed  to 
the  former  at  C  and  C,  and  pivoted 
at  their  lower  ends  on  the  centre  of  the  slider.    B  C  is  equal  to  B'  C,  and 


Fig.  661.— Appantiu  for  Verifying  the  Law. 


Fig.  661a.— Airy't  Apparetiu. 
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BC  to  B'C.  Hence  the  two  triangles  BOB',  BOB  are  equal  to  one 
another  in  all  positions  of  the  slider,  their  common  side  BF  being 
variable,  while  the  other  two  sides  of  each  remain  unchanged  in  length 
though  altered  in  position. 

B  G  B'  C 

The  ratio  ^g,  or  ^7g  is  made  equal  to  the  index  of*  refraction  of  the 

liquid  in  which  the  observation  is  to  be  made.     For  water  this  ratio  will 

be  3.    Then,  if  the  apparatus  is  surrounded  with  water  up  to  the  level 

of  B,  ABC  will  the  path  of  a  ray,  and  a  stud  at  C  will  appear  in  the 
same  line  with  studs  at  A  and  B;  for  we  have 


SinC;_BB' 
Sin  C  B  B' 


ainC^B  B^ 
■InC'B'B 


724.  Indices  of  Befraction. — The  ratio  of  the  sine  of  the  angle  of 
incidence  to  the  sine  of  the  angle  of  refraction  when  a  ray  passes  from 
one  medium  into  another,  is  called  the  relative  index  of  refracUon  from  the 
former  medium  to  the  latter.  When  a  ray  passes  from  vacuum  into  any 
medium  this  ratio  is  always  greater  than  unity,  and  is  called  the  absoluU 
index  of  refraction,  or  simply  the  index  of  refraction^  for  the  medium  in 
question.  The  relative  index  of  refraction  from  any  medium  A  into 
another  B  is  always  equal  to  the  absolute  index  of  B  divided  by  the 
absolute  index  of  A.  The  absolute  index  of  air  is  so  small  that  it  may 
usually  be  neglected  in  comparison  with  those  of  solids  and  liquids:  but 
strictly  speaking,  the  relative  index  for  a  ray  passing  from  air  into  a  given 
substance  must  be  multiplied  by  the  absolute  index  for  air,  in  order  to 
obtain  the  absolute  index  of  refraction  for  the  substance. 

The  following  table  gives  the  indices  of  refraction  of  several  sub- 
stances;— 

Indices  op  Rkfbaction.* 


Diamond, 2*44  to  2*755 

Sapphire, 1-794 

Flint-glaas, 1*576  to  1*642 

Crown-glaua 1-631  to  1*563 

Rook-salt, 1*545 

Canada  balsam, 1*540 

Bisulphide  of  carbon,  ....  1*678 
Linseed  oil  (sp.  gr.  -932),  .  .  .  1-4S2 
Oil  of  turpentine  (sp.  gr.  '885),     .       1*478 


Alcohol, 1-872 

Aqueous  humour  of  eye,    ....  1*387 

Vitreoufl  humour, 1*839 

Crystalline  lens,  outer  coat,    .    .    .  1*387 

„           „     under  coat,  .     .    .  1*379 

„           „     central  portion,     .  1*400 

Sea  water, 1*843 

Pure  water, 1-836 

Airaty^'C.  and760m»    .    .    .    1000294 


726.  Critical  Angle. — ^We  see,  from  the  law  of  sines,  that  when  the 
incident  ray  is  in  the  less  refractive  of  the  two  media,  to  every  possible 
angle  of  incidence  there  is  a  corresponding  angle  of  refraction.    This, 

^  The  index  of  refraction  b  always  greater  for  violet  than  for  red  (see  Chap.  IxiL)  Hie 
numbers  in  this  table  are  to  be  understood  as  mean  Talues. 
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however,  is  not  the  case  when  the  incic 
the  two  media.  Let  S  0,  S' 0,  S^'O  (Fij 
refractive  medium,  and  0  R,  0  E',  0  R 
There  will  be  a  particular  direction  o 


Pig.  Mi— Critic 

the  angle  of  incidence  of  90°.     Conver 

in  the  more  refractive  medium,  will  e; 

0  S'^,  and  the  direction  of  emergence  fo 

which  is  coincident  with  the  bounding 

The  angle  LON  is  called  the  criti 

when  the  relative  index  of  refraction 

index  (the  incident  ray  being  supposed  1 

then  we  are  to  have 

sin  90**  . 

.  =  IX,  when< 


C 


that  is,  the  sine  of  the  critical  angle  is  the 

When  the  media  are  air  and  water, 

air  and  different  kinds  of  glass  its  valu 

If  a  ray,  as  1 0,  is  incident  in  the  m 

greater  than  the  critical  angle,  the  la 

experiment  shows  that  such  a  ray  un 

direction  O  I',  the  angle  of  reflection  be 

Reflection  occurring  in  these  circums 

received  the  name  of  total  reflection,     j 

incident  in  the  more  refractive  medium  at  i 

The  phenomenon  of  total  reflection  i 

instances.     For  example,  if  a  glass  of  v 
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is  held  above  the  level  of  the  eye,  the  under  side  of  the  surface  of  the 
water  is  seen  to  shine  like  a  brilliant  mirror,  and  the  lower  part  of  the 


Fig.  66S.— Total  Bafleotion. 

spoon  IS  seen  reflected  in  it.    Beautiful  effects  of  the  same  kind  maj  be 
observed  in  aquariums. 

727.  Camera  Lucida. — The  camera  ludda  is  an  instrument  sometimes 
employed  to  facilitate  the  sketching  of  objects  from  nature.  It  acts  by 
total  reflection,  and  may  have  various  forms,  of  which  that  proposed  by 
WoUaston,  and  represented  in  Fig.  656,  657,  is  one  of  the  commonest 
The  essential  part  is  a  totally -reflecting  prism  with  four  angles,  one  of 
which  is  90°,  the  opposite  one  135**,  and  the  other  two  each  67"*  30'.  One 
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of  the  two  faces  which  contain  the  right  angle  is  turned  towards  the  ohjects 
to  be  sketched.  Rays  incident  normally  on  this  face,  as  a;r,  make  an 
angle  greatly  exceeding  the  critical  angle  with  the  face  c  d,  and  are  totally 
reflected  from  it  to  the  next  face  da^  whence  they  are  again  totally 
refler.ted  to  the  fourth  face,  from  which  they  emerge  normally.^     An  eye 


Pig.  066.— Beotiou  of  Prism. 


Fig.  667. — Camera  Lucida. 


placed  so  as  to  receive  the  emergent  rays  will  see  a  virtual  image  in  a 
direction  at  right  angles  to  that  in  which  the  object  lies.  In  practice, 
^  the  eye  is  held  over  the  angle  a  of  the  prism,  in  such  a  position  that 
one-half  of  the  pupil  receives  these  reflected  rays,  while  the  other  half 
receives  light  in  a  parallel  direction  outside  the  prism.  The  observer 
thus  sees  the  reflected  image  projected  on  a  real  back -ground,  which 
consists  of  a  sheet  of  paper  for  sketching.  He  is  thus  enabled  to  pass 
a  pencil  over  the  outlines  of  the  image,  pencil,  image,  and  paper  being 
simultaneously  visible.  It  is  very  desirable  that  the  image  should  lie  in 
the  plane  of  the  paper,  not  only  because  the  pencil  point  and  the  image 
will  then  be  seen  with  the  same  focussing  of  the  eye,  but  also  because 
parallax  is  thus  obviated,  so  that  when  the  observer  shifts  his  eye  the 
pencil  point  is  not  displaced  on  the  image.  As  the  paper,  for  conveni- 
ence of  drawing,  must  be  at  a  distance  of  about  a  foot,  a  concave  lens, 
with  a  focal  length  of  something  less  than  a  foot,  is  placed  close  in 
front  of  the  prism,  in  drawing  distant  objects.  By  raising  or  lowering 
the  prism  in  its  stand  (Fig.  657),  the  image  of  the  object  to  be  sketched 
may  be  made  to  coincide  with  the  plane  of  the  paper. 

The  prism  is  mounted  in  such  a  way  that  it  can  be  rotated  either  about 
a  horizontal  or  a  vertical  axis ;  and  its  top  is  usually  covered  with  a  mov- 
able plate  of  blackened  metal,  having  a  semicircular  notch  at  one  edge, 
for  the  observer  to  look  through. 
727a.  Images  by  Befraction  at  a  Plane  Surface. — liet  O  (Fig.  657  b) 


*  The  use  of  having  two  reflectioDB  is  to  obtain  «n  erect  image.    An  image  obtained  hj 
one  i*eflecti()n  would  be  upaide  down. 
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be  a  small  object  in  the  interior  of  a  solid  or  liquid  bounded  by  a  plane 

surface  AB.  Let  OBC  be  the  path  of  a 
nearly  normal  ray,  and  let  B  C  (the  portion 
in  air)  be  produced  backwards  to  meet  the 
normal  in  I.  Then,  since  A  IB  and  AOB 
are  the  inclinations  of  the  two  portions  of 
the  ray  to  the  normal,  we  have  (if  /i  be  the 
index  of  refraction  from  air  into  the  sub- 
stance)— 


A*    = 


■in  AIB 
am  AOB     "" 


OB 
IB- 


But  0  B  is  ultimately  equal  to  0  A,  and  I B 
— -^=^-       —       to  I  A.     Hence,  if  we  make  A I  equal  to 

*^^' Rrf^tlr****^  ^'  ^^  ^^®  emergent  rays  of  a  smaU  and 

nearly  normal  pencil  emitted  by  0  will,  if 

produced  backwards,  intersect  OA  at  points  indefinitely  near  to  the 

point  I  thus  determined.    If  the  eye  of  an  observer  be  situated  on  the 

production  of  the  normal  0  A,  the  rays  by  which  he  sees  the  object  0 

constitute  such  a  pencil.     He  accordingly  sees  the  image  at  L    Ab  the 

4  8 

value  of  /i  is  3  for  water,  and  about  ^  for  glass,  it  follows  that  the 

apparent  depth  of  a  pool  of  clear  water  when  viewed  vertically  is  ^ 

of  the  true  depth,  and  that  the  apparent  thickness  of  a  piece  of  plate- 

2 
glass  when  viewed  normally  is  only  3  of  the  true  thickness. 

727  B. — When  the  incident  pencil  (Fig.  657a)  is  not  small,  but  includes 


m  M74.>0Mutie  bgr  B<tootk». 

rays  of  all  obliquities,  those  of  them  which  make  angles  with  the  normal 
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less  than  the  critical  angle  N QB  will  emerge  into  air;  and  the  emergent 
rays,  if  produced  backwards,  will  all  touch  a  certain  caustic  surface,  which 
has  the  normal  QN  for  its  axis  of  revolution,  and  touches  the  surface  at 
all  points  of  a  circle  of  which  N  B  is  the  radius.  Wherever  the  eye  may 
be  situated,  a  tangent  drawn  from  it  to  the  caustic  will  be  the  direction 
of  the  visible  image.  If  the  observer  sees  the  image  with  both  eyes,  both 
being  equidistant  from  the  surface  and  also  equidistant  from  the  normal, 
the  two  lines  of  sight  thus  determined  (one  for  each  eye)  will  meet  at  a 
point  on  the  normal,  which  will  accordingly  be  the  apparent  position  of 
the  image.  I^  on  the  other  hand,  both  eyes  are  in  the  same  plane  con- 
taining the  normal,  the  two  lines  of  sight  will  intersect  at  a  point  between 
the  normal  and  the  observer. 

The  image,  whether  seen  with  one  eye  or  two,  approaches  nearer  to  the 
surface  as  the  direction  of  vision  becomes  more  oblique,  and  ultimately 

8 
coincides  with  it.    The  apparent  depth  of  water,  which  is  only  -r  of  the 

Q 

real  depth  when  seen  vertically,  is  accordingly  less  than  -j  when  seen 

obliquely,  and  becomes  a  vanishing  quantity  as  the  direction  of  vision 
approaches  to  parallelism  with  the  surface.  The  focus  I  determined  in 
the  preceding  section  is  at  the  cusp  of  the  caustic. 

728.  Parallel  Plate. — Bays  falling  normally  on  a  uniform  trans- 
parent plate  with  parallel  faces,  keep  their  course  unchanged;  but 
this  is  not  the  case  with  rays  incident  obliquely.  A  ray  S I  (Fig. 
658),  incident  at  the  angle  S I N,  is  refracted  in  the  direction  I  R 
The  angle  of  incidence  at  B  is  equal  to  the  angle  of  refraction  at  I, 


s         s 

Jfig.  6&tt.  -PanUei  Plate. 


Fig.  669.— Vision  thnmgh  Platai 


and  hence  the  angle  of  emergence  S'  B  N'  is  equal  to  the  original 
angle  of  incidence  SIN.  The  emergent  ray  B  S'  is  therefore  parallel 
to  the  incident  ray  S  I,  but  is  not  in  the  same  straight  line  with  it 


Digitized  by 


Googk 


918 


BEFRAGTION. 


Objects  seen  obliquely  through  a  plate  are  therefore  displaced 
from  their  true  positions  Let  S  (Fig.  659)  be  a  luminous  point 
which  sends  light  to  an  eye  not  directly  opposite  to  it,  on  the  other 
side  of  a  parallel  plate.  The  emergent  rays  which  enter  the  eye  are 
parallel  to  the  incident  rays;  but  as  they  have  undergone  lateral 
dispiadement,  their  point  of  concoui*se^  is  changed  from  S  to  S',  which 
is  accordingly  the  image  of  S. 

The  displacement  thus  produced  increases  with  the  thickness  of 
the  plate,  its  index  of  refraction,  and  the  obliquity  of  incidence.  It 
furnishes  one  of  the  simplest  means  of  measuring  the  index  of  refrac- 
tion of  a  substance,  and  is  thus  employed  in  Fichot's  refructometer. 

729.  Multiple  Images  produced  by  a  Plate.— Let  S  (Fig.  G60)  be  a 
luminous  point  in  front  of  a  transparent  plate  with  parallel  faces. 
Of  the  rays  which  it  sends  to 
the  plate,  some  will  be  reflected 
from  the  front,  thus  giving  rise 
to  an  image  S'.  Another  por- 
tion will  enter  the  plate,  un- 
dergo reflection  at  the  back, 
and  emerge  with  refraction  at 
the  front,  giving  rise  to  a 
second  image  S^.  Another 
portion  will  undergo  internal 
reflection  at  the  front,  then 
again  at  the  back,  and  by 
emerging  in  front  will  foim  a 
third  image  Si-  The  same  pro- 
cess may  be  repeated  several 
times;  and  if  the  luminous 
object  be  a  candle,  or  a  piece  of  bright  metal,  a  number  of  images, 
one  behind  another,  will  be  visible  to  an  eye  properly  placed  in  front 
All  the  successive  images,  after  the  first  two,  continually  diminish  in 
brightnesa  If  the  glass  be  silvered  at  the  back,  the  second  image  is 
much  brighter  than  the  first,  when  the  incidence  is  nearly  normal, 
but  as  the  angle  of  incidence  increases,  the  first  image  gains  upon  the 
second,  and  ultimately  surpasses  it  This  is  due  to  the  fact  that  the  re- 
flecting power  of  a  surface  of  glass  increases  with  the  angle  of  incidence. 

^  The  nys  which  oompose  the  pencil  that  enters  the  eye  will  not  ezAcUy  meet  (when 
produced  backwardB)  in  any  one  point.  There  will  be  two  focal  lines,  just  as  in  the  caae 
of  spherical  mirrors  (§  714,  714  a). 


21 


Fig.  MO.— MolUple  Imagm  in  Plate. 


Digitized  by 


Googk 


BEFBACTION  Tfl 


If  the  luminous  body  is 


Pig.  «61.— Image*  of  Candle  in  Looking-glaM. 

into  a  different  position,  still 
780.  Befraotion  through  a 


the  \ 
resting 
Prism.- 


Fig.  062.— Eqailateral  Prion. 


tion  of  a  transparent  body  lying  betv 
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fche  angle  of  internal  incidence  on  the  seoond  £ftoe  I F  M,  and  i'  for 
the  angle  of  external  refraction  N'  I'  B»  we  have  sin  i'=  /m  sin  r^. 
The  deviation  produced  at  I  is  i—r,  and  that  at  I'  is  i'—r',  so  tlial 


Fig.  0M.— Rofinotion  ihroofh  Prion. 


the  total  deviation,  which  is  the  acute  angle  D  contained  between 
the  rays  S  I,  R  I',  when  produced  to  meet  at  o,  is 


D-i-r+i'-i'. 


0) 


But  if  we  drop  a  perpendicular  from  the  angular  point  A  on  the  ray 
I  r,  it  will  divide  the  refracting  angle  B  A  C  into  two  parts,  of  which 
that  on  the  left  will  be  equal  to  r,  and  that  on  the  right  to  r\  since 
the  angle  contained  between  two  lines  is  equal  to  that  contained 
between  their  perpendiculars.  We  have  therefore  A=:r+r',  and  by 
substitution  in  the  above  equation 


D=»+r-A. 


(2) 


When  the  path  of  the  ray  through  the  prism  1 1'  makes  equal  angles 
with  the  two  faces,  the  whole  course  of  the  ray  is  symmetrical  with 
respect  to  a  plane  bisecting  the  refracting  angle,  so  that  we  have 


i^C;  r=r^  =  ^ 


Equation  (2)  thus  becomes 


D=2i-A.  whence  ^=^-!l^» 
2 

Binr         .    A      ' 
-2 


(8) 


{*) 
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This  last  result  is  of  great  practical  importance,  as  it  enables  us  to 
calculate  the  index  of  refraction  ^  from  measurements  of  the  refract- 
ing angle  A  of  the  prism,  and  of  the  deviation  D  which  occurs  when 
the  ray  passes  symmetrically. 

When  a  beam  of  sunlight  in  a  dark  room  is  transmitted  through  a 
prism,  it  will  be  found,  on  rotating  the  prism  about  its  axis,  that 
•there  is  a  certain  mean  position  which  gives  smaller  deviation  of  the 
transmitted  light  than  positions  on  either  side  of  it;  and  that,  when 
the  prism  is  in  this  position,  a  small  rotation  of  it  has  no  sensible 
effect  on  the  amount  of  deviation.  The  position  determined  experi- 
mentally by  these  conditions,  and  known  as  the  position  of  mini- 
mum deviation,  is  the  position  in  which  the  ray  passes  symmetrically. 

731   .  Construction  for  Deviation. — The  following  geometrical  con- 
struction furnishes  a  very  sim- 
ple method  of  representing  the 
variation  of  deviation  with  the 
angle  of  incidence.- — 

1.  When  the  refraction  is  at 
a  single  surface,  describe  two 
circular  arcs  about  a  common 
centre  0  (Fig.  666  a),  the  ratio 
of  their  radii  being  the  index 
of  refraction.  Then  if  the  in- 
cidence is  from  rare  to  dense, 

draw  a  radius  O  A  of  the  smaller  circle  to  represent  the  direction  of 
the  incident  ray,  and  let  N  A  B  be  the  direction  of  the  normal  to 
the  surface  at  the  point  of  incidence,  so  that  O  A  N  is  the  angle 
of  incidence.     Join  0  B.     Then  0  B  N  is  the  angle  bf  refraction, 

since  ^?^-^w-^=^=  index  of  refraction:  hence  0  B  is  parallel  to  the 
Bin  0  B  N    O  A  '  ^ 

refracted  ray.     If  the  incidence  is  from  dense  to  rare,  we  must  draw 

0  B  to  represent  the  incident  ray,  make  O  B  N  equal  to  the  angle 

of  incidence,  and  join  0  A.     In  either  case  the  angle  A  O  B  is  the 

deviation,  and  it  evidently  increases  with  the  angle  of  incidence 

O  A  N,  attaining  its  greatest  value  when  this  angle  (O  A  N"  in  the 

figure)  is  a  right  angle,  in  which  case  the  angle  of  refraction  O  B'"N" 

is  the  critical  angle. 

2.  To  find  the  deviation  in  refraction  through  a  prism,  describe 
two  concentric  circular  arcs  as  before  (Fig.  666  b),  the  ratio  of  their 
radii  being  the  index  of  refraction.  Draw  the  radius  O  A  of  the 
smaller  circle  to  represent  the  incident  ray,  N  B  to  represent  the 


Fig.  606  A.— General  ConBtruction  for  Deviatioa. 
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normal  at  the  first  surface,  B  N^  the  normal  at  the  second  surface.  Then 
O  B  represents  the  direction  of  the  ray  in  the  prism,  O  A'  the  direction 
of  the  emergent  ray,  and  A  O  A'  is  accordingly  the  total  deviation. 

In  fact  we  have 

O  A  N  =  angle  of  inoidenoe  at  0nt  surfaoeL 
O  B  N  =     „        refraction  „ 

O  B  N'=     „        incidence  at  second  sur- 
face. 
OA'N'=     „        refraction  „ 

A  O  B  =  deviation  at  first  soifaoe. 
BOA'=     ,,  second    „ 

A  B  A' = angle  between  normals  wangle 
of  prism. 

Again,  the  deviation  A  O  A', 
being  the  angle  at  the  centre  of 
a  circle,  is  measured  by  the  arc  A  A',  which  subtends  it  To  obtain 
the  minimum  deviation,  we  must  so  arrange  matters  that  the  angle 
ABA'  being  given  (=angle  of  prism),  the  arc  A  A'  shall  be  a  mini- 
mum. Let  A  B  A',  a  B  a'  (Fig.  666  c),  be  two  consecutive  positions, 
B  A'  and  B  a  being  greater  than  B  A  and  B  a.  Then,  since  the 
small  angles  A  B  a,  A'  B  a'  are  equal,  it  is  obvious,  for  a  double 
reason,  that  the  small  arc  A'  a'  is  greater  than  A  a,  and  hence  the 


Fig.  M6  A.— <3eD«ral  Consiniction  for  Deviatioii. 


Fig.  666  b.— Applioation  to  Priam. 


Fig.  666a— Proof  of  Minimum  DeTiation. 


whole  arc  a  a  is  greater  than  A  A'.  The  deviation  is  therefore  in- 
creased by  altering  the  position  in  such  a  way  as  to  make  B  A  and 
BA'  depart  further  from  equality,  and  is  a  minimum  when  they 
are  equal 

731b.  Conjugate  Foci  for  Minimum  Deviation. — ^When  the  angle  of 
incidence  is  nearly  that  corresponding  to  minimum  deviation,  a  small 
change  in  this  angle  has  no  sensible  effect  on  the  amount  of  deviation. 

Hence  a  small  pencil  of  rays  sent  in  this  direction  from  a  luminous 
point,  and  incident  near  the  refracting  edge,  will  emerge  with  their 
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divergence  sensibly  unaltered,  g 
would  meet  in  a  virtual  focus  at 
in  the  same  direction)  as  the  po 

In  like  manner,  if  a  small  p 
point,  are  turned  aside  by  inte 
position  of  minimum  deviation, 
another  point  at  the  same  dista 
neglecting  the  thickness  of  a  p 
diatcmce  from  it,  and  on  the 
minimurth. 

732.  Doable  Refraction.— Thi 


Fig.  067.— loeland-spar. 

into  glass  which  is  unequally 
directions ;  for  example,  into  unj 
to  two  refracted  rays  which  ta 
menon  is  called  dovJble  refracti 
in  1670  by  Bartholin^  who  obs€ 
and  its  laws  for  this  substam 
Huyghena 

788.  Phenomena  of  Doable  Befi 
or  calc-spar  is  a  form  of  crystall 
in  large  quantity  in  the  country; 
is  usually  found  in  rhombohe< 
667,  668. 

To  observe  the  phenomenon 
spar  may  be  laid  on  a  page  of  a 
through  it  will  appear  double,  a 
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blackness  is  considerably  less  than  that  of  the  originals,  except  where 
the  two  images  overlap. 

In  order  to  state  the  laws  of  the  phenomena  with  precision,  it  is 
necessary  to  attend  to  the  crystalline  form  of  Iceland-spar. 

At  the  comer  which  is  represented  as  next  us  in  Fig.  667  three 
equal  obtuse  angles  meet ;  and  this  is  also  the  case  at  the  opposite 


Fig.  MS.— >I><mbIe  Refraotion  of  loeUiid*spw. 

comer  which  is  out  of  sight  If  a  line  be  drawn  through  one  of 
these  comers,  making  equal  angles  with  the  three  edges  which  meet 
there,  it  or  any  line  parallel  to  it  is  called  the  axis  of  the  crystal ; 
the  axis  being  properly  speaking  not  a  definite  line  but  a  definite 
direction. 

The  angles  of  the  crystal  are  the  same  in  all  specimens;  but  the 
lengths  of  the  three  edges  (which  may  be  called  the  oblique  length, 
breadth,  and  thickness)  may  have  any  ratios  whatever.    If  the  crystal 


Flf.  669.— Axis  of  the  CryitaL 


is  of  such  proportions  that  these  three  edges  are  equals  as  in  the  first 
part  of  Fig.  669,  the  axis  is  the  direction  of  one  of  its  diagonals, 
which  is  represented  in  the  figur& 


Digitized  by 


Googk 


^r 


D^UBLB  BEFBACnON    IN   ICELAND-SPAB.  927 

Any  plane  containing  (or  parallel  to)  the  axis  is  called  a  principal 
plane  of  the  crystal 

If  the  crystal  is  laid  over  a  dot  on  a  sheet  of  paper,  and  is  made 
to  rotate  while  remaining  always  in  contact  with  the  paper,  it  will 
be  observed  that,  of  the  two  images  of  the  dot,  one  remains  un- 
moved, and  the  other  revolves  round  it  The  former  is  called  the 
ordinaryy  and  the  latter  the  extraordinary  image.  It  will  also  be 
observed  that  the  former  appears  nearer  than  the  latter,  being  more 
lifted  up  by  refraction. 

The  rays  which  form  the  ordinary  image  follow  the  ordinary  law 
of  sines  (§  722).  They  are  called  the  ordinary  rays.  Those  which 
form  the  extraordinary  image  (called  the  extraordinary  rays)  do  not 
follow  the  law  of  sines,  except  when  the  plane  of  incidence  is  perpen- 
dicular to  the  axis  of  the  crystal,  and  in  this  case  their  index  of 
refraction  (called  the  extraordinary  index)  is  different  from  that  of 
the  ordinary  raya  The  ordinary  index  is  1*66,  and  the  extraordinary 
1-52. 

When  the  plape  of  incidence  is  parallel  to  the  axis,  the  extra- 
ordinary ray  lies  in  this  plane,  but  the  ratio  of  the  sines  of  the  angles 
of  incidence  and  refraction  is  variable. 

When  the  plane  of  incidence  is  oblique  to  the  axis,  the  extra- 
ordinary ray  generally  lies  in  a  different  plane. 

We  shall  recur  to  the  subject  of  double  refraction  in  the  concluding 
chapter  of  this  volume. 
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LENSES. 

739.  Forms  of  Lenses. — ^A  lens  is  usually  a  piece  of  glass  bounded 
by  two  surfaces  which  are  portions  of  spheres.  There  are  two  prin- 
cipal classes  of  lenses. 

1.  Converging  lenses  or  convex  lenses,  which  have  one  or  other  of 
the  three  forms  represented  in  Fig.  670.  The  first  of  these  is  called 
double  convex,  the  second  plano-convex,  and  the  third  concavo- 
convex-     This  last  is  also  called  a  converging  meniscus.     All  three 


Fig.  670.— Conrerglng  Lenaea. 


Fig.  971.— Direigbif  Tmwm. 


are  thicker  in  the  middle  than  at  the  edges.  They  are  called  con- 
verging, because  rays  are  always  more  convergent  or  less  divergent 
after  passing  through  them  than  before. 

2.  Diverging  lenses  or  concave  lenses  (Fig.  671)  produce  the 
opposite  effect,  and  are  characterized  by  being  thinner  in  the  middle 
than  at  the  edges.  Of  the  three  forms  represented,  the  first  is  double 
concave,  the  second  plano-concave,  and  the  third  convexo-concave 

(also  called  a  diverging  meniscus). 

60 
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Fif .  67  S. — Principal  Focus  of  Convex  Leu*. 


From  the  immeDse  importance  of  lenses,  especially  convex  lenses, 
in  practical  optics,  it  will  be  necessary  to  explain  their  properties  at 
some  length. 

786.  Principal  Focus. — A  lens  is  usually  a  solid  of  revolution,  and 
the  axis  of  revolution  is  called  the  axis  of  the  lens,  or  sometimes  the 
principal  cuds.  When  the  surfaces  are  spherical,  it  is  the  line  join- 
ing their  centres  of  curvature. 

When  rays  which  were  originally  parallel  to  the  principal  axis 

pass  through  a  convex 
lens  (Fig  672),  the  ef- 
fect of  the  two  refrac- 
tions which  they  un- 
dergo, one  on  entering 
and  the  other  on  leav- 
ing the  lens,  is  to  make 
them  all  converge  ap- 
proximately to  one 
point  F,  which  is 
called  the  principal  focus.  The  distance  AF  of  the  principal  focus 
from  the  lens  is  called  the  principal  focal  distance,  or  more  briefly 
and  usually,  the  focal  length  of  the  lens.  There  is  another  prin- 
cipal focus  at  the  same  distance  on  the  other  side  of  the  lens,  cor- 
responding to  an  incid- 
ent beam  coming  in  the 
opposite  direction.  The 
focal  length  depends  on 
the  convexity  of  the  sur- 
faces of  the  lens,  and  also 
on  the  refractive  power 
of  the  material  of  which 
it  is  composed,  being 
shortened  either  by  an 
increase  of  refractive  power  or  by  a  diminution  of  the  radii  of  cur- 
vature of  the  faces. 

In  the  case  of  a  concave  lens,  rays  incident  parallel  to  the  prin- 
cipal axis  diverge  after  passing  through;  and  their  directions,  if 
produced  backwards,  would  approximately  meet  in  a  point  F,  which 
is  still  called  the  principal  focua  It  is  only  a  virtual  focus,  inasmuch 
as  the  emergent  rays  do  not  actually  pass  through  it,  whereas  the 
principal  focus  of  a  converging  lens  is  real 


FIf .  078.— PrinoipAl  Focus  of  Concave  Lens. 
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787.  Optical  Centre  of  a  Lens.  Secondary  Axes. — Let  0  and  O'  be 
the  centres  of  the  two  spherical  surfaces  of  a  lena  Draw  any  two 
parallel  radii  01,  O'E  to  meet 
these  surfaces,  and  let  the  joining 
line  IE  represent  a  ray  passing 
through  the  lens.  This  ray  makes 
equal  angles  with  the  normals 
at  I  and  E,  since  these  latter  are 
parallel  by  construction;  hence 
the  incident  and  emergent  rays 
SI,  ER  also  make  equal  angles 
with  the  normals,  and  are  there- 
fore parallel.  In  fact,  if  tangent 
planes  (indicated  by  the  dotted 
lines  in  the  figure)  are  drawn  at 
I  and  E,  the  whole  course  of  the 
ray  S IE R  will  be  the  same  as  if  it  had  passed  through  a  plate 
bounded  by  these  planes. 

Let  C  be  the  point  in  which  the  line  IE  cuts  the  principal  axis, 
and  let  R,  R  denote  the  radii  of  the  two  spherical  surfaces.  Then, 
from  the  similarity  of  the  triangles  OCI,  O'CE,  we  have 


Fig.  674.— Ceutro  of  Lens. 


DC 
CO' 


R 
R' 


(1) 


which  shows  that  the  point  C  divides  the  line  of  centres  O  0'  in  a 
definite  ratio  depending  only  on  the  radii.  Every  ray  whose  direc- 
tion on  emergence  is  parallel  to  its  direction  before  entering  the  lens, 
must  pass  through  the  point  C  in  traversing  the  lens;  and  conversely, 
every  ray  which,  in  its  course  through  the  lens,  traverses  the  point 
C,  has  parallel  directions  at  incidence  and  emergence.  The  point  C 
which  possesses  this  remarkable  property  is  called  the  centre,  or 
optical  centre,  of  the  lens. 

In  the  case  of  a  double  convex  or  double  concave  lens,  the  optical 
centre  lies  in  the  interior,  its  distances  from  the  two  surfaces  being 
directly  as  their  radii  In  plano-convex  and  plano-concave  lenses 
it  is  situated  on  the  convex  or  concave  surface.  In  a  meniscus  of 
either  kind  it  lies  outside  the  lens  altogether,  its  distances  from  the 
surfaces  being  still  in  the  direct  ratio  of  their  radii  of  curvature.^ 

^  These  consequences  follow  at  once  from  equation  (1)  when  applied  to  the  several  cases. 
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In  elementary  optics  it  is  usual  to  neglect  the  thickness  of  the 
lens.  The  incident  and  emergent  rays  SI,  £R  may  then  be  re- 
garded as  lying  in  one  straiglit  line  which  passes  through  C,  and 
we  may  lay  down  the  proposition  that  rays  which  pass  ihrotigh  the 
centre  of  a  lens  undergo  no  deviation.  Any  straight  line  through 
the  centre  of  a  lens  is  called  a  secondary  aods. 

The  approximate  convergence  of  the  refracted  rays  to  a  point,  when 
the  incident  rays  are  parallel,  is  true  for  all  directions  of  incidence ; 


Fig.  076.— PnnoliNd  Fooiu  on  Secondary  Axia. 

and  the  point  to  which  the  emergent  rays  approximately  converge 
(/,  Fig.  675)  is  always  situated  on  the  secondary  axis  (a  cf)  parallel 
to  the  incident  rays.  The  focal  distance  is  sensibly  the  same  as  for 
rays  parallel  to  the  principal  axis,  unless  the  obliquity  is  consider- 
able. 

738.  Conjugate  Foci. — When  a  luminous  point  S  sends  rays  to  a 


Fig.  676. -Conjugate  Foci,  both  Real. 

lens  (Fig.  676),  the  emergent  rays  converge  (approximately)  to  one 

The  distances  of  C  from  the  two  faces  are  respectively  the  difference  between  R  and  OC, 
and  the  difference  between  R'  and  O'C,  and  we  have 

R  ^  OC  ^  R-OC 

R'       aC       R'-OC 
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point  S';  whence  it  follows  that  rays  sent  from  S'  to  the  lens  would 
converge  (approximately)  to  S.  Two  points  thus  related  are  called 
conjugate  foci  of  the  lens,  and  the  line  joining  them  always  passes 
through  the  centre  of  the  lens ;  in  other  words,  they  must  either  be 
both  on  the  principal  axis,  or  both  on  the  same  secondary  axia 

Tl)e  fact  that  rays  which  come  from  one  point  go  to  one  point  is 
the  foundation  of  the  theory  of  images,  as  we  have  already  explained 
in  connection  with  mirrors  (§  707). 

Tl)e  diameters  of  object  and  image  are  directly  as  their  distances 
from  the  centre  of  the  lens,  and  the  image  will  be  erect  or  inverted 
according  as  the  object  and  image  lie  on  the  same  side  or  on  opposite 
sides  of  this  centre  (§  711).  There  is  also,  in  the  case  of  lenses,  the 
same  difference  between  an  image  seen  in  mid-air  and  an  image 
thrown  on  a  screen  which  we  have  pointed  out  in  §  714. 

It  is  to  be  remarked  that  the  distinction  between  principal  and 
secondary  axes  has  much  more  significance  in  the  case  of  lenses  than 
of  mirrors;  and  images  produced  by  a  lens  are  more  distinct  in  the 
neighbourhood  of  the  principal  axis  than  at  a  distance  from  it. 

739.  FormalsB  relating  to  Lenses. — The  deviation  produced  in  a 
ray  by  transmission  through  a  lens  will  not  be  altered  by  substituting 


Fig  677  —Diagram  ibowiiig  Path  of  Ray,  and  Normala. 

for  the  lens  a  prism  bounded  by  planes  which  touch  the  lens  at  the 
points  of  incidence  and  emergence ;  and  in  the  actual  use  of  lenses, 
the  direction  of  the  rays  with  respect  to  the  supposed  prism  is  such 
as  to  give  a  deviation  not  differing  much  from  the  minimum.  The 
expression  for  the  minimum  deviation  (§  731)  is2i  — 2ror2i— A; 
and  when  the  angle  of  the  prism  is  small,  as  it  is  in  the  case  of 
ordinary  lenses,  we  may  assume  -^  =  ^^*^  =  ^;  so  that  2i  becomes 
2  fi  r  or  /I  A,  and  the  expression  for  the  deviation  becomes 

(a*-i)a,  a) 


Digitized  by 


Googk 


934  LENSES. 

A  being  the  angle  between  the  tangent  planes  (or  between  the  nor- 
mals) at  the  points  of  entrance  and  emergence. 

Let  0^  and  x^  denote  the  distances  of  these  points  respectively  from 
the  principal  axis,  and  r,,  r^  the  radii  of  curvature  of  the  fiu^es  on 

which  they  lie.     Then  ^'  ^*  are  the  sines  of  the  angles  which  the 

normals  make  with  the  axis,  and  the  angle  A  is  the  sum  or  differ- 
ence of  these  two  angles,  according  to  the  shape  of  the  lens.  In  the 
case  of  a  double  convex  lens  it  is  their  sum,  and  if  we  identify  the 
sines  of  these  small  angles  with  the  angles  themselves,  we  have 

A  =-'  +  -«.  (2) 

But  if  Pi,pt  denote  the  distances  from  the  fa^es  of  the  lens  to  the 
points  where  the  incident  and  emergent  rays  cut  the  principal  axis, 

^»  ^  are  the  sines  of  the  angles  which  these  rays  make  with  the 

axis,  and  the  deviation  is  the  sum  or  difference  of  these  two  angles, 
according  as  the  conjugate  foci  are  on  opposite  sides  or  on  the  same 
side  of  the  len&     In  the  former  case,  identifying  the  angles  with 

their  sines,  the  deviation  is  ^+^'  and  this,  by  formula  (1),  is  to  be 

equal  to  (/i-l)  A,  that  is,  to  0-1)  (^'+5)- 

If  the  thickness  of  the  lens  is  negligible  in  comparison  with  p^  Pf, 
we  may  regard  Xi  and  x^  as  equal,  and  the  equation 


will  reduce  to 


Px   p%  Vi   »•«/ 


(4) 


If  Pi  is  infinite,  the  incident  rays  are  parallel,  and  p^  is  the  principal 
focal  length,  which  we  shall  denote  by  /     We  have  therefore 

)..^-,(Ui)  (« 

and 

1+1  =  ^  (6) 

Pi        Pt        / 

740.  Coiyugate  Foci  on  Secondary  Axis. — Let  M  be  a  luminous 
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point  on  the  secondary  axis  M  0  M\  0  be 
and  let  M'  be  the  point  in  which  an  emergei 
incident  ray  M I  cuts  this  axis.  Let  x  dene 
the  points  of  incidence  and  emergence  froi 


Fig.  678.— Conjugate  Foci  on  Seoon 


the  obliquity  of  the  secondary  axis;  then  t 
perpendicular  from  I  upon  M  M',  and  *^!.  , 

angles  0  M  I,  0  M'  I  respectively.     But  t 
these  angles;  hence,  proceeding  as  in  last  J 


xcos^ 
"M 


and  when  9  is  small,  its  cosine  is  sensibly 
case  the  equation  reduces  to 

MI    MI     / 

The  fact  that  x  does  not  appear  in  eqi 
that,  for  every  position  of  a  luminous  point 
lying  on  the  same  axis  as  the  luminous  po 
as  the  approximate  assumptions  which  we 
741.  DiscuBsion  of  the  Formula  for  Conve 
that  the  formula  ,        .        . 

V       V       f 

*  The  quantity  — —  +  ---_  is  in  fact  rather  greater  1 
MI      MI 

have  taken  co3  Q  as  equal  to  unity,  and  in  the  second  pla< 
deviation  is  equal  to  the  minimum  deviation  — .     Con 

we  see  that  — —  +  =-^r--w  ^  reaUy  equal  to  a  quantity  rat 
M  I      M  I 

sec  B,  which  is  also  rather  greater  than  unity.     The 

rather  leas  for  oblique  than  for  direct  pencils. 
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applies  both  to  direct  and  oblique  peDcils,  /  denoting  the  principal 
focal  length  of  the  lens  (supposed  convex),  and  p,  p  the  distances  of 
a  pair  of  conjugate  foci  from  the  lens,  on  opposite  sides  of  it  This 
formula  being  identical  with  equation  (6)  of  §  708,  leads  to  results 
similar  to  those  already  deduced  in  the  case  of  concave  mirrors. 

As  one  focus  advances  from  infinite  distance  to  a  principal  focus, 
its  conjugate  moves  away  from  the  other  principal  focus  to  infinite 
distance  on  the  other  side.  The  more  distant  focus  is  always  moving 
more  rapidly  than  the  nearer,  and  the  least  distance  between  tbem 
is  accordingly  attained  when  they  are  equidistant  from  the  lens;  in 
which  case  the  distance  of  each  of  them  from  the  lens  is  2/  and  their 
distance  from  each  other  4/ 

If  either  of  the  distances,  as  j9,  is  less  than  /,  the  formula  shows 
that  the  other  distance  p'  is  negativa     The  meaning  is  that  the  two 

foci  are  on  the  same 
side  of  the  lens,  and  in 
this  case  one  of  them 
(the  more  distant  of  the 
two)  must  be  virtuaL 
For  example,  in  Fig. 
679,  if  S,  S'  are  a  pair 
of  conjugate  foci,  one 
of  them  S  being  be- 
tween the  principal 
focu8"F  and  the  lens, 
rays  sent  to  the  lens  by  a  luminous  point  at  S,  will,  after  emergence, 
diverge  as  if  from  S';  and  rays  coming  from  the  other  side  of  the 
lens,  if  they  converge  to  S'  before  incidence,  will  in  reality  be  made 
to  meet  in  S.  As  S  moves  towards  the  lens,  S'  moves  in  the  same 
direction  more  rapidly ;  and  they  become  coincident  at  the  surfece 
of  the  lena  The  formula  in  fact  shows  that  if  -  is  very  great  in 
comparison  with  y'  and  positive,  -,  must  be  very  great  and  negative; 

that  is  to  say,  if  p  is  a  very  small  positive  quantity,  p  is  a  very  small 
negative  quantity. 

742.  Formation  of  Real  Images.— Let  A  B  (Fig.  680)  be  an  object 
in  front  of  a  lens,  at  a  distance  exceeding  the  principal  focal  length. 
It  will  have  a  real  image  on  the  other  side  of  the  lena  To  deter- 
mine the  position  of  the  image  by  construction,  draw  through  any 
point  A  of  the  object  a  line  parallel  to  the  principal  axis,  meeting 


Fig.  tfTtf.—OonJagaU  Pod,  ono  RmI,  ono  VirtiuL 
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FORMATION   OF  REAL   II 

the  lena  in  M.     The  ray  represented  by  tl 
tion,  pass  through  the  principal  focus  F; 
the  secondary  axis  A  0 
determines  the  position 
of  a,  the  focus  conju- 
gate to  A.     We  can  in 
like  manner  determine 
the  position  of  6,  the 
focus  conjugate  to  B, 
another  point   of   the 
object;  and  the  joining 
line  ab  will   then  be 
the  image  of  the  line 
A  B.     It  is  evident  that  if  a  6  were  the 
image. 

Figs.  680,  681  repiesent  the  cases  in  ^ 
object  is  respectively  greater  and  less  than 
the  lens. 

In  each  case  it  is  evident  that  —r=rrz=-. 
of  object  and   image 
are  directly  as  their 
distances  from  the  cen- 
tre of  the  lens. 

Again,  since  FO  is 
parallel  to  a  side  of  the 
trianglea  A' A,  we  have 

OA   ^  FA^  ^       / 

Oa         Fa  p'-/  Fig.«81.-R 


And  by  making  a  similar  construction  v 
principal  focus,  we  can  prove  that 


We  have  therefore 


Oa  f 


AB^p-/ 
ab         f 


>^ 


/denoting  the  focal  length  of  the  lens, 
A'B,  a  b  respectively  from  the  lens. 
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748.  Ezftmple. — ^A  straight  line  25"""-  long  is  placed  perpendi- 
cularly on  the  axis,  at  a  distance  of  35  centimetres  from  a  lens  of 
15  centimetres'  focal  length ;  what  are  the  position  and  magnitude  of 
the  image? 

To  determine  the  distance  'p'  we  have 


l  +  JL=.l;  whence p'=^5^^«=26i«- 
85     p'     xh'  ^     35-16        *^ 


For  the  length  of  the  image  we  have 

748a.  Image  on  Cross-wires. — The  position  of  a  real  image  seen  in 
mid-air  can  be  tested  by  means  of  a  cross  of  threads,  or  other  con- 
venient mark,  so  arranged  that  it  can  be  fixed  at  any  required  point 
The  observer  must  fix  this  cross  so  that  it  appears  approximately  to 
coincide  with  a  selected  point  of  the  image.  He  must  then  try 
whether  any  relative  displacement  of  the  two  occurs  on  shifting  his 
eye  to  one  side.  If  so,  the  cross  must  be  pushed  nearer  to  the  lens, 
or  drawn  back,  according  to  the  nature  of  the  observed  displacement, 
which  follows  the  general  rule  of  parallactic  displacement,  that  the 
more  distant  object  is  displaced  in  the  same  direction  as  the  ob- 
servers eye.  The  cross  may  thus  be  brought  into  exact  coincidence 
with  the  selected  point  of  the  image,  so  as  to  remain  in  apparent 
coincidence  with  it  from  all  possible  points  of  view.  When  this 
coincidence  has  been  attained,  the  cross  is  at  the  focus  conjugate  to 
that  which  is  occupied  by  the  selected  point  of  the  object 

By  employing  two  crosses  of  threads,  one  to  serve  as  object,  and 
the  other  to  mark  the  position  of  the  image,  it  is  easy  to  verify  the 
fact  that  when  the  second  cross  coincides  with  the  image  of  the  first 
the  first  cross  also  coincides  with  the  image  of  the  second. 

744.  Aberration  of  Lenses. — In  the  investigations  of  §§  739,  740,  we 
made  several  assumptions  which  were  only  approximately  true.  The 
rays  which  proceed  from  a  luminous  point  to  a  lens  are  in  fact  not 
accurately  refracted  to  one  point,  but  touch  a  curved  surface  called 
a  caustia  The  cusp  of  this  caustic  is  the  conjugate  focus,  and  is  the 
point  at  which  the  greatest  concentration  of  light  occurs.  It  is 
accordingly  the  place  where  a  screen  must  be  set  to  obtain  the 
brightest  and  most  distinct  image.     Rays  from  the  central  parts  t>f 


Digitized  by 


Googk 


VIBTUAL  DIAG 


the  lens  pass  very  nearly  through  it ;  bu 
tial  portions  fall  short  of  it.  This  depai 
is  called  spherical  aberration.  The  di 
screen  is  improved  by  employing  an  a 
all  except  the  central  rays;  but  the  brigh 

By  holding  a  convex  lens  in  a  position 
light,  a  primary  and  secondary  focal  line 
just  as  in  the  case  of  concave  mirrors 
however,  is  rather  more  difficult  of  perfo 

746.  Virtual  Images. 
— Let  an  object  AB  be 
placed  between  a  con- 
vex lens  and  its  prin- 
cipal focus.     Then  the 
foci   conjugate   to   the 
points  A,  B  are  virtual, 
and  their  positions  can 
be  found  by  construc- 
tion from   the  consid- 
eration      that       rays 
through  A,  B,  parallel  to  the  principal 
the  principal  focus  on  the  other  side.     ^. 
duced  backward,  must  meet  the  secon 
required  points.     An  eye  placed  on  the 
accordingly  see  a  virtual  image  erect,  i 
distance  from  the  lens  than  the  object 
simple  microscope.     The  formula  for  the 
image  from  the  lens,  when  both  are  on  t 


Kg.  681— Virti 


1_ 

D 


1 


/  denoting  the  principal  focal  length. 

746.  Concave  Lens. — For  a  concave  len 
regarded  as  positive,  and  denoted  by  /,  i 
on  the  same  side  of  the  lens,  the  formula 


d 


l_ 
D 


1 


which  shows  that  d  is  always  less  than  D 
to  the  lens  than  the  object. 
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In  Pig.  683,  AB  is  the  object,  and  ab  the  image.     Rays  incident  from 
A  and  B  parallel  to  the  principal  axis  will  emerge  as  if  they  came  from 

the  principal  focus  F. 
Hence  the  points  a  6  are 
determined  by  the  in- 
tersections of  the  dot- 
ted lines  in  the  figure 
with  the  secondary  axes 
O  A,  O  B.  An  eye  on 
the  other  side  of  the 
lens  sees  the  image  ahj 
which  is  always  virtual, 
erect  and  diminished. 
747.  Pocometer.— 
Silbennann's  focometer  (Fig.  684)  is  an  instrument  for  measuring  the 
focal  lengths  of  convex  lenses,  and  is  based  on  the  principle  (§  741)  that, 


Fig.  683.— Virtual  ImngiB  formed  by  ConcaTe  Len». 


Fig.  084.— Silbermann't  Fooometer. 

when  the  object  and  its  image  are  equidistant  from  the  lens,  their  distance 
from  each  other  is  four  times  the  focal  length.  It  consists  of  a  graduated 
rule  carrying  three  runners  M,  L,  M'.     The  middle  one  L  is  the  support 

for  the  lens  which  is  to 
be  examined ;  the  other 
two,  M  M',  contain  two 
thin  plates  of  horn  or 
other  translucent  mate- 
rial, ruled  with  lines, 
which  are  at  the  same 
distance  apart  in  both. 
The  sliders  must  be  ad- 
justed until  the  image 
of  one  of  these  plates  is  thrown  upon  the  other  plate,  without  enlai^- 
ment  or  diminution,  as  tested  by  the  coincidence  of  the  ruled  lines  of  the 
image  with  those  of  the  plate  on  which  it  is  cast.  The  distance  between 
M  and  M'  is  then  read  off,  and  divided  by  4. 


Fig.  684  A. 
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747  a.  Refraction  at  a  Single  Spheric 

pencil  of  rays  to  be  incident  nearly  normally 

forms  the  boundary  between  two  media  in  vt 

respectively.     Let  C  (Fig.  684  a)  be  the  cei 

axis.     Let  P^  be  the  focus  of  the  incident, 

Then  for  any  ray  PiB,  CBPi  is  the  angh 

angle  of  refraction.     Hence  by  the  law  of  s 

fiismGBPi     =     A4Bin 

Dividing  by  sin  B  C  A,  and  observing  that 

•in  CBPi        CP,        CP 

sinBCA    -  BPi  "  AP 

iinCBPt  _   CP,  _    CI 

smBCA    "   BP,  -  AI 

we  obtain  the  equation 

;!,  CP,   _   ^  CI 

which  expresses  the  fundamental  relation 
conjugate  foci. 
Let  AC  =  r,  APj=^i,  AP2=|?a,  then 


or,  dividing  by  r, 

Again,  let  0  A  =  p,  CP^  =  j^,  CP,  =  q^,  th 

P'9\  P  - 

whence,  by  inverting  both  members  and  dr 


1(1.1)  =  1(1.1) 

Mft      p/       fh\qt     p/ 


The  signs  ofpi,  p^y  r,  in  (14)  are  to  be  d 
one  of  the  three  points  P^,  Pjj,  C  lies  on  th 
other  two,  its  distance  from  A  is  to  be  recko 

In  like  manner  the  signs  of  ^1,^3,  p,  in 
the  rule  that,  if  one  of  the  three  points  I 
side  of  C  from  the  other  two,  its  distance  fi 
site  in  sign  to  theirs. 

It  is  usual  to  reckon  distances  positive  w 
dent  light;  but  the  formul»  will  remain  corr 
be  adopted 

U  f  denote  the  principal  focal  length, 
by  (U), 

7  --?-7' 

1       1    .   «!!  ' 
fi  "  /       ftp 
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Fig.  686.— Objeoiivo  of  Camen. 


it  being  understood  that  the  positive  direction  is  the  same  for  /as  foi 

/?i,|?j,  andr. 

748.  Camera  Obscura. — The  images  obtained  by  means  of  a  hole  in 

the  shutter  of  a  dark  room  (§  683)  become  sharper  as  the  size  of  the 

hole  is  diminished;  but  this  diminution  in- 
volves loss  of  light,  so  that  it  is  impossible  by 

this  method  to  obtain  an  image  at  once  bright 

and  sharp.      This  difficulty  can  be  overcome 

by  employing  a  lens.     If  the  objects  in  the 

external  landscape  depicted  are  all  at  distances 

many  times  greater  than  the  focal  length  of 

the  lens,  their  images  will  all  be  formed  at 

sensibly  the  same  distance  from  the  lens,  and 

may  be  received  upon  a  screen  placed  at  this 

distance. 
The  images 
thus  ob- 
tained are 
inverted, 
and  are  of 

the  same  size  as  if  a  simple 
aperture  were  employed  instead 
of  a  lens.  This  is  the  principle 
on  which  the  camera  obscura  is 
constructed. 

It  is  a  kind  of  tent  surrounded 
by  opaque  curtains,  and  having 
at  its  top  a  revolving  lantern, 
containing  a  lens  with  its  axis 
horizontal,  and  a  mirror  placed 
behind  it  at  a  slope  of  45^  to  re- 
flect the  transmitted  light  down- 
wards on  to  a  sheet  of  white  paper 
lying  on  the  top  of  a  table  Im- 
ages of  external  objects  are  thus 
depicted  on  the  paper,  and  their 
outlines  can'  be   traced   with   a 

pencil  if  desired.     It  is  still  better  to  combine  lens  and  mirror  in 

one,  by  the  arrangement  represented  in  section  in  Fig.  686.     Rays 
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Fig.  687.— Fhotognphio  Camerm. 
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from  external  objects  are  first  refiracted  at  a  convex  surface,  then 
totally  reflected  at  the  back  of  the  lens,  which  is  plane,  and  finally 
emerge  through  the  bottom  of  the  lens,  which  is  concave^  but  with 
a  larger  radius  of  curvature  than  the  first  surface.  The  two  refrac- 
tions produce  the  eflfect  of  a  converging  meniscus.  The  instrument 
is  now  only  emploj^ed  for  purposes  of  amusement. 

749.  Photographic  Camera. — ^The  camera  obscura  employed  by 
photographers  (Figr  687)  is  a  box  MN  with  a  tube  AB  in  front, 
containing  an  object-glass  at  its  extremity.  The  object-glass  is 
usually  compound,  consisting  of  two  single  lenses  £,  L,  an  arrange- 
ment which  is  very  commonly  adopted  in  optical  instruments,  and 
which  has  the  advantage  of  giving  the  same  efiective  focal  length  as 
a  single  lens  of  smaller  radius  of  curvature,  while  it  permits  the 
employment  of  a  larger  aperture,  and  consequently  gives  more  light 
At  G  is  a  slide  of  ground  glass,  on  which  the  image  of  the  scene  to 
be  depicted  is  thrown,  in  setting  the  instrument.  The  focussing  is 
peiformed  in  the  firet  place  by  sliding  the  part  M  of  the  box  in  the 
part  N,  and  finally  by  the  pinion  V  which  moves  the  lens.  When 
the  image  has  thus  been  rendered  as  sharp  as  possible,  the  sensitized 
plate  is  substituted  for  the  ground  glass.^ 

^  The  photographic  prooesaes  at  preeent  in  use  are  very  vanous,  both  optically  and 
chemically;  but  are  all  the  same  in  principle  with  the  method  originally  employed  by 
Talbot.  This  method,  which  was  almost  forgotten  during  the  great  success  of  Daguerre, 
consists  in  first  obtaining,  on  a  transparent  plate,  a  picture  with  lights  and  shades  reversed, 
called  a  negative;  then  placing  this  upon  a  piece  of  paper  sensitized  with  chloride  of  silver, 
and  exposing  it  to  the  sun's  rays.  The  light  parts  of  the  negative  allow  the  'light  to  pass 
and  blacken  the  paper,  thus  producing  a  positive  picture.  The  same  negative  serves  for 
producing  a  great  number  of  positiveB. 

The  negative  plate  is  usually  a  glass  plate  covered  with  a  film  of  collodion  (sometimes 
of  albumen),  sensitized  by  a  salt  of  silver.  The  following  is  one  of  ihe  numerous  formulae 
for  this  preparation.     Take 

Sulphuric  ether, 300  grammes 

Alcohol  SkiiO" 200         „ 

Gun  cotton,        5         „ 

Incorporate  these  ingredients  thoroughly  in  a  porcelain  mortar ;  then  add 

Iodide  of  potassium, 13  grammes 

Iodide  of  ammonium^ 1*75    „ 

Iodide  of  cadmium, 1'75    „ 

Bromide  of  cadmium, 1*25    „ 

This  mixture  is  poured  over  the  plate,  which  is  then  immersed  in  a  solution  (1 0  per  cent. 
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760.  Use  of  Lenses  for  Purposes  of  Projeetion. — ^Lenses  are  exten- 
sively employed  in  the  lecture-room,  for  rendering  experiments  visible 
to  a  whole  audience  at  once,  by  projecting  them  on  a  screen.  The 
arrangements  vary  according  to  the  circumstances  of  each  case,  and 
cannot  be  included  in  a  general  description. 

751.  Solar  Microscope.  Magic  Lantern. — In  the  solar  microscope  a 
convex  lens  of  short  focal  length  is  employed  to  throw  upon  a  screen 
a  highly-magnified  image  ^f  a  small  object  placed  a  little  beyond  the 
principal  focua     As  the  image  is  always  much  less  bright  than  the 


Fig.  08&~SoUr  Hioroaoopo. 

object,  and  the  more  so  as  the  magnification  is  greater,  it  is  necessary 
that  the  object  should  be  very  highly  illuminated.  For  this  purpose 
the  rays  of  the  sun  are  directed  upon  it  by  means  of  a  mirror  and 
large  lens ;  the  latter  serving  to  increase  the  solid  angle  of  the  cone 
of  rays  which  fall  upon  the  object,  and  thus  to  enable  a  larger  por- 
tion of  the  magnifying  lens  to  be  utilized.  The  objects  magnified 
are  always  transparent ;  and  the  images  are  formed  by  rays  which 
have  been  transmitted  through  them. 

strong)  of  nitraU.  oi  nlver.  The  film  of  collodion  is  thus  brought  to  an  opal  tint,  and  ttie 
plate,  after  being  allowed  to  drain,  is  ready  for  exposure  in  the  camera. 

After  being  ezpoted,  the  picture  is  dcctloped,  by  the  application  of  a  liquid  for  which  the 
following  is  a  formula ; 

Distilled  water, 250  grammes. 

Pyrogallio  add, 1        „ 

Crystallizable  acetic  add, 20        „ 

When  the  picture  is  suffidenUy  developed,  it  is  fisDedf  by  the  appUcation  ol  a  solution, 
either  of  hyposulphite  of  soda  from  25  to  30  per  cent,  strong,  or  of  cyanide  of  potassium 
8  per  cent,  strong,  and  the  negative  is  completed. 

To  obtain  a  podtiTe,  the  n^^tive  plate  is  laid  upon  a  sheet  of  paper  in  a  glass  dish,  the 
paper  having  been  sendtized  by  immersing  it  first  in  a  solution  of  common  iOA-salt  3  or  4 
per  cent,  strong,  and  then  in  a  solution  of  nitrate  of  silver  18  per  cent,  strong.  The  exposure 
is  continued  till  the  tone  is  suffidently  deep,  the  tint  is  then  improved  by  means  of  a  salt  of 
gf>ld,  and  the  picture  is  fixed  by  hyposulphite  of  soda.  It  has  then  only  to  be  washed  and 
dried. -D. 
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The  lens  employed  for  producing  the  image  is  usually  compound, 
consisting  of  a  convex  and  a  concave  lens  combined. 

The  electric  light  can  be  employed  instead  of  the  sun.  The 
apparatus  for  regulating  this  light  is  usually  placed  within  a  lantern 
(Fig.  689),  in  such  a  position  that  the  light  is  at  the  centre  of  curva- 


Fig.  689.--Photo«IectTio  Hicroacope. 

ture  of  a  spherical  mirror,  so  that  the  inverted  image  of  the  light 
coincides  with  the  light  itself  The  light  is  concentrated  on  the 
object  by  a  system  of  lenses,  and,  after  passing  through  the  object, 
ti-averses  another  system  of  lenses,  placed  at  such  a  distance  from  the 
object  as  to  throw  a  highly-magnified  im^e  of  it  on  a  screen.  The 
whole  arrangement  is  called  the  electric  or  photo-electric  microscope. 
The  magic  lantern  is  a  rougher  instrument  of  the  same  kind, 
employed  for  projecting  magnified  images  of  transparent  paintings, 
executed  on  glass  slides.  It  has  one  lens  for  converging  a  beam  of 
light  on  the  slide^  and  another  for  throwing  an  image  of  the  slide  on 
the  screen.     In  all  these  cases  the  image  is  inverted. 
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CHAPTER    LXL 


VISION  AND  OPTICAL   INSTRUMBNTa 


752.  Description  of  the  Eye. — ^The  human  eye  (Fig.  690)  is  a  nearly 
spherical  ball,  capable  of  turning  in  any  direction  in  its  socket  Its 
outermost  coat  is  thick  and  homy,  and  is  opaque  except  in  its 


L£  VE..  Lt    Cti.  . 

Fig.  GOO.— Uaman  Eyo. 


anterior  portion.  Its  opaque  portion  H  is  called  the  sclerotica,  or 
in  common  language  the  white  of  the  ej'e.  Its  transparent  portion  A 
is  called  the  cornea,  and  has  the  shape  of  a  very  convex  watch-glass. 
Behind  the  cornea  is  a  diaphragm  D,  of  annular  form,  called  the  iris. 
It  is  coloured  and  opaque,  and  the  circular  aperture  C  in  its  centre 
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is  called  the  pupil.  By  the  action  of  the  involuntary  muscles  of  the 
iris,  this  aperture  is  enlarged  or  contracted  on  exposure  to  darkness 
or  light  The  colour  of  the  iris  is  what  is  referred  to  when  we  speak 
of  the  colour  of  a  person's  eyes.  Behind  the  pupil  is  the  crystaUi/ne 
Una  E,  which  has  greater  convexity  at  back  than  in  front  It  is 
built  up  of  layers  or  shells,  increasing  in  density  inwarda  This 
latter  circumstance  tends  to  diminish  spherical  aberration,  the  effect 
of  which,  in  an  ordinary  lens,  is  to  make  rays  which  pass  near  the 
outside  too  convergent,  as  compared  with  those  which  pass  near  the 
axis.  The  cavity  B  between  the  cornea  and  the  crystalline  is  called 
the  anterior  chamber,  and  is  filled  with  a  watery  liquid  called  the 
OLqueoxia  humour.  The  much  larger  cavity  L,  behind  the  crystalline, 
IB  called  the  posterior  chamber,  and  is  tilled  with  a  transparent  jelly 
called  the  vitreous  humour,  inclosed  in  a  very  thin  transparent 
membrane  (the  hyaloid  membrane).  The  posterior  chamber  is  in- 
closed, except  in  front,  by  the  choroid  coat  or  uvea  I,  which  is 
saturated  with  an  intensely  black  and  opaque  mucus,  called  the 
pigmentum,  nigrum.  The  choroid  is  lined,  except  in  its  anterior 
portion,  with  another  membrane  K,  called  the  retina,  which  is  tra- 
versed by  a  ramified  system  of  nerve  filaments  diverging  from  the 
optic  nerve  AL  Light  incident  on  the  retina  gives  rise  to  the  sensa- 
tion of  vision ;  and  there  is  no  other  part  of  the  eye  which  possesses 
this  property. 

753.  The  Eye  as  an  Optical  Instrument. — It  is  clear,  fix)m  the  above 
description,  that  a  pencil  of  rays  entering  the  eye  from  an  external 
point  will  undergo  a  series  of  refractions,  first  at  the  anterior  surface 
of  the  cornea,  and  afterwards  in  the  successive  layers  of  the  crystal- 
line lens,  all  tending  to  render  them  convergent  (see  table  of  indices, 
§  724).  A  real  and  inverted  image  is  thus  formed  of  any  external 
object  to  which  the  eye  is  directed.  If  this  image  falls  on  the  retina, 
the  object  is  seen ;  and  if  the  image  thus  formed  on  the  retina  is 
sharp  and  sufficiently  luminous,  the  object  is  seen  distinctly. 

754.  Adaptation  to  Different  Distances. — ^As  the  distance  of  an 
image  from  a  lens  varies  with  the  distance  of  the  object,  it  would 
only  be  possible  to  see  objects  distinctly  at  one  particular  distance, 
were  there  not  special  means  of  adaptation  in  the  eye.  Persons 
whose  sight  is  not  defective  can  see  objects  in  good  definition  at  all 
distances  exceeding  a  certain  limit  When  we  wish  to  examine  the 
minute  details  of  an  object  to  the  greatest  advantage,  we  hold  it 
at  a  particular  distance,  which  varies  in  different  individuals,  and 
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averages  about  eight  inches.  As  we  move  it  further  away,  we 
experience  rather  more  ease  iu  looking  at  it,  though  the  diminution 
of  its  apparent  size,  as  measured  by  the  visual  angle,  renders  its 
minuter  features  less  visible.  On  the  other  hand,  when  we  bring  it 
nearer  to  the  eye  than  the  distance  which  gives  the  best  view>  we 
ciEi.nj^ot  see  it  distinctly  without  more  or  less  effort  and  sense  of  strain ; 
and  when  we  have  brought  it  nearer  than  a  certain  lower  limit 
(averaging  about  six  inches),  we  find  distinct  vision  no  longer  pos- 
sible. In  looking  at  very  distant  objects,  if  our  vision  is  not  defec- 
tive, we  have  very  little  sense  of  effort  These  phenomena  are  in 
accordance  with  the  theory  of  lenses,  which  shows  that  when  the 
distance  of  an  object  is  a  large  multiple  of  the  focal  length  of  the 
lens,  any  further  increase,  even  up  to  infinity,  scarcely  alters  the 
distance  of  the  image;  but  that,  when  the  object  is  comparatively 
near,  the  effect  of  any  change  of  its  distance  is  considerable.  There 
has  been  much  discussion  among  physiologists  as  to  the  precise  nature 
of  the  changes  by  which  we  adapt  our  eyes  to  distinct  vision  at  dif- 
ferent distancea  Such  adaptation  might  consist  either  in  a  change 
of  focal  length,  or  in  a  change  of  distance  of  the  retina.  Observa- 
tions in  which  the  eye  of  the  patient  is  made  to  serve  as  a  mirror, 
giving  images  by  reflection  .it  the  front  of  the  cornea,  and  at  the 
front  and  back  of  the  crystalline,  have  shown  that  the  convexity  of 
the  front  of  the  crystalline  is  materially  changed  as  the  patient  adapts 
his  eye  to  near  or  remote  vision,  the  convexity  being  greatest  for 
near  vision.  This  increase  of  convexity  corresponds  to  a  shortening  of 
focal  length,  and  is  thus  consistent  with  theory. 

756.  Binocular  Vision. — The  difficulty  wliich  some  persons  have 
felt  in  reconciling  the  fact  of  an  inverted  image  on  the  retina  with 
the  perception  of  an  object  in  its  true  position,  is  altogether  fanciful, 
and  arises  from  confused  notions  as  to  the  nature  of  perception. 

The  question  as  to  how  it  is  that  we  see  objects  single  with  two 
eyes,  rests  upon  a  different  footing,  and  is  not  to  be  altogether  ex- 
plained by  habit  and  association.^  To  each  point  in  the  retina  of  one 
eye  there  is  a  correapondiTig  pointy  similarly  situated,  in  the  other. 
An  impression  produced  on  one  of  these  points  is,  in  ordinary  cir- 
cumstances, undistinguishable  from  a  similar  impression  produced  on 
the  other,  and  when  both  at  once  are  similarly  impressed,  the  effect 
b  simply  more  intense  than  if  one  were  impressed  alone;  or,  to 

*  Binocular  vision  ia  ft  subject  which  has  been  much  debated.  For  the  account  herv 
given  of  it,  the  Editor  is  alone  responsible. 
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describe  the  same  phenomena  subjectively,  we  have  only  one  field 
of  view  for  our  two  eyes,  and  in  any  part  of  this  field  of  view  we  see 
either  one  image,  brighter  than  we  should  see  it  by  one  alone,  or  else 
we  see  two  overlapping  imagea  This  latter  phenomenon  can  be 
readily  illustrated  by  holding  up  a  finger  between  one's  eyes  and  a 
wall,  and  looking  at  the  wall  We  shall  see,  as  it  were,  two  trans- 
parent fingei-s  projected  on  the  wall  One  of  these  transparent 
fingers  is  in  fact  seen  by  the  right  eye,  and  the  other  by  the  left,  but 
our  visual  sensations  do  not  directly  inform  us  which  of  them  is  seen 
by  the  right  eye,  and  which  by  the  left. 

The  principal  advantage  of  having  two  eyes  is  in  the  estimation 
of  distance,  and  the  perception  of  relief.  In  order  to  see  a  point  as 
single  by  two  eyes,  we  must  make  its  two  images  fall  on  correspond- 
ing points  of  the  retin»;  and  this  implies  a  greater  or  less  converg- 
ence of  the  optic  axes  according  as  the  object  is  nearer  or  more  remote. 
We  are  thus  furnished  with  a  direct  indication  of  the  distance  of  the 
object  from  nour  eyes ;  and  this  indication  is  much  more  precise  than 
that  derived  from  the  adjustment  of  their  focal  length. 

In  judging  of  the  comparative  distances  of  two  points  which  lie 
nearly  in  the  same  direction,  we  are  greatly  aided  by  the  parallactic 
displacement  which  occurs  when  we  change  our  own  position. 

We  can  also  form  an  estimate  of  the  nearness  of  an  object,  from 
the  amount  of  change  in  its  apparent  size,  contour,  and  bearing,  pro^ 
duced  by  shifting  our  position.  This  would  seem  to  be  the  readiest 
means  by  which  very  young  animals  can  distinguish  near  from 
remote  objects. 

766.  Stereoscope. — The  perception  of  relief  is  closely  connected 
with  the  doubleness  of  vision  which  occurs  when  the  images  on 
corresponding  portions  of  the  two  retinae  are  not  similar.  In  survey- 
ing an  object  we  run  our  eyes  rapidly  over  its  surface,  in  such  a  way 
as  always  to  attain  single  vision  of  the  particular  point  to  which  our 
attention  is  for  the  instant  directed.  We  at  the  same  time  receive 
a  somewhat  indistinct  impression  of  all  the  points  within  our  field 
of  view ;  an  impression  which,  when  carefully  analyzed,  is  found  to 
involve  a  large  amount  of  doublenesa  These  various  impressions 
combine  to  give  us  the  perception  of  relief;  that  is  to  say,  otf&hn  vn 
three  dimensions. 

The  perception  of  relief  in  binocular  vision  is  admirably  illustrated 
by  the  stereoscope,  an  instrument  which  was  invented  by  Wheatstone, 
and  reduced  to  its  present  more  convenient  form  by  Brewster.    Two 
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figures  are  drawn,  as  in  Fig.  691,  being  perspective  representations  of 
the  same  object  fix)m  two  neighbouring  points  of  view,  such  as  miglit 
be  occupied  by  the  two  eyes  in  looking  at  the  object  Thus  if  the 
object  be  a  cube,  the  right  eye  will  have  a  fuller  view  of  the  right 
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Flf.  001.— StorooMopio  Piotnrei. 
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Fig.  092.— Stereoioope. 


Fig.  003.— Path  of  Rays  in  StereoaoopA. 


fiftce,  and  the  left  eye  of  the  left  face.  The  two  pictures  are  placed 
in  the  right  and  left  compartments  of  a  box,  which  has  a  partition 
down  the  centre  serving  to  insure  that  each  eye  shall  see  only  the 
picture  intended  for  it;  and  over  each  of  the  compartments  a  half- 
lens  is  fixed,  serving,  as  in  Fig.  693,  not  only  to  magnify  the  picture, 
but  at  the  same  time  to  displace  it,  so  that  the  two  virtual  images 
are  brought  into  approximate  coincidence.  Stereoscopic  pictures 
are  usually  photographs  obtained  by  means  of  a  double  camera, 
having  two  objectives,  one  beside  the  other,  which  play  the  part 
of  two  eyea 

When  matters  are  properly  arranged,  the  observer  seems  to  see 
the  object  in  relief.  Ue  finds  himself  able  to  obtain  single  view  of 
any  one  point  of  the  solid  image  which  is  before  him;  and  the  adjust- 
ments of  the  optic  axes  which  he  finds  it  necessary  to  make,  in  shift;- 
ing  his  view  from  one  point  of  it  to  another,  are  exactly  such  as 
would  be  required  in  looking  at  a  solid  object 

When  one  compartment  of  the  stereoscope  is  empty,  and  the  other 
contains  an  object,  an  observer,  of  normal  vision,  looking  in  in  the 
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ordinary  way,  is  unable  to  say  which  eye  sees  the  object  If  two 
pictures  are  combined,  consisting  of  two  equal  circles,  one  of  them 
having  a  cross  in  its  centre,  and  the  other  not,  he  is  unable  to  decide 
whether  he  sees  the  cross  with  one  eye  or  both. 

When  two  entirely  dissimilar  pictures  are  placed  in  the  two  com- 
partments, they  compete  for  mastery,  each  of  them  in  turn  becoming 
more  conspicuous  than  the  other,  in  spite  of  any  efforts  which  the 
observer  may  make  to  the  contrary.  A  similar  fluctuation  will  be 
observed  on  looking  steadily  at  a  real  object  which  is  partially  hidden 
from  one  eye  by  an  intervening  object  This  tendency  to  alternate 
preponderance  renders  it  well  nigh  impossible  to  combine  two  colours 
by  placing  one  under  each  eye  in  the  stereoscope. 

The  immediate  visual  impression,  when  we  look  either  at  a  real 
solid  object,  or  at  the  apparently  solid  object  formed  by  properly 
combining  a  pair  of  stereoscopic  views,  is  a  single  picture  formed  of 
two  slightly  different  pictures  superimposed  upon  each  other.  Tlie 
coincidence  becomes  exact  at  any  point  to  which  attention  is  directed, 
and  to  which  the  optic  axes  are  accordingly  made  to  converge,  but  in 
the  greater  part  of  the  combined  picture  there  is  a  want  of  coin- 
cidence, which  can  easily  be  detected  by  a  collateral  exercise  ol' 
attention.  The  fluctuation  above  described  to  some  extent  tends  to 
conceal  this  doubleness ;  and  in  looking  at  a  real  solid  object,  the 
concealment  is  further  assisted  by  the  blurring  of  parts  which  are 
oijit  of  focus. 

757.  Visual  Angle.  Magnifying  Power. — The  angle  which  a  given 
straight  line  subtends  at  the  eye  is  called  its  vistual  cmgle^  or  the 
angle  under  which  it  is  seen.  This  angle  is  the  measure  of  the 
length  of  the  image  of  the  straight  line  on  the  retina  Two  discs 
at  different  distances  from  the  eye,  are  said  to  have  the  same  apparent 
size,  if  their  diameters  are  seen  under  equal  anglea  This  is  the  con- 
dition that  the  nearer  disc,  if  interposed  between  the  eye  and  the 
remoter  disc,  should  be  just  large  enough  to  conceal  it  from  view. 

The  angle  under  which  a  given  line  is  seen,  evidently  depends  not 
only  on  its  real  length,  and  the  direction  in  which  it  points,  but  also 
on  its  distance  from  the  eye ;  and  varies,  in  the  case  of  small  visual 
angles,  in  the  inverse  ratio  of  this  distance.  The  apparent  length  of 
a  straight  line  may  be  regarded  as  measured  by  the  visual  angle 
which  it  subtends. 

By  the  magnifying  power  of  an  optical  instrument,  is  usually 
meant  the  ratio  in  which  it  increases  apparent  lerigtha  in  this  sense. 
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]n  the  case  of  telescopes,  the  compariaou  is  between  an  object  aa 
seen  in  the  telescope,  and  the  same  object  as  seen  with  the  naked 
eye  at  'its  actual  distance.  In  the  case  of  microscopes,  the  compari- 
son is  between  the  object  as  seen  in  tbe  instrument,  and  the  same 
object  as  seen  by  the  naked  eye  at  the  least  distance  of  distinct 
vision,  which  is  usually  assumed  as  10  inches. 

But  two  discs,  whose  diameters  subtend  the  same  angle  at  the  eye, 
may  be  said  to  have  the  same  apparent  area;  and  since  the  areas  of 
similar  figures  are  as  the  squares  of  their  linear  dimensions^  it  is 
evident  that  the  apparent  area  of  an  object  varies  as  the  square  of 
tbe  visual  single  subtended  by  its  diameter.  The  number  expressing 
magnification  of  apparent  area  is  therefore  the  square  of  the  mag- 
nifying power  as  above  defined.  Frequently,  in  order  to  show  that 
the  comparison  is  not  between  apparent  areas,  but  between  apparent 
lengths,  an  instrument  is  said  to  magnify  so  many  diamietera.  If 
the  diameter  of  a  sphere  subtends  1"  as  seen  by  the  naked  eye,  and 
lO""  as  seen  in  a  telescope,  the  telescope  is  said  to  have  a  magnifying 
power  of  10  diameters.  The  superficial  magnification  in  this  case  in 
evidently  100. 

The  apparent  length  and  apparent  area  of  an  object  are  respect- 
ively proportional  to  the  length  and  area  of  its  image  on  the  retina. 

Apparent  length  is  measured  by  the  plane  angle,  and  apparent 
area  by  the  solid  angle,  which  an  object  subtends  at  the  eye. 

758.  Spectacles. — Spectacles  are  of  two  kinds,  intended  to  remedy 

two  opposite  defects  of  vision.     Short-sighted  persons  can  see  objects 

distinctly  at  a  smaller  distance  than  pei-sons  whose  vision  is  normal; 

but  always  see  distant  objects  confused.     On  the  other  hand,  persons 

whose  vision  is  normal  in  their  youth,  usually  become  over-sighted 

with  advancing  years,  so  that,  while  they  can  still  adjust  their  eyes 

correctly  for  distant  vision,  objects  as  near  as  10  or  12  inches  always 

appear  blurred.     Spectacles  for  over-sighted  persons  are  convex,  and 

should  be  of  such  focal  length,  that,  when  an  object  is  held  at  about 

10  inches  distance,  its  virtual  image  is  formed  at  tbe  nearest  distance 

of  distinct  vision  for  the  person  who  is  to  use  them.     This  latter 

distance  must  be  ascertained  by  trial     Call  it  p  inches ;  then,  by 

§  74-5,  tbe  formula  for  computing  the  required  focal  length  x  (in 

inches)  is 

1  -   1  =  i. 
10   "*    p         x' 

For  example,  if  15  inches  is  the  nearest  distance  at  which  the  person 
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can  convenieatly  read  without  spectacles,  the  focal  length  lequued 
L»  30  inches. 

In  Fig.  694,  A  represents  the  position  of  a  small  object,  and  A' 
that  of  its  virtual  image  as  seen  with  spectacles  of  this  kind. 

Over-sight  is  not  the  only  defect  which  the  eye  is  liable  to  acquire 


Fig.  094.— SpeoUole-glaas  for  OTer-sightod  Eje. 


by  age  \  but  it  is  the  defect  which  ordinary  spectacles  are  designed 
to  remedy. 

Spectacles  for  short-sighted  persons  are  concave,  and  the  foca] 


Fig.  095.— Spootaole-glan  for  Short-sighted  Bye. 


length  which  they  ought  to  have,  if  designed  for  reading,  may  be 
computed  by  the  formula 


10 


p  denoting  the  nearest  distance  at  which  the  person  can  read,  and  a 
the  focal  length,  both  in  inchea  If  his  greatest  distance  of  distinct 
vision  exceeds  the  focal  length,  he  will  be  able,  by  means  of  the 
spectacles,  to  obtain  distinct  vision  of  objects  at  all  distances,  from 
10  inches  upwards. 
769.  Simple  Magnifier. — A  magnifying-glaaa  is  a  convex  lens,  of 
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shorter  focal  length  than  the  human  eye,  and  is  placed  at  a  distance 
somewhat  less  than  its  focal  length  from  the  object  to  be  viewed. 

In  Fig.  696,  a  6  is  the 
object^  and  AB  the 
virtual  image  which 
is  seen  by  the  eye 
K.  The  construction 
which  we  have  em- 
ployed for    drawing 

Fig.«^.-MmBifying-gu-.  ^^^^    i°^^«    5s     one 

which  we  have  seve- 
ral times  used  befoi*e.  Through  the  point  a,  the  line  a  M  is  drawn 
parallel  to  the  principal  axis.  F  M  is  then  drawn  from  the  principal 
focus  F ;  0  a  is  drawn  from  the  optical  centre  0 ;  and  these  two  lines 
are  produced  till  they  meet  in  A« 

Distance  of  lens  from  object  In  order  that  the  image  may  be 
properly  seen,  its  distance  from  the  eye  must  fall  between  the  limits 
of  distinct  vision ;  and  in  order  that  it  may  be  seen  under  the  largest 
possible  visual  angle,  the  eye  must  be  close  to  the  lens,  and  the 
object  must  be  as  near  as  is  compatible  with  distinct  vision.  This 
and  other  interesting  properties  are  established  by  the  following 
investigation : — 

Let  0  denote  the  visual  angle  under  which  the  observer  sees  the 
image  of  the  portion  a  c  of  the  object  Also  let  x  denote  the  distance 
c  0  of  the  object  from  the  lens,  and  y  the  distance  0  K  of  the  lens 
from  the  eye.     Then  we  have 

CK-CO+y 

But,  by  formulae  (10)  and  (11)  of  last  chapter,  we  have 
Substituting  these  values  for  A  C  and  C  O,  and  reducing,  we  have 


This  equation  shows  that,  for  a  given  lens  and  a  given  object,  Uio 
visual  angle  varies  inversely  as  the  quantity  {X'^y)f—xy, 
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Tiie  following  practical  consequences  are  easily  drawn:  — 

(1)  If  the  distance  x+y  o{  the  eye  from  the  object  is  given,  the 
visual  angle  increases  as  the  two  distances  x,  y  approach  equality, 
and  is  not  altered  by  interchanging  them. 

(2)  If  one  of  the  two  distances  x,  y  be  given,  and  be  less  than  /, 
the  other  must  be  made  as  small  as  possible,  if  we  wish  to  obtain  the 
largest  possible  visual  angla 

To  obtain  the  absolute  maximum  of  visual  angle,  we  must  select, 
from  the  various  positions  which  make  C  K  equal  to  the  nearest 
distance  of  distinct  vision,  that  which  gives  the  largest  value  of  AC, 
since  the  quotient  of  A  C  by  C  K  is  the  tangent  of  the  visual  angle. 
Now  A  C  increases  as  the  image  moves  further  from  the  lens,  and 
hence  the  absolute  maximum  is  obtained  by  making  its  distance 
from  the  lens  equal  to  the  nearest  distance  of  distinct  vision,  and 
making  the  eye  come  up  close  to  the  lena     In  this  case  the  distance 

p  of  the  object  from  the  lens  is  given  by  the  equation  -z'^^y' 
where  D  denotes  the  nearest  distance  of  distinct  vision,  and  tan  d  is 
—or  ac  (j  +  d)-  -^"^  ^^^  greatest  angle  under  which  the  body  could 
be  seen  by  the  naked  eye  is  the  angle  whose  tangent  is  ^;  hence  the 
visual  angle  (or  its  tangent)  is  increased  by  the  lens  in  the  ratio 
1  +  y ,  which  is  called  the  magnifying  power. 
the  principal  focus,  and  the  eye  close  to 
the  lens,  the  magnifying  power  would  be  y 

In  either  case,  the  thickness  of  the  lens 
being  neglected,  the  visual  angle  is  the  angle 
which  the  object  subtends  at  the  centre  of 
the  lens,  and  therefore  varies  inversely  as 
the  distance  of  this  centre  from  the  object 
For  lenses  of  small  focal  length,  the  recipro- 
cal of  the  focal  length  may  be  regarded  as 
proportional  to  the  magnifying  power. 

Simple  Microscope. — By  a  simple  micro- 
scope is  usually  understood  a  lens  mounted 
in  a  manner  convenient  for  the  examination 
of  small  objects.  Fig.  697  represents  an  instrument  of  this  kind.  The 
lens  I  is  mounted  in  brass,  and  carried  at  the  end  of  an  arm.  It  is 
raised  and  lowered  by  turning  the  milled  head  V,  which  acts  on  the 


If  the  object  were  in 


Fig.  097.— Simpto  MicitMOope. 
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rack  a.  C  is  the  platform  on  which  the  object  is  laid,  and  M  is  a 
concave  mirror,  which  can  be  employed  for  increasing  the  illumina- 
tion of  the  object 

760.  Compound  Microscope.  —  In  the 
compound  microscope,  there  is  one  lens 
which  forms  a  real  and  greatly  enlarged 
image  of  the  object;  and  this  image  is 
itself  magnified  by  viewing  it  through 
another  lens. 

In  Fig.  698,  a  6  is  the  object,  0  is  the 
first  lens,   called   the  objective,  and    is 
placed  at  a  distance  only  slightly  ex- 
ceeding its  focal  length  from  the  object ; 
an  inverted  image  Oi  6i  is  thus  formed, 
at  a  much  greater  distance  on  the  other 
side  of  the  lens,  and  proportionally  larger. 
0'  is  the  second  lens,  called  the  ocular 
or  eye-piece,  which  is  placed  at  a  dis- 
tance a  little  less  than  its  focal  length 
from  the  first  image  a^  by,  and  thus  forms 
an  enlarged  virtual  image  of  it  A  B,  at 
a  convenient  distance  for  distinct  vision- 
If  we  suppose  the  final  image  A  B  to  be  at  the  least  distance  of 
distinct  vision  from  the  eye  placed  at  0'  (this  being  the  arrangement 
which  gives  the  largest  visual  angle),  the  magnifying  power  will  be 
.simplj'^  the  ratio  of  the  length  of  this  image  to  that  of  the  object  a  6, 


Fig.  698.— Compound  Micraaoope. 


AB 


«!*! 


and  will  be  the  product  of  the  two  factors  ^-^  and  -^.  The  former 
is  the  magnification  produced  by  the  eye-piece,  and  is,  as  we  have 
just  shown  (§  759),  1  +  j.  The  other  factor  ^^*  is  the  magnification 
produced  by  the  objective,  and  is  equal  to  the  ratio  of  the  distances 
Q^*.  If  the  objective  is  taken  out,  and  replaced  by  another  of  difier- 
ent  focal  length,  the  readjustment  will  consist  in  altering  the  dis- 
tance 0«,  leaving  the  distance  Oai  unchanged.  The  total  magnifi- 
cation therefore  varies  inversely  as  O  a,  that  is,  nearly  in  the  inverse 
ratio  of  the  focal  length  of  the  objective.  Compound  microscopes 
are  usuallj*^  provided  with  several  objectives,  of  various  focal  lengths, 
from  which  the  observer  makes  a  selection  according  to  the  magni- 
fying power  which  he  requires  for  the  object  to  be  examined.  The 
powers  most  used  range  from  50  to  350  diameters. 
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The  magnifying  power  of  a  microscope  can  be  detennined  by 
direct  observation,  in  the  following  way.  A  plane  reflector  pierced 
with  a  hole  in  its  centre,  is  placed  directly  over  the  eye-piece  (Fig. 
699),  at  an  inclination  of  45^  and  an- 
other plane  reflector,  or  still  better,  a 
totally  reflecting  prism,  as  in  the  figure, 
is  placed  parallel  to  it  at  the  distance  of 
an  inch  or  two,  so  that  the  eye,  looking 
down  upon  the  first  mirror,  sees,  by  means 
of  two  successive  reflections,  the  image 
of  a  divided  scale  placed  at  a  distance  of 
8  or  10  inches  below  the  second  reflector. 
In  taking  an  observation,  a  micrometer 
scale  engraved  on  glass,  its  divisions  being 
at  a  known  distance  apart  (say  y^  of  a 
millimetre),  is  placed  in  the  microscope  as 
the  object  to  be  magnified;  and  the  ob- 
server holds  his  eye  in  such  a  position  that, 
by  means  of  difierent  parts  of  his  pupil, 
he  sees  at  once  the  magnified  image  of  the 
micrometer  scale  in  the  microscope,  and 
the  reflected  and  unmagnified  image  of  the 
other  scale.  The  two  images  will  be  super- 
imposed in  the  same  field  of  view;  and 
it  is  easy  to  observe  how  many  divisions  of  the  one  coincide  with 
a  given  number  of  divisions  of  the  other.  Let  the  divisions  on  the 
large  scale  be  millimetres,  and  those  on  the  micrometer  scale  hun- 
dredths of  a  millimetra     Then  the  magnifying  power  is  100,  if  one  of 

the  magnified  covers  one  of  the  unmagnified  divisions;  and  is » 

if  n  of  the  former  cover  N  of  the  latter.  This  is  on  the  assumption 
that  the  large  scale  is  placed  at  the  nearest  distance  of  convenient 
vision.  In  stating  the  magnifying  power  of  a  microscope,  this  dis- 
tance is  usually  reckoned  as  10  inchea 

A  short-sighted  person  sees  an  image  in  a  microscope  (whether 
simple  or  compound)  under  a  larger  visual  angle  than  a  person  of 
normal  sight;  but  the  inequality  is  not  so  great  as  in  the  case  of 
objects  seen  by  the  naked  eya  In  fact,  if  /  be  the  focal  length  of 
the  eye-piece  in  a  compound  microscope,  or  of  the  microscope  itself 
if  simple,  and  D  the  nearest  distance  of  distinct  vision  for  the  ob- 


Fig.  699. 
MeMarem«nt  of  Magnifying  Power. 
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server,  the  visual  angle  under  which  the  image  is  seen  in  the  micro- 
scope is  proportional  to  y +  g,  the  greatest  visual  angle  for  the  naked 

eye  being  represented  by  g.  Both  these  angles  increase  as  D  dim- 
inishes, but  the  latter  increases  in  a  greater  ratio  than  the  former. 
When  /  id  as  small  as  ^^^  of  an  inch,  the  visual  angle  in  the  micro 
scope  is  sensibly  the  same  for  short  as  for  normal  sight 

Before  reading  off  the  divisions  in  the  observation  above  described, 
care  should  be  taken  to  focus  the  microscope  in  such  a  way,  that  the 
image  of  the  micrometer  scale  is  at  the  same  distance  from  the  eye 
as  the  image  of  the  large  scale  with  which  it  is  compared.  When 
this  is  done,  a  slight  motion  of  the  eye  does  not  displace  one  image 
with  respect  to  the  other. 

Instead  of  a  single  eye-lens,  it  is  usual  to  employ  two  lenses  sepa- 
rated by  an  interval,  that  which  is  next  the  eye  being  called  the 
eye-glasSy  and  the  other  ih^  field-glaaB.  This  combination  is  equiva- 
lent to  the  Huyghenian  or  negative  eye-piece  employed  in  telescopes 
(§  800). 

761.  Astronomical  Telescope. — ^The  astronomical  refracting  tele- 
scope consists  essenti- 
ally (like  the  com- 
pound microscope)  of 
two  lenses,  one  of 
which  forms  a  real  and 
inverted  image  of  the 
object,  which  is  looked 
at  through  the  other. 
In  Fig.  700,0  is  the 
object-glass,  which  is 
sometimes  a  foot  or 
more  in  diameter,  and  is  always  of  much  greater  focal  length  than 
the  eye-piece  0'.  The  inverted  image  of  a  distant  object  is  formed 
at  the  principal  focus  F.  This  image  is  represented  at  ab,  Tlie 
jmrallel  rays  marked  1,  2  come  from  the  upper  extremity  of  the 
object,  and  meet  at  a ;  and  the  parallel  rays  3,  4,  from  the  other 
extremity,  meet  at  6.  A'  B'  is  the  virtual  image  of  a  6  formed  by  the 
eye-piece.  Its  distance  from  the  eye  can  be  changed  by  pulling  out 
or  pushing  in  the  eye-tube ;  and  may  in  practice  have  any  value 
intermediate  between  the  least  distance  of  distinct  vision  and  infinity, 
the  visual  angle  under  which  it  is  seen  being  but  slightly  affected  by 


Pig.  700.— Astronomioal  Telagoop*. 
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this  adjudtment  The  rays  from  the  highest  point  of  the  object 
emerge  from  the  eye-piece  as  a  pencil  diverging  from  A';  and  the  rays 
from  the  lowest  point  of  the  object  form  a  pencil  diverging  from  B'. 
Magnification, — The  angle  under  which  the  object  woul*  be  seen 
by  the  naked  eye  is  a  0  6;  for  the  rays  a  0,  6  O,  if  produced,  would 
pass  through  its  extremitiea  The  angle  under  which  it  is  seen  in 
the  telescope,  if  the  eye  be  close  to  the  eye-lens,  is  A'  0'  B'  or  a  0'  b. 

The  magnification  is  therefore  ^^^^,  which  is  approximately  the 

same  as  the  ratio  of  the  distances  of  the  image  a  b  from  the  two  lenses 

^,j..     If  the  eye-tube  is  so  adjusted  as  to  throw  the  image  A'B'  to 

infinite  distance,  F  will  be  the  principal  focus  of  both  lenses,  and 
the  magnification  is  the  ratio  of  the  focal  length  of  the  object-glass 
to  that  of  the  eye-piece. 
If  the  eye  -  tube  be 
pushed  in  as  far  as  is 
compatible  with  dis- 
tinct vision  (the  eye 
being  close  to  the  lens), 
the  magnification  is 
greater  than  this  in  the 

ratio  -^t  D  denoting 

the  nearest  distance  of 
distinct  vision,  and  / 
the  focal  length  of  the 
eye-piece. 

The  magnification 
can  be  directly  ob- 
served by  looking  with  one  eye  through  the  telescope  at  a  brick 
wall,  while  the  other  eye  is  kept  open.  The  image  will  thus  be 
superimposed  on  the  actual  wall,  and  we  have  only  to  observe  how 
many  courses  of  the  latter  coincide  with  a  single  course  of  the 
magnified  imaga 

If  the  telescope  is  large,  its  tube  may  prevent  the  second  eye  from 
seeing  the  wall,  and  it  may  be  necessary  to  employ  a  reflecting 
arrangement,  as  in  Fig.  701,  analogous  to  that  described  in  connec- 
tion with  the  microscope. 

Telescopes  without  stands  seldom  magnify  more  than  about  10 
diametera     Powers  of  from  20  to  60  are  common  in  telescopes  with 


Fig.  701.— Meararement  of  Magnifying  Power. 
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stands,  intended  for  terrestrial  purposes.     The  powers  chiefly  em- 
ployed in  astronomical  observation  are  from  100  to  500. 

Mechanical  Arrangements. — The  achromatic  object-glass  O  is  set 
in  a  mounting  which  is  screwed  into  one  end  of  a  strong  brass  tube 

A  A  (Fig.  702).  In  the 
other  end  slides  a  smaUer 
tube  F  containing  the  eye- 
piece O';  and  by  turning 
the  milled  head  V  in  one 
direction  or  the  other,  the 
eye -piece  is  moved  for- 
wards or  backwards. 

Finder,  —  The  small 
telescope  I,  which  is  at- 
tached to  the  principal 
telescope,  is  called  a  find- 
er. This  appendage  is  in- 
dispensable when  the 
principal  telescope  has  a 
high  magnifying  power; 
for  a  high  magnifying 
power  involves  a  small  field  of  view,  and  consequent  difficulty  in 
directing  the  telescope  so  as  to  include  a  selected  object  within  its 
range.  The  finder  is  a  telescope  of  large  field ;  and  as  it  is  set  parallel 
to  the  principal  telescope,  objects  will  be  visible  in  the  latter  if 
they  are  seen  in  the  centre  of  the  field  of  view  of  the  former. 

762.  Best  Position  for  the  Eye. — The  eye-piece  forms  a  real  and 
inverted  image  of  the  object-glass^  at  E  E'  (Fig.  700);  through  which 
all  rays  transmitted  by  the  telescope  must  of  necessity  pass.  If  the 
telescope  be  directed  to  a  bright  sky,  and  a  piece  of  white  paper  held 
behind  the  eye-piece  to  serve  as  a  screen,  a  circular  spot  of  light  will 
be  formed  upon  it,  which  will  become  sharply  defined  (and  at  the 
same  time  attain  its  smallest  size)  when  the  screen  is  held  in  the 
correct  position.  This  image  (which  we  shall  call  the  bright  spot) 
may  be  regarded  as  marking  the  proper  place  for  the  pupil  of  the 
observer  s  eye.  Every  i-ay  which  traverses  the  centre  of  the  object^ 
glass  traverses  the  centre  of  this  spot;  every  ray  which  traverses 
the  upper  edge  of  the  object-glass  traverses  the  lower  edge  of  the 

^  Or  it  may  be  called  an  image  of  the  aperture  which  the  ohject-glaufilU,  Itremuns  sen- 
8ibly  anchanged  on  removing  the  object-glass  80  as  to  leave  the  end  of  the  telescope  open. 


Fig.  702.— Astronomica]  Telesoope. 
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8i)ot;  and  any  selected  point  of  the  spot  receives  all  the  rays  which 
have  been  transmitted  by  one  particular  point  of  the  object-glass. 
An  eye  with  its  pupil  anywhere  within  the  limits  of  the  bright  spot, 
will  therefore  see  the  whole  field  of  view  of  the  telescope.  If  the 
spot  and  pupil  are  of  exactly  the  same  size,  they  must  be  made  to  coin- 
cide with  one  another,  as  the  necessary  condition  of  seeing  the  whole 
field  of  view  with  the  brightest  possible  illumination.  Usually  in 
practice  the  spot  is  much  smaller  than  the  pupil,  so  that  these  advan- 
tages can  be  obtained  without  any  nicety  of  adjustment;  but  to 
obtain  the  most  distinct  vision,  the  centre  of  the  pupil  should  coin- 
cide as  closely  as  possible  with  the  centre  of  the  spot  To  facilitate 
this  adjustment,  a  brass  diaphragm,  with  a  hole  in  its  centre,  is 
screwed  into  the  eye-end  of  the  telescope,  the  proper  place  for  the 
eye  being  close  to  this  hole. 

One  method  of  determining  the  magnifying  power  of  a  telescope 
consists  in  measuring  the  diameter  of  the  bright  spot,  and  comparing 
it  with  the  effective  aperture  of  the  object-glass  In  fo^ct,  let  F  and 
/  denote  the  focal  lengths  of  object-glass  and  eye-piece,  and  a  the  dis- 
tance of  the  spot  from  the  centre  of  the  eye-piece;  then  F+/  is  ap- 
proximately the  distance  of  the  object-glass  from  the  same  centre,  and, 

by  the  formula  for  conjugate  focal  distances,  we  have  y.y  +  a^f 

Multiplying  both  sides  of  this  equation  by  F  +/,  and  then  subtract- 

ing  unity,  we  have  "~"~7-     But  the  ratio  of  the  diameter  of  the 

F  +  /  F   . 

object-glass  to  that  of  its  image  is  — ^;  and  y  is  the  usual  formula 

for  the  magnifying  power.  Hence,  ihe  linear  magnifying  power  of 
a  telescope  is  the  ratio  of  the  diameter  of  the  object-glass  to  that  of 
the  bright  spot, 

763.  Terrestrial  Telescope. — ^The  astronomical  telescope  just  de- 
scribed gives  inverted  images.  This  is  no  drawback  in  astronomical 
observation,  but  would  be  inconvenient  in  viewing  terrestrial  objects. 
In  order  to  re-invert  the  image,  and  thus  make  it  erect,  two  addi- 
tional lenses  0"  0**  (Fig.  703)  are  introduced  between  the  real 
image  a  b  and  the  eye-lens  O'.  If  the  first  of  these  O"  is  at  the  dis- 
tance of  its  principal  focal  length  from  a  b,  the  pencils  which  fall 
upon  the  second  will  be  parallel,  and  an  erect  image  a'  6'  will  thus 
be  formed  in  the  principal  focus  of  O"*.  This  image  is  viewed  through 
the  eye-lens  O',  and  the  virtual  image  A'  B'  which  is  perceived  by 
S  the  eye  will  therefore  be  erect     The  two  lenses  0",  O'",  are  usually 
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made  precisely  alike,  in  which  case  the^two  images  a  6,  a'  6'  will  be 
equal      In  the  better  class  of  terrestrial  telescopes,  a  different  ar- 


Fig.  703.— Temstrial  Eye  piooe. 

rangement  is  adopted,  requiring  one  more  lens ;  but  whatever  system 
be  employed,  the  reinversion  of  the  image  alwaj's  involves  some  loss 
both  of  light  and  of  distinctness. 

764.  Galilean  Telescope. — Besides  the  disadvantages  just  men- 
tioned, the  erecting  eye-piece  involves  a  considerable  addition  to  the 
length  of  the  instrument     The  telescope  invented  by  Galileo,  and 

the  earliest  of  all  tele- 
scopes, gives  erect  im- 
ages with  only  two  len- 
ses, and  with  shorter 
length  than  even  the 
astronomical  telescope. 
O  (Fig  704)  is  the  ob- 
ject-glass, which  is  con- 
vex as  in  the  astrono- 
mical telescope,  and 
would  form  a  real  and 
inverted  image  a  6  at 
its  principal  focus;  but  the  eye-glass  0',  which  is  a  concave  lens, 
is  interposed  at  a  distance  equal  to  or  slightly  exceeding  its  own 
focal  length  from  the  place  of  this  image,  and  forms  an  erect  virtual 
image  A'  B',  which  the  observer  seea 

Neglecting  the  distance  of  his  eye  from  the  lens,  the  angle  under 
which  he  sees  the  image  is  A'  O'  B',  which  is  equal  to  a  0'  6,  whereas 


Fig.  704.— Galilean  TeleMOpe. 
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the  visual  angle  to  the  naked  eye  would  be  a  0  6.  The  magnification  is 
therefore  ^—Q7i  which  is  approximately  equal  to  ^,->  c  being  the  prin- 
cipal focus  of  the  object-glai3s.  If  the  instrument  is  focussed  in  such 
a  way  that  the  image  A'  B'  is  thrown  to  infinite  distance,  c  is  also 
the  principal  focus  of  the  eye-lens,  and  the  magnification  is  sim- 
ply the  ratio  of  the  focal  lengths  of  the  two  lenses.  This  is 
the  same  rule  which  we  deduced  for  the  astronomical  tele- 
scope; but  the  Galilean  telescope,  if  of  the  same  power,  is  shorter 
by  twice  the  focal  length  of  the  eye-lens,  since  the  distance  be- 
tween the  two  lenses  is  the  difference  instead  of  the  sum  of  their 
focal  lengths. 

Tliis  telescope  has  the  disadvantage  of  not  admitting  of  the  em- 
ployment of  cross- wires;  for  these,  in  order  to  serve  their  purpose, 
must  coincide  with  the  real  image;  and  no  such  image  exists  in 
this  telescope.  mBOBm 

There  is  another  peculiarity  in  the  absence  of 
the  bright  spot  above  described,  the  image  of  the 
object-glass  formed  by  the  eye-glass  being  virtual. 
In  other  telescopes,  if  half  the  object-glass  be  cov- 
ered, half  the  bright  spot  will  be  obliterated ;  but 
the  remaining  half  suffices  for  giving  the  whole 
field  of  view,  though  with  diminished  brightness. 
In  the  Galilean  telescope,  on  the  contrary,  if  half 
the  object-glass  be  covered,  half  the  field  of  view 
will  be  cut  off,  and  the  remaining  half  will  be 
unaffected. 

The  opera-glaas,  single  or  binocular,  is  a  Gali- 
lean telescope,  or  a  pair  of  Galilean  telescopea  In 
the  best  instruments,  both  object-glass  and  eye-glass  are  achromatic 
combinations  of  three  pieces,  as  shown  in  section  in  the  figure  (Fig. 
705) ;  the  middle  piece  in  each  case  being  flint,  and  the  other  two 
crown  (§  794). 

765.  Beflecting^  Telescopes. — In  reflecting  telescopes,  the  place  of 
an  object-glass  is  supplied  by  a  concave  mirror  called  a  speculum, 
usually  composed  of  solid  metal.  The  real  and  inverted  image  which 
it  forms  of  distant  objects  is,  in  the  Herschelian  telescope,  viewed 
directly  through  an  eye-piece,  the  back  of  the  observer  being  towards 
the  object,  and  his  face  towards  the  speculum.  This  construction  is 
only  applicable  to  very  large  specula;  as  in  instruments  of  ordinary 


Fig.  706.— Opera-gUM. 
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Fig.  706— Newtonian  Teleaoopo. 


size  the  interposition  of  tlie  observer  s   head  would  occasion  too 
serious  a  loss  of  light 

An  arrangement  more  frequently  adopted  is  that  devised  by  Sir 

Isaac  Newton,  and 
employed  by  him  in 
the  first  reflecting  tele- 
scope ever  construct- 
ed. It  is  represented  in 
Fig.  706.  The  specu- 
lum is  at  the  bottom  of 
a  tube  whose  open  end 
is  directed  towards 
the  distant  object  to 
be  examined.  The  rays 
1  and  2  from  one  extre- 
mity of  the  object  are  reflected  towards  a,  and  the  rays  3,  4  from  the 
other  extremity  are  reflected  towards  6.  A  real  inverted  image  a  b 
would  thus  be  formed  at  the  principal  focus  of  the  concave  speculum ; 
but  a  small  plane  mirror  M  is  interposed  obliquely,  and  causes  the 
real  image  to  be  formed  at  a'b'  in  a  symmetrical  position  with 
respect  to  the  mirror  M.  The  eye-lens  O'  transforms  this  into  the 
enlarged  and  virtual  image  A'  B'. 

Magnifying  Pmver. — The  approximate  formula  for  the  magnifying 
power  is  the  same  as  in  the  case  of  the  refracting  telescopes  already 
described.  In  fact  the  fii*st  image  a  b  subtends,  at  the  optical  centre 
0  (not  shown  in  the  figure)  of  the  large  speculum,  an  angle  a  Ob 
equal  to  the  visual  angle  for  the  naked  eye ;  and  the  second  image 
a  V  (which  is  equal  to  the  former)  subtends,  at  the  centre  of  the 
eye-piece,  an  angle  a'  0'  V  equal  to  the  angle  under  which  the  image 
is  seen  in  the  telescope.  The  magnifying  power  is  therefore  ^^-^',  or, 
what  is  the  same  thing,  is  the  ratio  of  the  distance  of  a  6  from  O  to 
the  distance  of  a'  V  from  O',  or  the  ratio  of  the  focal  length  of  the 
speculum  to  that  of  the  eye-piece. 

In  the  Gregorian  telescope,  which  was  invented  before  that  of 
Newton,  but  not  manufactured  till  a  later  date,  there  are  two  con- 
cave specula.  The  large  one,  which  receives  the  direct  rays  from 
the  object,  forms  a  real  and  inverted  image.  The  smaller  speculum, 
which  is  suspended  in  the  centre  of  the  tube,  with  its  back  to  the 
object,  receives  the  rays  reflected  fi^m  the  first  speculum,  and  forms 
a  second  real  image,  which  is  the  enlai*ged  and  inverted  image  of  the 
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firsts  and  is  therefore  erect  as  compared  with  the  object  This  real 
and  erect  image  is  then  magnified  by  means  of  an  eye-piece,  as  in  the 
instruments  previously  described,  the  eye-piece  being  contained  in  a 
tube  which  slides  in  a  hole  pierced  in  the  middle  of  the  large  specu- 
lum. 

As  this  arrangement  gives  an  erect  image,  and  enables  the  observer 
to  look  directly  towards  the  object,  it  is  specially  convenient  for 
terrestrial  observation.  It  is  the  construction  almost  universally 
adopted  in  reflecting  telescopes  of  small  size. 

The  Cassegranian  telescope  resembles  the  Gregorian,  except  that 
the  second  speculum  is  convex,  and  the  image  which  the  observer 
sees  is  inverted. 

766.  Silvered  Specula. — Achromatic  refracting  telescopes  give  much 
better  results,  both  as  regards  light  and  definition,  than  refiectors  of 
the  same  size  or  weight;  but  it  has  been  found  practicable  to  make 
specula  of  much  larger  size  than  object-glassea  The  aperture  of 
Lord  Rosse's  largest  telescope  is  6  feet,  whereas  the  aperture  of  the 
largest  achromatic  telescopes  yet  constructed  is  less  than  two  feet» 
and  increase  of  size  involves  increased  thickness  of  glass,  and  conse- 
quent absorption  of  light 

The  massiveness  which  is  found  necessary  in  the  speculum  in  order 
to  prevent  fiexure,  is  a  serious  inconvenience,  as  is  also  the  necessity 
for  frequent  repolishing — an  operation  of  great  delicacy,  as  the 
slightest  change  in  the  form  of  the  surface  impairs  the  definition  of 
the  images.  Both  these  defects  have  been  to  a  certain  extent  re- 
medied by  the  introduction  of  glass  specula,  covered  in  fi^ont  with  a 
thin  coating  of  silver.  Glass  is  much  more  easily  worked  than  specu- 
lum-metal (which  is  remarkable  for  its  brittteness  in  casting),  and 
has  only  one-third  of  its  specific  gravity.  Silver  is  also  much  supe- 
rior to  speculum-metal  in  reflecting  power;  and  as  oflen  asit  becomes 
tarnished  it  can  be  removed  and  renewed,  without  liability  to  change 
of  form  in  the  reflecting  surface.^ 

767.  Measure  of  Brightness. — The  brightness  of  a  surface  is  most 
naturally  measured  by  the  amount  of  light  per  unit  area  of  its  image 
on  the  retina:  and  therefore  varies  directly  as  the  amount  of  light 
which  the  8v/rface  sends  to  the  pttpil,  and  inversely  as  the  apparent 
a/rea  of  the  surface. 

To  avoid  complications  arising  from  the  varying  condition  of  the 


TI»  modte  ef.tilyered  ipecnla  are  fnUy  set  forth  in  a  broGhare  ^puUiilMd  bj  Mr. 
of  t&«  IGnones,  entitled  A  PUafor  R^jUetan, 
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observer,  we  shall  leave  dilatation  aud  contitietion  of  the  pupil  out 
of  account 

When  a  body  is  looked  at  through  a  small  pinhole  in  a  ciurd  held 
dose  to  the  eye,  it  appears  much  darker  than  when  viewed  in  the 
ordinary  way ;  and  in  like  manner  images  formed  by  optical  instru- 
ments often  furnish  beams  of  light  too  narrow  to  fill  the  pupiL  In 
all  such  cases  it  becomes  necessary  to  distinguish  between  effective 
brightness  and  intrinsic  biHrghtness,  the  former  being  less  than  the 
latter  in  the  same  ratio  in  which  the  cross  section  of  the  beam  which 
enters  the  pupil  is  less  than  the  area  of  the  pupil.  We  may  correctly 
speak  of  the  inirvasic  brightness  of  a  surface  /or  a  'particular  point 
of  the  pupil;  and  the  effective  brightness  will  in  every  case  be  the 
average  value  of  the  intrinsic  brightness  taken  over  the  whole 
pupil 

In  the  case  of  natural  bodies  viewed  in  the  ordinary  way,  the 
distinction  may  be  neglected,  since  they  usually  send  light  in  sen- 
sibly equal  amounts  to  all  parts  of  the  pupiL 

To  obtain  a  numerical  measure  of  intrinsic  brightness,  let  us  denote 
by  e  the  area  of  the  pupil,  by  a  a  small  area  on  a  surface  directly 
facing  towards  the  eye  (or  the  foreshortened  projection  of  a  small 
area  inclined  to  the  line  of  vision),  and  by  r  the  distance  between  e 
and  s.  Then  the  quantity  of  light  q  which  s  sends  to  e  per  unit  time, 
varies  jointly  as  the  area  «,  the  apparent  area  or  real  solid  angle  ^> 

and  the  intrinsic  brightness  I.     We  may  therefore  write  3  =  1  c  ^= 

ls^\  and  if  we  put  «»  for  the  solid  angle  ^  which  the  pupil  subtends 

at  Sy  we  have  g=I  s  «.     The  intrinsic  brightness  of  a  small  area  s 

is  therefore  measured  by  -^,  wh^ere  q  denotes  the  quantity  of  light 

which  s  emits  per  unit  time,  in  directions  limited  by  the  smaU  solid 
angle  of  divefi^gence  «. 

768.  Applications. — One  of  the  most  obvious  consequences  is  that 
surfaces  appear  equally  bright  at  all  distances  in  the  same  direction, 
provided  that  no  light  is  stopped  by  the  air  or  other  intervening 
medium ;  for  q  and  kt  both  vary  inversely  as  the  square  of  the  dis- 
tance. The  area  of  the  image  formed  on  the  retina  in  fact  varies 
directly  as  the  amount  of  light  by  which  it  is  formed. 

Images  formed  by  Lenses. — Let  A  B  (Fig.  707)  be  an  object^  and 
a  6  its  real  image  formed  by  the  lens  C  D,  whose  centre  is  O.     Let 
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S  denote  a  small  area  at  A,  and  Q  the  quantity  of  ligbt  which  it 

sends  to  the  lens;  also  let  8  denote  the  corresponding  area  of  the 

image,  and  q  the  quantity  of  light  which  traverses  it.     Then  q  would 

be  identical  with  Q  if  no  light  were  stopped  by  the  lens;  the  areas  S, «, 

are  dii*ectly  as  the  squares  of  the  conjugate  focal  distances  O  A,  O  a ; 

and  the  solid  angles  of  divergence 

a  and  w,  for  Q  and  q,  being  the 

solid  angles  subtended  by  the  lens 

at  A  and  a  (for  the  plane  angle 

cad  in  the  figure  is  equal  to  the  ^^^  707.-Brightne» of  imaga 

vertical  angle  C  a  D),  are  inversely 

as  the  squares  of  the  conjugate  focal  distances.    We  have  accordingly 

^=^  and  SO=5«      The  intrinsic  brightness  ^^  of  the  image   is 

tlierefore  equal  to  the  intrinsic  brightness  ^  of  the  object,  except  in 

so  far  as  light  is  stopped  by  the  lens.     Precisely  similar  reasoning 
applies  to  virtual  images  formed  by  lenses.^ 

In  the  case  of  images  formed  by  mirrors,  O  and  <■»  are  the  solid 
angles  subtended  by  the  mirror  at  the  conjugate  foci,  and  are  in- 
versely as  the  squares  of  the  distances  from  the  mirror;  while  S  and 
8  are  directly  as  the  squares  of  the  distances  from  the  centre  of  cur- 
vature; but  these  four  distances  are  proportional  (§  407),  so  that  the 
same  reasoning  is  still  applicable.  If  the  mirror  only  reflects  half 
the  incident  light,  the  image  will  have  only  half  the  intrinsic  bright- 
ness of  the  object 

If  the  pupil  is  filled  with  light  from  the  image,  the  effective 
brightness  will  be  the  same  as  the  intrinsic  brightness  thus  computed. 
If  this  condition  is  not  fulfilled,  the  former  will  be  less  than  the 
latter.  When  the  image  is  greatly  magnified  as  compared  with  the 
object,  the  angle  of  divergence  is  greatly  diminished  in  comparison 
with  the  angle  which  the  lens  or  mirror  subtends  at  the  object,  and 
oflen  becomes  so  small  that  only  a  small  part  of  the  pupil  is  utilized 
This  is  the  explanation  of  the  great  falling  off  of  light  which  is  ob- 

*  For  refraction  oat  of  a  medium  of  index  /ij  into  another  of  index  /u,,  we  have  by 
§  747a,  equation  (13),  fii'.fH'.:  ^  :  ^p^.  But  since  «i,  *,  are  the  areas  of  corres- 
ponding  parts  of  object  and  image,  we  have  t i :  «t : :  OPj*  :  OP,*,  and  since  6^,  cd,  are 
the  solid  angles  subtended  at  Pj,  P,  by  one  and  the  same  portion  of  the  bounding  surface, 
we  have  toii  u»::  AP,«  :  APi«.    Therefore  -i-  :  -?-: :  fi^*  :/»,«.    The  mtrinsio  brfjrht- 

«1  Ctfl      «|  oil  * 

nesses  of  a  ^uocesbioii  of  images  in  different  media  are  therefore  directly  as  the  square  of 
the  absolute  indices.  . 
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SQjTved  in  the  use  of  high  magnifjing  powers,  both  in  microscopes 
and  telescopes. 

769.  BrightnesB  of  Image  in  a  Telescope. — It  has  been  already 
pointed  out  (§  762)  that  in  most  forms  of  telescope  (the  Galilean 
being  an  exception),  there  is  a  certain  position,  a  little  behind  the 
eye-piece,  at  which  a  well-defined  bright  spot  is  formed  upon  a 
screen  held  there  while  the  telescope  is  directed  to  any  distant  source 
of  light.  It  has  also  been  pointed  out  that  this  spot .  is  the  image, 
formed  by  the  eye-piece,  of  the  opening  which  is  filled  by  the  object- 
glass,  and  that  the  magnifying  power  of  the  instrument  is  the  ratio 
of  the  size  of  the  object-glass  to  the  size  of  this  bright  spot 

Let  8  denote  the  diameter  of  the  bright  spot,  o  the  diameter  of  the 
object-glass,  e  the  diameter  of  the  pupil  of  the  eye;  then  -  is  the 
linear  magnifying  power. 

We  shall  first  consider  the  case  in  which  the  spot  exactly  covers 
the  pupil  of  the  observer's  eye,  so  that  a^e.  Then  the  whole 
light  which  traverses  the  telescope  from  a  distant  object  enters  the 
eye;  and  if  we  neglect  the  light  stopped  in  the  telescope,  this  is 

the  whole  light  sent  by  the  object  to  the  object-glass,  and  is  (^\ 

times  that  which  would  be  received  by  the  naked  eye.  The  magni- 
fication of  apparent  area  is  (j\ ,  which,  from  the  equality  of  8  and  e, 
IS  the  same  as  the  increase  of  total  light  The  brightness  is  therefore 
the  same  as  to  the  naked  eye. 

Next,  let  8  be  greater  than  e,  and  let  the  pupil  occupy  the  central 
part  of  the  spot  Then,  since  the  spot  is  the  image  of  the  object- 
glass,  we  may  divide  the  object  glass  into  two  parts — ^a  central  paxt 
whose  image  coincides  with  the  pupil,  and  a  circumferential  part 
whose  image  surrounds  the  pupil  AU  rays  from  the  object  which 
traverse  the  central  part,  traverse  its  image,  and  therefore  enter  the. 
pupil ;  whereas  rays  traversing  the  circumferential  part  of  the  object- 
glass,  traverse  the  circumferential  part  of  the  image,  and  so  are 
wasted.  The  area  of  the  central  part  (whether  of  the  object-glass 
or  of  its  image)  is  to  the  whole  area  as  e^ :  s*;  and  the  light  which 

the  object  sends  to  the  central  portion,  instead  of  being  (^V  times 
that  which  would  be  received  by  the  naked  eye,  is  only  (jVtimea 

But  (-Y  is  the  magnification  of  apparent  area.  Hence  the  bright- 
ness is  the  same  as  to  the  naked  eye.  In  these  two  cases,  effective 
JEtnd  intrinsic  brightness  are  the  same. 


Digitized  by 


Googl( 


BRIGHTNESS  OF  IMAGE  IN  TELESCOPE.  969 

Lastly  (and  this  is  by  £Etr  the  most  common  case  in  practice),  let 
8  be  less  than  e.     Then  no  light  is  wasted,  but  the  pupil  is  not  filled. 

The  light  received  is  (|)   times  that  which  the  naked  eye  would 

receive;  and  the  magnification  of  apparent  area  is  ^-V.  The  effec- 
tive brightness  of  the  image,  is  to  the  brightness  of  the  object  to  the 
naked  eye,  as  (-)^  :  (^)*;  th^t  is,  as  «*  :  «*;  that  is,  as  the  area  of  the 

bright  spot  to  the  whole  area  of  the  pupil. 

To  correct  for  the  light  stopped  by  reflection  and  imperfect  trans- 
parency, we  have  simply  to  multiply  the  result  in  each  case  by  a 
proper  fraction,  expressing  the  ratio  of  the  transmitted  to  the  incident 
light  This  ratio,  for  the  central  parts  of  the  field  of  view,  is  about 
0'85  in  the  best  achromatic  telescopes.  In  such  telescopes,  therefore, 
the  brightness  of  the  image  cannot  exceed  085  of  the  brightness  of 
the  object  to  the  naked  eye.     It  will  have  this  precise  value,  when 

the  magnifying  power  is  equal   to  or  less  than  -;  and  from  this 

point  upwards  will  vary  inversely  as  the  square  of  the  linear  mag- 
nification. 

The  same  formulae  apply  to  reflecting  telescopes,  o  denoting  now 
the  diameter  of  the  large  speculum  which  serves  as  objective ;  but 
the  constant  factor  is  usually  considerably  less  than  0'85. 

It  may  be  accepted  as  a  general  principle  in  optics,  that  while  it  is 
possible,  by  bad  focussing  or  instrumental  imperfections,  to  obtain  a 
confused  image  whose  brightness  shall  be  intermediate  between  the 
brightest  and  the  darkest  parts  of  the  object,  it  id  impossible,  by 
any  optical  arrangement  whatever,  to  obtain  an  image  whose 
brightest  part  shall  surpass  the  brightest  part  of  the  object 

770.  Brightness  of  Stars. — There  is  one  important  case  in  which 
the  foregoing  rules  regarding  the  brightness  of  images  become  nuga- 
tory. The  fixed  stars  are  bodies  which  subtend  at  the  earth  angles 
smaller  than  the  minimum  visibile,  but  which,  on  account  of  their 
excessive  brightness,  appear  to  have  a  sensible  angular  diameter. 
This  is  an  instance  of  irradiation,  a  phenomenon  manifested  by  all 
bodies  of  excessive  brightness,  and  consisting  in  an  extension  of  their 
apparent  beyond  their  actual  boundary.  What  is  called,  in  popular 
language,  a  bright  star,  is  a  star  which  sends  a  large  total  amount 
of  light  to  the  eye. 

Denoting  by  a  the  ratio  of  the  transmitted  to  the  whole  incident 
light,  a  ratio  which,  as  we  have  seen,  is  about  0'85  in  the  most 
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favourable  cases,  and  calling  the  light  which  a  star  sends  to  tie 
naked  eye  unity,  the  light  perceived  in  its  image  will  be  a  (-)  ,  or 
a  X  square  of  linear  magnification,  if  the  bright  spot  is  as  large  as 
the  pupil.  When  the  eye-piece  is  changed,  increase  of  power  dimin- 
ishes the  size  of  the  spot,  and  increases  the  light  received  by  the  eye, 
until  the  spot  is  reduced  to  the  size  of  the  pupiL  After  this,  any 
further  magnification  has  no  efiect  on  the  quantity  of  light  received. 

its  constant  value  being  a  {^)\ 

The  value  of  this  last  expression,  or  rather  the  value  of  a  o\  is  the 
measure  of  what  is  called  the  8pace-j)enetrating  power  of  a  telescope; 
that  is  to  say,  the  power  of  rendering  very  faint  stars  visible;  and 
it  is  in  this  respect  that  telescopes  of  very  large  aperture,  notaMy 
the  great  reflector  of  Lord  Rosse,  are  able  to  display  their  great 
superiority  over  instruments  of  moderate  dimensiona 

We  have  seen  that  the  total  light  in  the  visible  image  of  a  star 
remains  unaltered,  by  increase  of  power  in  the  eye-piece  above  a 
certain  limit  But  the  visibility  of  faint  stars  in  a  telescope  is  pro- 
moted by  darkening  the  back-ground  of  sky  on  which  they  are  seen. 
Mow  the  brightness  of  this  back-ground  varies  directly  as  8^,  or  in- 
versely as  the  square  of  the  linear  magnification  {a  being  supposed 
less  than  e).  Hence  it  is  advantageous,  in  examining  very  &int 
stars,  to  employ  eye-pieces  of  sufficient  power  to  render  the  bright 
spot  much  smaller  than  the  pupil  of  the  eye. 

771.  Images  on  a  Screen. — ^Thus  far  we  have  been  speaking  of  the 
brightness  of  images  as  viewed  directly.  Images  cast  upon  a  screen 
are,  as  a  matter  of  fact,  much  less  brilliant  Their  brightness  depends 
greatly  on  the  nature  of  the  screen,  and  can  never  exceed  the  brighi- 
ness  which  the  surface  of  the  screen  would  exhibit  if  held  very  near 
the  source  of  light  When  a  condensing  lens  is  used  to  collect 
the  rays  of  a  lamp,  an  eye  placed  at  the  conjugate  focus  sees  the 
whole  lens  full  of  light  of  uniform  brightness,  which,  neglecting 
reflection  and  absorption,  can  be  shown  to  be  the  same  as  that  of 
the  flame  itself.^  The  illumination  of  a  screen  placed  in  the  focus, 
is  therefore  jointly  proportional  to  the  solid  angle  which  the  lens 
subtends  at  the  focus,  and  to  the  brightness  of  the  flame ;  and  is 
the  same  as  if  the  screen  were  directly  illuminated  by  the  flame, 

^  This  IB  strictlj  true  of  intrinsic  brighineas,  which  ii  all  that  our  roMoning  reqnini- 
It  IB  true  for  tffectivt  brightness,  if  the  image  is  large  enough  to  oover  the  pupil,  and  H  tbe 
lens  is  at  a  proper  distanoe.  for  distinct  vision* 
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at  a  distance  at  which  the  flame  itself  wo 
angle. 

772.  CroBB-wires  of  Telescopes. — We  b 
mode  of  marking  the  place  of  a  real  im 
tlireada  When  telescopes  are  employed 
ment  of  angles,  a  contrivance  of  this  kii 
duced.  A  cross  of  silkworm  threads,  in 
or  of  spider  threads  in  instruments  of 
across  a  metallic  frame  jnst  in  front  of  tl 
must  first  adjust  the  eye-piece  for  distil 
must  then  (in  the  case  of  theodolites  at 
ments)  adjust  tlie  distance  of  the  object-j 
is  to  be  observed  is  also  seen  distinctly  in 
of  the  object  will  then  be  very  nearly  in 
it  is  not  exactly  in  the  plane,  paralk 
observed  when  the  eye  is  shifted,  ^nd  thi 
altering  the  distance  of  the  object-glass, 
been  completed,  the  cross  always  marks 
object,  however  the  eye  be  shifted.  Th 
disturbed  by  pushing  in  or  pulling  out  tl 
which  carries  the  cross  is  attached  to  the 
the  coincidence  of  the  cross  with  a  point  • 
it  could  be  observed  by  the  naked  eye 
moved.  The  adjustment  of  the  eye-piec< 
tinct  vision,  and  this  will  be  obtained  a 
cross  and  the  object 

773.  Line  of  Collimation. — The  employn 
crossing  threads  are  called)  enormously  inc 
accurate  observations  of  direction,  and  coi 
advantages  of  modem  over  ancient  instru 

The  line  which  is  regarded  as  the  line  < 
in  which  the  telescope  is  pointed,  is  call( 
If  we  neglect  the  curvature  of  rays  due 
we  may  define  it  as  the  line  joining  th 
image  falls  on  it  More  rigorously,  the 
line  joining  the  cross  to  the  optical  centr 
it  is  desired  to  adjust  the  line  of  coUimat 
it  truly  perpendicular  to  the  horizontal  i 
is  mounted,  the  adjustment  is  performed  1 
carries  the  wires,  slow-motion  screws  beiu] 


Google 


1)72  viaioir  and  optical  tnstrument& 

Telescopes  for  astronomical  observation  are  often  furnished  with  a 
number  of  parallel  wires,  crossed  by  one  or  two  in  the  transverse 
direction ;  and  the  line  of  collimation  is  then  defined  by  reference  to 
an  imaginary  cross,  which  is  the  centre  of  mean  position  of  all  Hxe 
actual  crosses. 

774.  Micrometers. — Astronomical  micrometers  are  of  various  kinds, 
some  of  them  serving  for  measuring  the  angular  distance  between 
two  points  in  the  same  field  of  view,  and  others  for  measuring  their 
apparent  direction  from  one  another.  They  generally  consist  of 
spider  threads  placed  in  the  principal  focus  of  the  object-glass,  so  as 
to  be  in  the  same  plane  as  the  images  of  celestial  objects,  one  or  more 
of  the  threads  being  movable  by  means  of  slow-motion  screws, 
furnished  with  graduated  circles,  on  which  parts  of  a  turn  can  be 
read  off. 

One  of  the  commonest  kinds  consists  of  two  parallel  threads,  which 
can  thus  be  moved  to  any  distance  apart,  and  can  also  be  turned 
round  in  their  own  plana 
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DISPERSION.      STUDY  OF  SPECTRA. 


775.  Newtonian  Experiment. — In  the  chapter  on  refraction,  we  have 
postponed  the  discussion  of  one  important  phenomenon  by  which  it 
is  usually  accompanied,  and  which  we  must  now  proceed  to  explain. 
The  following  experiment,  which  is  due  to  Sir  Isaac  Newton,  will 
Aimish  a  fitting  introduction  to  the  subject. 

On  an  extensive  background  of  black,  let  three  bright  strips  be 
laid  in  line,  as  in  the  left-hand  part  of  Fig.  708,  and  looked  at 
through  a  prism  with  its  refracting  edge  parallel  to  the  strips.     We 


Wig.  706.— SpMtra  of  White  and  Ookmnd  Strips. 

shall  suppose  the  edge  to  be  upward,  so  that  the  image  is  raised  above 
the  object  The  images,  as  represented  in  the  right-hand  part  of 
Fig.  708,  will  have  the  same  horizontal  dimensions  as  the  strips,  but 
will  be  greatly  extended  in  the  vertical  direction ;  and  each  image, 
instead  of  having  the  uniform  colour  of  the  strips  from  which  it  is 
derived,  will  be  tinted  with  a  gradual  succession  of  colours  from  top 
to  bottom.     Such  images  are  called  apectrcu 

If  one  of  the  strips  (the  middle  one  in  the  figure)  be  white,  its 
spectrum  will  contain  the  following  series  of  colours,  beginning  at 
the  top:  violet,  blue,  green,  ydlow,  orange,  red. 


be  identical  with  the  colours  adjaceDt  to  them  in  the  spectrum  oi 
white.  The  colours  which  form  the  lower  part  of  the  spectrum  of 
white  will  either  be  very  dim  and  dark  in  the  spectrum  of  blue,  or 
will  be  wanting  altogether,  being  replaced  by  black. 

If  the  other  strip  be  red,  its  image  will  contain  brigl)t  colours  at 
the  lower  or  red  end,  and  those  which  belong  to  the  upper  end  of  the 
spectrum  of  white  will  be  dim  or  absent  Every  colour  that  occurs 
in  the  spectrum  of  blue  or  of  red  will  also  be  found,  and  in  the  same 
honzoptal  line,  in  the  spectrum  of  white. 

If  we  employ  other  colours  instead  of  blue  or  red,  we  shall  obtain 
analogous  results;  every  colour  will  be  found  to  give  a  spectrum  which 
is  identical  with  part  of  the  spectrum  of  white,  both  as  regards  colour 
and  position,  but  not  generally  as  regards  brightness. 

We  may  occasionally  meet  with  a  body  whose  spectrum  consists 
only  of  one  colour.  The  petals  of  some  kinds  of  convolvulus  give  a 
spectrum  consisting  only  of  blue,  and  the  petals  of  nasturtium  give 
only  red.    . 

776.  CompoBite  Nature  of  Ordinary  Colours. — This  experiment  shows 
that  the  colours  presented  by  the  great  majority  of  natural  bodies 
are  composite.  When  a  colour  is  looked  at  with  the  naked  eye,  the 
sensation  experienced  is  the  joint  effect  of  the  various  elementary 
colours  which  compose  it.  The  prism  serves  to  resolve  the  colour  into 
its  components,  and  exhibit  them  separately.  The  experiment  also 
shows  that  a  mixture  of  all  the  elementary  colours  in  proper  pro- 
portions produces  white. 

777.  Solar  Spectrum. — The  coloured  strips  in  the  foregoing  experi- 
ment may  be  illuminated  either  by  daylight  or  by  any  of  the  ordinary 
sources  of  artificial  lighi  The  former  is  the  best,  as  gits-light  and 
candle-light  are  very  deficient  in  blue  and  violet  rays. 

Colour,  regarded  as  a  property  of  a  coloured  (opaque)  body,  is  the 
power  of  selecting  certain  rays  and  reflecting  them  either  exclusively 
or  in  larger  proportion  than  others.  The  spectrum  presented  by  a 
body  viewed  by  reflected  light,  as  ordinary  bodies  are,  can  thus  only 
consist  of  the  rays,  or  a  selection  of  the  rays,  by  which  the  body  is 
Uluminated. 

A  beam  of  solar  light  can  be  directly  resolved  into  its  constituents 
by  the  following  experiment,  which  is  also  due  to  Newton,  and  was 
the  first  demonstration  of  the  composite  character  of  solar  light. 
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duces  (§  683)  a  round  white  spot,  which  is  an  image  of  the  sun.    Now 
let  a  prism  be  placed  in  its  path  edge-downwards,  as  in  Fig.  709;  the 


Fig.  709.— Solar  Spectrum  by  Newtou't  Method. 

beam  will  thus  be  deflected  upwards,  and  at  the  same  time  resolved 
into  its  component  colours.  The  image  depicted  on  the  screen  will 
be  a  many-coloured  band,  resembling  the  spectrum  of  white  described 
in  §  775.  It  will  be  of  uniform  width,  and  rounded  off  at  the  ends, 
being  in  fact  built  up  of  a  number  of  overlapping  discs,  one  for  each 
kind  of  elementary  ray.     It  is  called  the  solar  specti^m. 

The  rays  which  have  undergone  the  greatest  deviation  are  the 
violet.  They  occupy  the  upper  end  of  the  spectrum  in  the  figure. 
Those  which  have  undergone  the  least  deviation  are  the  red.  Of  all 
visible  rays,  the  violet  are  the  most,  and  the  red  the  least  refrangible ; 
and  the  analysis  of  light  into  its  components  by  means  of  the  prism  is 
due  to  difference  of  refrangibility.  If  a  small  opening  is  made  in  the 
screen,  so  as  to  allow  rays  of  only  one  colour  to  pass,  it  will  be  found, 
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on  transmitting  these  through  a  second  prism  behind  the  screen,  as 
in  Fig.  709,  that  no  further  analysis  can  be  effected,  and  the  whole 
of  the  image  formed  by  receiving  this  transmitted  light  on  a  second 
screen  will  be  of  this  one  colour. 

778.  Mode  of  obtaining  a  Pare  Spectrum. — ^The  spectra  obtained  by 
the  methods  above  described  are  built  up  of  a  nunlber  of  overlapping 
images  of  different  coloura  To  prevent  this  overlapping,  and  obtain 
each  elementary  colour  pure  from  all  admixture  with  the  rest,  we 
must  in  the  first  place  employ  as  the  object  for  yielding  the  images 
a  very  narrow  line ;  and  in  the  second  place  we  must  take  care  that 
the  images  which  we  obtain  of  this  line  are  not  blurred,  but  have  the 
greatest  possible  sharpnesa  A  spectrum  possessing  these  character- 
istics is  called  pure 

The  simplest  mode  of  obtaining  a  pure  spectrum  consists  in 
looking  through  a  prism  at  a  fine  slit  in  the  shutter  of  a  dark  room. 
The  edges  of  the  prism  must  be  parallel  to  the  slit,  and  its  distance 
from  the  slit  should  be  five  feet  or  upwards.  The  observer,  placing 
his  eye  close  to  the  prism,  will  see  a  spectrum;  and  he  should  rotate 
the  prism  on  its  axis  until  he  has  brought  this  spectrum  to  it» 
smallest  angular  distance  from  the  real  slit,  of  which  it  is  the  image 
Let  E  (Fig.  710)  be  the  position  of  the  eye,  S  that  of  the  slit 
Then  the  extreme  red  and  violet  images  of  the  slit  will  be  seen  al 
R,  y,  at  distances  from  the  prism  sensibly  equal  to  the  real  distance 
of  S  (§  731  b);  and  the  other  images,  which  compose  the  remainder 

of  the  spectrum,  will  occupy  posi- 
tions between  R  and  V  The 
spectrum,  in  this  mode  of  operat- 
ing, is  virtual. 

To  obtain  a  i-eal  spectrum  in  a 
state  of  purity,  a  convex  lens 
must  be  employed.  Let  the  lei^ 
L  (Fig.  711)  be  first  placed  in 
such  a  position  as  to  throw  a 
sharp  image  of  the  slit  S  upon 

Pig  710.-Arfmngtin«»tlbrt«N»ingapuni8p6ctfum.     *  SCreeU  at   L      Ncxt  let  a   prisffl 

P  be  inti-oduced  between  the  lens 
and  screen,  and  rotated  on  its  axis  till  the  position  of  minimum  deviar 
tion  is  obtained,  as  shown  by  the  movements  of  the  impure  spectrum 
which  travels  about  the  walls  of  the  room.  Then  if  the  screen  be 
moved  into  the  position  RV,  its  distance  from  the  prism  being  tbi- 
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the  slit,  but  the  adjustments  are  rather  more  troublesome     Direct 


Fig.  Tll.^Amuifeaieni  for  Pure  8p«otniin  on  Screen. 


sun-light,  or  sun-light  reflected  from  a  mirror  placed  outside  the 
shutter,  is  necessary  for  this  experiment,  as  sky-light  is  not  sufli- 
ciently  powerful.  It  is  usual,  in  experiments  of  this  kind,  to  em- 
ploy a  movable  mirror  called  Skheliostat,  by  means  of  which  the  light 
can  be  reflected  in  any  required  direction.  Sometimes  the  move- 
ments of  the  mirror  are  obtained  by  hand;  sometimes  by  an  ingeni- 
ous clock-work  arrangement,  which  causes  the  reflected  beam  to  keep 
its  direction  unchanged  notwithstanding  the  progress  of  the  sun 
through  the  heavens. 

The  advantage  of  placing  the  prism  in  the  position  of  minimum 
deviation  is  two-fold.  First,  the  adjustments  are  facilitated  by  the 
equality  of  conjugate  focal  distances,  which  subsists  in  this  case  and 
in  this  only.  Secondly  and  chiefly,  this  is  the  only  position  in  which 
the  images  are  not  blurred.  In  any  other  position  it  can  be  shown  ^ 
that  a  small  cone  of  homogeneous  incident  rays  is  no  longer  a  cone 
(that  is,  its  rays  do  not  accurately  pass  through  one  point)  after 
transmission  through  the  prism. 

The  method  of  observation  just  described  was  employed  by 
WoUaston,  in  the  earliest  observations  of  a  pure  spectrum  ever 
obtained.  Fraunhofer,  a  few  years  later,  independently  devised  the 
same  method,  and  carried  it  to  much  greater  perfection.  Instead  of 
looking  at  the  virtual  image  with  the  naked  eye,  he  viewed  it  through 
a  telescope,  which  greatly  magnified  it,  and  revealed  several  features 
never  before  detected.  The  prism  and  telescope  were  at  a  distance 
of  24  feet  from  the  slit 

>  Farkiiifloii'i  0pHc9,  |  96.    Oor.  1 
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779.  Dark  Lines  in  the  Solar  Spectrum. — When  a  pure  spectram  of 
Lolar  light  is  examined  by  any  of  these  methods,  it  is  seen  to  be 
traversed  by  numerous  dark  lines,  constituting,  if  we  may  so  6ay» 
dark  images  of  the  slit  Each  of  these  is  an  indication  thiU»  ft  par- 
ticular kind  of  elementary  ray  is  wanting^  in  solar  light  Svety, 
elementary  ray  that  is  present  gives  its  own  image  of  the  slit  In  its 
own  peculiar  colour ;  and  these  images  are  arranged  in  stciefc  oon- 
tiguity,  so  as  to  form  a  continuous  band  of  light  passing  by  juatfccfUy 
gradual  transitions  through  the  whole  range  of  simple  colour,  except 
at  the  narrow  intervals  occupied  by  the  dark  linea  Fig.  I,  flflft'IIL, 
is  a  rough  representation  of  the  appearance  thus  presented  H  tiie 
slit  is  illuminated  by  a  gas  flame,  or  by  any  ordinary  lamp^  : 
of  by  solar  lights  no  such  lines  are  seen,  but  a  perfectly  < 
spectrum  is  obtained  Tlie  dark  lines  are  therefore  not 
of  light  in  general,  but  only  of  solar  light  -..  - 

Wollaston  saw  and  described  some  of  the  more  wosi/kk^^t^  of 
them.  Fraunhofer  counted  about  600,  and  marked  the  {daeMwSS4 
upon  a  map  of  the  spectrum,  distinguishing  some  of  the  1|pC||P  JBCHi- 
spicuous  by  the  names  of  letters  of  the  alphabet,  as  indicalieil.|p^|||^.  1. 
These  lines  are  constantly  referred  to  as  reference  marks  mt  Ibe 
accurate  specification  of  different  portions  of  the  spectnaii^  J^^ 
always  occur  in  precisely  the  same  places  as  regai^ds  eQlmf|^jf||i|i.^ 
not  retain  exactly  the  same  relative  distances  one  from  aQotfi(9i^1iift0n 
[)ri8ms  of  different  materials  are  employed,  different  pHi[i^|||i[  titfi 
spectrum  being  unequally  expanded  by  different  reGnMt^iffiiy 
tances.'  The  inequality,  however,  is  not  so  great  as  to 
any  difficulty  in  the  identification  of  the  linea 

The  dark  lines  in  the  solar  spectrum  are  often  called 
lines.     Fraunhofer  himself  called  them  the  "  fixed  line&" 

780.  Invisible  Bays  of  the  Spectram. — The  brightness  of 
spectrum,  however  obtained,  is  by  no  means  equal  throiigfc0iiii-lKtt 
is  greatest  between  the  dark  lines  D  and  £;  that  is  to^-t|||p;'|ii|tiie 
yellow  and  the  neighbouring  colours  orange  and  light  9n£|||  iE&d 
falls  off  gradually  on  both  sidea 

The  heating  effect  upon  a  small  thermometer  (mt  therawrito  in- 
creases in  going  from  the  violet  to  the  red,  and  still  oraJwoMtt  to 
increase  for  a  certain  distance  beyond  the  visible  spectnsMA  at  Use 
red  end     Prisms  and  lenses  of  rock-salt  should  be  emplojfed  ttm  tiiis 

'  Probably  not  absolutely  wanting,  but  so  feeble  as  to  »!pp9nr  black  by  oontn»t 
'  This  property  is  called  the  i/rraUonalitjf  qf  dUpenUm. 
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When  the  spectrum  is  thrown  upon  the  sensitized  paper  employed 
in  photography,  the  action  is  very  feeble  in  the  red,  strong  in  the 
blue  and  violet,  and  is  sensible  to  a  great  distance  beyond  the  violet 
end.  When  proper  precautions  are  taken  to  insure  a  very  pure 
spectrum,  the  photograph  reveals  the  existence  of  dark  lines,  like 
those  of  Fraunhofer,  in  the  invisible  ultra-violet  portion  of  the  spec- 
trum.    The  strongest  of  these  have  been  named  L,  M,  N,  O,  P. 

781.  Phosphorescence  and  Fluorescence. — There  are  some  sub- 
stances which,  after  being  exposed  in  the  sun,  are  found  for  a  long 
time  to  appear  self-luminous  when  viewed  i^n  the  dark,  and  this 


Fig.  718.— Beoqnerel's  Phcwphoroaoope. 


without  any  signs  of  combustion  or  sensible  elevation  of  temperature. 
Such  substances  are  called  phosphorescent  Sulphuret  of  calcium  and 
sulphuret  of  barium  have  long  been  noted  for  this  property,  and  have 
hence  been  called  respectively  Canton's  phosphorus,  and  Bologni^, 


More  recent  investigatioDS  have'  shown  that  the  same  property 
exists  in  a  much  lower  degree  in  an  immense  number  of  bodies,  their 
phosphorescence  continuing,  in  most  cases,  only  for  a  fraction  of  a 
second  after  their  withdrawal  from  the  sun's  rays.  K  Becquerel  has 
contrived  an  instrument,  called  the  phoaphoroscope,  which  is  ex- 
tremely appropriate  for  the  observation  of  this  phenomenon.  It  is 
represented  in  Fig.  712.  Its  most  characteristic  feature  is  a  pair  of 
rigidly  connected  discs  (Fig.  713),  each  pierced  with  four  openings, 
those  of  the  one  being  not  opposite  but  midway  between  those  of  the 

other.  This  pair  of  discs  can  be  set  in  very 
rapid  rotation  by  means  of  a  series  of  wheels 
and  pinions.  The  body  to  be  examined  is 
attached  to  a  fixed  stand  between  the  two 
discs,  so  that  it  is  alternately  exposed  on 
opposite  sides  as  the  discs  rotate.  One  side 
is  turned  towards  the  sun,  and  the  other 
towards  the  observer,  who  accordingly  only 
sees  the  body  when  it  is  not  exposed  to  the 
sun's   rays.      The   cylindrical   case  within 

Fig.  7i3.-Di«»of  Phcphan-oopt.  "^^^^^  ^^^  ^^^  rcvolvc,  is  fitted  iuto  a  hole 
in  the  shutter  of  a  dark  room,  and  is  pierced 
with  an  opening  on  each  side  exactly  opposite  the  position  in  which 
the  body  is  fixed.  The  body,  if  not  phosphorescent,  will  never  be  seen 
by  the  observer,  as  it  is  always  in  darkness  except  when  it  is  hidden 
by  the  intervening  disc.  If  its  phosphorescence  lasts  as  long  as  an 
eighth  part  of  the  time  of  one  rotation,  it  will  become  visible  in  the 
darkness. 

Nearly  all  bodies,  when  thus  examined,  show  traces  of  phosphores- 
cence, lasting,  however,  in  some  cases,  only  for  a  ten-thousandth  of  a 
second. 

The  phenomenon  of  fiuareacenee^  which  is  illustrated  in  Plate  IL 
accompanying  §  618,  appears  to  be  essentially  identical  with  phos- 
phorescence. The  former  name  is  applied  to  the  phenomenon,  if  it 
is  observed  while  the  body  is  actually  exposed  to  the  source  of  light, 
the  latter  to  the  effect  of  the  same  kind,  but  usually  less  intense, 
which  is  observed  after  the  light  from  the  source  is  cut  off  Both 
forms  of  the  phenomenon  occur  in  a  strongly-marked  degree  in  the 
f«ame  bodies.    Canary-glass,  which  is  coloured  with  oxide  of  uranium,  is 
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a  very  convenient  material  for  the  exhibition  of  fluorescence.  A  thick 
piece  of  it,  held  in  the  violet  or  ultra-violet  portion  of  the  solar 
spectrum,  is  filled  to  the  depth  of  from  ^  to  ^  of  an  inch  with  a  faint 
nebulous  light  A  solution  of  sulphate  of  quinine  is  also  frequently 
employed  for  exhibiting  the  same  effect,  the  luminosity  in  this  case 
being  bluish.  If  the  solar  spectrum  be  thrown  upon  a  screen  freshly 
washed  with  sulphate  of  quinine,  the  ultra-violet  portion  will  become 
visible  by  fluorescence;  and  if  the  spectrum  be  very  pure,  the  pre- 
sence of  dark  lines  in  this  portion  will  be  detected. 

The  light  of  the  electric  lamp  is  particularly  rich  in  ultra-violet 
rays,  this  portion  of  its  spectrum  being  much  longer  than  in  the  case 
of  solar  light,  and  about  twice  as  long  as  the  spectrum  of  luminous 
rays.  Prisms  and  lenses  of  quartz  should  be  employed  for  this  pur- 
pose, as  this  material  is  specially  transparent  to  the  highly-refrangible 
raya  Flint-glass  prisms,  however,  if  of  good  quality,  answer  well 
in  operating  on  solar  light.  The  luminosity  produced  by  fluorescence 
has  sensibly  the  same  tint  in  all  parts  of  the  spectrum  in  which  it 
occurs,  and  depends  upon  the  fluorescent  substance  employed.  Pris- 
matic analysis  is  not  necessary  to  the  exhibition  of  fluorescenca  The 
phenomenon  is  very  conspicuous  when  the  electric  discharge  of  a 
Holtz's  machine  or  a  Ruhmkorff  s  coil  is  passed  near  fluorescent 
substances,  and  it  is  faintly  visible  when  these  substances  are  examined 
in  bright  sunshine.  The  light  emitted  by  a  fluorescent  substance  is 
found  by  analysis  not  to  be  homogeneous,  but  to  consist  of  rays 
having  a  wide  range  of  refrangibility. 

The  ultiu-violet  rays,  though  usually  styled  invisible,  are  not 
altogether  deserving  of  this  title.  By  keeping  all  the  rest  of  the 
spectrum  out  of  sight,  and  carefully  excluding  all  extraneous  light, 
the  eye  is  enabled  to  perceive  these  highly  refi*angible  raya  Their 
colour  is  described  as  lavender-gray  or  bluish  white,  and  has  been 
attributed,  with  much  appearance  of  probability,  to  fluorescence  of 
the  retina.  The  ultra-red  rays,  on  the  other  hand,  are  never  seen ; 
but  this  may  be  owing  to  the  fact,  which  has  been  established  by 
experiment,  that  they  are  largely,  if  not  entirely,  absorbed  before 
they  can  reach  the  retina* 

782.  Becomposition  of  White  Light. — The  composite  nature  of  white 
light  can  be  established  by  actual  synthesia  This  can  be  done  in 
several  waya 

1.  If  a  second  prism,  precisely  similar  to  the  first,  but  with  its 
refracting  edge  turned  the  contrary  way,  is  interposed  in  the  path  of 
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the  coloured  beam,  very  near  its  place  of  emergence  from  the  first 
prism,  the  deviation  produced  by  the  second  prism  will  be  equal  and 
opposite  to  that  produced  by  the  first,  the  two  prisms  will  produce 
the  effect  of  a  parallel  plate,  and  the  image  on  the  screen  will  be  a 
white  spot,  nearly  in  the  same  position  as  if  the  prisms  were  re- 
moved 

2.  Let  a  convex  lens  (Fig.  714)  be  interposed  in  the  path  of  the 
coloured  beam,  in  such  a  manner  that  it  receives  all  the  rays,  and 


Fig.  714.— BfloompoBiUon  by  Lena. 

that  the  screen  and  tiie  prism  are  at  conjugate  focal  distances.  The 
image  thus  obtained  on  the  screen  will  be  white,  at  least  in  its  cen- 
tral portiona 

3.  Let  a  number  of  plane  miiTors  be  placed  so  as  to  receive  the 
successive  coloured  rays,  and  to  reflect  them  all  to  one  point  of  a 


Fi^.  715.— Recompoiition  by  MinoiB. 


screen,  as  in  Fig.  715.     The  bright  spot  thus  formed  will  be  white, 
or  approximately  white. 

More  complete  information  respecting  the  mixture  of  colours  will 
be  given  in  the  next  chapter. 
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analysis  of  the  light  with  which  the  slit  is  illuminated  In  recent 
years,  many  forms  of  apparatus  have  been  constructed  for  this  pur- 
pose, under  the  name  of  spectroscopes. 

A  spectroscope  usually  contains,  besides  a  slit,  a  prism,  and  a 
telescope  (as  in  Fraunhofer's  method  of  observation),  a  convex  lens 
called  a  coUi/mator,  which  is  fixed  between  the  prism  and  the  slit, 
at  the  distance  of  its  principal  focal  length  from  the  latter.  The  effect 
of  this  arrangement  is,  that  rays  from  any  point  of  the  slit  emerge 
parallel,  as  if  they  came  from  a  much  larger  slit  (the  virtual  image 
of  the  real  slit)  at  a  much  greater  distance.  The  prism  (set  at 
minimum  deviation)  forms  a  virtual  image  of  this  image  at  the  same 
distance,  but  in  a  different  direction,  on  the  principle  of  Fig.  711. 


Fig.  710.~Spectroioopa. 


To  this  second  virtual  image  the  telescope  is  directed,  being  focussed 
as  if  for  a  very  distant  object 

Fig.  716  represents  a  spectroscope  thus  constructed.     The  tube  of 


lamp  flame,  there  is  a  slit  (not  visible  in  the  figure)  consisting  of  an 
opening  between  two  parallel  knife-edges,  one  of  which  can  be  moved 
to  or  from  the  other  by  turning  a  screw.  The  knife-edges  must  be 
very  true,  both  as  regards  straightness  and  parallelism,  as  it  is  often 
necessary  to  make  the  slit  exceedingly  narrow.  The  tube  on  the  left 
hand  is  the  telescope,  furnished  with  a  broad  guard  to  screen  the  e3'e 
from  extraneous  light  The  near  tube,  with  a  candle  opposite  its 
end,  is  for  purposes  of  measurement.  It  contains,  at  the  end  next 
the  candle,  a  scale  of  equal  parts,  engraved  or  photographed  on  glass. 
At  the  other  end  of  the  tube  is  a  coUimating  lens,  at  the  distance  ot 
its  own  focal  length  from  the  scale;  and  the  collimator  is  set  so  that 
its  axis  and  the  axis  of  the  telescope  make  equal  angles  with  the 
near  face  of  the  prism.  The  observer  thus  sees  in  the  telescope,  by 
reflection  from  the  surface  of  the  prism,  a  magnified  image  of  the 
scale,  serving  as  a  standard  of  reference  for  assigning  the  positions  of 
the  lines  in  any  spectrum  which  may  be  under  examination.  This 
arrangement  affords  great  facilities  for  rapid  observation. 

Another  plan  is,  for  the  arm  which  carries  the  telescope  to  be 
movable  round  a  graduated  circle,  the  telescope  being  furnished  with 
cross- wires,  which  the  observer  must  bring  into  coincidence  with  any 
line  whose  position  he  desires  to  measura 

Arrangements  are  frequently  made  for  seeing  the  spectra  of  two 

different  sources  of  light  in  the  same  field  of  view,  one  half  of  the 

length  of  the  slit  being  illuminated  by  the  direct  rays  of 

one  of  the  sources,  while  a  reflector,  placed  opposite  the 

other  half  of  the  slit,  supplies  it  with  reflected  light 

derived   from  the  other  source.      This  method   should 

always  be  employed  when  there  is  a  question  as  to  the 

exact  coincidence  of  lines  in  the  two  spectra.     The  re- 

^-  ^^^-      flector  is  usually  an  equilateral  prism.     The  light  enters 

normally  at  one  of  its  faces,  is  totally  reflected  at  another, 

and  emerges  normally  at  the  third,  as  in  the  annexed  sketch  (Fig. 

717,  where  the  dotted  line  represents  the  path  of  a  ray. 

A  one-prism  spectroscope  is  amply  sufiicient  for  the  ordinary  pur- 
poses of  chemistry.  For  some  astronomical  applications  a  much 
greater  dispersion  is  required.  This  is  attained  by  making  the  ligbt 
pass  through  a  number  of  prisms  in  succession,  each  being  set  in  the 
proper  position  for  giving  minimum  deviation  to  the  rays  which  have 


fig.  718.— Train  of  Prunu. 


width  of  a  pencil  as  it  passes 
round  the  series  of  nine  prisms  on 
its  way  from  the  collimator  to  the 
telescope.  The  prisms  are  usual- 
ly connected  by  a  special  ar- 
rangement, which  enables  the 
observer,  by  a  single  movement, 
to  bring  all  the  prisms  at  once  into 
the  proper  position  for  giving 
minimum  deviation  to  the  parti- 
cular ray  under  examination,  a  po- 
sition which  differs  considerably 
for  rays  of  different  refrangibili  tie& 

784.  Use  of  Collimator.— The 
introduction  of  a  collimating  lens, 
to  be  used  in  conjunction  with  a 
prism  and  observing  telescope,  is 
due  to  Professor  Swan.^  Fraun- 
hofer  employed  no  collimator ;  but  his  prism  was  at  a  distance  of  24 
feet  from  the  slit,  whereas  a  distance  of  less  than  1  foot  suffices  when 
a  collimator  is  used. 

It  is  obvious  that  homogeneous  light,  coming  from  a  point  at  the 
distance  of  a  foot,  and  felling  upon  the  whole  of  one  face  of  a  prism 
— say  an  inch  in  width,  cannot  all  have  the  incidence  proper  for 
minimum  deviation.  Those  rays  which  very  nearly  fulfil  this  con- 
dition, will  concur  in  forming  a  tolerably  sharp  image,  in  the  posi- 
tion which  we  have  already  indicated.  The  emergent  rays  taken  as 
a  whole,  do  not  diverge  from  any  one  point,  but  are  tangents  to  a 
virtual  caustic  (§  714).  An  eye  receiving  any  portion  of  these  rays, 
will  see  an  image  in  the  direction  of  a  tangent  from  the  eye  to  the 
caustic;  and  this  image  will  be  the  more  blurred  as  the  deviation  is 
further  from  the  minimum.  When  the  naked  eye  is  employed,  and 
the  prism  is  so  adjusted  that  the  centre  of  the  pupil  receives  rays  of 
mhuuiuia  deviatiou,  a  JlbLaiict;  of  five  ur  six  feet  between  tlje  priHin 
and  slit  is  sufficient  to  give  a  sharp  image;  but  if  we  employ  an 
observing  telescope  whose  object-glass  is  five  times  larger  in  diameter 
than  the  pupil  of  the  eye,  we  must  increase  the  distance  between  the 

>  Trans,  Roy.  Soc,  Edinburgh,  1847  and  185G. 


of  good  definition  without  inconvenient  length. 

When  exact  measures  of  deviation  are  required,  it  confers  the 
further  advantage  of  altogether  dispensing  with  a  very  troublesome 
correction  for  parallax. 

785.  Different  Kin  Is  of  Spectra. — The  examination  of  a  great  variety 
of  sources  of  light  has  shown  that  spectra  may  be  divided  into  the 
following  classes: — 

1.  The  solar  spectrum  is  characterized,  as  already  observed,  by  a 
definite  system  of  dark  lines  interrupting  an  otherwise  continuous 
succession  of  colours.  The  same  system  of  dark  lines  is  found  in  the 
spectra  of  the  moon  and  planets,  this  being  merely  a  consequence 
of  the  fact  that  they  shine  by  the  reflected  light  of  the  sun.  The 
spectra  of  the  fixed  stars  also  contain  systems  of  dark  lines,  which 
are  different  for  different  stars. 

2.  The  spectra  of  incandescent  solids  and  liquids  are  completely 
continuous,  containing  light  of  all  refrangibilities  from  the  extreme 
red  to  a  higher  limit  depending  on  the  temperature. 

3.  Flames  not  containing  solid  particles  in  suspension,  but  merely 
emitting  the  light  of  incandescent  gases,  give  a  discontinuous  spec- 
trum, consisting  of  a  finite  number  of  bright  lines.  The  continuity 
of  the  spectrum  of  a  gas  or  candle  flame,  arises  from  the  &ci  that 
nearly  all  the  light  of  the  flame  is  emitted  by  incandescent  p£uticles 
of  solid  carbon, — particles  which  we  can  easily  collect  in  the  form  of 
soot  When  a  gas-flame  is  fed  with  an  excessive  quantity  of  air,  as 
in  Bunsen  s  burner,  the  separation  of  the  solid  particles  of  carbon 
from  the  hydrogen  with  which  they  were  combined,  no  longer  takes 
place ;  the  combustion  is  purely  gaseous,  and  the  spectrum  of  the 
flame  is  found  to  consist  of  bright  lines.  When  the  electric  light  is 
produced  between  metallic  terminals,  its  spectrum  contains  bright 
lines  due  to  the  incandescent  vapour  of  these  metals,  together  with 
other  bright  lines  due  to  the  incandescence  of  the  oxygen  and  nitro- 
gen of  the  air.  When  it  is  taken  between  charcoal  terminals,  its 
spectrum  is  continuous;  but  if  metallic  particles  be  present,  the 
bright  lines  due  to  their  vapours  can  be  seen  as  welL 

The  spectrum  of  the  electric  discharge  in  a  Geissler's  tube  consists 
of  bright  lines  characteristic  of  the  gas  contained  in  the  tube. 

786.  Spectrum  Analysis. — As  the  spectrum  exhibited  by  a  com- 
pound substance  when  subjected  to  the  action  of  heat,  is  frequently 
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found  to  be  identicfd  with  the  spectrum  of  one  of  its  constituents,  or 
to  consist  of  the  spectra  of  its  constituents  superimposed,^  the  spec- 
troscope affords  an  exceedingly  ready  method  of  performing  qualita- 
tive analysis 

If  a  salt  of  a  metal  which  is  easily  volatilized  is  introduced  into  a 
Bunsen  lamp-flame,  by  means  of  a  loop  of  platinum  wire,  the  bright 
lines  which  form  the  spectrum  of  the  metal  will  at  once  be  seen  in 
a  spectroscope  directed  to  the  flame;  and  the  spectrum  of  the 
Bunsen  flame  itself  is  too  faint  to  introduce  any  confusion.  For 
those  metals  which  require  a  higher  temperature  to  volatilize  them, 
electric  discharge  is  usually  employed.  Geissler's  tubes  are  com- 
monly used  for  gases. 

Plate  III.  contains  representations  of  the  spectra  of  several  of  the 
more  easily  volatilized  metals,  as  well  as  of  phosphorus  and  hydro- 
gen; and  the  solar  spectrum  is  given  at  the  top  for  comparison. 
The  bright  lines  of  some  of  these  substances  are  precisely  coincident 
with  some  of  the  dark  lines  in  the  solar  spectrum. 

The  fact  that  certain  substances  when  incandescent  give  definite 
bright  lines,  has  been  known  for  many  years,  from  the  researches  of 
Brewster,  Herschel,  Talbot,  and  others ;  but  it  was  for  a  long  time 
thought  that  the  same  line  might  be  produced  by  different  sub- 
stances, more  especially  as  the  bright  yellow  line  of  sodium  was 
often  seen  in  flames  in  which  that  metal  was  not  supposed  to  be 
present.  Professor  Swan,  having  ascertained  that  the  presence  of  the 
2,500,000th  part  of  a  grain  of  sodium  in  a  flame  was  sufficient  to 
produce  it,  considered  himself  justified  in  asserting,  in  1856,  that 
this  line  was  always  to  be  taken  as  an  indication  of  the  presence  of 
sodium  in  larger  or  smaller  quantity. 

But  the  greatest  advance  in  spectral  analysis  was  made  by  Bunsen 
and  Kirchhofl',  who,  by  means  of  a  four-prism  spectroscope,  obtained 
accurate  observations  of  the  positions  of  the  bright  lines  in  the 
spectra  of  a  great  number  of  substances,  as  well  as  of  the  dark  lines 
in  the  solar  spectrum,  and  called  attention  to  the  identity  of  several 
of  the  latter  with  several  of  the  former.  Since  the  publication  of 
their  researches,  the  spectroscope  has  come  into  general  use  among 
chemists,  and  has  already  led  to  the  discovery  of  four  new  metals, 
cesium,  rubidium,  thallium,  and  indium. 

787.  Reversal  of  Bright  Lines.     Analysis  of  the  Sun*s  Atmosphere. 

^  These  appear  to  be  merely  examples  of  the  dissociation  of  the  elements  of  a  chemical 
compound  at  high  tempeiutures. 
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— It  may  seem  surprising  that,  while  incandescent  solids  and  liquids 
are  found  to  give  continuous  spectra,  containing  rays  of  ail  re&an- 
gibilities,  the  solar  spectrum  is  interrupted  by  dark  lines  indicating 
the  absence  or  relative  feebleness  of  certain  elementary  raya  It 
seems  natural  to  suppose  that  the  deficient  rays  have  been  removed  by 
selective  absorption,  and  this  conjecture  was  thrown  out  long  sinca 
But  where  and  how  is  this  absorption  produced?  These  questions 
have  now  received  an  answer  which  appears  completely  satis&ctory. 

According  to  the  theory  of  exchanges,  which  has  been  explained 
in  connection  with  the  radiation  of  heat  (§  312  c,  326),  every  sub- 
stance which  emits  certain  kinds  of  rays  to  the  exclusion  of  others, 
absorbs  the  same  kind  which  it  emits ;  and  when  its  temperature  is 
the  same  in  the  two  cases  compared,  its  emissive  and  absorbing  power 
are  precisely  equal  for  any  one  elementary  ray. 

When  an  incandescent  vapour,  emitting  only  rays  of  certain 
definite  refrangibilities,  and  therefore  having  a  spectrum  of  bright 
lines,  is  interposed  between  the  observer  and  a  yery  bright  source 
of  light,  giving  a  continuous  spectrum,  the  vapour  allows  no  rays  of 
its  own  peculiar  kinds  to  pass ;  so  that  the  light  which  actually  comes 
to  the  observer  consists  of  transmitted  rays  in  which  these  particular 
kinds  are  wanting,  together  with  the  rays  emitted  by  the  vapour 
itself,  these  latter  being  of  precisely  the  same  kind  as  those  which  it 
has  refused  to  transmit  It  depends  on  the  relative  brightness  of  the 
two  sources  whether  these  particular  rays  shall  be  on  the  whole  in 
excess  or  defect  as  compared  with  the  rest  If  the  two  sources  are 
at  all  comparable  in  brightness,  these  rays  will  be  greatly  in  excess, 
inasmuch  as  they  constitute  the  whole  light  of  the  one,  and  only  a 
minute  fraction  of  the  light  of  the  other;  but  the  light  of  the  electric 
lamp,  or  of  the  lime-light,  is  usually  found  sufficiently  powerful  to 
produce  the  contrary  effect ;  so  that  if,  for  example,  a  spirit-lamp  with 
salted  wick  is  interposed  between  the  slit  of  a  spectroscope  and  the 
electric  light,  the  bright  yellow  line  due  to  the  sodium  appears  black 
by  conti*ast  with  the  much  brighter  back-ground  which  belongs  to 
the  continuous  spectrum  of  the  charcoal  points.  By  employing  only 
some  10  or  15  cells,  a  light  may  be  obtained,  the  yellow  portion  of 
which,  as  seen  in  a  one-prism  spectroscope,  is  sensibly  equal  in 
brightness  to  the  yellow  line  of  the  sodium  flame,  so  that  this  line 
can  no  longer  be  separately  detected,  and  the  appearance  is  the  same 
whether  the  sodium  flame  be  interposed  or  removed. 

The  dark  lines  in  the  solar  spectrum  would  therefore  be  accounted 


a  layer  external  to  thiis  contains  vapours  which  absorb  particular 
rays,  and  thus  produce  the  dark  line&  The  stratum  which  gives 
the  continuous  spectrum  might  be  solid,  liquid,  or  even  gaseous,  for 
the  experiments  of  Frankland  and  Lockyer  have  shown  that,  as  the 
pressure  of  a  gas  is  increased,  its  bright  lines  broaden  out  into  bands, 
and  that  the  bands  at  length  become  so  wide  as  to  join  each  other 
and  form  a  continuous  spectrum  ^ 

Hydrogen,  potassium,  sodium,  calcium,  barium,  magnesium,  zinc, 
iron,  chromium,  cobalt,  nickel,  copper,  and  manganese  have  all  been 
proved  to  exist  in  the  sun  by  the  accurate  identity  of  position  of  their 
bright  lines  with  certain  dark  lines  in  the  sun's  spectrum. 

The  strong  line  D,  which  in  a  good  instrument  is  seen  to  consist 
of  two  lines  near  together,  is  due  to  sodium ;  and  the  lines  C  and  F 
are  due  to  hydrogen.  No  less  than  450  of  the  solar  dark  lines  have 
been  identified  with  bright  lines  of  iron. 

788.  TelespectroBCope.  Solar  Sierra. — For  astronomical  investiga- 
tions, the  spectroscope  is  usually  fitted  to  a  telescope,  and  takes  the 
place  of  the  eye-piece,  the  slit  being  placed  in  the  principal  focus  of 
tlie  object-glass,  so  that  the  image  is  thrown  upon  it,  and  the  light 
which  enters  it  is  the  light  which  foims  one  strip  (so  to  speak)  of  the 
image,  and  which  therefore  comes  from  one  strip  of  the  object  A 
telescope  thus  equipped  is  called  a  telespectroscope.  Extremely 
interesting  results  have  been  obtained  by  thus  subjecting  to  exami- 
nation a  strip  of  the  sun  s  edge,  the  strip  being  sometimes  tangential 
to  the  sun's  disk,  and  sometimes  radial.  When  the  former  arrange- 
ment is  adopted,  the  appearance  presented  is  that  depicted  in  fig.  2, 
Plate  III.,  consisting  of  a  few  bright  lines  scattered  through  a  back- 
ground of  the  ordinary  solar  spectrum.  The  bright  lines  are  due  to 
an  outer  layer  called  the  sierra  or  chromosphere^  which  is  thus  proved 
to  be  vaporous.  The  ordinary  solar  spectrum  which  accompanies 
it,  is  due  to  that  part  of  the  sun  from  which  most  of  our  light  is 
derived.  This  part  is  called  the  photosphere,  and  if  not  solid  or 
liquid,  it  must  consist  of  vapour  so  highly  compressed  that  its  pro- 
perties approximate  to  those  of  a  liquid. 

When  the  slit  is  placed  radially,  in  such  a  position  that  only  a 

^  The  gradual  tranaition  from  a  apectram  of  bright  lines  to  a  oontinuous  spectrum  may 
be  held  to  be  an  illustration  of  the  continuous  transition  which  can  be  effected  from  the 
condition  of  ordinary  gas  to  that  of  ordinary  liauid  (§  246a). 
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small  portion  of  its  length  receives  light  from  the  body  of  the  sun, 
the  spectra  of  the  photosphere  and  chromosphere  are  seen  in  imme- 
diate contiguity,  and  the  bright  lines  in  the  latter  (notably  those  of 
hydrogen.  No  14,  Plate  III.)  are  observed  to  form  continuations  of 
some  of  the  dark  lines  of  the  former. 

The  chromosphere  is  so  much  less  bright  than  the  photosphere, 
that,  until  a  few  years  since,  its  existence  was  never  revealed  except 
during  total  eclipses  of  the  sun,  when  projecting  portions  of  it  (from 
which  it  derives  its  name  of  derra)  were  seen  extending  beyond  the 
dark  body  of  the  moon.  The  spectrum  of  these  projecting  portions, 
which  have  been  variously  called  "prominences,"  "red  flames,"  and 
"  rose-coloured  protuberances,''  was  first  observed  during  the  "Indian 
eclipse"  of  1868,  and  was  found  to  con»st  of  bright  lines,  including 
those  of  hydrogen.  From  their  excessive  brightness,  M.  Janssen,  who 
was  one  of  the  observers,  expressed  confidence  that  he  should  be  able 
to  see  them  in  full  sunshine ;  and  the  same  idea  had  been  already 
conceived  and  published  by  Mr.  Lockyer.  The  expectation  was 
shortly  afterwards  realized  by  both  these  observers,  and  the  chromo- 
sphere has  ever  since  been  an  object  of  daily  observation.  The  visi- 
bility of  the  chromosphere  lines  in  full  sunshine,  depends  upon  the 
principle  that,  while  a  continuous  spectrum  is  extended,  and  there- 
fore made  fainter,  by  increased  dispersion,  a  bright  line  in  a  spectrum 
is  not  sensibly  broadened,  and  therefore  loses  very  little  of  its  in- 
trinsic brightness  (§  791).  Very  high  dispersion,  attainable  only  by 
the  use  of  a  long  train  of  prisms,  is  necessary  for  this  purpose. 

Still  more  recently,  by  opening  the  slit  to  about  the  average  width 
of  the  prominence-region,  as  measured  on  the  image  of  the  sun  which 
is  thrown  on  the  slit,  it  has  been  found  possible  to  see  the  whole  of 
an  average-sized  prominence  at  one  view.  This  will  be  understood 
by  remembering  that  a  bright  line  as  seen  in  a  spectrum  is  a  mono- 
chromatic image  of  the  illuminated  portion  of  the  slit^  or  when  a  tele- 
spectroscope  is  used,  as  in  the  present  case,  it  is  a  monochromatic 
image  of  one  strip  of  the  image  formed  by  the  object-glass,  namely, 
that  strip  which  coincides  with  the  slit  If  this  strip  then  contains 
a  prominence  in  which  the  elementary  rays  C  and  F  (No.  2,  Plate  III.) 
are  mudi  stronger  than  in  the  rest  of  the  strip,  a  red  image  of  the 
prominence  will  be  seen  in  the  part  of  the  spectrum  corresponding 
to  the  line  C,  and  a  blue  image  in  the  place  corresponding  to  ihe 
line  F.  This  method  of  observation  requires  greater  dispersion  than 
is  necessary  for  the  mere  detection  of  the  chromosphere  lines;  ihe 


width  of  the  slit  (§791). 

Of  the  nebulae,  it  is  well  known  that  some  have  been  resolved  by 

powerful  telescopes  into  clusters  of  stars,  while  others  have  as  yet 
proved  irresolvable.  Huggins  has  found  that  the  former  class  of 
nebulae  give  spectra  of  the  same  general  character  as  the  sun  and  the 
fixed  stars,  but  that  some  of  the  latter  class  give  spectra  of  bright 
lines,  indicating  that  their  constitution  is  gaseous, 

789.  Displacement  of  Lines  consequent  on  Celestial  Motions. — Ac- 
cording to  the  undulatory  theory  of  light,  which  is  now  universally 
accepted,  the  fundamental  difference  between  the  different  rays 
which  compose  the  complete  spectrum,  is  a  difference  of  wave- 
frequency,  and,  as  connected  with  this,  a  difference  of  wave-length 
in  any  given  medium,  the  rays  of  greatest  wave-frequency  or  shortest 
wave-length  being  the  most  refrangible. 

Doppler  first  called  attention  to  the  change  of  refrangibility  which 
must  be  expected  to  ensue  from  the  mut-aal  approach  or  recess  of  the 
observer  and  the  source  of  light,  the  expectation  being  grounded  on 
reasoning  which  we  have  explained  in  connection  with  acoustics 
(§653a). 

Doppler  adduced  this  principle  to  explain  the  colours  of  the  fixed 
stars,  a  purpose  to  which  it  is  quite  inadequate;  but  it  has  rendered 
veiy  important  service  in  connection  with  spectroscopic  research. 
Displacement  of  a  line  towards  the  more  refrangible  end  of  the  spec- 
trum, indicates  approach,  displacement  in  the  opposite  direction  indi- 
ciites  recess,  and  the  velocity  of  approach  or  recess  admits  of  being 
calculated  from  the  observed  displacement. 

When  the  slit  of  the  spectroscope  crosses  a  spot  on  the  sun's  disc, 
the  dark  lines  lose  their  straightness  in  this  part,  and  are  bent,  some- 
times to  one  side,  sometimes  to  the  other.  These  appearances  clearly 
indicate  uprush  and  downrush  of  gases  in  the  sun's  atmosphere  in 
the  region  occupied  by  the  spot. 

Huggins  has  observed  a  displacement  of  the  F  line  towards  the 
red  end,  in  the  spectrum  of  Sirius,  as  compared  with  the  spectrum 
of  the  sun  or  of  hydrogen.  The  displacement  is  so  small  as  only  to 
admit  of  measurement  by  very  powerful  instrumental  appliances; 
but,  small  as  it  is,  calculation  shows  that  it  indicates  a  motion  of 
recess  at  the  rate  of  about  30  miles  per  second.^ 

*  The  observed  displacement  corresponded  to  recess  at  the  rate  of  il'4  mUes  per  second  ; 
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790.  Spectra  of  Artificial  Lights. — The  spectra  of  the  artificial 
lights  in  ordinary  use  (including  gas,  oil-lamps,  and  candles)  differ 
from  the  solar  spectrum  in  the  relative  brightness  of  the  different 
colours,  as  well  as  in  the  entire  absence  of  dark  lines.  They  are 
comparatively  strong  in  red  and  green,  but  weak  in  blue ;  hence  all 
colours  which  contain  much  blue  in  their  composition  appear  to 
disadvantage  by  gas-light 

It  is  possible  to  find  artificial  lights  whose  spectra  are  of  a  com- 
pletely different  character.  The  salts  of  strontium,  for  example,  give 
red  light,  composed  of  the  ingredients  represented  in  spectrum 
No.  10,  Plate  III.,  and  those  of  sodium  yellow  light  (No.  3,  Plate  IIL) 
If  a  room  is  illuminated  by  a  sodium  flame  (for  example,  by  a  spirit- 
lamp  with  salt  sprinkled  on  the  wick),  all  objects  in  the  room  will 
appear  of  a  uniform  colour  (that  of  the  flame  itself),  differing  only 
in  brightness,  those  which  contain  no  yellow  in  their  spectrum  as 
seen  by  day-light  being  changed  to  black.  The  human  countenance 
and  hands  assume  a  ghastly  hue,  and  the  lips  are  no  longer  red. 

A  similar  phenomenon  is  observed  when  a  coloured  body  is  held 
in  different  parts  of  the  solar  spectrum  in  a  dark  room,  so  as  to  be 
illuminated  by  different  kinds  of  monochromatic  light  The  object 
either  appears  of  the  same  colour  as  the  light  which  falls  upon  it,  or 
else  it  refuses  to  reflect  this  light  and  appears  black.  Hence  a  screen 
for  exhibiting  the  spectrum  should  be  white. 

791.  Brightness  and  Purity. — The  laws  which  determine  the  bright- 
ness of  images  generally,  and  which  have  been  expounded  at  some 
length  in  the  preceding  chapter,  may  be  applied  to  the  spectroscope. 
We  shall,  in  the  first  instance,  neglect  the  loss  of  light  by  reflection 
and  imperfect  transmission. 

Let  A  denote  the  priamatic  dispersion,  as  measured  by  the  angular 
separation  of  two  specified  monochromatic  images  when  the  naked 
eye  is  applied  to  the  last  prism,  the  observing  telescope  being  re- 
moved.    Then,  putting  m  for  the  linear  magnifying  power  of  the 

but  12*0  of  this  must  be  deducted  for  the  motion  of  the  earth  in  its  orbit  at  the  season  of 
the  year  when  the  obeerFation  was  made.  The  remainder,  29*4,  is  therefore  the  rate  at 
which  the  distance  between  the  sun  and  Sirins  is  increasing. 

In  a  more  recent  paper,  read  while  this  volume  was  going  through  the  press.  Dr.  Hug- 
gins  gives  the  results  of  observations  with  more  powerful  instrumental  appliances.  The 
recess  of  Sinus  is  found  to  be  only  20  miles  per  second.  Axcturus  is  approaching  at  the 
rate  of  50  miles  per  seoond.  Community  of  motion  has  been  established  in  certain  sets  of 
stars ;  and  the  belief  previously  held  by  astronomers,  as  to  the  direction  in  which  the  solar 
system  is  moving  with  respect  to  the  stars  as  a  whole,  is  fully  confirmed. 


Let  d  denote  the  angle  which  the  breadth  of 
at  the  centre  of  the  coUimating  lens,  and  which 

focal  lenU^'onenB-  ^hen  d  IS  also  the  apparent  breadth 
monochromatic  image  of  the  slit,  formed  by  rays  ol 
tion,as  seen  by  an  eye  applied  either  to  the  first  pris 
or  any  one  of  the  train  of  prisms.  The  change  prodi 
monochromatic  rays  by  transmission  through  a  pr 
deviation,  is  in  fact  simply  a  change  of  direction,  wi 
of  mutual  inclination;  and  thus  neither  brightness. 
is  at  all  affected.  In  ordinary  cases,  the  bright  lii 
may  be  regarded  as  monochromatic,  and  their  app 
seen  without  the  telescope,  is  sensibly  equal  to  d. '  I 
the  effect  of  prismatic  dispersion  in  actual  cases,  i 
apparent  breadth  by  a  small  quantity,  which,  if  a 
alike,  is  proportional  to  the  number  of  prisms;  bi 
usually  too  small  to  be  sensible. 

Let  I  denote  the  intrinsic  brightness  of  the  soui 
one  of  its  (approximately)  monochromatic  const 
words,  the  brightness  which  the  source  would  have 
its  light  except  that  which  goes  to  form  a  parti 
Then,  still  neglecting  the  light  stopped  by  the  instri 
ness  of  this  line  as  seen  without  the  aid  of  the  t€ 
and  as  seen  in  the  telescope  it  will  either  be  equ 
this,  according  to  the  magnifying  power  of  the  1 
effective  aperture  of  the  object-glass  (§  769).  If  t 
slit  be  halved,  the  breadth  of  the  bright  line  will 
brightness  will  be  unchanged.  These  conclusions  re 
as  the  bright  line  can  be  regarded  as  practically  m< 

The  brightness  of  any  part  of  a  continuous  sf 
very  different  law.  It  varies  directly  as  the  widt 
inversely  as  the  prismatic  dispersion.     Its  value 

serving  telescope,  or  its  maximum  value  with  a 
where  i  is  a  coefficient  depending  only  on  the  soun 
The  purity  of  any  part  of  a  continuous  spectrun 
sured  by  the  ratio  of  the  distance  between  two 
chromatic  images  to  the  breadth  of  etther,  the  disi 
being  measured  from  the  centre  of  one  to  the  ce 


994  DI3P£BSI0N.      STUDY  OF  SPECTRA. 

This  ratio  is  unaffected  by  the  employment  of  an  observing  telescope, 

and  is-^. 

The  ratio  of  the  brightness  of  a  bright  line  to  that  of  the  adjacent 

portion  of  a  continuous  spectrum  forming  its  back-ground,  is  -j^* 

assuming  the  line  to  be  so  nearly  monochromatic  that  the  increase 
of  its  breadth  produced  by  the  dispersion  of  the  prisms  is  an  insigni- 
ficant fraction  of  its  whole  breadth.  As  we  widen  the  slit,  and  so 
increase  d,  we  must  increase   A  in  the  same  ratio,  if  we  wish  to 

preserve  the  same  ratio  of  brightness.    As  j  is  increased  indefinitely, 

the  predominance  of  the  bright  lines  does  not  increase  indefinitely, 
but  tends  to  a  definite  limit,  namely,  to  the  predominance  which 
they  would  have  in  a  perfectly  pure  spectrum  of  the  given  source. 

The  loss  of  light  by  reflection  and  imperfect  transmission,  increases 
with  the  number  of  surfaces  of  glass  which  are  to  be  traversed;  so 
that,  with  a  long  train  of  piisms  and  an  observing  telescope,  the 
actual  brightness  will  always  be  much  less  than  the  theoretical  bright- 
ness as  above  computed. 

The  actual  purity  is  always  less  than  the  theoretical  purity,  being 
greatly  dependent  on  freedom  from  optical  imperfections;  and  these 
can  be  much  more  completely  avoided  in  lenses  than  in  prisma  It 
is  said  that  a  single  good  prism,  with  a  first-class  collimator  and 
telescope,  (as  originally  employed  by  Swan,)  gives  a  spectrum  much 
more  free  from  blurring  than  the  modem  multiprism  spectroscopes, 
when  the  total  dispersion  m  A  is  the  same  in  both  the  cases  com- 
pared. 

792.  Chromatic  Aberration. — The  unequal  refrangibility  of  the 
different  elementary  rays  is  a  source  of  grave  inconvenience  in  con- 
nection with  lense&  The  focal  length  of  a  lens  depends  upon  its 
index  of  refraction,  which  of  course  increases  with  refrangibility,  ihe 
focal  length  being  shortest  for  the  most  refrangible  rays.  Thus  a 
lens  of  uniform  material  will  not  form  a  single  white  image  of  a 
white  object,  but  a  series  of  images,  of  all  the  colours  of  the  spectrum, 
arranged  at  different  distances,  the  violet  images  being  nearest,  and 
the  red  most  remote.  If  we  place  a  screen  anywhere  in  the  series  ot 
images,  it  can  only  be  in  the  right  position  for  one  colour.  Ev^-y 
other  colour  will  give  a  blurred  image,  and  the  superposition  of  them 
all  produces  the  image  actually  formed  on  the  screen.  If  the  object 
be  a  uniform  white  spot  on  a  black  ground,  its  image  on  the  screen 
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will  consist  of  white  in  its  central  parts,  gradually  merging  into  a 
coloured  fringe  at  its  edge.  Sharpness  of  outline  is  thus  rendered 
impossible,  and  nothing  better  can  be  done  than  to  place  the  screen 
at  the  focal  distance  corresponding  to  the  brightest  part  of  the  spec- 
truuL  Similar  indistinctness  will  attach  to  images  observed  in  mid- 
air, whether  directly  or  by  means  of  another  lens.  This  source  of 
confusion  is  called  chromoUio  aberration, 

793.  Possibility  of  Achromatism. — In  order  to  ascertain  whether  it 
was  possible  to  remedy  this  evil  by  combining  lenses  of  two  different 
materials,  Newton  made  some  trials  with  a  compound  prism  com- 
posed of  glass  and  water  (the  latter  containing  a  little  sugar  of  lead), 
and  he  found  that  it  was  not  possible,  by  any  arrangement  of  these 
two  substances,  to  produce  deviation  of  the  transmitted  light  without 
separation  into  its  component  colours.  Unfortunately  he  did  not 
extend  his  trials  to  other  substances,  but  concluded  at  once  that  an 
achroTnatic  prism  (and  hence  also  an  achromatic  lens)  was  an  impos- 
sibility ;  and  this  conclusion  was  for  a  long  time  accepted  as  indis- 
putabla  Mr.  Hall,  a  gentleman  of  Worcestershire,  was  the  first  to 
show  that  it  was  erroneous,  and  is  said  to  have  constructed  some 
achromatic  telescopes;  but  the  important  fact  thus  discovered  did 
not  become  generally  known  till  it  was  rediscovered  by  Dollond,  an 
eminent  London  optician,  in  whose  hands  the  manufacture  of  achro- 
matic instruments  attained  great  perfection. 

794.  Conditions  of  Achromatism. — The  conditions  necessary  for 
achromatism  are  easily  explained.  The  angular  separation  between 
the  brightest  red  and  the  brightest  violet  ray  transmitted  through  a 
prism  is  called  the  dispersion  of  the  prism,  and  is  evidently  the  differ- 
ence of  the  deviations  of  these  raya  These  deviations,  for  the  position 
of  minimum  deviation  of  a  prism  of  small  refracting  angle  A,  are 
(fjL—l)  A  and  (/*"  —  1)  A,  //  and  /i"  denoting  the  indices  of  refraction  for 
the  two  rays  considered — §  739,  equation  (1) — and  their  difference  is 
f/i"— /i')  A.  This  difference  is  always  small  in  comparison  with  either 
of  the  deviations  whose  difference  it  is,  and  its  ratio  to  either  of  them, 
or  more  accurately  its  ratio  to  the  value  of  (/i—  1)  A  for  the  brightest 
part  of  the  spectrum,  is  called  the  dispersive  power  of  the  substance. 
As  the  common  factor  A  may  be  omitted,  the  formula  for  the  dis- 
persive power  is  evidently  ^^-^* 

If  this  ratio  were  the  same  for  all  substances,  as  Newton  supposed, 
achromatism  would  be  impossible ;  but  in  fact  its  value  varies  greatly, 
and  is  greater  for  flint  than  for  crown  glasa     If  two  prisms  of  these 


if  (ji" ~ix)Kt  or  the  product  of  deviation  by  dispersive  power,  is  the 
same  for  both.  As  the  deviations  can  be  made  to  have  any  ratio  we 
please  by  altering  the  angles  of  the  prisms,  the  condition  is  evidently 
possibla 

The  deviation  which  a  simple  ray  undergoes  in  traversing  a  lens, 

at  a  distance  x  from  the  axis,  is  y*  /  denoting  the  focal  length  of  the 

lens  (§  739),  and  the  separation  of  the  red  and  violet  constituents 
of  a  compound  ray  is  the  product  of  this  deviation  by  the  dispersive 
power  of  the  material.  If  a  convex  and  concave  lens  are  combined, 
fitting  closely  together,  the  deviations  which  they  produce  in  a  ray 
traversing  both,  are  in  opposite  directions,  and  so  also  are  the  dis- 
persions./ If  we  may  regard  x  as  having  the  same  value  for  both  (a 
supposition  which  amounts  to  neglecting  the  thicknesses  of  the  lenses 
in  comparison  with  their  focal  lengths)  the  condition  of  no  resultant 
dispersion  is  that  2 

diBpersiFe  power  x    •? 

has  the  same  value  for  both  lenses.  Thevr  focal  lerigtha  must  there- 
fore be  directly  as  the  dispersive  powers  of  ihei/r  materials.  These 
latter  are  about  033  for  crown  and  052  for  flint  glasa  A  con  veil- 
ing achromatic  lens  usually  consists  of  a  double  convex  lens  of  crown 
fitted  to  a  diverging  meniscus  of  flint  In  every  achromatic  com- 
bination of  two  pieces,  the  direction  of  resultant  deviation  is  that 
due  to  the  piece  of  smaller  dispersive  power. 

The  definition  above  given  of  dbpersive  power  is  rather  loose.  To 
make  it  accurate,  we  must  specify,  by  reference  to  the  "  fixed  lines," 
the  precise  positions  in  the  spectrum  of  the  two  rays  whose  separa- 
tion we  consider. 

Since  the  distances  between  the  fixed  lines  have  difiTerent  propor- 
tions for  crown  and  flint  glass,  achromatism  of  the  whole  spectrum  is 
impossible  With  two  pieces  it  is  possible  to  unite  any  two  selected 
rays,  with  three  pieces  any  three  selected  rays,  and  so  on.  It  is 
considered  a  sign  of  good  achromatism  when  no  colours  can  be 
brought  into  view  by  bad  focussing  except  purple  and  green. 

795.  Achromatic  Eye-pieces. — The  eye-pieces  of  microscopes  and 
astronomical  telescopes,  usually  consist  of  two  lenses  of  the  same  kind 
of  glass,  so  arranged  as  to  counteract,  to  some  extent,  the  spherical 
and  chromatic  aberrations  of  the  object-glass.     The  positive  eye-piece. 
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adapted  for  purposes  of  measurement,  but  is  preferred  when  distinct 
vision  is  the  sole  requisite.  These  eye-pieces  are  commonly  called 
achromatic,  but  their  achromatism  is  in  a  manner  spuriou&  It  con- 
sists not  in  bringing  the  red  and  violet  images  into  true  coincidence, 
but  merely  in  causing  one  to  cover  the  other  as  seen  from  the  posi- 
tion occupied  by  the  observer's  eye. 

In  the  best  opera-glasses  (§  764),  the  eye-piece,  as  well  as  the  ob- 
ject-glass, is  composed  of  lenses  of  flint  and  crown  so  combined  as 
to  be  achromatic  in  the  more  proper  sense  of  the  word. 

796.  Bainbow. — The  unequal  refrangibility  of  the  different  ele- 
mentary rays  furnishes  a  complete  explanation  of  the  ordinary  phe- 
nomena of  rainbows.  The  explanation  was  first  given  by  Newton, 
who  confirmed  it  by  actual  measurement. 

It  is  well  known  that  rainbows  are  seen  when  the  sun  is  shining 
on  drops  of  water.  Sometimes  one  bow  is  seen,  sometimes  two,  each 
of  them  presenting  colours  resembling  those  of  the  solar  spectrum. 
When  there  is  only  one  bow,  the  red  arch  is  above  and  the  violet 
below.  When  there  is  a  second  bow,  it  is  at  some  distance  outside 
of  this,  has  the  colours  in  reverse  order,  and  is  usually  less  bright. 

Rainbows  are  often  observed  in  the  spray  of  cascades  and  fountains, 
when  the  sun  is  shining.  , 

In  every  case,  a  line  join- 
ing the  observer  to  the  sun 
is  the  axis  of  the  bow  or 
bows;  that  is  to  say,  all 
parts  of  the  length  of  tlie 
bow  are  at  the  same  angu- 
lar distance  from  the  sun. 

The  formation  of  the  pri- 
mary bow  is  illustrated  by 
Fig.  719.  A  ray  of  solar 
light,  falling  on  a  spherical 
drop  of  water,  in  the  direc- 
tion SI,  is  refracted  at  I, 
then  reflected  internally  from 
the  back  of  the  drop,  and  again  refracted  into  the  air  in  the  direction 
I'M.  If  we  take  different  points  of  incidence,  we  shall  obtain  differ- 
ent directions  of  emergence,  so  that  the  whole  light  which  emerges 
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this  pencil,  however,  contain  very  little  light  This  is  especially  tlie 
case  with  those  rays  which,  having  been  incident  nearly  normally, 
are  returned  almost  directly  back,  and  also  with  those  whicb-were 
almost  tangential  at  incidence.  The  greatest  condensation,  as  re- 
gards any  particular  species  of  elementary  ray,  occurs  at  that  part 
of  the  emergent  pencil  which  makes  the  smallest  obtuse  angle  or 
the  greatest  acute  angle  with  Uie  direction  of  incidence.  As  the  ob- 
tuse angle  is  the  measure  of  the  deviation,  the  direction  of  greatest 
condensation  is  the  direction  of  minimum  deviation.  It  is  by 
means  of  TB,y8  which  have  undergone  this  minimum  deviation,  that 
the  observer  sees  the  corresponding  colour  in  the  bow ;  and  the  devia- 
tion which  they  have  undergone  is  evidently  equal  to  the  angular 
distance  of  this  part  of  the  bow  from  the  sun. 

The  minimum  deviation  will  be  greatest  for  those  rays  which  are 
most  refrangible.  IS  the  figure,  for  example,  be  supposed  to  represent 
the  circumstances  of  minimum  deviation  for  violet,  we  shall  obtain 
smaller  deviation  in  the  case  of  red,  even  by  giving  the  angle  I A 1' 
the  same  value  which  it  has  in  the  case  of  minimum  deviation  for 
violet,  and  still  more  when  we  give  it  the  value  which  corresponds 
to  the  minimum  deviation  of  red.  The  most  refrangible  colours  are 
accordingly  seen  fru-thest  from  the  sun.  The  effect  of  the  rays  which 
undergo  other  than  minimum  deviation,  is  to  produce  a  border  of 
white  light  on  the  side  remote  from  the  sun ;  that  is  to  say,  on  the 
inner  edge  of  the  bow.* 

The  condensation  which  accompanies  minimum  deviation,  is  merely 
a  particular  case  of  the  general  mathematical  law  that  magnitudes 
remain  nearly  constant  in  the  neighbourhood  of  a  maximum  or 
minimum  valua  A  small  parallel  pencil  S I  incident  at  and  around 
the  precise  point  which  corresponds  to  minimum  deviation,  will  thus 

1  When  the  dropa  are  vexy  nnifonn  in  tiad,  a  Mries  of  &int  ntptrnmnerary  bowi.  alteniatelj  purple  and 
green,  ii  aometiniea  eeen  beneath  the  primary  bow.  Theee  bow*  are  produoed  by  the  mntoal  interference 
of  raye  which  hare  nndergi^e  other  than  minimtim  deriation,  and  the  interference  ariees  in  the  following 
way.  Any  two  parallel  directions  of  emergence,  for  raye  of  a  given  refhuiffibility,  correspond  in  general 
to  two  diiferent  points  of  incidence  <m  any  given  drop,  one  of  the  two  inddent  rays  being  m<ne  neariy 
normal,  and  the  other  more  nearly  tangential  to  the  drop  than  the  ray  of  minimnm  deviattoo.  These 
two  rays  have  pnxsued  dissimilar  paths  in  the  drop^  and  axe  in  different  phases  when  they  reach  ti>e 
observer's  eye.  The  difference  of  phase  may  amount  to  one,  two,  threeuor  more  exact  wave-lengtlw,  and 
thus  one,  two,  three,  or  more  snpemumeranr  bows  may  be  ftmned.  The  distances  between  the  sapcr- 
numenury  bows  will  be  greater  as  the  drops  of  water  aie  smaller.  This  explanation  k  doe  to  Ih-.  Thcomai 
Young. 

A  more  complete  theory,  in  which  difhaetion  is  taken  into  acooont,  is  given  by  Aiiy  in  the  Oambridfe 
TVonsocitoiu  for  1838 ;  and  the  volume  for  the  following  year  «ftnt%*nf  an  experimental  veriflcalkD 
by  Miller.  It  appears  from  this  theory  that  the  maximum  of  intensity  is  lees  sharply  marked  than  the 
ordinary  theory  would  indicate,  aud  does  not  correspond  to  the  geometrioil  mitdmnm  of  deviaiiooi, 
but  to  a  deviation  sensibly  greater.  Also  that  the  regioii  of  sensible  illumination  extends  b^yoid  this 
geometrical  minimum  and  shades  off  gradually. 
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cident  on  any  other  part  of  the 
drop,  will  be  divergent  at  emer- 
gence. 

The  indices  of  refraction  for 
red  and  violet  rays  from  air 
into  water  are  respectively  y^® 
and  ^,  and  calculation  shows 
that  the  distances  from  the 
centre  of  the  sun  to  the  parts 
of  the  bow  in  which  these 
colours  are  strongest  should  be 
the  supplements  of  42"^  2'  and 

40"*  17'  respectively.  These  results  agree  with  observation.  The 
angles  42**  2'  and  40**  ]  T  are  the  distance  from  the  antiaolar  poiru, 
which  is  always  the  cen- 
tre of  the  bow. 

The  rays  which  form 
the  secondary  bow  have 
undergone  two  internal 
reflections,  as  repre- 
sented in  Fig.  720,  and 
here  again  a  special  con- 
centration occurs  in  the 
direction  of  minimum 
deviation.  This  devia- 
tion is  greater  than  180°, 
and  is  greatest  for  the 
most  refrangible  rajrs. 
The  distance  of  the  arc 
thus  formed  from  the 
sun's  centre,  is  360*"  min- 
ted the  deviation,  and  is 
accordingly  least  for  the 
most  refrangible  ray&  Thus  the  violet  arc  is  nearest  the  sun,  and 
the  red  furthest  from  it,  in  the  secondaiy  bow. 

Some  idea  of  the  relative  situations  of  the  eye,  the  sun,  and  the 
drops  of  water  in  which  the  two  bows  are  formed,  may  be  obtained 
from  an  inspection  of  Fig.  721. 


Pig.  7S1.— RalaoTe  Potitlmis. 
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797.  Ooloor  m  a  Property  of  Opaque  Bodies. — A  body  which  reflects 
(by  irregular  reflection)  all  the  rays  of  the  spectrum  in  equal  propor- 
tion, will  appear  of  the  same  colour  as  the  light  which  falls  upon  it ; 
that  is  to  say,  in  ordinary  cases,  white  or  gray.  But  the  majority  of 
bodies  reflect  some  rays  in  larger  proportion  than  others,  and  are 
therefore  coloured,  their  colour  being  that  which  arises  from  the 
mixture  of  the  rays  which  they  reflect  A  body  reflecting  no  light 
would  be  perfectly  black.  Practically,  white,  gray,  and  black  diflfer 
only  in  brightness.  A  piece  of  white  paper  in  shadow  appears  gray, 
and  in  stronger  shadow  black. 

798.  Ooloor  of  Transparent  Bodies. — A  transparent  body,  seen  by 
transmitted  light,  is  coloured,  if  it  is  more  transparent  to  some  rays 
than  to  others,  its  colour  being  that  which  results  from  mixing  the 
transmitted  raya  No  new  ingredient  is  added  by  transmission,  but 
certain  ingredients  are  more  or  less  completely  stopped  out 

Some  transparent  substances  appear  of  very  different  colours 
according  to  their  thickness.  A  solution  of  chloride  of  chromium, 
for  example,  appears  green  when  a  thin  layer  of  it  is  examined,  while 
a  greater  thickness  of  it  presents  the  appearance  of  reddish  brown. 
In  such  cases,  different  kinds  of  rays  successively  disappear  by  selec- 
tive absorption,  and  the  transmitted  light,  being  always  the  sum  of 
the  rays  which  remain  unabsorbed,  is  accordingly  of  different  com- 
position according  to  the  thickness. 

When  two  pieces  of  coloured  glass  are  placed  one  behind  the  other, 
the  light  which  passes  through  both  has  undergone  a  double  process 
of  selective  absorption,  and  therefore  consists  mainly  of  those  rays 
which  are  abundantly  transmitted  by  both  glasses;  or  to  spesdc 
broadly,  the  colour  which  we  see  in  looking  through  the  combination 


oxide  of  copper,  and  transmitting  light  which  consists  almost  entirely 
of  red  rays,  with  a  blue  or  violet  glass  of  abodt  the  same  depth  of 
tint,  and  transmitting  hardly  any  red,  the  combination  will  be  almost 
black.  The  light  transmitted  through  two  glasses  of  different  colour, 
and  of  the  same  depth  of  tint,  is  always  less  than  would  be  trans- 
mitted by  a  double  thickness  of  either;  and  the  colour  of  the  trans- 
mitted light  is  in  most  cases  a  colour  which  occupies  in  the  spectrum 
an  intermediate  place  between  the  two  given  colours.  Thus,  if  the 
two  glasses  are  yellow  and  blue,  the  transmitted  light  will,  in  most 
cases,  be  green,  since  most  natural  yellows  and  blues  when  analyzed 
by  a  prism  show  a  large  quantity  of  green  in  their  composition. 
Similar  effects  are  obtained  by  mixing  coloured  liquida 

799.  Coloiijs  of  Mixed  Powders. — ''In  a  coloured  powder,  each  par- 
ticle is  to  bb  regarded  as  a  small  transparent  body  which  colours  light 
by  selective  absorption.  It  is  true  that  powdered  pigments  when 
taken  in  bulk  are  extremely  opaque.  Nevertheless,  whenever  we 
have  the  opportunity  of  seeing  these  substances  in  compact  and 
homogeneous  pieces  before  they  have  been  reduced  to  powder,  we 
find  them  transparent,  at  least  when  in  thin  slices.  Cinnabar, 
chroraate  of  lead,  verdigris,  and  cobalt  glass  are  examples  in  point 

"When  light  falls  on  a  powder  thus  composed  of  transparent  par- 
ticles, a  small  part  is  reflected  at  the  upper  surface ;  the  rest  penetrates, 
and  undergoes  partial  reflection  at  some  of  the  surfaces  of  separation 
between  the  particlea  A  single  plate  of  uncoloured  glass  reflects  ^ 
of  normally  incident  light;  two  plates  i^,  and  a  large  number  nearly 
the  whole.  In  the  powder  of  such  glass,  we  must  accordingly  con- 
clude that  only  about  ^  of  normally  incident  light  is  reflected  from 
the  first  surface,  and  that  all  the  rest  of  the  light  which  gives  tlie 
powder  its  whiteness  comes  from  deeper  layers.  It  must  be  the 
same  with  the  light  reflected  from  blue  glass;  and  in  coloured 
powders  generally  only  a  very  small  part  of  the  light  which  they 
reflect  comes  from  the  first  surface ;  it  nearly  all  comes  from  beneath. 
The  light  reflected  from  the  first  surface  is  white,  except  when  the 
reflection  is  metallic.  That  which  comes  from  below  is  coloured,  and 
so  much  the  more  deeply  the  further  it  has  penetrated.  This  is  the 
reason  why  coarse  powder  of  a  given  material  is  more  deeply  col- 
oured than  flne,  for  the  quantity  of  light  returned  at  each  successive 
reflection  depends  only  on  the  number  of  reflections  and  not  on  the 


reflections,  and  will  therefore  be  the  more  deeply  coloured. 

"The  reflection  at  the  sar£eu;es  of  the  particles  is  weakened  if  we 
interpose  between  them,  in  the  place  of  air,  a  fluid  whose  index  of 
refraction  more  nearly  approaches  their  own.  Thus  powders  and 
pigments  are  usually  rendered  darker  by  wetting  them  with  water, 
and  still  more  with  the  more  highly  refracting  liquid,  oil 

''If  the  colours  of  powders  depended  only  on  light  reflected  from 
their  first  surfaces,  the  light  reflected  from  a  mixed  powder  would 
be  the  sum  of  the  lights  reflected  from  the  surfaces  of  both.  But 
most  of  the  light,  in  fact,  comes  from  deeper  layers,  and  having  had 
to  traverse  particles  of  both  powders,  must  consist  of  those  rays 
which  are  able  to  traverse  both.  The  resultant  colour  therefore,  as 
in  the  case  of  superposed  glajss  plates,  depends  not  on  addition  but 
rather  on  subtraction.  Hence  it  is  that  a  mixture  of  two  pigments 
is  usually  much  more  sombre  than  the  pigments  themselves,  if  these 
are  very  unlike  in  the  average  refrangibility  of  the  light  which  they 
reflect  Vermilion  and  ultramarine,  for  example,  give  a  black-gray 
(showing  scarcely  a  trace  of  purple,  which  would  be  the  colour 
obtained  by  a  true  mixture  of  lights),  each  of  these  pigments  bein^ 
in  fact  nearly  opaque  to  the  light  of  the  other."  * 

800.  Mixtures  of  Colours. — By  the  colour  resulting  from  the  mix- 
ture of  two  lights,  we  mean  the  colour  which  is  seen  when  they  both 
fall  on  the  same  part  of  the  retina.  Propositions  regarding  mixtures 
of  colours  are  merely  subjectiva  The  only  objective  differences  of 
colour  are  differences  of  refrangibility,  or  if  traced  to  their  source, 
differences  of  wave-frequency.  All  the  colours  in  a  pure  spectrum 
are  objectively  simple,  each  having  its  own  definite  period  of  vibra- 
tion by  which  it  is  distinguished  from  all  others.  But  whereas,  in 
acoustics,  the  quality  of  a  sound  as  it  affects  the  ear  varies  with 
every  change  in  its  composition,  in  colour,  on  the  other  hand,  very 
different  compositions  may  produce  precisely  the  same  visual  im- 
pression. Every  colour  that  we  see  in  nature  can  be  exactly  imitated 
by  an  infinite  variety  of  different  combinations  of  elementaiy  rays. 

To  take,  for  example,  the  case  of  white.  Ordinary  white  light 
consists  of  all  the  colours  of  the  spectrum  combined;  but  any  one  of 
the  elementary  colours,  from  the  extreme  red  to  a  certain  point  ia 
yellowish  green,  can  be  combined  with  another  elementary  colour 

>  Translated  from  Helmholis's  Ph^ftiological  Optics,  §  20. 


differences,  but  to  the  naked  eye  all  these  whites  are  completely 
undistinguishable  one  from  another^ 

801.  Methods  of  Mixing  Colours. — The  following  are  some  of  the 
best  methods  of  mixing  colours  (that  is  coloured  lights)  :^ 

1.  By  combining  reflected  and  transmitted  light;  for  example,  by 
looking  at  one  colour  through  a  piece  of  glass,  while  another  colour 
is  seen  by  reflection  from  the  near  side  of  the  glasa  The  lower 
sash  of  a  window,  when  opened  £ar  enough  to  allow  an  arm  to  be 
put  through,  answers  well  for  this  purposa  The  brighter  of  the  two 
coloured  objects  employed  should  be  held  inside  the  window,  and 
seen  by  reflection;  the  second  object  should  then  be  held  outside  in 
such  a  position  as  to  be  seen  in  coincidence  with  the  image  of  the 
first  As  the  quantity  of  reflected  light  increases  with  the  angle  of 
incidence,  the  two  colours  may  be  mixed  in  various  proportions 
by  shifting  the  position  of  the  eye.  This  method  is  not  however 
adapted  to  quantitative 

comparison,  and  can 
scarcely  be  employed 
for  combining  more  than 
two  colours. 

2.  By  employing  a  ro- 
tating disc  (Fig.  722) 
composed  of  differently 
coloured  sectors.  If  the 
disc  be  made  to  revolve 
rapidly,  the  sectors  will 
not  be  separately  visible, 
but  their  colours  will 
appear  blended  into  one 
on  account  of  the  per- 
sistence of  visual  impres- 
sions. The  proportions 
can  be  varied  by  varying 

the  sizes  of  the  sectors.  Coloured  discs  of  paper,  each  having  a 
radial  slit,  are  very  convenient  for  this  purpose,  as  any  moderate 
number  of  such  discs  can  be  combined,  and  the  sizes  of  the  sectors 
exhibited  can  be  varied  at  pleasure. 

The  mixed  colour  obtained  by  a  rotating  disc  is  to  be  regarded  as 


Fig.  7S2.— Routing  Disc. 


sector.  Thus,  if  the  360  degrees  which  compose  the  entire  disc 
consist  of  100*  of  red  paper,  100*  of  green,  and  160**  of  blue,  the 
intensity  of  the  light  received  from  the  red  when  the  disc  is  rotating 
will  be  only  H  of  that  which  would  be  received  from  the  red  sector 
when  seen  at  rest;  and  the  total  effect  on  the  retina  is  represented  by 
i^  of  the  intensity  of  the  red,  plus  \%  of  the  intensity  of  the  green, 
plvs  ^  of  the  intensity  of  the  blue ;  or  if  we  denote  the  colours  of 
the  sectors  by  their  initial  letters,  the  effect  may  be  symbolized  by 

the  formula  ^^^"^'gf  "^^^^»  Denoting  the  resultant  colour  by  C,  we 
have  the  symbolic  equation 

10R+10a  +  i6BsS6G; 

and  the  resultant  colour  may  be  called  the  mean  of  10  parts  of  red, 
10  of  green,  and  16  of  blue.  Colour-equations,  such  as  the  above, 
are  frequently  employed,  and  may  be  combined  by  the  same,  rules 
as  ordinary  equations. 

3.  By  causing  two  or  more  spectra  to  overlap.  We  thus  obtain 
mixtures  which  are  the  sums  of  the  overlapping  colours. 

If,  in  the  experiment  of  §  778,  we  employ,  instead  of  a  single 
straight  slit,  a  pair  of  slits  meeting  at  an  angle,  so  as  to  form  dther 
an  X  or  a  V,  we  shall  obtain  mixtures  of  all  the  simple  colours  two 
and  two,  since  the  coloured  images  of  one  of  the  slits  will  cross  those 
of  the  other.  The  display  of  colours  thus  obtained  upon  a  screen  is 
exquisitely  beautiful,  and  if  the  eye  is  placed  at  any  point  of  the 
image  (for  example,  by  looking  through  a  hole  in  the  screen),  the 
prism  will  be  seen  filled  with  the  colour  which  falls  on  this  point 

802.  Experiments  of  Helmholtz  and  Maxwell. — Helmholtz,  in  an 
excellent  series  of  observations  of  mixtures  of  simple  colours,  em- 
ployed a  spectroscope  with  a  V-shaped  slit,  the  two  siax)kes  of  the 
V  being  at  right  angles  to  one  another;  and  by  rotating  the  V  he 
was  able  to  diminish  the  breadth  and  increase  the  intensity  of  one 
of  the  two  spectra,  while  producing  an  inverse  change  in  the  other. 
To  isolate  any  part  of  the  compound  image  formed  by  the  two  over- 
lapping spectra,  he  drew  his  eye  back  from  the  eye-piece,  so  as  to 
limit  his  view  to  a  small  portion  of  the  field. 

But  the  most  effective  apparatus  for  observing  mixtures  of  simple 
colours  is  one  devised  by  Professor  Gerk  Maxwell,  by  means  of 
which  any  two  or  three  colours  of  the  spectrum  can  be  combined  in 


Pig.  728. — PrindplA  of  M&xwell'i  CSoloor-box. 


above  described. 

Let  P  (Fig.  723)  be  a  prism,  in  the  position  of  minimum  deviation ; 
L  a  lens ;  £  and  B  conju- 
gate foci  for  rays  of  a 
particular  refrangibility, 
say  red;  E  and  V  conju- 
gate foci  for  rays  of  an- 
other given  refrangibi- 
lity>  say  violet.  If  a  slit 
is  opened  at  B,  an  eye 
at  E  will  receive  only  red  rays,  and  will  see  the  lens  filled  with  red 
light  If  this  slit  be  closed,  and  a  slit  opened  at  V,  the  eye,  still 
placed  at  E,  wiU  see  the  lens  filled  with  violet  light  If  both  slits 
be  opened,  it  will  see  the  lens  filled  with  a  uniform  mixture  of  the 
two  lights;  and  if  a  third  slit  be  opened,  between  B  and  Y,  the  lens 
win  be  seen  filled  with  a  mixture  of  three  lights. 

Again,  from  the  properties  of  conjugate  foci,  if  a  slit  is  opened  at 
E,  its  spectral  image  will  be  formed  at  B  V,  the  red  part  of  it  being 
at  B,  and  the  violet  part  at  V. 

The  apparatus  was  inclosed  in  a  box  painted  black  within*  There 
was  a  slit  fixed  in  position  at  E,  and  a  frame  with  thr^  movable 
slits  at  B  V.  When  it  was  desired  to  combine  colours  from  three 
given  parts  of  the  spectrum,  specified  by  reference  to  Fraimhofer's 
lines,  the  slit  E  was  first  turned  towards  the  light,  giving  a  real 
spectrum  in  the  plane  B  V,  in  which  Fraunhofer's  lines  were  visible, 
and  the  three  movable  slits  were  set  at  the  three  specified  parts  of 
the  spectrum.  The  box  was  then  turned  end  for  end,  so  that  light 
was  admitted  (refiected  fix)m  a  large  white  screen  placed  in  sunshine) 
at  the  movable  slits,  and  the  observer,  looking  in  at  the  slit  E,  saw 
the  resultant  colour. 

803.  Results  of  Experiment — ^The  following  are  some  of  the  prin- 
cipal results  of  experiments  on  the  mixture  of  coloured  lights : — 

1.  Lights  which  appear  precisely  alike  to  the  naked  eye  yield 
identical  results  in  mixtures;  or  employing  the  term  similar  to 
express  apparent  identity  as  judged  by  the  naked  eye,  the  sums  oj 
aimiilar  lights  are  themselves  similar.  It  is  by  reason  of  this  phy- 
sical fact,  that  colour-equations  yield  true  results  when  combined 
according  to  the  ordinary  rules  of  elimination* 


2.  Colours  may  be  similar  as  seen  by  one  observer,  and  dissimilar 
as  seen  by  another ;  and  in  like  manner,  colours  may  be  similar  as 
seen  through  one  coloured  glass,  and  dissimilar  as  seen  through 
another.  The  reason,  in  both  cases,  is  that  selective  absorption 
depends  upon  real  composition,  which  may  be  very  different  for  two 
merely  similar  lighta  Most  eyes  are  found  to  exhibit  selective 
absorption  of  a  certain  kind  of  elementary  blue,  which  is  accord- 
ingly weakened  before  reaching  the  retina. 

3.  Every  colour,  except  purple,  is  similar  to  a  colour  of  the  spec- 
trum either  pure  or  diluted,  and  all  purples  are  similar  to  mixtures 
of  red  and  blue  with  or  without  dilution.  By  diluting  a  colour  we 
mean  mixing  it  with  white,  gray,  or  black.  Brown  colours  are 
obtained  by  diluting  red,  orange,  or  yellow  of  feeble  intensity. 

4.  Between  any  four  colours,  given  in  intensity  as  well  as  in  kind, 
one  colour-equation  subsists;  expressing  the  fact  that,  when  we  have 
the  power  of  varying  their  intensities  at  pleasure,  there  is  one  defi- 
nite way  of  making  them  yield  a  match,  that  is  to  say,  a  pair  of 
similar  colours.  Any  colour  (intensity  included)  can  therefore  be 
completely  specified  by  three  numbers,  expressing  its  relation  to 
three  arbitrarily  selected  colours.  This  is  analogous  to  the  theorem 
in  statics  that  a  force  acting  at  a  given  point  can  be  specified  by 
three  numbers  denoting  its  components  in  three  arbitrarily  selected 
directiona 

5.  Between  any  five  colours  (intensity  included)  a  match  can  be 
made  in  one  definite  way  by  taking  means  ;^  for  example,  by  mount- 
ing the  colours  on  two  rotating  discs.  If  we  had  the  power  of  illu- 
minating one  disc  more  strongly  than  the  other  in  any  required  ratio, 
four  colours  would  be  theoretically  sufficient;  and  we  can,  in  fau^t,  do 
what  is  nearly  equivalent  to  this,  by  employing  black  as  one  of  our 
five  colours.  Taking  means  of  colours  is  analogous  to  finding  centres 
of  gravity.  In  following  out  the  analogy,  a  colour  (given  in  kind 
merely)  must  be  represented  by  a  material  point  given  in  position 
merely,  and  the  intensity  of  the  colour  must  be  represented  by  the 
mass  of  the  material  point  The  means  of  two  given  colours  will  be 
represented  by  points  in  the  line  joining  two  given  point&  The 
means  of  three  given  colours  will  be  represented  by  points  lying 

^  PropositionB  4  and  5  aie  not  really  independent,  but  represent  different  aspects  of  one 
physical  (or  rather  physiological)  law. 


tetrahedron  whose  four  comers  are  given.  When  we  have  five  coloura 
given,  we  have  five  points  given,  and  of  these  generally  no  four  will 
lie  in  one  plana  Call  them  A,  B,  C,  D,  E.  Then  if  £  lies  within 
the  tetrahedron  A  BCD,  we  can  make  the  centre  of  gravity  of 
A,  B,  C,  and  D  coincide  with  £,  and  the  colour  £  can  be  matched  by 
a  mean  of  the  other  four  colours.  If  £  lies  outside  the  tetrahedron, 
let  the  planes  which  contain  the  tetrahedron  be  produced  indefinitely. 
Then  if  £  lies  in  the  external  solid  angle  which  is  vertical  to  the 
solid  angle  A  of  the  tetrahedron,  the  point  A  lies  within  the  tetra- 
hedron £  B  C  D,  and  the  colour  A  is  the  match.  Lastly,  let  £  lie  in 
the  external  space  which  is  separated  from  the  tetrahedron  by  the 
plane  BCD.  Then  the  point  where  this  plane  is  cut  by  the  line 
joining  A  £  represents  the  match,  for  it  is  a  mean  of  A,  E,  and  is 
also  a  mean  of  B,  C,  D. 

With  six  given  colours,  combined  five  at  a  time,  six  different 
matches  can  be  made,  and  six  colour-equations  will  thus  be  obtained, 
the  consistency  of  which  among  themselves  will  be  a  test  of  the 
accuracy  both  of  theory  and  observation,  as  only  three  of  the  six  can 
be  really  independent.  Experiments  which  have  been  conducted  on 
this  plan  have  given  very  consistent  results. 

804.  Cone  of  Colour. — All  combinations  of  colour  (intensity  in- 
cluded) can  be  represented  geometrically  by  means  of  a  cone  or 
pyramid  within  which  all  possible  colours  will  have  their  definite 
places.  The  vertex  will  represent  total  blackness,  or  the  complete 
absence  of  light;  and  colours  situated  on  the  same  line  passing 
through  the  vertex  will  differ  only  in  intensity  of  light.  Any  cross- 
section  of  the  cone  will  contain  all  colours,  except  so  far  as  intensity 
is  concerned,  and  the  colours  residing  on  its  perimeter  will  be  the 
colours  of  the  spectrum  ranged  in  order,  with  purple  to  fill  up  the 
interval  between  violet  and  red.  It  appears  from  MaxwelVs  experi- 
ments, that  the  true  form  of  the  cross-section  is  approximately  trian- 
gular,^ with  red,  green,  and  violet  at  the  three  comers.  When  all  the 
colours  (intensity  included)  have  been  assigned  their  proper  places  in 
the  cone,  a  straight  line  joining  any  two  of  them  passes  through 
colours  which  are  means  of  these  two ;  and  if  two  lines  are  drawn 
from  the  vertex  to  any  two  colours,  the  parallelogram  constructed 

^  The  shape  of  the  triangle  is  a  mere  matter  of  convenienoe,  not  involving  any  questioo 
of  fact. 


18  jtue  BUiu  oi  iioese  vwo  cuiuurs.  .a.  ceruuu  axiai  iiue  ui  i;ue  cone  wiu 
contain  white  or  gray  at  all  points  of  its  length,  and  may  be  called 
the  line  of  white. 

It  is  Convenient  to  distinguish  three  qualities  of  colour  which  may 
be  called  hue,  depth,  and  brightness.  Brightness  or  intensity  of  light 
is  represented  by  distance  from  the  vertex  of  the  cona  Depth 
depends  upon  angular  ^  distance  from  the  line  of  white,  and  is  the 
same  for  all  points  on  the  same  line  through  the  vertex.  Paleness 
or  lightness  is  the  opposite  of  depth,  and  is  measured  by  angular 
nearness  to  the  line  of  white.  Hue  or  tint  is  that  which  is  often 
par  excellence  termed  colour.  If  we  suppose  a  plane,  containing  the 
line  of  white,  to  revolve  about  this  line  as  axis,  it  will  pass  succes- 
sively through  different  tints;  and  in  any  one  position  it  contains 
only  two  tints,  which  are  separated  from  each  other  by  the  line  of 
white,  and  are  complementary. 

Red  is  oomplemenUiy  to BIuiBh  green. 

Ormnge  ,,  ,, Sky  blue. 

Yellow  „         „         Violet  blue. 

Greenish  yellow      „         Violet 

Green  „  ,,         Pink. 

Any  two  colours,  of  complementary  tint,  give  white  when  mixed  in 
proper  proportions;  and  any  three  colours  can  be  mixed  in  such 
proportions  as  to  yield  white,  unless  they  are  all  on  the  same  side  of 
a  plane  drawn  through  the  line  of  white. 

According  to  Maxwell,  the  orange  and  yellow  of  the  spectrum  can 
be  exactly  reproduced  by  mixtures  of  red  and  green,  and  the  extreme 
colours  of  the  spectrum  (crimson  and  violet)  can  be  reproduced 
(approximately  at  least)  by  mixtures  of  red  and  blua 

805.  Three  Primary  Colour-sensations. — ^All  authorities  are  now 
agreed  in  accepting  the  doctrine,  first  propounded  by  Dr.  Thomas 
Young,  that  there  are  three  elements  of  colour-sensation ;  or,  in  other 
words,  three  distinct  physiological  actions,  which,  by  their  various 
combinations,  produce  our  various  sensations  of  colour.  Each  is 
excitable  by  light  of  various  wave-lengths  lying  within  a  wide  range, 
but  has  a  maximum  of  excitability  for  a  particular  wave-length, 
and  is  affected  only  to  a  slight  degree  by  light  of  wave-length  very 
different  frt)m  thi&  The  cone  of  colour  is  theoretically  a  triangular 
pyramid,  having  for  its  three  edges  the  colours  which  correspond  to 
these  three  wave-lengths;  but  it  is  probable  that  we  cannot  obtain 


cally  rounded  off.  One  of  these  sensations  is  excited  in  its  greatest 
purity  by  the  green  near  Fraunhofer's  line  6,  another  by  the  extreme 
red,  and  the  third  by  a  part  of  the  spectrum  lying  somewhere  in 
violet  or  deep  blue,  its  precise  position  being  difficult  to  determine 
by  reason  of  the  feebleness  of  the  light  at  this  end  of  the  spectrum. 

Helmholtz  ascribes  these  three  actions  to  three  distinct  sets  of 
nerves,  having  their  terminations  in  different  parts  of  the  thickness 
of  the  retina — a  supposition  which  aids  in  accounting  for  the  approxi- 
mate achromatism  of  the  eye,  for  the  three  sets  of  nerve-terminations 
may  thus  be  at  the  proper  distances  for  receiving  distinct  images  of 
red,  green,  and  violet  respectively,  the  focal  length  of  a  lens  being 
shorter  for  violet  than  for  red. 

Light  of  great  intensity,  whatever  its  composition,  seems  to  pro- 
duce a  considerable  excitement  of  all  three  elements  of  colour-sensa- 
tion. If  a  spectroscope,  for  example,  be  directed  first  to  the  clouds 
and  then  to  the  sun,  all  parts  of  the  spectrum  appear  much  paler  in 
the  latter  case  than  in  the  former. 

The  popular  idea  that  red,  yellow,  and  blue  are  the  three  prima- 
ries, is  quite  wrong  as  regards  mixtures  of  lights  or  combinations  of 
colour-sensations.  The  idea  has  arisen  from  facts  observed  in  con- 
nection with  the  mixture  of  pigments  and  the  transmission  of  light 
through  coloured  glassea  We  have  already  pointed  out  the  true 
interpretation  of  observations  of  this  nature,  and  have  only  now  to 
add  that  in  attempting  to  construct  a  theory  of  the  colours  obtained 
by  mixtures  of  pigments,  the  law  of  substitution  of  similars  cannot 
be  employed.  Two  pigments  of  similar  colour  will  not  in  general 
give  the  same  result  in  mixtures. 

806.  Accidental  Images. — If  we  look  steadily  at  a  bright  stained- 
glass  window,  and  then  turn  our  eyes  to  a  white  wall,  we  see  an 
image  of  the  window  with  the  colours  changed  into  their  com- 
plementariea  The  explanation  is  that  the  nerves  which  have  been 
strongly  exercised  in  the  perception  of  the  bright  colours  have  had 
their  sensibility  diminished,  so  that  the  balance  of  action  which  is 
necessary  to  the  sensation  of  white  no  longer  exists,  but  those  elements 
of  sensation  which  have  not  been  weakened  preponderate.  The  sub- 
jective appearances  arising  from  this  cause  are  called  negative  acci- 
dental images.  Many  well-known  effects  of  contrast  are  similarly 
explained.     White  paper,  when  seen  upon  a  background  of  any  one 
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colour,  often  appeai-s  tinged  with  the  complementaiy  colour;  and  stray 
beams  of  sunlight  entering  a  room  shaded  with  yellow  hoUaud 
blinds,  produce  blue  streaks  when  they  fiaJl  upon  a  wliite  table- 
clotk 

In  some  cases,  especially  when  the  object  looked  at  is  painfully 
bright,  there  is  a  positive  accidental  image;  that  is,  one  of  the  same 
colour  as  the  object;  and  this  is  frequently  followed  by  a  negative 
imaga  A  positive  accidental  image  may  be  regarded  as  an  extreme 
instance  of  the  persistence  of  impre&sion& 

807.  Colour-blindness. — What  is  called  colour-blindness  has  been 
found,  in  every  case  which  has  been  carefully  investigated,  to  consist 
in  the  absence  of  the  elementary  sensation  corresponding  to  red 
To  persons  thus  affected  the  solar  49pectrum  appears  to  consist  of  two 
decidedly  distinct  colours  with  white  or  gray  at  their  place  of  junc- 
tion, which  is  a  little  way  on  the  less  refrangible  side  of  the  line  F. 
One  of  these  two  colours  is  doubtless  nearly  identical  with  the  normal 
sensation  of  blua  It  attains  its  maximum  about  midway  between 
F  and  O,  and  extends  beyond  0  as  far  as  the  normally  visible 
spectrum.  The  other  colour  extends  a  considerable  distance  into 
what  to  normal  eyes  is  the  red  portion  of  the  spectrum,  attaining  its 
maximum  about  midway  between  D  and  £,  and  becoming  deeper 
and  more  fetint  till  it  vanishes  at  about  the  place  where  to  normal 
eyes  crimson  begina  The  scarlet  of  the  spectrum  is  thus  visible  to 
the  colour-blind,  not  as  scarlet  but  as  a  deep  dark  colour,  probably 
a  kind  of  dark  green,  orange  and  yellow  as  brighter  shades  of  the 
same  colour,  while  bluish-green  appears  nearly  white. 

It  is  obvious  from  this  account  that  what  is  called  "  colour-blind- 
ness" should  rather  be  called  dichroic  vision,  normal  vision  being 
distinctively  designated  as  trichroic.  To  the  dichroic  eye  any  colour 
can  be  matched  by  a  mixture  of  yellow  and  blue,  and  a  match  can 
be  made  between  any  three  (instead  of  four)  given  coloura  Objects 
which  have  the  same  colour  to  the  trichroic  eye  have  also  the  same 
colour  to  the  dichroic  eya 

808.  Colour  and  Musical  Pitch. — As  it  is  completely  established  that 
the  difference  between  the  colours  of  the  spectrum  is  a  difference  of 
vibration-fi^uency,  there  is  an  obvious  analogy  between  colour  and 
musical  pitch ;  but  in  almost  all  details  the  relations  between  colours 
are  strikingly  different  from  the  relations  between  sounda 

The  compass  of  visible  colour,  including  the  lavender  rays  which  lie 
beyond  the  violet,  and  are  perhaps  visible  not  in  themselves!,  but  by 
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lavender,  it  is  almost  exactly  an  octava  Attempts  have  been  made 
to  compare  the  successive  colours  of  the  spectrum  with  the  notes  of 
the  gamut;  but  much  forcing  is  necessary  to  bring  out  any  trace  of 
identity,  and  the  gradual  transitions  which  characterize  the  spectrum, 
and  constitute  a  feature  of  its  beauty,  are  in  marked  contrast  to  the 
transitions  'per  acUtum  which  are  required  in  musia 
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WAVE    THEOUY    OF    LIGHT. 


809.  Principle  of  Huygens.^ — The  propagation  of  waves,  whether 
of  sound  or  light,  is  a  propagation  of  energy.  Each  small  portion  of 
the  medium  experiences  successive  changes  of  state,  involving  changes 
in  the  forces  which  it  exerts  upon  neighbouring  portions.  These 
changes  of  force  produce  changes  of  state  in  these  neighbouring  por 
tions,  or  in  such  of  them  as  lie  on  the  forward  side  of  the  wave,  and 
thus  a  disturbance  existing  at  any  one  part  is  propagated  onwards. 

Let  us  denote  by  the  name  wave-front  a  continuous  surface  drawn 
through  particles  which  have  the  same  phase ;  then  each  wave-front 
advances  with  the  velocity  of  light,  and  each  of  its  points  may  be 
regarded  as  a  secondary  centre  from  which  disturbances  are  continu- 
ally propagated.  This  mode  of  regarding  the  propagation  of  light  is 
due  to  Huygens,  who  derived  from  it  the  following  principle,  which 
lies  at  the  root  of  all  practical  applications  of  the  undulatory  theory: 
The  diaturbaTice  at  any  paint  of  a  wave-front  is  the  resultant  (given 
by  the  parallelogram  of  motions)  of  the  separate  disturbances  which 
the  different  portions  of  the  same  wave-front  in  any  one  of  its 
earlier  positions,  would  have  occasioned  if  acting  singly.  This 
principle  involves  the  physical  fact  that  rays  of  light  are  not  affected 
by  crossing  one  another;  and  its  truth,  which  has  been  experiment- 
ally tested  by  a  variety  of  consequences,  must  be  taken  as  an  indica- 
tion that  the  amplitudes  of  luminiferous  vibrations  are  infinitesimal 
in  comparison  with  the  wave-length&  A  similar  law  applies  to  the 
resultant  of  small  disturbances  generally,  and  is  called  by  writers  on 
dynamics  the  law  of  ''superposition  of  small  motions."  It  is  analo- 
gous to  the  arithmetical  principle  that,  when  a  and  6  are  very  small 
fractions,  the  product  of  l-|-a  and   l-f6  may  be  identified  with 

'  For  the  spelling  of  this  name  see  remarks  by  Lalande,  Mimoiru  de  rAcadi>w,  1778. 
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1  +a+6,  the  term  a  6,  which  represents  the  mutual  influence  of  two 
small  changes,  being  negligible  in  comparison  with  the  sum  a+b  o( 
the  small  changes  themselvea 

810.  Explanation  of  Rectilinear  Propagation. — In  a  medium  in 
which  light  travels  with  the  same  velocity  in  all  parts  and  in  all 
directions,  the  waves  propagated  from  any  point  will  be  concentric 
spheres,  having  this  point  for  centre,  and  the  lines  of  propagation, 
in  other  words  the  rays  of  light,  will  be  the  radii  of  these  spherea 
It  can  io  fact  be  shown  that  the  only  part  of  one  of  these  waves 
which  needs  to  be  considered,  in  computing  the  resultant  disturbance 
of  an  external  point,  is  the  part  which  lies  directly  between  this 
external  point  and  the  centre  of  the  sphere.  The  remainder  of  the 
wave-front  can  be  divided  into  small  parts,  each  of  which,  by  the 
mutual  interference  of  its  own  subdivisions,  gives  a  resultant  effect 
of  zero  at  the  given  point  We  express  t^iese  properties  by  saying 
that  in  a  homogeneous  and  isotropic  medium  the  uuve-surface  is  a 
sphere,  and  the  rays  are  normal  to  the  wave-fronts.  This  class  of 
media  includes  gases,  liquids,  crystals  of  the  cubic  system,  and  well- 
annealed  glasa 

If  a  medium  be  homogeneous  but  not  isotropic,  disturbances 
emanating  from  a  point  in  it  will  be  propagated  in  waves  which  will 
retain  their  form  unchanged  as  they  expand  in  receding  from  their 
source,  but  this  form  will  not  generally  be  spherical.  The  rays  of 
light  in  such  a  medium  will  be  straight,  proceeding  directly  from  the 
centre  of  disturbance,  and  any»one  ray  will  cut  all  the  wave-fronts 
at  the  same  angle;  but  this  angle  will  generally  be  different  for 
different  raya  In  this  case,  as  in  the  last,  the  disturbance  produced 
at  any  point  may  be  computed  by  merely  taking  into  account  that 
small  portion  of  a  wave-front  which  lies  directly  between  the  given 
point  and  the  source, — in  other  words,  which  lies  on  or  very  near  to 
the  ray  which  traverses  the  given  point. 

A  disturbance  in  such  a  medium  usually  gives  rise  to  two  sets  of 
waves,  having  two  distinct  forms,  and  these  remarks  apply  to  each 
set  separately. 

The  tendency  of  the  different  parts  of  a  wave-front  to  propagate 
disturbances  in  other  directions  besides  the  single  one  to  which  such 
propagation  is  usually  confined,  is  manifested  in  certain  phenomena 
which  are  included  under  the  general  name  of  diffraction. 

The  only  wave-fronts  with  which  it  is  necessary  to  concern  our- 
selves are  those  which  belong  to  waves  emanating  from  a  single 


small  solid  angle  at  the  parts  of  space  considered. 

811.  Application  to  Eefractioii.— When  waves  are  propagated  fix)m 
one  medium  into  another,  the  principle  of  Huygens  leads  to  the 
following  construction: — 

Let  A  E  (Fig.  724)  represent  a  portion  of  the  surface  of  separation 
between  two  media,  and  A  B  a  portion  of  a  wave-fix)nt  in  the  first 
medium ;  both  portions  being  small  enough  to  be  regarded  as  plana 


Fi(.  734.— Hajrgan^  Constraotiooi  for  WaT«-ftonl 

Then  straight  lines  G  A,  D  B  £,  normal  to  the  wave-front,  represent 
rays  incident  at  A  and  R  From  A  as  centre,  describe  a  wave-surfiu^, 
of  such  dimensions  that  light  emanating  from  A  would  reach  this 
surface  in  the  same  time  in  which  light  in  air  travels  the  distance 
B  E,  and  draw  a  tangent  plane  (perpendicular  to  the  plane  of  incid- 
ence) through  E  to  this  surface.  Let  F  be  the  point  of  contact 
(which  is  not  necessarily  in  the  plane  of  incidence).  Then  the  tan 
gent  plane  E  F  is  a  wave-front  in  the  second  medium,  and  A  F  is  a 
ray  in  the  second  medium ;  for  it  can  be  shown  that  disturbances 
propagated  from  all  points  in  the  wave-front  A  B  will  just  have 
reached  E  F  when  the  disturbance  propagated  from  B  has  reached  K 
For  example,  a  ray  proceeding  from  m,  the  middle  point  of  the  line 
A  B,  will  exhaust  half  the  time  in  travelling  to  the  middle  point  a 
of  AE,  and  the  remaining  half  in  travelling  through  a/,  equal  and 
parallel  to  half  of  A  F. 

When  the  wave-surfaces  in  both  media  are  spherical,  the  planes  ot 
incidence  and  refraction  ABE,  AFE  coincide,  the  angle  BAE 
(Fig.  725)  between  the  first  wave-front  and  the  surface  of  separation 
is  the  same  as  the  angle  between  the  normals  to  these  surfaces,  thai 


Fig.  726.— WftTe-front  in  Ordlnaiy  Rofraction. 


refraction.     The  sine  of  the  former  is  5^,  and  the  sine  of  the  lattei 
is  ~    The  ratio  ^  is  therefore  ?1     But  BE  and  A F  are  the 

EA  sinr  AY 

distances  travelled  in  the  same 
time  in  the  two  media.  Hence 
the  sines  of  the  angles  of  in- 
cidence and  refraction  are  di- 
rectly as  the  velocities  of  pro- 
pagation of  the  incident  and 
refracted  light  The  relative 
index  of  refraction  from  one 
medium  into  another  is  there- 
fore the  ratio  of  the  velocity 
of  light  in  the  first  medium  to 
its  velocity  in  the  second;  and 
the  absolute  index  of  refmction  of  any  medium  is  inversely  as  the 
velocity  of  light  in  that  medium, 

812.  Application  to  Reflection. — The  explanation  of  reflection  is 
precisely  similar.  Let  C  A,  D  E  (Fig.  726)  be  parallel  rays  incident 
at  A  and  E;  AB  the  wave- front.  As  the  successive  points  of  the 
wave-front  arrive  at  the  reflecting  surface,  hemispherical  waves  di- 
verge from  the  points  of  inci- 
dence; and  by  the  time  that 
B  reaches  E,  the  wave  from  A 
will  have  diverged  in  all  direc- 
tions to  a  distance  equal  to 
BK  If  then  we  describe  in 
the  plane  of  incidence  a  semi- 
circle, with  centre  A  and  radius 
equal  to  B  E,  the  tangent  E  F 
to  this  semicircle  will  be  the 
wave -front   of   the    reflected 


Fig.  726.— WaTa-froui  in  Rafleotion. 


light,  and  A  F  will  be  the  reflected  ray  corresponding  to  the  incident 
ray  CA  From  the  equality  of  the  right-angled  triangles  ABE, 
E  F  A,  it  is  evident  that  the  angles  of  incidence  and  reflection  are 

equaL 

813.  Newtonian  Explanation  of  Refraction.  —  In  the  Newtoniari 
theory,  the  change  of  direction  which  a  ray  experiences  at  the  bound 


resultant  force  of  this  attraction  is  normal  to  the  surface,  the  tan- 
gential component  of  velocity  remains  unchanged,  and  the  normal 
component  is  increased  or  diminished  according  as  the  incidence  is 
from  rare  to  dense  or  from  dense  to  rare.  Let  /i  denote  the  relative 
index  of  refraction  from  rare  to  dense.  Let  v,  v'  be  the  velocities  of 
light  in  the  rarer  and  denser  medium  respectively,  and  i,  i'  the  angles 
which  the  rays  in  the  two  media  make  with  the  normal  Then  the 
tangential  components  of  velocity  in  the  two  media  are  v  sin  i,  v'  sin  i' 
respectively,  and  these  by  the  Newtonian  theory  are  equal;  whence 

-=■^1=^;  whereas  according  to  the  undulatory  theory  -  =  i     In 

the  Newtonian  theory,  the  velocity  of  light  in  any  medium  is  di- 
rectly as  the  absolute  index  of  refraction  of  the  medium;  whereas,  in 
the  undulatory  theory,  the  reverse  rule  holds. 

The  main  design  of  Foucault's  experiment  with  the  rotating  mir- 
ror ^  687),  in  its  original  form,  was  to  put  these  opposite  conclusions 
to  the  test  of  direct  experiment.  For  this  purpose  it  was  not  neces- 
sary to  determine  the  velocity  of  the  rotating  mirror,  since  it  affected 
both  the  observed  displacements  alike.  The  two  images  were  seen 
in  the  same  field  of  view,  and  were  easily  distinguished  by  the  green- 
ness of  the  water-image.  In  every  trial  the  water-image  was  more 
displaced  than  the  air-image,  indicating  longer  time  and  slower  velo- 
•  city;  and  the  measurements  taken  were  in  complete  accordance  with 
the  undulatory  theory,  while  the  Newtonian  theory  was  conclusively 
disproved. 

814.  Principle  of  Least  Time. — The  path  by  which  light  travels  from 
one  point  to  another  is  in  the  generality  of  cases  that  which  occupies 
least  time.  For  example,  in  ordinary  cases  of  reflection  (except  from 
very  concave^  surfaces),  if  we  select  any  two  points,  one  on  the  in- 
cident and  the  other  on  the  reflected  ray,  the  sum  of  their  distances 
from  the  point  of  incidence  is  less  than  the  sum  of  their  distances 
from  any  neighbouring  point  on  the  reflecting  surfiekce.  In  this  case, 
since  only  one  medium  is  concerned,  distance  is  proportional  to  time. 
When  a  ray  in  air  is  refracted  into  water,  if  we  select  any  two  points, 

^  Suppose  An  ellipse  described,  having  the  two  sdected  points  for  foci,  and  passing 
through  the  point  of  incidence.  If  the  curvature  of  the  reflecting  surface  in  the  plane  of 
incidence  is  greater  than  the  curvature  of  this  ellipse,  the  length  of  the  path  is  a  mazimum, 
if  less,  a  minimum.  This  follows  at  once  from  the  constancy  of  the  sum  of  the  focal 
distances  in  an  ellipse. 


and  the  velocities  of  propagation  in  the  two  media  v,  t/,  then  the  sum 
of  ^  and  -r  is  generally  less  when  8  and  s'  are  measured  to  the  point 
of  incidence  than  when  they  are  measured  to  any  neighbouring  point 
on  the  surface.     ^  is  evidently  the  time  of  going  from  the  first  point 

to  the  refracting  surface,  and  ^  the  time  from  the  refracting  surface 

to  the  second  point. 

The  proposition  as  above  enunciated  admits  of  certain  exceptions, 
the  time  being  sometimes  a  maximum  instead  of  a  minimum.  The 
really  essential  condition  (which  is  fulfilled  in  both  these  opposite 
cases)  is  that  aU  points  on  a  small  area  surrounding  the  point  of 
incidence  give  sensibly  the  same  time.  The  component  waves  sent 
from  all  parts  of  this  small  area  will  be  in  the  same  phase,  and  will 
propagate  a  ray  of  light  by  their  combined  action. 

When  the  two  points  considered  are  conjugate  foci,  and  there  is 
no  aberration,  this  condition  must  be  fulfilled  by  all  the  rays  which 
pass  through  both ;  and  the  time  of  travellimg  from  one  focus  to  the 
other  is  ike  same  for  all  ike  rays.  Spherical  waves  diverging  from 
one  focus  will,  after  incidence,  become  spherical  waves  converging  to 
or  diverging  from  its  conjugate  focus.  An  effect  of  this  kind  can  be 
beautifully  exhibited  to  the  eye  by  means  of  an  elliptic  dish  contain- 
ing mercury.  If  agitation  is  produced  at  one  focus  of  the  ellipse  by 
dipping  a  small  rod  into  the  liquid  at  this  point,  cfrcular  waves  will 
be  seen  to  converge  towatxis  the  other  focua  A  circular  dish  exhi- 
bits a  similar  result  somewhat  imperfectly ;  waves  diverging  from  a 
point  near  the  centre  will  be  seen  to  converge  to  a  point  symmetri- 
cally situated  on  the  other  side  of  the  centra 

When  the  second  point  lies  on  a  caustic  surface  formed  by  the 
reflection  or  refraction  of  rays  emanating  from  the  first  point,  all 
points  on  an  area  of  sensible  magnitude  in  the  neighbourhood  of  the 
point  of  incidence  would  give  sensibly  the  same  time  of  travelling 
as  the  actual  point  of  incidence,  so  that  the  light  which  traverses 
a  point  on  a  caustic  may  be  regarded  as  coming  from  an  area  of 
sensible  magnitude  instead  of  (as  in  the  case  of  points  not  on  the 
caustic)  an  excessively  small  area.  An  eye  placed  at  a  point  on  a 
caustic  will  see  this  portion  of  the  surface  filled  with  light. 

As  the  velocity  of  light  is  inversely  proportional  to  the  index  of 


to  another  by  a  crooked  path,  made  up  of  straight  lines  8^, «,, «,, . .  .  . 
lying  in  media  whose  absolute  indices  are  /ii,  /*2,  /ij.  .  .  .  ,  the  expres- 
sion/Lii«i+/iafij  ^/ig  83+  .  .  .  represents  the  time  of  passage  This 
expression,  which  may  be  called  the  sum  of  such  terms  as  fis,  must 
therefore  fulfil  the  above  condition;  that  is  to  say,  the  points  of 
incidence  on  the  surfaces  of  separation  must  be  so  situated  that  this 
sum  either  remains  absolutely  constant  when  small  changes  are  sup- 
posed to  be  made  in  the  positions  of  these  points,  or  else  retains  that 
approximate  constancy  which  is  characteristic  of  maxima  and  minima. 
Conversely,  all  lines  from  a  luminous  point  which  fulfil  this  condition, 
will  be  paths  of  actual  rays. 

816.  Terrestrial  Befraction.^ — ^The  atmosphere  may  be  regarded  as 
homogeneous  when  we  confine  our  attention  to  small  portions  of  it^ 
and  hence  it  is  sensibly  true,  in  ordinary  experiments  where  no  great 
distances  are  concerned,  that  rays  of  light  in  air  are  straight,  just  as 
it  is  true  in  the  same  limited  sense  that  the  surface  of  a  liquid  at  rest 
is  a  horizontal  plane.  The  surface  of  an  ocean  is  not  plane,  but 
approximately  apherical,  its  curvature  being  quite  sensible  in  ordinary 
nautical  observations,  where  the  distance  concerned  is  merely  that 
of  the  visible  sea-horizon ;  and  a  correction  for  curvature  is  in  like 
manner  required  in  observing  levels  on  land.  If  the  observer  is 
standing  on  a  perfectly  level  plain,  and  observing  a  distant  object  at 
precisely  the  same  height  as  his  eye  above  the  plain,  it  will  appear 
to  be  below  his  eye,  for  a  horizontal  plane  through  his  eye  will  pass 
above  it,  since  a  perfectly  level  plain  is  not  plane,  but  shares  in  the 
general  curvature  of  the  earth.  It  is  easily  proved  that  the  apparent 
depression  due  to  this  cause  is  half  the  angle  between  the  verticals 
at  the  positions  of  the  observer  and  of  the  object  observed.  But 
experience  has  shown  that  this  apparent  depression  is  to  a  consider- 
able extent  modified  by  an  opposite  disturbing  cause,  called  terres- 
trial  refraction.  When  the  atmosphere  is  in  its  normal  condition, 
a  ray  of  light  from  the  object  to  the  observer  is  not  straight,  but 
is  slightly  concave  downwarda 

This  curvature  of  a  nearly  horizontal  ray  is  not  due  to  the  curva- 
ture of  the  earth  and  of  the  layers  of  equal  density  in  the  earth's 
atmosphere,  as  is  often  erroneously  supposed,  but  would  still  exists 

^  For  the  leading  idea  which  is  developed  in  §§  815-817,  the  Editor  is  indebted  to 
suggestions  from  Professor  James  Thomson. 
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and  with  no  sensible  change  in  its  amount,  if  the  earth's  surface  were 
plane,  and  the  directions  of  gravity  everywhere  parallel  It  is  due 
to  the  fact  that  light  travels  faster  in  the  rarer  air  above  than  in  the 
denser  air  below,  so  that  time  is  saved  by  deviating  slightly  to  the 
upper  side  of  a  straight  course.  The  actual  amount  of  curvature  (as 
determined  by  surveying)  is  from  ^  to  iV  of  the  curvature  of  the 
earth ;  that  is  to  say,  the  radius  of  curvature  of  the  ray  is  from  2  to 
10  times  the  earth's  radius. 

816.  Calculation  of  Curvature  of  Bay. — In  order  to  calculate  the 
radius  of  curvature  from  physical  data,  it  is  better  to  approach  the 
subject  from  a  somewhat  different  point  of  view. 

The  wave-fronts  of  a  ray  in  air  are  perpendicular  to  the  ray ;  and 
if  the  ray  is  nearly  horizontal,  its  wave-fronts  will  be  nearly  ver- 
tical If  two  of  these  wave-fronts  are  produced  downwards  until 
they  meet,  the  distance  of  their  intersection  from  the  ray  will  be  the 
radius  of  curvature.  Let  us  consider  two  points  on  the  same  wave- 
front,  one  of  them  a  foot  above  the  other ;  then  the  upper  one  being 
in  rarer  air  will  be  advancing  faster  than  the  lower  one,  and  it  is 
easily  shown  that  the  difference  of  their  velocities  is  to  the  velocity 
of  either  as  1  foot  is  to  the  radius  of  curvature. 

Put  p  for  the  radius  of  curvature  in  feet,  v  and  v-hiv  for  the  two 
velocities,  fi  and  yn— 3/*  for  the  indices  of  refraction  of  the  air  at  the 
two  pointa     Then  we  have 

L=  ??  =  ?i?f  =  «^  nearly.  (1) 

Now  it  has  been  ascertained,  by  direct  experiment,  that  the  value 
of  ^  —  1  for  air,  within  ordinary  limits  of  density,  is  sensibly  pro- 
portional to  the  density  (even  when  the  temperature  varies),  and  is 
•0002943  or  ^^Vir  ^^  ^^®  density  corresponding  to  the  pressure  760"°* 
(at  Paris)  and  temperature  O'^C.  The  difference  of  density  at  the  two 
points  considered,  supposing  them  both  to  be  at  the  same  tempera- 
ture, will  be  to  the  density  of  either  as  1  foot  is  to  the  "height  of 
the  homogeneous  atmosphere"  in  feet,  which  call  H  (§  111a).     Then 

~^j  will  be  g,  and  the  value  of  --  in  (1)  may  be  written 

Hence  p  is  3400  times  the  height  of  the  homogeneous  atmosphere. 
But  this  height  is  about  5  miles,  or  ^^  of  the  earth's  radiua     The 


and  that  there  is  no  change  of  temperature  in  ascending.  If  we  depart 
from  these  assumptions,  we  have  the  following  consequences: — 

I.  K  the  barometer  is  at  any  other  height^  the  factor  g  remains 

unaltered,  and  the  other  factor  /n  — 1  varies  directly  as  the  pressure. 

II.  If  the  temperature  Ls  f  Centigrade,  H  is  changed  in  the  direct 
ratio  of  1+a^,  a  denoting  the  coefficient  of  expansion.     The  first 

factor  g  is  therefore  changed  in  the  inverse  ratio  of  1+ai.     The 

second  factor  is  changed  in  the  same  ratio.  The  curvature  of  the  ray 
therefore  varies  inversely  as  (I  +at)\ 

III.  Suppose  the  temperature  decreases  upwards  at  the  rate  of  - 

of  a  degree  Centigrade  per  foot.     The  expansion  due  to  -  of  a  degree 

Centigrade  is  27^.      The  first  fiwtor  ^_^,  or  "^^^l/"^*^,  wiU 

therefore  become  g  —  g^g^,  which,  if  we  put  n  =  640  (corresponding 
to  1^  Fahr.  in  300  feet),  and  reckon  H  as  26,000,  is  approximately 

26000  ~"  147000  ^^  H  ( ^""  6^)'  "^^^  second  fiBWjtor  of  the  expression  for  - 
is  unafiected.  It  appears,  then,  that  decrease  of  temperature  upwards 
at  the  rate  of  T  C.  in  540  feet,  or  T  F.  in  300  feet  (which  is  the  gene- 
rally-received average),  makes  the  curvature  of  the  ray  five-sixths  of 
what  it  would  be  if  the  temperature  were  uniform.^ 

Combining  this  correction  with  correction  II.,  it  appears  that,  with 
a  mean  temperature  of  lO'^C.  or  SO'^F.,  and  barometer  at  760™™,  the 
curvature  of  a  nearly  horizontal  ray  (taking  the  earth's  curvature  as 
unity)  is 

This  is  in  perfect  agreement  with  observation,  the  received  average 
(obtained  as  an  empirical  deduction  from  observation)  being  \  or  \. 
817.  Curvature  of  Inclined  Bays. — Thus  far  we  have  been  treating 

of  nearly  horizontal  raya     To  adapt  our  formula  for  -  (  (2)  §  816)  to 

the  case  of  an  oblique  ray,  we  have  merely  to  multiply  it  by  cos  6. 

^  If  the  temperature  decreases  upwards 
the  first  factor  of  the  expression  for  -  (whi 

approximately  h  (^  "  TT)  °''  H  V  "  ^T) 


^  If  the  temperature  decreases  upwards  at  the  rate  of  1*C.  in  n  feet,  or  1*F.  in  n'  feet 
the  first  factor  of  the  expression  for  -  (which  would  be  ^^  at  uniform  temperature)  beoames 


points  a  foot  apart,  on  the  same  wave-front,  and  in  the  same  vertical 
plane  with  each  other  and  with  the  ray,  their  difference  of  height 

will  be  the  product  of  1  foot  by  cos  0,  and  -  will  therefore  be  less 
than  before  in  the  ratio  cos  6. 

Hence  it  can  be  shown  that  the  earth's  curvature,  so  far  from 
being  the  cause  of  terrestrial  refraction,  rather  tends  in  ordinary  cir- 
cumstances to  diminish  it,  by  increasing  the  average  obliquity  of  a 
ray  joining  two  points  at  the  same  level 

.  The  general  formula  for  the  curvature  of  a  ray  (lying  in  a  vertical 
plane)  at  any  point  in  its  length,  may  be  written 


1      1  /,    96v  ,      ,,        . 


(8) 


n  denoting  the  number  of  feet  of  ascent  which  give  a  decrease  of  VC, 
and  7i'  the  number  of  feet  which  give  a  decrease  of  l**  F.  The  unit 
of  length  for  H  and  p  may  be  anything  we  please. 

818.  Astronomical  Befraction. — Astronomical  refraction,  in  virtue 
of  which  stars  appear  nearer  the  zenith  than  they  really  are,  can  be 
reduced  to  these  principles;  but  it  is  simpler,  in  the  case  of  stars  not 
more  than  70®  or  SC  from  the  zenith,  to  regard  the  earth  and  the 
layers  of  equal  density  in  the  atmosphere  as  plane,  and  to  assume 
that  the  final  result  is  the  same  as  if  the  rays  from  the  star  were 
refracted  at  once  out  of  vacuum  into  the  horizontal  stratum  of  air  in 
which  the  observer's  eye  is  situated.  If  z  be  the  apparent  and  z'  the 
true  zenith  distance  of  the  star,  we  shall  thus  have  sin  z'=fA  sin  z, 

whence  it  may  be  shown  that  the  value  of  «'— 0,  in  terms  of -^->  ^ 

approximately  (/*— 1)  tan  z. 

819.  Mirage. — An  appearance,  as  of  water,  is  frequently  seen  in 
sandy  deserts,  where  the  soil  is  highly  heated  by  the  sun.  The 
observer  sees  in  the  distance  the  reflection  of  the  sky  and  of  terres- 
trial objects,  as  in  the  surface  of  a  calm  lake.  This  phenomenon, 
which  is  called  mirage,  is  explained  by  the  heating  and  conse- 
quent rarefaction  of  the  air  in  contact  with  the  hot  soil.  The  den- 
sity, within  a  certain  distance  of  the  ground,  increases  upwards, 


towards  the  denser  side.  Kays  which  were  descending  at  a  very 
slight  inclination  before  entering  this  stratum  of  air  may  have  their 
direction  so  much,  changed  as  to  be  bent  up  to  an  observer  s  eye,  and 


Fig.  «55.— Theory  of  Mixage. 

the  change  of  direction  will  be  greatest  for  those  rays  which  have 
descended  lowest;  for  these  will  not  only  have  travelled  for  the 
greatest  distance  in  the  stratum,  but  will  also  have  travelled  through 
that  part  of  it  in  which  the  change  of  density  is  most  rapid.  Hence, 
if  we  trace  a  pencil  of  rays  from  the  observer's  eye,  we  shall  find 
that  those  of  them  which  lie  in  the  same  vertical  plane  cross  each 
other  in  traversing  this  stratum,  and  thus  produce  inverted  imagea 
If  the  stratum  is  thin  in  comparison  with  the  height  of  the  observer  s 
eye,  the  appearance  presented  will  be  nearly  equivalent  to  that  pro- 
duced by  a  mirror,  while  the  objects  thus  reflected  are  also  seen  erect 
by  higher  rays  which  have  not  descended  into  the  stratum  where  this 
action  occurs. 

A  kind  of  inverted  mirage  is  often  seen  across  masses  of  calm 
water,  and  is  called  looming,  images  of  distant  objects,  such  as  ships 
or  hills,  being  seen  in  an  inverted  position  immediately  over  the 
objects  themselves.  The  explanation  just  given  of  the  mirage  of  the 
desert  will  apply  to  this  phenomenon  also  if  we  suppose  at  a  certain 
height,  greater  than  that  of  the  observer's  eye,  a  layer  of  rapid  tran- 
sition from  colder  and  denser  air  below  to  warmer  and  rarer  air 
abova 

An  appearance  similar  to  mirage  may  be  obtained  by  genUy 
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depositing  alcohol  or  methylated  spirit  upon  water  in  a  vessel  with 
plate-glass  sides.  The  spirit,  though  lighter,  has  a  higher  index  of 
refraction  than  the  water,  and  rays  traversing  the  layer  of  transition 
are  bent  upwards.  This  layer  accordingly  behaves  like  a  mirror 
when  looked  at  very  obliquely  by  an  eye  above  it^ 

819a.  Curved  Rays  of  Sound. — The  reasoning  of  §§814-816  can 
be  applied,  with  a  slight  modification,  to  the  propagation  of  sound. 

Sound  travels  faster  in  warm  than  in  cold  air.  On  calm  sunny 
afternoons,  when  the  ground  has  become  highly  heated  by  the  sun*8 
rays,  the  temperature  of  the  air  is  much  higher  near  the  ground  than 
at  moderate  heights;  hence  sound  bends  upwards,  and  may  thus 
become  inaudible  to  observers  at  a  distance  by  passing  over  their 
heads.  On  the  other  hand,  on  clear  calm  nights  the  ground  is  cooled 
by  radiation  to  the  sky,  and  the  layers  of  air  near  the  ground  are 
colder  than  those  above  them;  hence  sound  bends  downwards,  and 
may  thus,  by  arching  over  intervening  obstacles,  become  audible  at 
distant  points,  which  it  could  not  reach  by  rectilinear  propagation. 
This  influence  of  temperature,  which  was  first  pointed  out  by  Pro- 
fessor Osborne  Reynolds,  is  one  reason  why  sound  from  distant 
sources  is  better  heard  by  night  than  by  day. 

A  similar  effect  of  wind  had  been  previously  pointed  out  by  Pro- 
fessor Stokes.  It  is  well  known  that  sound  is  better  heard  with  the 
wind  than  against  it  This  diiSerence  is  due  to  the  circumstance 
that  wind  is  checked  by  friction  against  the  earth,  and  therefore 
increases  in  velocity  upwards.  Sound  travelling  with  the  wind, 
therefore,  travels  fastest  above,  and  sound  travelling  against  the 
wind  travels  fastest  below,  its  actual  velocity  being  in  the  former 
case  the  sum,  and  in  the  latter  the  difference,  of  its  velocity  in  still 
air  and  the  velocity  of  the  wind.  The  velocity  of  the  wind  is  so 
much  less  than  that  of  sound,  that  if  uniform  at  all  heights  its 
influence  on  audibility  would  scarcely  be  appreciable. 

819  b,  Calculation. — To  calculate  the  curvature  of  a  ray  of  sound 
due  to  variation  of  temperature  with  height^  we  may  employ,  as  in 

§  816,  the  formula  -  =— ,  where  ^v  denotes  the  difference  of  velocity 

for  a  difference  of  1  foot  in  height.  The  value  of  v  varies  as  V(l  -|-  at), 
or  approximately  as  l+^at,  t  denoting  temperature,  and  a  the  co- 

^  A  more  complete  discossion  of  the  optics  of  mirage  will  be  found  in  two  papers  by  tbe 
editor  of  this  work  in  the  PhUotophical  Magazine  for  March  and  April,  1873,  and  in 
Nature  iot  Nov.  19  and  26,  1874. 


temperature  varies  by  -  of  a  degree  per  foot,  the  value  of  —  at  tem- 
peratures near  zero  will  be  g"-,  that  is,  .^g-,  and  the  radius  of  curva- 
ture will  be  54671  feet  This  calculation  shows  that  the  bending  is 
much  more  considerable  for  rays  of  sound  than  for  rays  of  lighi 

820.  Diftaction  Fringes. — When  a  beam  of  direct  sunlight  i^i 
admitted  into  a  dark  room  through  a  narrow  slit,  a  screen  placed  at 
any  distance  to  receive  it  will  show  a  line  of  white  light,  bordered 
with  coloured  fringes  which  become  wider  as  the  slit  is  narrowed. 
They  also  increase  in  width  as  the  screen  is  removed  further  off.  If 
they  are  viewed  through  a  piece  of  red  glass  which  allows  only  red 
rays  to  pass,  they  will  appear  as  a  succession  of  bands  alternately 
bright  and  dark. 

To  explain  their  origin,  we  shall  suppose  the  sun  s  rays  (which  may 
be  reflected  from  an  external  mirror)  to  be  perpendicular  to  the  plane 
of  the  slit,^  so  that  the  wave- fronts  are  parallel  to  this  plane,  and  we 
shall,  in  the  first  instance,  confine  our  attention  to  light  of  a  particular 
wave-length ;  for  example,  that  of  the  light  transmitted  by  the  red 
glass.  Then,  if  the  slit  be  uniform  through  its  whole  length,  the 
positions  of  the  bright  and  dark  bands  will  be  governed  by  the  fol- 
lowing laws: — 

1.  The  darkest  parts  will  be  at  points  whose  distances  firom  the 
two  edges  of  the  slit  differ  by  an  exact  number  of  wave-lengths.  If 
the  difference  be  one  wave-length,  the  light  which  arrives  at  any 
inst^int  from  different  parts  of  the  width  of  the  slit  is  in  all  possible 
phases,  and  the  disturbance  produced  by  the  nearer  half  of  the  slit 
cancels  that  produced  by  the  remoter  half  If  the  difference  be  n 
wave-lengths,  we  can  divide  the  slit  into  n  parts,  such  that  the  effect 
due  to  each  part  is  thus  niL^ 

'  That  is,  to  the  plane  of  the  two  knife-edges  by  which  the  slit  is  bounded.  This  condition 
can  only  be  strictly  fulfilled  for  a  single  point  on  the  sun's  disk.  Every  point  on  the  sun's 
surface  sends  out  its  own  waves  as  an  independent  source;  and  waves  from  one  point  cannot 
interfere  with  waves  from  another.  In  the  experiment  as  described  in  the  text  the  fringes 
due  to  different  parts  of  the  sun's  surface  are  all  produced  at  once  on  the  screen,  and 
overlap  each  other. 

*  The  following  explanation  will  serve  to  establish  the  legitimacy  of  the  reasoning  here 
employed: — 

£adi  element  of  the  length  of  the  slit  tends  to  produce  a  system  of  circular  rings  (the 
screen  being  supposed  parallel  to  the  plane  of  the  slit).    If  the  width  of  the  slit  is  nnifffnn^ 


a  half.  Let  the  difference  be  n+  J;  then  we  can  divide  the  slit  into 
n  inefficient  parts  and  one  efficient  part,  this  latter  having  only  half 
the  width  of  one  of  the  othera. 

Each  colour  of  light  has  its  own  alterna;te  bands  of  brightness  and 
darkness,  the  distance  from  band  to  band  being  greatest  for  red  and 
least  for  violet.  The  superposition  of  all  the  bands  constitutes  the 
coloured  fringes  which  are  seen. 

This  experiment  furnishes  the  simplest  answer  to  the  objection 
formerly  raised  to  the  undulatory  theory,  that  light  is  not  able,  like 
sound,  to  pass  round  an  obstacle,  but  can  only  travel  in  straight  lines. 
In  this  experiment  light  does  pass  round  an  obstacle,  and  turns  more 
and  more  away  from  a  straight  line  as  the  slit  is  narrowed. 

When  the  slit  is  not  exceedingly  narrow,  the  light  sent  in  oblique 
directions  is  quite  insensible  in  comparison  with  the  direct  light,  and 
no  fringes  are  visibla  **We  have  reason  to  think  that  when  sound 
passes  through  a  very  large  aperture,  or  when  it  is  reflected  from  a 
large  surface  (which  amounts  nearly  to  the  same  thing),  it  is  hardly 
sensible  except  in  front  of  the  opening,  or  in  the  direction  of  reflection."^ 

There  are  several  other  modes  of  producing  diffraction  fringes, 
which  our  limits  do  not  permit  us  to  notice.  We  proceed  to  describe 
the  mode  of  obtaining  a  pure  apectruTn  by  diffraction. 

821.  Diffraction  by  a  Grating. — If  a  piece  of  glass  is  ruled  with 
parallel  equidistant  scratches  (by  means  of  a  dividing  engine  and 
diamond  point)  at  the  rate  of  some  hundreds  or  thousands  to  the  inch, 
we  shall  find,  on  looking  through  it  at  a  slit  or  other  bright  line  (the 
glass  being  held  so  that  the  scratches  are  parallel  to  the  slit),  that  a 
number  of  spectra  are  presented  to  view,  ranged  at  nearly  equal 
distances,  on  both  sides  of  the  slit  If  the  experiment  is  made  under 
favourable  circumstances,  the  spectra  will  be  so  pure  as  to  show  a 
number  of  Fraunhofer  s  lines. 

Instead  of  viewing  the  spectra  with  the  naked  eye,  we  may  with 
advantage  employ  a  telescope,  focussed  on  the  plane  of  the  slit;  or 
we  may  project  the  spectra  on  a  screen,  by  first  placing  a  convex 
lens  so  as  to  form  an  image  of  the  slit  (which  must  be  very  strongly 

these  systems  will  be  precisely  alike,  and  will  have  for  their  resultant  a  system  of  straight 
bonds,  parallel  to  the  slit  and  touching  the  rings.     These  are  the  bands  described  in  the 
text.     Hence,  to  determine  the  illumination  of  any  point  of  the  screen,  it  is  only  necessazy 
to  attend,  as  in  the  text^  to  the  nearest  points  of  tiie  two  edges  of  the  slit. 
'  Airy,  Undulatory  Tktory.     Art.  28. 
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A  piece  of  glass  thus  ruled  is  called  a  grating}  A  grating  for 
diffraction  experiments  consists  essentially  of  a  number  of  parallel 
strips  alternately  transparent  and  opaqua 

The  distance  between  the  "fixed  lines"  of  the  spectra,  and  the 
distance  from  one  spectrum  to  the  next,  are  found  to  depend  on  the 
distance  of  the  strips  measured  from  centre  to  centre,  in  other  words, 
on  the  number  of  scratches  to  the  inch,  but  not  at  all  on  the  relative 

breadths  of  the  transparent  and  opaque 
stripa  This  latter  circumstance  only 
affects  the  brightness  of  the  spectra. 

Diffraction  spectra  are  of  great  practi- 
cal importance — 

1.  Ajs  furnishing  a  uniform  standard  of 
reference  in  t^e  comparison  of  spectra. 

2.  As  affording  the  most  accurate 
method  of  determining  the  wave-lengths 
of  the  different  elementary  rays  of 
light 

822.  Principle  of  Diffraction  Spectmm. 
—Let  GG  (Fig.  728)  be  a  grating,  re- 
ceiving light  from  an  infinitely^  distant 
point  lying  in  a  direction  perpendicular 
to  the  plane  of  the  grating,  so  that  the 
wave-fronts  of  the  incident  light  are 
parallel  to  this  plane.  Let  a  convex 
lens  L  be  placed  on  the  other  side  of  the 
grating,  and  let  its  axis  make  an  acute 
angle  6  with  the  rays  incident  on  the 
grating.  Then  the  light  collected  at 
its  principal  focus  F  consists  of  all  the 
light  incident  upon  the  lens  parallel  to 
its  axis.  Let  8  denote  the  distance 
between  the  rulings,  measured  from  centre  to  centre,  so  that  if,  for 

'  Engraved  glass  gratmgs  of  sufficient  size  for  spectroscopic  poiposes  (say  an  inch  squaie) 
are  extremely  expensiye  and  difficult  to  procure.  Lord  Rayleigh  has  made  numeious  pho- 
tographic copies  of  such  gratings,  and  the  copies  appear  to  be  equally  effective  with  the 
originals. 

'  It  is  not  neeeuary  that  the  source  should  be  infinitely  distant  (or  the  incident  nbya 
parallel);  but  this  is  the  simplest  case,  and  the  most  usual  case  in  practice. 


Fig.  728. 
pKindpIe  of  DifQcaetion  Speoinun. 
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example,  there  are  1 000  lines  to  the  inch,  8  will  be  toW  of  ^^  ^^ch ; 
and  suppose  first  that  8  sin  9  is  exactly  equal  to  the  wave-length  X  of 
one  of  the  elementary  kinds  of  light.  Then,  of  all  the  light  which 
falls  upon  the  lens  parallel  to  its  axis,  the  left-hand  portion  in  the 
figure  is  most  retarded  (having  travelled  farthest),  and  the  right-hand 
portion  least,  the  retardation,  in  comparing  each  transparent  interval 
with  the  next,  being  constant,  and  equal  to  8  sin  9,  as  is  evident  from 
an  inspection  of  the  figure.  Now,  for  the  particular  kind  of  light  for 
which  X=:a  sind,  this  retardation  is  exactly  a  wave-length,  and  all 
the  transparent  intervals  send  light  of  the  same  phase  to  the  focus  F; 
so  that,  if  there  are  1000  such  intervals,  the  resultant  amplitude 
of  vibration  of  F  is  1000  times  the  amplitude  due  to  one  interval 
alone.  For  light  of  any  other  wave-length  this  coincidence  of  phase 
will  not  exist.  For  example,  if  the  difference  between  X  and  8  Bind 
is  y^j>^  X,  the  difference  of  phase  between  the  lights  received  from 
the  list  and  2d  intervals  will  be  -nAnr  ^  between  the  1st  and  3d  -n^  X, 
between  the  1st  and  501st  -i^o%%  X>  or  just  half  a  wave-length,  and 
so  on.  The  1st  and  501st  are  thus  in  complete  discordance,  as  are 
also  the  2d  and  502d,  &c.  Light  of  every  wave-length  except  one 
is  thus  almost  completely  destroyed  by  interference,  and  the  light 
collected  at  F  consists  almost  entirely  of  the  particular  kind  defined 
by  the  condition 

\  =  $mii$,  (1) 

The  purity  of  the  diffraction  spectrum  is  thus  explained. 

If  a  screen  be  held  at  F,  with  its  plane  perpendicular  to  the  prin- 
cipal axis,  any  point  on  this  screen  a  little  to  one  side  of  F  will 
receive  light  of  another  definite  wave-length,  corresponding  to  an- 
other direction  of  incidence  on  the  lens,  and  a  pure  spectrum  will 
thus  be  depicted  on  the  screen. 

828.  Praotioal  Application. — In  the  arrangement  actually  em- 
ployed for  accurate  observation,  the  lens  L  L  is  the  object-glass  of  a 
telescope  with  a  cross  of  spider-lines  at  its  principal  focus  F.  The 
telescope  is  first  pointed  directly  towards  the  source  of  light,  and  is 
then  turned  to  one  side  through  a  measured  angle  6.  Any  fixed  line 
of  the  spectrum  can  thus  be  brought  into  apparent  coincidence  with 
the  cross  of  spider-lines,  and  its  wave-length  can  be  computed  by 
the  formula  (1). 

The  spectrum  to  which  formula  (1)  relates  is  called  the  spectrum 
of  the  first  (xrder. 


2X  =  Bin9.  (2) 

For  the  spectrum  of  the  third  order,  the  equation  is 

8X  =  8in^;  (3) 

and  so  on,  the  explanation  of  their  formation  being  almost  precisely 
the  same  as  that  above  given.  There  are  two  spectra  of  each  order, 
one  to  the  right,  and  the  other  at  the  same  distance  to  the  left  of 
the  direction  of  the  source.  In  Angstrom  s  observations,^  which  are 
the  best  yet  taken,  all  the  spectra,  up  to  the  sixth  inclusive,  were 
observed,  and  numerous  independent  determinations  of  wave-length 
were  thus  obtained  for  several  hundred  of  the  dark  lines  of  the  solar 
spectrum. 

The  source  of  light  was  the  infinitely  distant  image  of  an  illumi- 
nated slit,  the  slit  being  placed  at  the  principal  focus  of  a  collimator, 
and  illuminated  by  a  beam  of  the  sun's  rays  reflected  from  a  mirror. 

The  purity  of  a  diffraction  spectrum  increases  with  the  number  of 
lines  on  the  grating  which  come  into  play,  provided  that  they  are 
exactly  equidistant ;  and  may  therefore  be  increased  either  b}^  in- 
creasing the  size  of  the  grating,  or  by  ruling  its  lines  closer  together. 
The  gratings  employed  by  Angstrom  were  about  f  of  an  inch  square, 
the  closest  ruled  having  about  4500  lines,  and  the  widest  1500. 

As  regards  brightness,  difilraction  spectra  are  far  inferior  to  those 
obtained  by  prisms.  To  give  a  maximum  of  light,  the  opaque  inter- 
vals should  be  perfectly  opaque,  and  the  transparent  intervals  per- 
fectly transparent ;  but  even  under  the  most  favourable  conditions, 
the  whole  light  of  any  one  of  the  spectra  cannot  exceed  about  -^ 
of  the  light  which  would  be  received  by  directing  the  telescope  to 
the  slii  The  greatest  attainable  intrinsic  brightness  in  any  part  of 
a  diffraction  spectrum  is  thus  not  more  than  -^  of  the  intrinsic 
brightness  in  the  same  part  of  a  prismatic  spectrum,  obtained  with 
the  same  slit,  collimator,  and  observing  telescope,  and  with  the  same 
angular  separation  of  fixed  linea  The  brightness  of  the  spectra  partly 
depends  upon  the  ratio  of  the  breadths  of  the  transparent  and 
opaque  intervals.  In  the  case  of  the  spectra  of  the  first  order,  the 
best  ratio  is  that  of  equality,  and  equal  departures  from  equality  in 
opposite  directions  give  identical  results;  for  example,  if  the  breadth 

^  Angstrom,  Rechereket  9ur  la  Spectre  Solaire,    Upeal,  1868. 


first  spectrum  is  just  a  quarter  of  what  it  would  be  with  the  breadths 
equal 

When  a  diffraction  spectrum  is  seen  with  the  naked  eye,  the  cornea 
and  crystalline  of  the  eye  take  the  place  of  the  lens  L  L,  and  form  a 
real  image  on  the  retina  at  F. 

823  A.  Retardation  Gratings. — If,  instead  of  supposing  the  bars  of 
the  grating  to  be  opaque,  we  suppose  them  to  be  transparent,  but  to 
produce  a  definite  change  of  phase  either  by  acceleration  or  retarda- 
tion, the  spectra  produced  will  be  the  same  as  in  the  case  above 
discussed,  except  as  regards  brightness.  We  may  regard  the  effect 
as  consisting  of  the  superposition  of  two  exactly  coincident  sets  of 
spectra,  one  due  to  the  spaces  and  the  other  to  the  bara  Any  one 
of  the  resultant  spectra  may  be  either  brighter  or  less  bright  than 
either  of  its  components,  according  to  the  difference  of  phase  between 
them.  If  the  bars  and  spaces  are  equally  transparent,  the  two  super- 
imposed spectra  will  be  equally  bright,  and  their  resultant  at  any 
part  may  have  any  brightness  intermediate  between  zero  and  four 
times  that  of  either  component. 

823  b.  Reflection  Gratings. — Diffraction  spectra  can  also  be  obtained 
by  reflection  from  a  surface  of  speculum  metal  finely  ruled  with 
parallel  and  equidistant  scratches.  The  appearance  presented  is  the 
same  as  if  the  geometrical  image  of  the  slit  (with  respect  to  the 
grating  regarded  as  a  plane  mirror)  were  viewed  through  the  grating 
regarded  as  transparent 

824.  Standard  Spectrum. — The  simplicity  of  the  law  connecting 
wave-length  with  position,  in  the  spectra  obtained  by  diffraction, 
offers  a  remarkable  contrast  to  the  "irrationality"  of  the  dispersion 
produced  by  prisms.  Diffraction  spectra  may  thus  be  fairly  regarded 
as  natural  standards  of  comparison ;  and,  in  particular,  the  limiting 
form  (if  we  may  so  call  it)  to  which  the  diffraction  spectra  tend, 
as  sin  0  becomes  small  enough  to  be  identified  with  0,  so  that  devia- 
tion becomes  simply  proportional  to  wave-length,  is  generally  and 
deservedly  accepted  by  spectroscopists  as  the  absolute  standard  of 
reference,  Tliis  limiting  form  is  often  briefly  designated  as  "the 
diffraction  spectrum;"  it  differs  in  fact  to  a  scarcely  appreciable 
extent  from  the  first,  or  even  the  second  and  third  spectra  furnished 
in  ordinary  cases  by  a  grating. 

The  diffraction  spectrum  differs  notably  from  prismatic  spectra  in 


light  is  nearly  in  its  centra 

The  first  three  columns  of  numbers  in  the  subjoined  table  indicate 
the  approximate  distances  between  the  fixed  lines  B,  D,  E,  F,  O  in 
certain  prismatic  spectra,  and  in  the  standard  diffraction  spectrum, 
the  distance  from  B  to  0  being  in  each  case  taken  as  1000: — 


BtoD.     .    . 
D  to  E,     .    . 
E  to  F.      .     . 
FtoG,     .     . 

Flint-glAM. 
Angle  of  00*. 

Bisnlphide  of 

Carbon. 
Angle  of  W. 

Diihaotion.  or 
DifTerenoeiif 
Wave-length. 

Differenoa  of 
WaT».£reqaem7. 

220 
214 
192 
874 

194 
206 
190 
410 

381 
248 
160 
216 

278 
282 
184 
806 

1000 

1000 

1000 

1000 

In  the  standard  diffraction  spectrum,  deviation  is  simply  propor- 
tional to  wave-length,  and  therefore  the  distance  between  two  colours 
represents  the  difference  of  their  wave-lengtha  It  has  been  sug- 
gested that  a  more  convenient  reference -spectrum  would  be  con- 
structed by  assigning  to  each  colour  a  deviation  proportional  to  its 
wave-frequency  (or  to  the  reciprocal  of  its  wave-length),  so  that  the 
distance  between  two  colours  will  represent  the  difference  between 
their  wave-frequenciea  The  result  of  thus  disposing  the  fixed  lines 
is  shown  in  the  last  column  of  the  above  tabla  It  differs  from  pris- 
matic spectra  in  the  same  direction,  but  to  a  much  less  extent  than 
the  diffraction  spectrum. 

It  has  been  suggested  by  Mr.  Stoney  as  extremely  probable,  that 
the  bright  lines  of  spectra  are  in  many  cases  harmonics  of  some  one 
fundamental  vibration.  Three  of  the  four  bright  lines  of  hydrogen 
have  wave-frequencies  exactly  proportional  to  the  nuimbers  20,  27,  and 
32;  and  in  the  spectrum  of  chloro-chromic  acid  all  the  lines  whose 
positions  have  been  observed  (31  in  number)  have  wave-frequencies 
which  are  multiples  of  one  common  fundamental 

825.  Wave-lengths. — Wave-lengths  of  light  are  commonly  stated 
in  teims  of  a  unit  of  which  10^®  make  a  metre, — hence  called  the 
tenth-metre.  The  following  are  the  wave-lengths  of  some  of  the 
principal  "fixed  lines"  as  determined  by  Angstrom:^ — 

^  The  wave-lengthB  of  the  spectral  lines  of  all  elementary  suhetances  will  be  found  in 
Dr.  W.  M.  Watts'  Index  of  Spectra. 
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The  velocity  of  light  as  determined  by  Comu  is  300  millioD  metres 
per  second,  or  300  x  10^*  tenth-metres  per  second.  The  number  of 
waves  per  second  for  any  colour  is  therefore  300  x  10^*  divided  by  its 
wave-length  as  above  expressed.     Hence  we  find  approximately: — 

For  A 395  millionB  of  millioiiB  per  second. 

„    I> 510        „ 

n    H 760        „ 

826.  Coloars  of  Thin  Films.  Newton's  Binges. — If  two  pieces  of 
glass,  with  their  surfaces  clean,  are  brought  into  close  contact,  coloured 
fringes  are  seen  surrounding  the  point  where  the  contact  is  closest 
They  are  best  seen  when  light  is  obliquely  reflected  to  the  eye  from  the 
surfaces  of  the  glass,  and  fringes  of  the  complementary  colours  may 
be  seen  by  transmitted  light.  A  drop  of  oil  placed  on  the  surface  of 
clean  water  spreads  out  into  a  thin  film,  which  exhibits  similar 
fringes  of  colour;  and  in  general,  a  very  thin  film  of  any  transparent 
substance,  separating  media  whose  indices  of  refraction  are  different 
from  its  own,  exhibits  colour,  especially  when  viewed  by  obliquely 
reflected  light.  In  the  first  experiment  above-mentioned,  the  thin 
film  is  an  air-film  separating  the  pieces  of  glass.  In  soap-bubbles  or 
films  of  soapy  water  stretched  on  rings,  a  similar  effect  is  produced 
by  a  small  thickness  of  water  separating  two  portions  of  air. 

The  colours,  in  all  these  cases,  when  seen  by  reflected  light,  are 
produced  by  the  mutual  interference  of  the  light  reflected  from  the 
two  surfaces  of  the  thin  film.  An  incident  ray  undergoes,  as  ex- 
plained in  §729,  a  series  of  reflections  and  refractions;  and  we  may 
thus  distinguish,  for  light  of  any  given  refrangibility,  several  systems 
of  waves,  all  of  which  originally  came  from  the  same  source.  These 
systems  give  by  their  interference  a  series  of  alternately  bright  and 
dark  fringes;  and  when  ordinary  white  light  is  employed,  the  fringes 
are  broadest  for  the  colours  of  greatest  wave-length.  Their  super- 
position thus  produces  the  observed  colours.  The  colours  seen  by 
transmitted  light  may  be  similarly  explained. 

The  first  careful  observations  of  these  coloured  fringes  were  made 
by  Newton,  and  they  are  generally  known  as  NewtarCa  rings. 
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827.  Polarization. — When  a  piece  of  the  semi-transpareDt  mineral 
called  tourmaline  is  cut  into  slices  by  sections  parallel  to  its  axis,  it  is 
found  that  two  of  these  slices,  if  laid  one  upon  the  other  in  a  particuiai 
relative  position,  as  A,  B  (Fig.  729),  form  an  opaque  combination. 
Let  one  of  them,  in  fact,  be  turned  round  upon  the  other  through 
various  angles  (Fig.  729)-     It  will  be  found  that  the  combination  is 

most  transparent  in  two  posi- 
tions differing  by  180**,  one  of 
them  ab  being  the  natural 
position  which  they  originally 
occupied  in  the  crystal;  and 
that  it  is  most  opaque  in  the 
two  positions  at  right  angles 
It  is  not  necessary  that  the  slices  should  be  cut  from 
Any  two  plates  of  tourmaline  with  their  faces 


Fig.  7M.— Toarmaline  PUtM. 


to  these, 
the  same  crystal 
parallel  to  the  axes  of  the  crystals  from  which  they  were  cut,  will 
exhibit  the  same  phenomenon.  The  experiment  shows  that  light 
which  has  passed  through  one  such  plate  is  in  a  peculiar  and  so  to 
speak  unsymmetrical  condition.  It  is  said  to  be  plane-polarizecL 
According  to  the  undulatory  theory,  a  ray  of  common  light  contains 
vibrations  in  all  planes  passing  through  the  ray,  and  a  ray  of  plane- 
polarized  light  contains  vibrations  in  one  plane  only.  Polarized  light 
cannot  be  distinguished  from  common  light  by  the  naked  eye;  and 
for  all  experiments  in  polarization  two  pieces  of  apparatus  must  be 
employed — one  to  produce  polarization,  and  the  other  to  show  it 
The  former  is  called  the  polarizer,  the  latter  the  analyzer;  and  every 
apparatus  that  serves  for  one  of  these  purposes  will  also  serve  for  the 
other.     In  the  experiment  above  described,  the  plate  next  the  eye  is 


Digitized  by 


Googk 


POLARIZATION   BY   REFLECTION. 


1033 


che  analyzer.  The  usual  process  in  examining  light  with  a  view  to 
test  whether  it  is  polarized,  consists  in  looking  at  it  through  an 
analyzer,  and  observing  whether  any  change  of  brightness  occurs  as 
the  analyzer  is  rotated.  When  the  light  of  the  blue  sky  is  thus 
examined,  a  difference  of  brightness  can  always  be  detected  accord- 
ing to  the  position  of  the  analyzer,  especially  at  the  distance  of 
about  90**  from  the  sun.  In  all  such  cases  there  are  two  positions; 
differing  by  180**,  which  give  a  minimum  of  light,  and  the  two  posi- 
tions intermediate  between  these  give  a  maximum  of  light 

The  extent  of  the  changes  thus  observed  is  a  measure  of  the  com- 
pleteness of  the  polarization  of  the  light 

828.  Polarization  by  Befleotion. — Transmission  through  tourmaline 
is  only  one  of  several  ways  in  which  light  can  be  polarized.  When 
a  beam  of  light  is  reflected  from  a  polished  surface  of  glass,  wood, 
ivory,  leather,  or  any  other  non-metallic  substance,  at  an  angle  of 
from  50*  to  60**  with  the  normal,  it  is  more  or  less  polarized,  and  in 
like  manner  a  reflector  composed  of  any  of  these  substances  may  be 
employed  as  an  analyzer.  In  so  using  it,  it  should  be  rotated  about 
an  axis  parallel  to  the  incident  rays  which  are  to  be  tested,  and  the 
observation  consists  in  noting  whether  this  rotation  produces  changes 
in  the  amount  of  reflected  light 

Malua'  Polariscope  (Fig.  730)  consists  of  two  reflectors  A,  B,  one 
serving  as  polarizer  and  the  other 
as  analyzer,  each  consisting  of  a 
pile  of  glass  plates.  Each  of  these 
reflectors  can  be  turned  about  a 
horizontal  axis ;  and  the  upper  one 
(which  is  the  analyzer)  can  also 
be  turned  about  a  vertical  axis, 
the  amount  of  rotation  being  mea- 
sured on  the  horizontal  circle  C  C. 
To  obtain  the  most  powerful  ef- 
fects, each  of  the  reflectors  should 
be  set  at  an  angle  of  about  33**  to 
the  vertical,  and  a  strong  beam  of 
common  light  should  be  allowed 
to  fall  upon  the  lower  pile  in  such  a  direction  as  to  be  reflected 
vertically  upwarda  It  will  thus  fall  upon  the  centre  of  the  upper 
pile,  and  the  angles  of  incidence  and  reflection  on  both  the  piles  will 
be  about  57**.     The  observer  looking  into  the  upper  pile,  in  such  a 


Fig.  780.-Haliu'  PolAri«x>XM. 
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direction  as  to  receive  the  reflected  beam,  will  find  that,  as  the  upper 
pile  is  rotated  about  a  vertical  axis,  there  are  two  positions  (differing 
by  180"^  in  which  he  sees  a  black  spot  in  the  centre  of  the  field  of 
view,  these  being  the  positions  in  which  the  upper  pile  refuses  to 
reflect  the  light  reflected  to  it  from  the  lower  pila  They  are  90**  on 
either  side  of  the  position  in  which  the  two  piles  are  parallel;  this 
latter,  and  the  position  differing  from  it  by  180^  being  those  which 
give  a  maximum  of  reflected  light 

For  every  reflecting  substance  there  is  a  particular  angle  of  in- 
cidence which  gives  a  maximum  of  polarization  in  the  reflected  light 
It  is  called  the  polarizing  angle  for  the  substance,  and  its  tangent  is 
always  equal  to  the  index  of  refraction  of  the  substance;  or  what 
amounts  to  the  same  thing,  it  is  that  particular  angle  of  incidence 
which  is  the  complement  of  the  angle  of  refraction,  so  that  the 
refracted  and  reflected  rays  are  at  right  anglea^  This  important  law 
was  discovered  experimentally  by  Sir  David  Brewster. 

The  reflected  ray  under  these  circumstances  is  in  a  state  of  almost 
complete  polarization;  and  the  advantage  of  employing  a  pile  of 
plates  consists  merely  in  the  greater  intensity  of  the  reflected  light 
thus  furnished.  The  transmitted  light  is  also  polarized ;  it  diminishes 
in  intensity,  but  becomes  more  completely  polarized,  as  the  number 
of  plates  is  increased.  The  reflected  and  the  transmitted  hght  are  in 
fiEict  mutually  complementary,  being  the  two  parts  into  which  common 
light  has  been  decomposed ;  and  their  polarizations  are  accordingly 
opposite,  so  that,  if  both  the  transmitted  and  reflected  beams  are 
examined  by  a  tourmaline,  the  maxima  of  obscuration  will  be 
obtained  by  placing  the  axis  of  the  tourmaline  in  the  one  case 
parallel  tind  in  the  other  perpendicular  to  the  plane  of  incidence. 

It  is  to  be  noted  that  what  is  lost  in  reflection  is  gained  in  trans- 
mission, and  that  polarization  never  favours  reflection  at  the  expense 
of  transmission. 

829.  Plane  of  Polarization. — That  particular  plane  in  which  a  ray 
of  polarized  light,  incident  at  the  polarizing  angle,  is  most  copiously 
reflected,  is  called  the  plane  of  polarization  of  the  ray.  When  the 
polarization  is  produced  by  reflection,  the  plane  of  reflection  is  the 


'  Adopting  the  indices  of  refraction  given  in  the  table  §  724,  we  find  the  following  values 
for  the  polarizing  angle  for  the  undermentioned  substances  :— 


Diamond,.  .  .  6r  48' to  70*  8' 
Flint-glass,  .  .  6r86'to68M0' 
Crown-glass,.     .     66' 61' to  57' 28' 


Pore  Water, 58*  11' 

Air, 45* 
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perpendicular  to  that  plane  (§  841).  The  vibrations  of  a  ray  reflected 
at  the  polarizing  angle  are  accordingly  to  be  regarded  as  perpendi- 
cular to  the  plane  of  incidence  and  reflection,  and  therefore  as  parallel 
to  the  reflecting  surfSaiCe. 

830.  Polarization  by  Doable  Befhiction. — We  have  described  in  §732 
some  of  the  principal  phenomena  of  double  refraction  in  uniaxal 
crystals.  We  have  now  to  mention  the  important  fact  that  the  two 
rays  furnished  by  double  refraction  are  polarized,  the  polarization  in 
this  case  being  more  complete  than  in  any  of  the  cases  thus  far  dis- 
cussed. On  looking  at  the  two  images  through  a  plate  of  tourmaHne, 
or  any  other  analyzer,  it  will  be  found  that  they  undergo  great  varia- 
tions of  brightness  as  the  analyzer  is  rotated,  one  of  them  becoming 
fainter  whenever  the  other  becomes  brighter,  and  the  maximum 
brightness  of  either  being  simultaneous  with  the  absolute  extinction 
of  the  other.  If  a  second  piece  of  Iceland-spar  be  used  as  the  analyzer, 
four  images  will  be  seen,  of  which  one  pair  become  dimmer  as  the 
other  pair  become  brighter,  and  either  of  these  pairs  can  be  extin- 
guished by  giving  the  analyzer  a  proper  position. 

831.  Theory  of  Doable  Refraction. — The  existence  of  double  refrac- 
tion admits  of  a  very  natural  explanation  on  the  undulatory  theory. 
In  uniaxal  crystals  it  is  assumed  that  the  elasticity  of  the  luminifer- 
ous  sether  is  the  same  for  all  vibrations  executed  in  directions  perpen- 
dicular to  the  axis ;  and  that,  for  vibrations  in  other  directions,  the 
elasticity  varies  solely  according  to  the  inclination  of  the  dii-ection  of 
vibration  to  the  axia  There  are  two  classes  of  doubly- refracting 
uniaxal  crystals,  called  respectively  positive  and  negative/  In  the 
former  the  elasticity  for  vibrations  perpendicular  to  the  axis  is  a 
maximum ;  in  the  latter  it  is  a  minimum.  Iceland-spar  belongs  to 
the  latter  class ;  and  as  small  elasticity  implies  slow  propagation,  a 
ray  propagated  by  vibrations  perpendicular  to  the  axis  wUl,  in  this 
crystal,  travel  with  minimum  velocity ;  while  the  most  rapid  pro- 
pagation will  be  attained  by  rays  whose  vibrations  are  pai'allel  to 
the  axis. 

Consider  any  plane  oblique  to  the  axis.  Through  any  point  in 
this  plane  we  can  draw  one  line  perpendicular  to  the  axis ;  and  the 
line  at  right  angles  to  this  will  have  smaller  inclination  to  the  axis 
than  any  other  line  in  the  plane.  These  two  lines  are  the  directions 
of  least  and  greatest  resistance  to  vibration ;  the  former  is  the  direc- 


in  all  directions  in  the  crystal,  so  that  the  wave-surface  for  these  is 
spherical;  but  the  velocity  of  propagation  for  the  extraordinary  rays 
differs  according  to  their  inclination  to  the  axis,  and  their  wave- 
surface  is  a  spheroid  whose  polar  diameter  is  equal  to  the  diameter 
of  the  aforesaid  sphere.  The  sphere  and  spheroid  touch  one  another 
at  the  extremities  of  this  diameter  (which  is  parallel  to  the  axis  of 
the  crystal),  and  the  ordinary  and  extraordinary  rays  in  this  par- 
ticular direction  coincide,  so  that  the  double  refraction  becomes  single. 
The  course  of  the  two  rays  produced  in  the  crystal  by  a  given  ray 
incident  on  a  plane  face,  may  be  determined  by  Huygens'  construc- 
tion, which  has  been  described  in  §  811.  The  ordinary  index  is  the 
ratio  of  the  velocity  in  air  to  the  velocity  of  the  ordinary  ray.  The 
extraordinary  index  (so  called)  is  the  ratio  of  the  velocity  in  air  to 
the  velocity  of  the  slowest  extraordinary  rays  in  the  case  of  positive 
crystals,  or  to  the  velocity  of  the  swiftest  extraordinary  rays  in  the 
case  of  negative  crystala     In  both  cases  the  extraordinary  index  is 

that  value  of  gi^e  of  refra^on  '^'^^^^  differs  most  from  the  ordinary 
index.     The   extraordinary  index   is  applicable  to  refraction  at  a 

plane  surface  parallel  to  the  axis,  when 
the  plane  of  incidence  is  perpendicular  to 
the  axis. 

Tourmaline,  like  Iceland-spar,  is  a  nega- 
tive uniaxal  crystal ;  and  its  use  as  a  pol- 
arizer depends  on  the  property  which  it 
possesses  of  absorbing  the  ordinary  much 
more  rapidly  than  the  extraordinary  ray, 
so  that  a  thickness  which  is  tolerably 
transparent  to  the  latter  is  almost  com- 
pletely opaque  to  the  former. 

832.  Nicors  Prism. — One  of  the  most 
convenient  and  effective  contrivances  for 
polarizing  light,  or  analyzing  it  when  pol- 
arized, is  that  known,  from  the  name  of 
its  inventor,  as  NicoFs  prism.  It  is  made 
by  slitting  a  rhomb  of  Iceland- spar  along  a  diagonal  plane  acbd 
(Fig.  731),  and  cementing  the  two  pieces  together  in  their  natural 
position  by  Canada  balsam,  a  substance   whose  refractive  index 
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Fig.  781.— Niool'i  Prinn. 
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entering  the  prism.  Of  the  two  rays  thus  formed,  the  ordinary  ray 
is  totally  reflected  on  meeting  the  fii-st  surface  of  the  balsam,  and 
passes  out  at  one  side  of  the  crystal,  as  oO;  while  the  extraordinary 
ray  is  transmitted  through  the  balsam  as  through  a  parallel  plate, 
and  finally  emerges  at  the  end  of  the  prism,  in  the  direction  eE, 
parallel  to  the  original  direction  SI.  This  apparatus  has  nearly  all 
the  convenience  of  a  tourmaline  plate,  with  the  advantages  of  much 
greater  transparency  and  of  complete  polarization. 

In  Fouca'iTlt*s  prism,  which  is  extensively  used  instead  of  Nicol's, 
the  Canada  balsam  is  omitted,  and  there  is  nothing  but  air  between 
the  two  pieces.  Tliis  change  has  the  advantage  of  shortening  the 
prism  (because  the  critical  angle  of  total  reflection  depends  on  the 
relative  index  of  refraction  of  the  two  media),  but  gives  a  smaller 
field  of  view,  and  rather  more  loss  of  light  by  reflection. 

833.  Colours  produced  by  Elliptic  Polarization. — Very  beautiful 
colours  may  be  produced  by  the  peculiar  action  of  polarized  light. 
For  example,  if  a  piece  of  selenite  (crystallized  gypsum)  about  the 
thickness  of  paper,  is  introduced  between  the  polarizer  and  analyzer 
of  any  polarizing  arrangement,  and  turned  about  into  different 
directions,  it  will  in  some  positions  appear  brightly  coloured,  the 
colour  being  most  decided  when  the  analyzer  is  in  either  of  the  two 
critical  positions  which  give  respectively  the  greatest  light  and  the 
greatest  darkness.  The  colour  is  changed  to  its  complementary  by 
rotating  the  analyzer  through  a  right  angle ;  but  rotation  of  the  piece 
of  selenite,  when  the  analyzer  is  in  either  of  the  critical  positions, 
merely  alters  the  depth  of  the  colour  without  changing  its  tint,  and 
in  certain  critical  positions  of  the  selenite  there  is  a  complete  absence 
of  colour.  Thicker  plates  of  selenite  restore  the  light  when  ex- 
tinguished by  the  analyzer,  but  do  not  show  colour. 

834.  Explanation. — The  following  is  the  explanation  of  these 
appearancea  Let  the  analyzer  be  turned  into  such  a  position  as  to 
produce  complete  extinction  of  the  plane-polarized  light  which  comes 
to  it  from  the  polarizer;  and  let  the  plane  of  polarization  and  the 
plane  perpendicular  thereto  (and  parallel  to  the  polarized  rays)  be 

*  a  and  6  are  the  corners  at  which  three  equal  obtuse  angles  meet  (§733).  The  ends  of 
the  rhomb  which  are  shaded  in  the  figure  are  rhombuses.  Their  diagonals  drawn  through 
a  and  b  respectively  will  lie  in  one  plane,  which  will  contain  the  axis  of  the  crystal,  and 
wiU  cut  the  plane  of  section  acbd  &t  right  angles.  The  length  of  the  rhomb  is  about  three 
and  a  half  times  its  breadth. 
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called  the  two  planes  of  reference.  Let  the  slice  of  selenite  be  laid 
80  that  the  polarized  rays  pass  through  it  normally.  Then  there  are 
two  directions,  at  right  angles  to  each  other,  which  are  the  directions 
of  greatest  and  least  elasticity  in  the  plane  of  the  slice.  Unless  the 
slice  is  laid  so  that  these  directions  coincide  with  the  two  planes  of 
reference,  the  plane  polarized  light  which  is  incident  upon  it  will  be 
broken  up  into  two  rays,  one  of  which  will  traverse  it  more  rapidly 
than  the  other.  Referring  to  the  diagram  of  Lissajous'  figures  (Fig. 
604*),  let  the  sides  of  the  rectangle  be  the  directions  of  greatest  and 
least  elasticity,  and  let  the  diagonal  line  in  the  first  figure  be  the 
direction  of  the  vibrations  of  an  incident  ray, — ^this  diagonal  accord- 
ingly lies  in  one  of  the  two  planes  of  referenca  In  traversing  the 
slice,  the  component  vibrations  in  the  directions  of  greatest  and 
least  elasticity  will  be  propagated  with  unequal  velocities;  and  if  the 
incident  ray  be  homogeneous,  the  emergent  light  will  be  ellipticaUy 
polarized ;  that  is  to  say,  its  vibrations,  instead  of  being  rectilinear, 
will  be  elliptic,  precisely  on  the  principle^  of  Blackburn's  pendulum 
(§  677  a).  The  shape  of  the  ellipse  depends,  as  in  the  case  of  Lis- 
sajous figures,  on  the  amount  of  retardation  of  one  of  the  two  com- 
ponent vibrations  as  compared  with  the  other,  and  this  is  directly 
proportional  to  the  thickness  of  the  slice.  The  analyzer  resolves  these 
elliptic  vibrations  into  two  rectilinear  components  parallel  and  per- 
pendicular to  the  original  direction  of  vibration,  and 
suppresses  one. of  these  components,  so  that  only  the 
other  remaina  Thus  if  the  ellipse  in  the  annexed 
figure  (Fig.  732)  represent  the  vibrations  of  the  light 
as  it  emerges  from  the  selenite,  and  CD,  EF  be  tan- 
gents parallel  to  the  original  direction  of  vibration, 
the  perpendicular  distance  between  these  tangents, 
AB,  is  the  component  vibration  which  is  not  sup- 
Fig.  y8«.-Coi<mr»  of    pressed  when  the  analyzer  is  so  turned  that  all  the 

Selenite  Platee.  *^ 

light  would  be  suppressed  if  the  selenite  were  re- 
moved. By  rotating  the  analyzer,  we  shall  obtain  vibrations  of  vari- 
ous amplitudes,  corresponding  to  the  distances  between  parallel  tan- 
gents drawn  in  various  directions. 

For  a  certain  thickness  of  selenite  the  ellipse  will  become  a  circle, 

^  The  principle  la  that,  whereas  displaoement  of  a  particle  parallel  to  either  of  the  sidet 
of  the  rectangle  calla  out  a  restoring  force  directly  opposite  to  the  displacement,  displace* 
ment  in  any  other  direction  calls  out  a  restoring  force  inclined  to  the  direction  of  displace- 
ment,  heing  in  fact  the  resultant  of  the  two  restoring  forces  whioh  its  two  oomponeots 
parallel  to  the  sides  of  the  rectangle  would  call  out 
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no  change  of  intensity.  Circularly-polarized  light  is  not  however 
identical  with  ordinary  light;  for  the  interposition  of  an  additional 
thickness  of  selenite  converts  it  into  elliptically  (or  in  a  particular 
case  into  plane)  polarized  light  (§  840). 

The  above  explanation  applies  to  homogeneous  light  When  the 
incident  light  is  of  various  refrangibilities,  the  retardation  of  one 
component  upon  the  other  is  greatest  for  the  rays  of  shortest  wave- 
length. The  ellipses  are  accordingly  different  for  the  different  elemen- 
tary colours,  and  the  analyzer  in  any  given  position  will  produce 
unequal  suppression  of  different  colours.  But  since  the  component 
which  is  suppressed  in  any  one  position  of  the  analyzer,  is  the  com- 
ponent which  is  not  suppressed  when  the  analyzer  is  turned  through 
a  right  angle,  the  light  yielded  in  the  former  case  plus  the  light 
yielded  in  the  latter  must  be  equal  to  the  whole  light  which  was 
incident  on  the  selenite.^  Hence  the  colours  exhibited  in  these  two 
positions  must  be  complementary. 

It  is  necessary  for  the  exhibition  of  colour  in  these  experiments 
that  the  plate  of  selenite  should  be  very  thin,  otherwise  the  retarda- 
tion of  one  component  vibration  as  compared  with  the  other  will  be 
greater  by  several  complete  periods  for  violet  than  for  red,  so  that 
the  ellipses  will  be  identical  for  several. different  colours,  and  the 
total  non-suppressed  light  will  be  sensibly  white  in  all  positions  of 
the  analyzer. 

Two  thick  plates  may  however  be  so  combined  as  to  produce  the 
effect  of  one  thin  plate.  For  example,  two  selenite  plates,  of  nearly 
equal  thickness,  may  be  laid  one  upon  the  other,  so  that  the  direc- 
tion of  greatest  elasticity  in  the  one  shall  be  parallel  to  that  of  least 
elasticity  in  the  other.  The  resultant  effect  in  this  case  will  be  that 
due  to  the  difference  of  their  thicknessea  Two  plates  so  laid  are 
said  to  be  crossed. 

886.  Colours  of  Plates  perpendicular  to  Axis. — ^A  different  class  of 
appearances  are  presented  when  a  plate,  cut  from  a  uniaxal  crystal 
by  sections  perpendicular  to  the  axis,  is  inserted  between  the  polar- 
izer and  the  analyzer.     Instead  of  a  broad  sheet  of  uniform  colour, 

^  We  here  neglect  the  light  absorbed  and  scattered;  bat  the  loss  of  this  does  not  sensibly 
affect  the  colour  of  the  whole.  It  is  to  be  borne  in  mind  that  the  intensity  of  light  is  mea- 
sured by  the  tquart  of  the  amplitude,  and  is  therefore  the  fcimple  sum  of  the  intensities  of 
its  two  components  when  the  resolution  is  rectangular. 


cross,  as  at  A,  13  (Jb  ig.  733). 

836.  Explanation. — ^The  following  is  the  explanation  of  these  ap- 


Flg.  7S8.— Rings  and  Cnwk 

pearances.  Suppose,  for  simplicity,  that  the  analyzer  is  a  plate  of 
tourmaline  held  close  to  the  eya  Then  the  light  which  comes  to 
the  eye  from  the  nearest  point  of  the  plate  under  examination  (the 
foot  of  a  perpendicular  dropped  upon  it  from  the  eye),  has  traversed 
the  plate  normally,  and  therefore  parallel  to  its  optic  axi&  It  has 
therefore  not  been  resolved  into  an  ordinary  and  an  extraordinary 
rayi  but  has  emerged  from  the  plate  in  the  same  condition  in  which 
it  entered,  and  is  therefore  black,  gray,  or  white  according  to  the 
position  of  the  analyzer,  just  as  it  would  be  if  the  plate  were  re- 
moved. But  the  light  which  comes  obliquely  to  the  eye  from  any 
other  part  of  the  plate,  has  traversed  the  plate  obliquely,  and  has 
undergone  double  refi-action.  Let  E  (Fig.  734) 
be  the  position  of  the  eye,  E  O  a  perpendicular 
on  the  plate,  P  a  point  on  the  circumference  of  a 
circle  described  about  O  as  centre.  Then,  since 
£  0  is  parallel  to  the  axis  of  the  plate,  the  direc- 
tion of  vibration  for  the  ordinary  ray  at  P  is 
perpendicular  to  the  plane  E  0  P,  and  is  tangen- 
tial to  the  circle.  The  direction  of  vibration  for 
the  extraordinary  ray  lies  in  the  plane  E  0  P,  is 
nearly  perpendicular  to  E  O  (or  to  the  axis),  if 
the  angle  O  E  P  is  small,  and  deviates  more  from 
perpendicularity  to  the  axis  as  the  angle  0  E  P  increases.  Both  for 
this  reason,  and  also  on  account  of  the  greater  thickness  traversed, 
the  retardation  of  one.  ray  upon  the  other  is  greater  as  P  is  taken 
further  from  0 ;  and  from  the  symmetry  of  the  circumstances,  it 


Pig.  7S4. 
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rection  P  E  is  elliptically  polarized ;  and  by  the  agency  of  the  analyzer 
it  is  accordingly  resolved  into  two  components,  one  of  which  is  sup- 
pressed With  homogeneous  light,  rings  alternately  dark  and  bright 
would  thus  be  formed  at  distances  fix)m  O  corresponding  to  retarda- 
tions of  0,  J,  1,  IJ,  2,  2J,  .  .  .  complete  periods;  and  it  can  be  shown 
that  the  radii  of  these  rings  would  be  proportional  to  the  numbers  0, 
Vl,  V2,  V3,  V4,  V5,  V6:  .  .  The  rings  are  larger  for  light  of  long 
than  of  short  wave-length ;  and  the  coloured  rings  actually  exhibited 
when  white  light  is  employed,  are  produced  by  the  superposition  of 
all  the  systems  of  monochromatic  rings.  The  monochromatic  rings 
for  red  light  are  easily  seen  by  looking  at  the  actual  rings  through 
a  piece  of  red  glass. 

Let  0,  P,  Fig.  735,  be  the  same  points  which  were  denoted  by 
these  letters  in  Fig.  7S4s,  and  let  A  B 
be  the  direction  of  vibration  of  the 
light  incident  on  the  crystal  at  P. 
Draw  A  C,  D  B  parallel  to  O  P,  and 
complete  the  rectangle  A  C  B  D.  Then 
the  length  and  breadth  of  this  rect- 
angle are  approximately  the  direc- 
tions of  vibration  of  the  two  com- 
ponents, one  of  which  loses  upon  the 
other  in  traversing  the  crystal  The  vibration  of  the  emergent  ray  is 
represented  by  an  ellipse  inscribed  in  the  rectangle  A  C  B  D  (§  676, 
note  2) ;  and  when  the  loss  is  half  a  period,  this  ellipse  shrinks  into  a 
straight  line,  namely,  the  diagonal  CD.  Through  C  and  D  draw 
lines  parallel  to  AB;  then  the  distance  between  these  parallels 
represents  the  double  amplitude  of  the  vibration  which  is  trans- 
mitted when  there  has  been  a  retardation  of  half  a  period,  and  is 
greater  than  the  distance  between  the  tangents  in  the  same  direc- 
tion to  any  of  the  inscribed  ellipsea  A  retardation  of  another  half 
period  will  again  reduce  the  inscribed  ellipse  to  the  straight  line 
A  B,  as  at  first.  The  position  D  C  corresponds  to  the  brightest  and 
A  B  to  the  darkest  part  of  any  one  of  the  series  of  rings  for  a  given 
wave-length  of  light,  the  analyzer  being  in  the  position  for  sup- 
pressing all  the  light  if  the  crystal  were  removed.  When  the  analyzer 
is  turned  into  the  position  at  right  angles  to  this,  A  B  corresponds 
to  the  brightest,  and  D  C  to  the  darkest  parts  of  the  rings.     It  is  to 

67 


Fig.  786.— Theory  of  Ringa  and  Croa. 
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be  remembered  that  amount  of  retardation  depends  upon  distancis 
firom  the  centre  of  the  rings,  and  is  the  same  all  roand  The  two 
diagonab  of  our  rectangle  therefore  correspond  to  different  sizes  of 
rings. 

If  the  analyzer  is  in  such  a  position  with  respect  to  the  point  P 
considered,  that  the  suppressed  vibration  is  parallel  to  one  of  the 
sides  of  the  rectangle  Qn  other  words,  if  O  P,  or  a  line  perpendi- 
cular to  OP,  is  the  direction  of  suppression)  the  retardation  of  one 
component  upon  the  other  has  no  influence,  inasmuch  as  one  of  the 
two  components  is  completely  suppressed  and  the  other  is  completely 
transmitted.  There  are,  accordingly,  in  all  positions  of  the  analyzer, 
a  pair  of  diameters^  coinciding  with  the  directions  of  suppression 
and  non-suppression,  which  are  alike  along  their  whole  length  and 
free  from  colour. 

Again  if  P  is  situated  at  B  or  at  90*"  trom  B,  the  comer  C  of  the 
rectangle  coincides  with  B  or  with  A,  and  the  rectangle,  with  aU  its 
inscribed  ellipses,  shrinks  into  the  straight  line  AR  The  two 
diameters  coincident  with  and  perpendicular  to  AB  are  therefore 
alike  along  their  whole  length  and  uncoloured. 

The  two  colourless  crosses  which  we  have  thus  accounted  for,  one 
of  them  turning  with  the  analyzer  and  the  other  remaining  fixed 
with  the  polarizer,  are  easily  observed  when  the  analyzer  is  not  near 
the  critical  positiona  In  the  critical  positions,  the  two  crosses  come 
into  coincidence ;  and  these  are  also  the  positions  of  maximum  bias- 
ness or  maximum  whiteness  for  the  two  crosses  considered  separ- 
ately. Hence  the  conspicuous  character  of  the  cross  in  either  of 
these  positions,  as  represented  at  A,  B,  Fig.  733.  As  the  analyzer  is 
turned  away  from  these  positions,  the  cross  at  first  turns  after  it 
with  half  its  angular  velocity,  but  soon  breaks  up  into  rings,  some- 
what in  the  manner  represented  at  C,  which  corresponds  to  a  posi- 
tion not  differing  much  from  A. 

887.  Biaxal  Crystals, — Crystals  may  be  divided  optically  into 
three  classes: — 

1.  Those  in  which  there  is  no  distinction  of  different  directions,  as 
regards  optical  propertiea  Such  crystals  are  said  to  be  optically 
iaotrapie, 

2.  Those  in  which  the  optical  properties  are  the  same  for  all  direc- 
tions equally  inclined  to  one  particular  direction  called  the  optic  axis, 
but  vary  according  to  this  inclination.  Such  crystals  are  called 
uniawal 
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BIAXAL  CRYSTALS.  1043 

3.  All  remainiDg  crystals  (excluding  compound  and  irregular  for- 
mations) belong  to  the  class  called  hiaxoL  In  any  homogeneous 
elastic  solid,  there  are  three  cardinal  directions  called  axes  of  dasti- 
city,  possessing  the  same  distinctive  properties  which  belong  to  the 
two  principal  planes  of  vibration  in  Blackburn's  pendulum  (§  677  a)  ; 
that  is  to  say,  if  any  small  portion  of  the  solid  be  distorted  by  for- 
cibly displacing  one  of  its  particles  in  one  of  these  cardinal  directions, 
the  forces  of  elasticity  thus  evoked  tend  to  urge  the  particle  directly 
back ;  whereas  displacement  in  any  other  direction  calls  out  forces 
whose  resultant  is  generally  oblique  to  the  direction  of  displacement, 
so  that  when  the  particle  is  released  it  does  not  fly  back  through  the 
position  of  equilibrium,  but  passes  on  one  side  of  it,  just  as  the  bob 
of  Blackburn's  pendulum  generally  passes  beside  and  not  through 
the  lowest  point  which  it  can  reach. 

In  biaxal  crystals,  the  resistances  to  displacement  in  the  three 
cardinal  directions  are  all  unequal;  and  this  is  true  not  only  for  the 
crystalline  substance  itself,  but  also  for  the  luminiferous  aether  which 
pervades  it,  and  is  influenced  by  it.^  The  construction  given  by 
Fresnel  for  the  wave-surface  in  any  crystal  is  as  follows:  —  First 
take  an  ellipsoid,  having  its  axes  parallel  to  the  three  cardinal  direc- 
tions, and  of  lengths  depending  on  the  particular  crystalline  sub- 
stance considered.  Then  let  any  plane  sections  (which  will  of  course 
be  ellipses)  be  made  through  the  centre  of  this  ellipsoid,  let  normals 
to  them  be  drawn  through  the  centre,  and  on  each  normal  let  points 
be  taken  at  distances  from  the  centre  equal  to  the  greatest  and  least 
radii  of  the  corresponding  section.  The  locus  of  these  points  is  the 
complete  wave-surface,  which  consists  of  two  sheets  cutting  one 
another  at  four  points.  These  four  points  of  intersection  are  situated 
upon  the  normals  to  the  two  circular  sections  of  the  ellipsoid,  and 
the  two  optic  aacea,  from  which  bicucal  crystals  derive  their  name, 
are  closely  related  to  these  two  circular  sectiona  The  optic  axes 
are  the  directions  of  airigle  wave^elodty,  and  the  normals  to  the 
two  circular  sections  are  the  directions  of  single  ray-velocity.  The 
direction  of  advance  of  a  wave  is  always  regarded  as  normal  to  the 
front  of  the  wave,  whereas  the  direction  of  a  ray  (deflned  by  the 
condition  of  traversing  two  apertures  placed  in  its  path)  always 
passes  through  the  centre  of  the  wave-surface,  and  is  not  in  general 
normal  to  the  front     Both  these  pairs  of  directions  of  single  velo- 

^  The  oftrdinal  directioni  are  however  believed  not  to  be  the  same  for  the  SBther  as  for 
the  material  of  the  oryetal. 


When  two  axes  of  the  ellipsoid  are  equal  it  becomes  a  spheroid, 
and  the  crystal  is  uniaxaL  When  all  three  axes  are  equal,  it  be- 
comes a  sphere,  and  the  crystal  is  isotropic. 

Experiment  has  shown  that  biaxal  crystals  expand  with  heat 
unequally  in  three  cardinal  directions,  so  that  in  fact  a  spherical 
piece  of  such  a  crystal  is  changed  into  an  ellipsoid^  when  its  tem- 
perature is  raised  or  lowered.  A  spherical  piece  of  a  uniaxal  crystal 
in  the  same  circumstances  changes  into  a  spheroid ;  and  a  spherical 
piece  of  an  isotropic  crjmtal  remains  a  sphere. 

It  is  generally  possible  to  determine  to  which  of  the  three  classes 
a  crystal  belongs,  from  a  mere  inspection  of  its  shape  as  it  occurs  in 
nature.  Isotropic  crystals  are  sometimes  said  to  be  symmetrical 
about  a  point,  uniaxal  crystals  about  a  line,  biaxal  crystaLs  about 
neither.     The  following  statement  is  rather  more  precise : — 

If  there  is  one  and  only  one  line  about  which  if  the  crystal  be 
rotated  through  90^  or  else  through  120^  the  crystalline  form  remains 
in  its  original  position,  the  crystal  is  uniaxal,  having  that  line  for 
the  axis.  If  there  is  more  than  one  such  line,  the  crystal  is  isotropic, 
while,  if  there  is  no  such  line,  it  is  biaxal  Even  in  the  last  case,  if 
there  exist  a  plane  of  crystalline  symmetry,  such  that  one  half  of 
the  crystal  is  the  reflected  image  of  the  other  half  with  respect  to 
this  plane,  it  is  also  a  plane  of  optical  symmetry,  and  one  of  the 
three  cardinal  directions  for  the  aether  is  perpendicular  to  it^ 

Glass,  when  in  a  strained  condition,  ceases  to  be  isotropic,  and  if 
inserted  between  a  polarizer  and  an  analyzer,  exhibits  coloured 
streaks  or  spots,  which  afford  an  indication  of  the  distribution  of 
strain  through  its  substance.  The  experiment  is  shown  sometimes 
with  unannealed  glass,  which  is  in  a  condition  of  permanent  strain, 
sometimes  with  a  piece  of  ordinary  glass  which  can  be  subjected  to 
force  at  pleasure  by  turning  a  screw.  Any  very  small  portion  of  a 
piece  of  strained  glass  has  the  optical  properties  of  a  crystal,  but 
diflerent  portions  have  different  properties,  and  hence  the  glass  as  a 
whole  does  not  behave  like  one  crystal 

The  production  of  colour  by  interposition  betweeo^a  polarizer  and 

'  This  fact  f umishea  the  best  possible  definition  of  an  ellipsoid  for  persons  onaoquainted 
with  solid  geometry. 

*  The  optio  axes  either  lie  in  the  plane  of  symmetry,  or  lie  in  a  perpendicular  (dane  and 
are  equally  inclined  to  the  |^ne  of  symmetry. 

For  the  precise  statement  here  given,  the  Editor  is  indebted  to  Professor  Stokes. 
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to  be  doubly  refracting ;  and  microscopists  often  avail  themselves  of 
this  means  of  detecting  diversities  of  structure  in  the  objects  whicli 
they  examine. 

838.  Rotation  of  Plane  of  Polarization. — When  a  plate  of  quartz 
(rock-crystal),  even  of  considerable  thickness,  cut  perpendicular  to 
the  axis,  is  interposed  between  the  polarizer  and  analyzer,  colour  is 
exhibited,  the  tints  changing  as  the  analyzer  is  rotated ;  and  similar 
effects  of  colour  are  produced  by  employing,  instead  of  quartz,  a  solu- 
tion of  sugar,  inclosed  in  a  tube  with  plane  glass  ends. 

If  homogeneous  light  is  employed,  it  is  found  that  if  the  analyzer 
is  first  adjusted  to  produce  extinction  of  the  polarized  light,  and  the 
quartz  or  saccharine  solution  is  then  introduced,  there  is  a  partial 
restoration  of  light  On  rotating  the  analyzer  through  a  certain 
angle,  there  is  again  complete  extinction  of  the  light ;  and  on  com- 
paring different  plates  of  quartz,  it  will  be  found  that  the  angle 
through  which  the  analyzer  must  be  rotated  is  proportional  to  the 
thickness  of  the  plate.  In  the  case  of  solutions  of  sugar,  the  angle  is 
proportional  jointly  to  the  length  of  the  tube  and  the  strength  of 
the  solution. 

The  action  thus  exerted  by  quartz  or  sugar  is  called  rotation  of 
tlie  plane  of  polarization,  a  name  which  precisely  expresses  the 
observed  phenomena.  In  the  case  of  ordinary  quartz,  and  solutions 
of  sugar-candy,  it  is  necessary  to  rotate  the  analyzer  in  the  direc- 
tion of  watch-hands  as  seen  by  the  observer,  and  the  rotation  of 
the  plane  of  polarization  is  said  to  be  right-handed.  In  the  case 
of  what  is  called  left-handed  quartz,  and  of  solutions  of  non-crystal- 
lizable  sugar,  the  rotation  of  the  plane  of  polarization  is  in  the 
opposite  direction,  and  the  observer  must  rotate  the  analyzer  against 
watch-hands. 

The  amount  of  rotation  is  different  for  the  different  elementary 
colours,  and  has  been  found  to  be  inversely  as  the  square  of  the 
wave-length.     Hence  the  production  of  colour. 

839.  Magneto-optic  Rotation. — Faraday  made  the  remarkable  dis- 
covery that  the  plane  of  polarization  can  be  rotated  in  certain  cir- 
cumstances by  the  action  of  magnetism.  Let  a  long  rectangular 
piece  of  "heavy-glass"  (silico-borate  of  lead)  be  placed  longitudinally 
between  the  poles  of  the  powerful  electro-magnet  represented  in 
Fig.  432  (Part  III),  which  is  for  this  purpose  made  hollow  in  its  axis. 
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and  another  into  the  other  end  to  serve  as  analyzer,  and  let  one 
of  them  be  turned  till  the  light  is  extinguished.  Then,  as  long  as 
no  current  is  passed  round  the  electro-magnet,  the  interposition  of 
the  heavy-glass  will  produce  no  effect ;  but  the  passing  of  a  current, 
while  the  heavy-glass  is  in  its  place  between  the  poles,  produces 
rotation  of  the  plane  of  polarization  in  the  same  direction  as  that  in 
which  the  cun'ent  circulatea  The  amount  of  rotation  is  directly  as 
the  strength  of  current,  and  directly  as  the  length  of  heavy-glass 
traversed  by  the  light.  Flint-glass  gives  about  half  the  effect  of 
heavy-glass,  and  all  transparent  solids  and  liquids  exhibit  an  effect 
of  the  same  kind  in  a  more  or  less  marked  degree. 

A  steel  magnet,  if  extremely  powerful,  may  be  used  instead  of  an 
electro-magnet ;  and  in  all  cases,  to  give  the  strongest  effect,  the  lines 
of  magnetic  force  should  coincide  with  the  direction  of  the  trans- 
mitted ray. 

Faraday  regarded  these  phenomena  as  proving  the  direct  action 
of  magnetism  upon  light;  but  it  is  now  more  commonly  believed 
that  the  direct  effect  of  the  magnetism  is  to  put  the  particles  of  the 
transparent  body  in  a  peculiar  state  of  strain,  to  whidi  the  observed 
optical  effect  is  due. 

In  every  case  tried  by  Faraday,  the  direction  of  the  rotation  was 
the  same  as  the  direction  in  which  the  current  circulated ;  but  cer- 
tain substances^  have  since  been  found  which  give  rotation  against 
the  current.  The  law  for  the  relative  amounts  of  rotation  of  differ- 
ent colours  is  approximately  the  same  as  in  the  case  of  quartz. 

The  direction  of  rotation  is  with  watch-hands  as  seen  from  one  end 
of  the  arrangement,  and  against  watch-hands  as  seen  from  the  other; 
so  that  the  same  piece  of  glass,  in  the  same  circumstances,  behaves 
like  right-handed  quartz  to  light  entering  it  at  one  end,  and  like 
left-handed  quartz  to  light  entering  it  at  the  other. 

The  rotatory  power  of  quartz  and  sugar  appears  to  depend  upon  a 
certain  unsymmetrical  arrangement  of  their  molecules,  an  arrange- 
ment somewhat  analogous  to  the  thread  of  a  screw;  right-handed 
and  left-handed  screws  representing  the  two  opposite  rotatory 
powers.  It  is  worthy  of  note  that  the  two  kinds  of  quartz  crystallize 
in  different  forms,  each  of  which  is  unsymmetrical,  one  being  Uke 

'  One  Buch  subttanoe  is  »  solution  of  Fe*  01'  ^old  noUtion)  in  methyHc  (not  methylated) 
aloobol. 
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between  substances  which,  while  in  other  respects  identical  or  nearly 
identical,  differ  as  regards  their  power  of  producing  rotation.  For 
the  results  we  must  refer  to  treatises  on  chemistry. 

840.  Ciroular  Polarization.  Fresners  Rhomb. — We  have  explained 
in  §  834  the  process  by  which  elliptic  polarization  is  brought  about, 
when  plane-polarized  light  is  transmitted  through  a  thin  plate  of 
selenite.  To  obtain  circular  polarization  (which  is  merely  a  case  of 
elliptic),  the  plate  must  be  of  such  thickness  as  to  retard  one  com- 
ponent more  than  the  other  by  a  qiuirter  of  a  wave-length,  and  must 
be  laid  so  that  the  directions  of  the  two  component  vibrations  make 
angles  of  45^  with  the  plane  of  polarization.  Plates  specially  pre- 
pared for  this  purpose  are  in  general  use,  and  are  called  quarter- 
wave  plates.  They  are  usually  of  rnica^  which  differs  but  little  in  its 
properties  from  selenita  It  is  impossible,  however,  in  this  way  to 
obtain  complete  circular  polarization  of  ordinary  white  light,  since 
different  thicknesses  are  required  for  light  of  different  wave-lengths, 
the  thickness  which  is  appropriate  for  violet  being 
too  small  for  red. 

Fresnel  discovered  that  plane-polarized  light  is 
elliptically  polarized  by  total  internal  reflection  in 
glass,  whenever  the  plane  of  polarization  of  the  inci- 
dent light  is  inclined  to  the  plane  of  incidenca  The 
rectilinear  vibrations  of  the  incident  light  are  in  fact 
resolved  into  two  components,  one  of  them  in,  and 
tlie  other  perpendicular  to,  the  plane  of  incidence ;  and 
one  of  these  is  retarded  with  respect  to  the  other  in 
the  act  of  reflection,  by  an  amount  depending  on  the 
angle  of  incidence.  He  determined  the  magnitude 
of  this  angle  for  which  the  retardation  is  precisely  i 
of  a  wave-length ;  and  constructed  a  rhomb,  or  ob- 
lique parallelopiped  of  glass  (Fig.  736),  in  which  a , 
ray,  entering  normally  at  one  end,  undergoes  two  suc- 
cessive reflections  at  this  angle  (about  55^,  the  plane  of  reflection 
l>eing  the  same  in  both.  The  total  retardation  of  one  component  on 
the  other  is  thus  ^  of  a  wave-length ;  and  if  the  rhomb  is  in  such  a 
position  that  the  plane  in  which  the  two  reflections  take  place  is  at 
an  angle  of  45^  to  the  plane  of  polarization  of  the  incident  light,  the 
emergent  light  is  circularly-polarized.      The  effect  does  not  vary 
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When  circularly-polarized  light  is  traDsmitted  throtigh  a  FresneFs 
rhomb,  or  through  a  quarter-wave  plate,  it  becomes  plane-polarized, 
and  we  have  thus  a  simple  mode  of  distinguishing  circularly-polarized 
light  from  common  light ;  for  the  latter  does  not  become  polarized 
when  thus  treated.  Two  quarter-wave  plates,  or  two  Fresnel's 
rhombs,  may  be  combined  either  so  as  to  assist  or  to  oppose  one  another. 
By  the  former  arrangepient,  which  is  represented  in  Fig.  786,  we 
can  convert  plane-polarized  light  into  light  polarized  in  a  perpendi- 
cular plane,  the  final  result  being  therefore  the  same  as  if  the  plane 
of  polarization  had  been  rotated  through  90^  The  several  steps  of 
the  process  are  illustrated  by  the  five  diagrams  of  Fig.  737,  which 


Fig.  787.— Fonn  of  VU»tmtloD  In  tnTtninc  tlM  Bbombt. 

represent  the  vibrations  of  the  five  portions  A  C,  C  D,  D  (2,  do  oa  of 
the  ray  which  traverses  the  two  rhombs  in  the  preceding  figure. 
The  sides  of  the  square  are  parallel  to  the  directions  of  resolution; 
the  initial  direction  of  vibration  is  one  diagonal  of  the  square,  and 
the  final  direction  is  the  other  diagonal;  a  gain  or  loss  of  half  a  com- 
plete vibration  on  the  part  of  either  component  being  just  sufficient 
to  effect  this  change. 

841.  Direction  of  Vibration  of  Plane-polarized  Light. — The  plane  of 
polarization  of  plane-polarized  light  may  be  defined  as  the  plane  in 
which  it  is  most  copiously  reflected.  It  is  perpendicular  to  the  plane 
in  which  the  light  refuses  to  be  reflected  (at  the  polarizing  angle); 
and  is  identical  with  the  original  plane  of  reflection,  if  the  polariza- 
tion was  produced  by  reflection.  This  definition  is  somewhat  arbi- 
trary, but  has  been  adopted  by  universal  consent. 

When  light  is  polarized  by  the  double  refruction  of  loeland-spar, 
or  of  any  other  uniaxal  crystal,  it  is  found  that  the  plane  of  polariza- 
tion of  the  ordinary  ray  is  the  plane  which  contains  the  axis  of  the 
crystal  But  the  distinctive  properties  of  the  ordinary  ray  are  most 
naturally  explained  by  supposing  that  its  vibrations  are  perpendi- 
cular to  the  axis.     Hence  we  conclude  that  the  direction  of  vibration 


of  the  reflected  light  are  parallel  to  the  reflecting  surface. 

This  is  Fresnel's  doctrine.  MacCullagh,  however,  reversed  this 
hypothesis,  and  maintained  that  the  direction  of  vibration  is  in  the 
plane  of  polarization.  Both  theories  have  been  ably  expounded; 
but  Stokes  contrived  a  crucial  experiment  in  diffi*action,  which  con- 
firmed Fresnel's  view  ;^  and  in  his  classical  paper  on  "Change  of  Re- 
frangibility/'  he  has  deduced  the  same  conclusion  from  a  considera- 
tion of  the  phenomena  of  the  polarization  of  light  by  reflection  from 
excessively  fine  particles  of  solid  matter  in  suspension  in  a  liquid.^ 

842.  Vibrations  of  Ordinary  Light. — Ordinary  light  agrees  with 
circularly-polarized  light  in  always  yielding  two  beams  of  equal 
intensity  when  subjected  to  double  refraction;  but  it  differs  from  cir- 
cularly-polarized light  in  not  becoming  plane-polarized  by  transmis- 
sion through  a  Fresnel's  rhomb  or  a  quarter- wave  plate.  What,  then, 
can  be  the  form  of  vibration  for  common  light?  It  is  probably  very 
irregular,  consisting  of  ellipses  of  various  sizes,  positions,  and  forms 
(including  circles  and  straight  lines),  rapidly  succeeding  one  another. 
By  this  irregularity  we  can  account  for  the  fact  that  beams  of  light 
from  different  sources  (even  from  different  points  of  the  same  flame, 
or  from  different  parts  of  the  sun's  disc),  cannot,  by  any  treatment 
whatever,  be  made  to  exhibit  the  phenomena  of  mutual  interference ; 
and  for  the  additional  fact  that  the  two  rectangular  components  into 
which  a  beam  of  common  light  is  resolved  by  double  refraction, 
cannot  be  made  to  interfere,  even  if  their  planes  of  polarization  are 
brought  into  coincidence  by  one  of  the  methods  of  rotation  above 
described. 

Certain  phenomena  of  interference  show  that  a  few  hundred  con- 
secutive vibrations  of  common  light  may  be  regarded  as  similar;  but 
as  the  number  of  vibrations  in  a  second  is  about  500  millions  of 
millions,  there  is  ample  room  for  excessive  diversity  during  the  time 
that  one  impression  remains  upon  the  retina. 

843.  Polarization  of  Radiant  Heat. — The  fundamental  identity  of 
radiant  heat  and  light  is  confirmed  by  thermal  experiments  on 
polarization.  Such  experiments  were  first  successfully  performed  by 
Forbes  in  1834,  shortly  after  Melloni's  invention  of  the  thermo- 
multiplier.     He  first  proved  the  polarization  of  heat  by  tourmaline ; 

^  Cambridge  Trantaetum$.    1850. 

^  PhUo9opkieal  TrasMoctUmM,  1852;  pp.  580,  581, 
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the  multiplied  sur&ces  of  a  pile  of  thin  mica  plates  placed  at  the 
polarizing  angla  He  next  succeeded  in  showing  that  polarized  heat, 
even  when  quite  obscure,  is  subject  to  the  same  modifications  which 
doubly  refracting  crystallized  bodies  impress  upon  Ught,  by  suffering 
a  beam  of  heat,  after  being  polarized  by  transmission,  to  pass  through 
an  interposed  plate  of  mica,  serving  the  purpose  of  the  plate  of  selenite 
in  the  experiment  of  §  833,  the  heat  traversing  a  second  mica  bundle 
before  it  was  received  on  the  thermo-pile.  As  the  interposed  plate 
was  turned  round  in  its  own  plane,  the  amount  of  heat  shown  by  the 
galvanometer  was  found  to  fluctuate  just  as  the  amount  of  light 
received  by  the  eye  under  similar  drcumstanoes  would  have  done 
He  also  succeeded  in  producing  circular  polarization  of  heat  by  a 
Fresnel's  rhomb  of  rock-salt  These  results  have  since  been  fully 
confirmed  by  the  experiments  of  other  observerai 
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PROBLEMS. 


(Worda  inoIoMd  within  •qnare  braokoU  [    ]  haTa  bean  interpolated  bj  the  Editor.] 


L-DTNAMIOS  A2n>  HYDBOSTATIOa 

1.  Two  projectiles  are  successiyely  discharged  vertically  upwards  from 
the  same  point,  with  a  velocity  of  100  metres  per  second.  What  must 
be  the  interval  of  time  between  their  discharges  that  the  second  may 
move  for  8*7  sec.  before  meeting  the  first) 

2.  In  an  Attwood's  machine  the  equal  weights  at  the  two  ends  of  the 
thread  are  each  100  grammes.  What  must  be  the  additional  weight  laid 
upon  one  of  them  that  the  space  traversed  in  the  first  two  seconds  of  the 
fall  may  be  4  decimetres  1 

3.  A  body  is  thrown  horizontally  from  the  top  of  a  tower  100  m.  high, 
with  a  velocity  of  30  metres  per  sec.  When  and  where  will  it  strike 
the  ground) 

4.  Two  bodies  are  successively  dropped  from  the  same  point,  with  an 
interval  of  |^  of  a  second.  When  will  the  distance  between  them  be 
1  metre  1 

5.  A  stone  is  dropped  into  a  well,  and  after  2  sec.  is  heard  to  strike 
the  bottom.     What  is  the  depth  1 

6.  Explain  the  well-known  fact  that  a  straight  stick,  loaded  with  lead 
at  one  end,  can  be  more  easily  balanced  vertically  on  the  finger  when 
the  loaded  end  is  upwards  than  when  it  is  downwards. 

7.  Find  the  centre  of  gravity  of  a  sphere  1  decimetre  in  radius,  having 
in  its  interior  a  spherical  excavation  whose  'centre  is  at  a  distance  of 
5  centimetres  from  the  centre  of  the  large  sphere  [and  whose  radius  is 
4  centimetres].  • 

8.  Two  small  spheres,  one  of  lead,  weighing  100  grammes,  the  other  of 
ivory,  weighing  25  gr.,  are  connected  together  by  a  thread  0*75  cm.  long, 
and  mounted  on  the  rod  of  the  centrifugal  force  apparatus  [Fig.  37]. 
Find  the  position  of  [unstable]  equilibrium. 

9.  A  round  table  is  supported  on  one  central  leg.  At  what  points  of 
its  circumference  must  weights  of  4,  5,  and  6  kilog.  be  placed,  that  the 
resultant  pressure  may  act  at  the  centre) 

10.  A  glass  globe  is  full  of  air  at  atmospheric  pressure  (750  mm.)    It 


exhausted  till  the  pressure  is  a^n  reduced  to  x  mm.  Hydrogen  is  then 
a  second  time  admitted  tiU  atmospheric  pressure  is  established.  If  the 
weight  of  air  in  the  globe  at  the  conclusion  of  this  operation  is  yTnnr  ^^ 
the  weight  of  the  hydrogen,  what  is  the  value  (rf  x%  The  temperature  is 
supposed  constant  throughout  the  operation,  and  the  specific  gravity  of 
hydrogen  as  compared  with  air  is  0-0692. 

11.  A  piece  of  iron,  when  plunged  in  a  vessel  full  of  water,  makes 
10  grammes  run  over.  When  placed  in  a  vessel  full  of  mercury,  it  floats, 
displacing  78  grammes  of  mei*cury.  Required  the  weight,  volume,  and 
specific  gravity  of  the  iron. 

12.  A  cylinder  of  steel,  22  cm.  long,  is  to  be  counterpoised  by  a  cylinder 
of  platinum  of  the  same  diameter.  What  must  be  the  length  of  the  pla- 
tinum cylinder?  (sp.  gr.  of  steel  7'6,  of  platinum  22*5.) 

13.  Two  liquids  are  mixed.  The  total  volume  is  3  litres,  with  a  sp.  gr. 
of  0-9.  The  sp.  gr.  of  the  first  liquid  is  1*3,  of  the  second  0-7.  Find 
their  volumes. 

14.  A  curved  tube  has  two  vertical  legs,  one  having  a  section  of  1  sq. 
cm.,  the  other  of  10  sq.  cm.  Water  is  poured  in,  and  stands  at  the  same 
height  in  both  legs.  A  piston,  weighing  5  kilogrammes,  is  then  allowed 
to  descend,  and  press  with  its  own  weight  upon  the  surface  of  the  liquid 
in  the  larger  leg.  Find  the  elevation  thus  produced  in  the  surface  of  the 
liquid  in  the  smaller  leg. 

15.  A  frustum  of  a  cone  of  cork,  the  radii  of  its  ends  being  2  and 
1  decim.  respectively,  and  its  height  1  decim.,  floats  freely  in  water, 
with  its  axis  vertical.  Find  how  much  of  its  axis  is  immersed,  the  sp. 
gr.  of  cork  being  0*24. 

16.  What  volume  of  platinum  must  be  attached  to  a  litre  of  iron,  that 
the  system  may  float  freely  at  all  depths  in  mercury) 

17.  What  must  be  the  thickness  of  a  hollow  sphere  of  platinum  with 
an  external  radius  of  1  decim.,  that  it  may  barely  float  in  water! 

18.  A  sphere  of  cork,  3  cm.  in  radius,  is  weig)ited  with  a  sphere  of 
gold.  What  must  be  the  radius  of  the  latter  that  the  system  may  barely 
float  in  alcohol) 

19.  An  alloy  of  gold  and  silver  has  density  D.  The  density  of  gold  is 
dy  that  of  silver  d'.  Find  the  proportions  by  weight  of  the  two  metals 
in  the  alloy,  supposing  that  neither  expansion  nor  contraction  occurs  in 
its  formation. 

20.  Given  the  weight  of  a  body  in  air,  and  in  water  at  maximum  den- 
sity; deduce  its  weight  in  vacuo. 
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Dene  up  ana  conunuea  yenicaiiy  to  a  sumcient  neignt,  its  upper  ena 
being  left  open.  The  cylinder  is  half  full  of  mercury,  its  upper  h df  being 
occupied  by  air  at  atmospheric  pressure.  What  additional  weight  of  air 
must  be  forced  in  to  produce  a  fall  of  10  cm.  in  the  level  of  the  mercury 
in  the  cylinder? 

22.  An  open  manometer,  formed  of  a  bent  tube  of  iron  whose  two 
branches  are  parallel  and  vertical,  and  of  a  glass  tube  of  larger  size,  con- 
tains mercury  at  the  same  level  in  both  branches,  this  level  being  higher 
than  the  junction  of  the  iron  with  the  glass  tube.  What  must  be  the 
ratio  of  the  sections  of  the  two  tubes,  that  the  mercury  may  ascend  half 
a  metre  in  the  glass  tube  when  a  pressure  of  6  atmospheres  is  exerted  in 
the  opposite  branch  1 

23.  A  receiver  A,  with  a  capacity  of  3  litres,  can  be  put  in  communi- 
cation either  with  a  forcing  pump  P,  or  with  the  external  air.  The  former 
communication  is  established  by  a  valve  E,  and  the  latter  by  a  cock  R'. 
The  receiver  A  is  initially  filled  with  air  at  0°  C.  and  760  mm.  The  pump 
P  is  supplied  from  a  gasometer  containing  carbonic  acid,  at  the  constant 
pressure  760  mm.  and  temperature  0°  C,  and  wheli  R  is  open  the  capa- 
city of  the  pump-barrel  is  2  litres. 

R'  is  closed.  One  stroke  of  the  pump  is  taken,  and  when  time  has 
been  allowed  for  the  gases  to  become  thoroughly  mixed,  R'  is  opened 
for  an  instant,  so  that  equilibrium  of  pressure  is  established  between  A 
and  the  external  air.  R'  is  then  closed,  a  second  stroke  is  taken,  and  so 
on,  the  cock  R'  being  opened  for  an  instant  after  each  stroke.  How 
many  strokes  must  be  taken  that  not  more  than  a  centigramme  of  air 
may  be  left  in  the  receiver]  The  external  pressure  is  supposed  to  re- 
main constant  at  760  mm. 

24.  There  is  a  glass  tube  a  metre  long,  with  an  internal  section  of 
1  square  centimetre,  the  external  section  being  2  sq.  cm.,  and  conse- 
quently the  section  of  the  glass  itself  1  sq.  cm. 

This  tube,  being  supposed  closed  at  one  end  by  a  flat  stopper  with- 
out thickness  and  without  weight,  is  filled  with  mercury  and  inverted 
in  a  deep  vessel  of  the  same  liquid;  10  cubic  centimetres  of  air  at  the 
external  pressure  and  temperature  are  then  introduced,  and  the  tube  is 
left  to  itself  in  a  vertical  position.  Required  the  volume  of  the  air  in 
the  tube  when  equilibrium  is  attained ;  and  the  diff'erence  between  the 
internal  and  external  level  of  the  mercury.  Specific  gravity  of  glass, 
2*49;  external  pressure,  760  mm. 

25.  Given  that  the  sp.  gr.  of  the  solution,  containing  85  parts  of  water 
and  15  of  salt,  which  is  employed  for  graduating  Baum^'s  hydrometer  for 
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acids,  is  I'll 6,  establish  the  formula  D  =    ?.  1. k>  v^<^^  gives  the  sp.  gc 

in  terms  of  the  degree  read  off  at  the  surface  of  the  liquid. 

26.  In  the  graduation  of  Baum^'s  hydrometer  for  spirits,  a  solution 
containing  90  parts  of  water  and  10  of  salt  is  employed,  its  sp.  gr.  being 
1*084.    Deduce  the  formula 

1S9 


D« 


119 +  N 


27.  Find,  to  the  nearest  millimetre,  the  edge  of  a  regular  tetrahedron 
of  coinage  gold,  of  the  value  of  1000  francs,  the  sp.  gr.  of  this  gold  being 
18  [and  the  value  of  1  gramme  of  it  being  3*1  francs]. 

28.  The  pressure  indicated  by  a  siphon  barometer  is  750  mm.,  and 
when  mercury  is  poured  into  the  open  branch  tiU  the  barometric  chamber 
is  reduced  to  half  its  former  volume,  the  pressure  indicated  is  740  mm. 
Deduce  the  true  pressure. 

29.  A  cylindrical  test-tube,  1  decim.  long,  is  plunged,  mouth  down- 
wards, into  mercury.  How  deep  must  it  be  plunged  that  the  volume  of 
the  inclosed  air  may  be  diminished  by  one-half! 

30.  In  an  air-pump,  whose  receiver  has  a  capacity  of  1  litre,  it  is  found 
that  three  strokes  reduce  the  pressure  from  0-760  m.  to  0*315  m.  The 
experiment  is  repeated  after  a  body  has  been  introduced  into  the  receiver, 
and  it  is  found  that  the  same  number  of  strokes  reduce  the  pressure  from 
0*760  m.  to  0*200  m.     Deduce  the  volume  of  the  body. 

31.  A  cylindrical  test-tube,  1  decim.  in  height  and  2  centim.  in  dia- 
meter, floats  upright  in  water,  its  mouth  being  downwards,  and  its  top 
being  just  level  with  the  surface  of  the  water.  To  what  height  does 
the  liquid  rise  in  its  interior) 

32.  A  test-tube  floats  upright  in  water,  with  its  mouth  downwards. 
To  make  its  top  come  down  to  the  surface  of  the  water,  it  is  found 
necessary  to  load  it  with  a  weight,  which,  added  to  its  own  weight,  gives 
a  total  weight  P.  The  experiment  is  repeated  with  the  open  end  upwards, 
and  the  weight  which  is  then  necessary  to  bring  its  top  down  to  the  level 
of  the  water,  including  the  weight  of  the  tube  itself,  is  Q.  Deduce  the 
atmospheric  pressure. 

33.  A  cylinder  of  wood,  1  decim.  long,  and  with  a  sp.  gr.  0*96,  floats 
upright  in  water.  The  vessel  is  placed  in  a  receiver  in  which  the  air  can 
be  compressed  to  40  atmospheres.  Find  the  change  produced  by  this 
pressure  in  the  position  of  the  cylinder. 
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34.  A  Imly  conical  vessel  coDtains  a  certain  quantity  of  mercury  at 
0**  C.  To  what  temperature  must  the  vessel  and  its  contents  be  raised 
that  the  depth  of  the  liquid  may  be  increased  by  y^  of  itself) 

35.  What  temperature  is  denoted  by  the  same  number  in  the  Centi- 
grade as  in  the  Fahrenheit  scale  1  Is  there  more  than  one  temperature 
which  fulfils  this  condition? 

36.  A  Graham's  compensating  pendulum  is  formed  of  an  iron  rod, 
whose  length  at  O"*  0.  is  /,  carrying  a  cylindrical  vessel  of  glass,  which  at 
the  same  temperature  has  an  internal  radius  r,  and  height  h.  Find  the 
depth  X  of  mercury  at  0''  C.  which  is  necessary  for  compensation,  supposing 
that  the  compensation  consists  in  keeping  the  centre  of  gravity  of  the 
mercury  at  a  constant  distance  firom  the  axis  of  suspension. 

37.  A  brass  tube  contains  mercury,  with  a  piece  of  platinum  immersed 
in  it;  and  the  level  of  the  liquid  is  marked  by  a  scratch  on  the  inside  of 
the  tube.  On  applying  heat,  it  is  found  that  the  liquid  still  stands  at 
this  mark.  Deduce  the  ratio  of  the  weight  of  the  platinum  to  that  of 
the  mercury. 

38.  A  glass  tube,  closed  at  one  end  and  drawn  out  at  the  other,  is 
filled  with  dry  air,  and  raised  to  a  temperature  x  at  atmospheric  pressure. 
It  is  then  hermetically  sealed.  When  it  has  been  cooled  to  the  temper- 
ature 100®  C,  it  is  inverted  over  mercury,  and  its  pointed  end  is  broken 
off  beneath  the  surface  of  the  liquid.  The  mercury  rises  to  the  height  of 
19  centimetres  in  the  tube,  the  external  pressure  remaining  at  76  cm.  as 
at  the  commencement  of  the  experiment.  The  tube  is  re-inverted,  and 
weighed  with  the  mercury  which  it  contains.  The  weight  of  this  mercury 
is  found  to  be  200  grammes;  when  completely  full  it  contains  300 
grammes  of  mercury.    Deduce  the  temperature  o^ 

39.  A  glass  tube,  whose  interior  is  a  right  circular  cylinder,  2  milli- 
metres in  diameter  at  0®  C,  contains  a  column  of  mercury,  whose  length 
at  this  temperature  is  2  decim.  What  will  be  the  length  of  this  column 
of  mercury  when  the  temperature  is  80®  C,  the  co-efficient  of  expansion 

of  mercury  being  g^Boy  ^^^  ^^^  co-efficient  of  cubical  expansion  of  glass 
1 1 

40.  A  closed  globe,  whose  external  volume  at  0®  C.  is  10  litres,  is  im- 
mersed in  air  at  15®  C.  and  at  a  pressure  of  0*77  m.  Required  (1)  the 
loss  of  weight  which  it  experiences  from  the  action  of  the  air;  (2)  the 
change  which  this  loss  would  undergo  if  the  pressure  became  0*768  m. 
and  the  temperature  17®  0. 

41.  Some  dry  air  is  inclosed  in  a  horizontal  thermometric  tube,  by 


»W 


pies  960  divisions.  The  tube  being  immersed  in  melting  ice,  and  the 
latter  pressure  being  still  maintained,  the  air  occupies  750  divisions. 
Required  the  temperature  and  pressure. 

42.  At  what  temperature  will  the  density  of  oxygen  at  the  pressure 
0*20  m.,  be  the  same  as  that  of  hydrogen  at  0°  C.  at  the  pressure  1*60  m.t 

43.  What  is  the  interior  volume  at  0"*  C.  of  a  glass  bulb  which  at  25"  C. 
is  exactly  filled  by  53  grammes  of  mercury? 

44.  A  barometer  at  one  time  reads  770  mm.,  with  a  temperature  SS'^C, 
and  at  another  time  760  mm.,  with  a  temperature  5''  C.  Find  the  ratio 
of  the  true  barometric  heights. 

45.  The  specific  gravity  of  copper  at  0**  C.  is  8*8;  its  co-efficient  of 
linear  expansion  is  ^shn^  What  will  be  the  length  at  30°  of  a  roll  of 
copper  wire  weighing  15  kilogrammes,  the  section  of  the  wire  at  10**  C. 
being  4  square  millimetres) 

46.  The  normal  density  of  air  being  0-000164  of  that  of  brass,  what 
change  is  produced  in  the  apparent  weight  of  a  kilogramme  of  brass  when 
the  pressure  and  temperature  of  the  air  change  from  713  mm.  and  - 19° 
C.  to  781  mm.  and  +  36°  C.I 

47.  A  cylindrical  tube  of  glass  is  divided  into  300  equal  parts.  It  is 
loaded  with  mercury,  and  sinks  to  the  60th  division  in  water  at  10°  C. 
To  what  division  will  it  sink  in  water  at  50°  C.  ?  The  volumes  of  a  given 
mass  of  water  at  10°  and  50°  are  as  1*000268  and  1*01205. 

48.  Find  the  co-efficient  of  expansion  of  air,  when  zero  Fahrenheit  is 
the  starting  point,  and  the  degree  Fahrenheit  the  unit  interval 

49.  What  must  be  the  pressure  of  air  at  15°  C,  that  its  density  may  be 
the  same  as  that  of  hydrogen  at  0°  C.  and  760  mm.1  Density  of  hydro- 
gen 00692. 

50.  At  what  temperature  does  a  litre  of  dry  air  at  760  mm.  weigh 
1  gramme  1 

51.  In  a  cubic  metre  of  air  at  20°  C,  11*56  grammes  of  vapour  are 
found.     What  is  the  relative  humidity  of  this  airl 

52.  Calculate  the  weight  of  15  litres  of  air  saturated  with  aqueous 
vapour,  at  20°  C.  and  750  mm.  The  maximum  tension  of  vapour  at  20° 
is  17*39  mm. 

53.  There  is  a  bent  tube,  terminating  at  one  end  in  a  large  bulb,  and 
simply  closed  at  the  other.  A  column  of  mercury  stands  at  the  same 
height  in  the  two  branches,  and  thus  separates  two  quantities  of  air  at 
the  same  pressure.    The  air  in  the  bulb  is  saturated  with  moisture;  that 
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PROBLEMS.  1057 

in  the  opposite  branch  is  perfectly  dry.  The  length  of  the  column  of 
dry  air  is  known,  and  also  its  initial  pressure,  the  temperature  of  the 
whole  being  0°  C.  Calculate  the  displacement  of  the  mercurial  column 
when  the  temperature  of  the  apparatus  is  raised  to  100°  C.  The  bulb  is 
supposed  to  have  enough  water  in  it  to  keep  the  air  constantly  saturated ; 
and  is  also  supposed  to  be  so  large  that  the  volume  of  the  moist  air  is 
not  sensibly  affected  by  the  displacement  of  the  mercurial  column. 

54.  A  litre  of  alcohol,  measured  at  0°  C,  is  contained  in  a  brass  vessel 
weighing  100  grammes,  and  [after  being  raised  to  58°  C]  is  immersed  in 
a  kilogramme  of  water  at  10°  C,  contained  in  a  brass  vessel  weighing  200 
grammes.  The  temperature  of  the  water  is  thereby  raised  to  27°. 
What  is  the  specific  heat  of  alcohol)  The  specific  gravity  of  alcohol  is 
0*8;  the  specific  heat  of  brass  is  0*1. 

55.  A  copper  vessel,  weighing  1  kilogramme,  contains  2  kilogr.  of 
water.  A  thermometer,  composed  of  100  grammes  of  glass  and  200  gr. 
of  mercury,  is  completely  immersed  in  this  water.  All  these  bodies  are 
at  the  same  temperature,  0°  C.  K  100  grammes  of  steam  at  100°  C.  are 
passed  into  the  vessel,  and  condensed  in  it,  what  will  be  the  temperature 
of  the  whole  apparatus  when  equilibrium  has  been  attained,  supposing 
that  there  is  no  loss  of  heat  externally.  The  specific  heat  of  mercury  is 
0033;  of  copper,  0-0953  of  glass,  0-177. 


ni.— ACOUSTICS  AND  OPTICA 

56.  The  specific  gravity  of  platinum  being  taken  as  22,  and  that  of 
iron  as  7*8,  what  must  be  the  ratio  of  the  lengths  of  two  wires,  one  of 
platinum  and  the  other  of  iron,  both  of  the  same  section,  that  they  may 
vibrate  in  unison  when  stretched  with  equal  forces) 

57.  Two  strings  of  the  same  length  and  section  are  formed  of  materials 
whose  specific  gravities  are  respectively  d  and  d\  Each  of  these  strings 
is  stretched  with  a  weight  equal  to  [1000  times]  its  own  weight.  What 
is  the  musical  interval  between  the  notes  which  they  will  yield? 

58.  A  pipe  gives  a  note  of  100  vibrations  per  second  at  the  temperature 
10°  C.  What  must  be  the  temperature  of  the  air  that  the  same  pipe  may 
yield  a  note  higher  by  a  major  fifth  1 

59.  What  is  the  least  height  that  a  plane  mirror  can  have,  that  the 
whole  of  a  given  vertical  object  may  be  seen  reflected  in  it  at  one  view) 

60.  The  flame  of  a  candle  is  placed  on  the  axis  of  a  concave  spherical 
mirror  at  the  distance  of  1*54  m.,  and  its  image  is  formed  at  the  distance 
of  0-45  m.     What  is  the  radius  of  curvature  of  the  mirror) 

61.  On  the  axis  of  a  concave  spherical  mirror  of  1  m.  radius,  an  object 
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62.  What  is  the  size  of  the  circular  image  of  the  son  which  is  formed 
at  the  principal  focus  of  a  mirror  of  20  m.  radius)  The  apparent  dia- 
meter of  the  sun  is  30'. 

63.  In  front  of  a  concave  spherical  mirror  of  2  metres'  radius  is  placed 
a  concave  luminous  arrow,  1  decimetre  long,  perpendicular  to  the  princi- 
pal axis,  and  at  the  distance  of  5  metres  from  the  mirror.  What  are  the 
position  and  size  of  the  imagel  A  small  plane  reflector  is  then  placed 
at  the  principal  focus  of  the  spherical  mirror,  at  an  inclination  of  45^  to 
the  principal  axis,  its  polished  side  being  next  the  mirror.  What  will 
be  the  new  position  of  the  imagel 

64.  A  pencil  of  parallel  rays  fall  upon  a  sphere  of  glass  of  1  metre 
radius.  Find  the  principal  focus  of  rays  near  the  axis,  the  index  of 
refraction  of  glass  being  1*5. 

65.  What  is  the  focal  length  of  a  double-convex  lens  of  diamond,  the 
radius  of  curvature  of  each  of  its  faces  being  4  millimetres  1  Index  of 
refraction  2-487. 

66.  An  object  8  centimetres  high  is  placed  at  1  metre  distance  on  the 
axis  of  an  equi-convex  lens  of  ordinary  crown-glass,  the  radius  of  curva- 
ture of  its  faces  being  0*4  m.     Find  the  size  and  position  of  the  image. 

67.  What  is  the  ratio  of  the  focal  length  of  a  diamond  lens  to  that  of 
a  glass  lens  of  the  same  curvature  1  Index  for  glass,  1*5;  for  diamond, 
2-481. 

68.  A  Gregorian  telescope  is  constructed  in  the  following  manner: — 
The  rays  after  reflection  from  the  objective  speculum  form  a  real  image 
at  the  principal  focus.  Continuing  their  course,  they  meet  a  small  con- 
cave mirror,  which  reflects  them  so  that  th<By  form  a  second  image,  in- 
verted with  respect  to  the  first,  and  consequently  erect  with  respect  to 
the  object.  This  second  image  is  viewed  through  an  eye-piece,  whose 
tube  passes  through  a  hole  in  the  objective.  Investigate  a  formula  for 
the  magnifying  power  of  the  telescope. 

69.  Two  converging  lenses,  with  a  common  focal  length  of  005  m.,  are 
at  a  distance  of  0*03  m.  apart,  and  their  axes  coincide.  What  image 
will  this  system  give  of  a  circle  0*01  nx.  in  diameter,  placed  successively 
at  diflerent  distances  on  the  prolongation  of  the  common  axisi 

70.  A  convex  lens  of  focal  length  /,  is  cemented  to  a  concave  lens  of 
focal  length  /'.     What  is  the  focal  length  of  the  system  1 

71.  The  stem  of  a  siren  carries  a  plane  mirror,  thin,  polished  on  both 
sides,  and  parallel  to  the  axis  of  the  stem.  The  siren  gives  a  note  of  345 
vibrations  per  second.    The  revolving  plate  has  15  holes.    A  fixed  source 


Digitized  by 


Googk 


distance  of  4  metres  from  the  axis  of  the  siren  1    This  axis  is  supposed 
vertical. 

72.  A  lamp  and  a  taper  are  at  a  distance  of  4*15  m.  from  each  other; 
and  it  is  known  that  their  illuminating  powers  are  as  6  to  1.  At  what 
distance  from  the  lamp,  in  the  straight  line  joining  the  flames,  must  a 
screen  be  placed  that  it  may  be  equally  illuminated  by  them  both? 

73.  A  ray  of  light  falls  perpendicularly  on  the  surface  of  an  equilateral 
prism  of  glass  with  a  refracting  angle  of  60°.  What  will  be  the  deviation 
produced  by  the  prism?    Index  of  refraction  of  glass  r5. 

74.  What  is  the  length  of  the  cone  of  the  un^a  thrown  by  the  earth  1 
and  what  is  the  diameter  of  a  cross  section  of  it  made  at  a  distance  equal 
to  that  of  the  moon) 

The  radius  of  the  sun  is  112  radii  of  the  earth;  the  distance  of  the 
moon  from  the  earth  is  60  radii  of  the  earth;  and  the  distance  of  the  sun 
from  the  earth  is  24,000  radii  of  the  earth.  Atmospheric  refraction  is 
to  be  neglected. 

75.  A  sphere  of  glass  lying  upon  a  horizontal  plane  receives  the  -sun's 
rays.  What  must  be  the  height  of  the  sun  above  the  horizon  that  the 
principal  focus  of  the  sphere  may  be  in  this  horizontal  planel 
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A  SERRATION,  astronomical, 

—  chromatic,  994. 

—  spherical,  894. 

Absolute  temperature  tuid  absol-^ 
ute  lero  by  air  thermometer, 

by   thermo-dynanuc  scale, 

457. 

—  unit  of  force,  54,  780 
of  work,  450,  780. 

—  units,  783. 

Absorption  and  emission  of  railiant 
heat,  394. 

—  of  gases,  x8a. 
Acceleration  defined,  53. 

—  uniform,  5a. 
Accidental  images,  1009. 
Accumulation  by  mutual  action, 

773- 
Achromatism,  995. 
Acoustic  pendulum,  8za. 
Actinometer,  46a. 
Adiabatic  changes  of  volume  and 

pressure,  436. 
Aether,  himiniferous,  8<^,  1043. 
Air,  cooling  of,  by  ascent,  498. 

—  density  of  dry,  140-143,  996. 
of  moist,  375. 

—  temperature  of,  493-498. 

—  vibration  of,  788. 
Air-chamber,  aai. 
Air-engine,  467. 
Air-film,  adherent,  183. 
Air-pump,  184-303. 

— >  babinet's,  199:  Bianchi's,  189. 

—  Deleuil's,  aoo;  Geissler's,  195. 

—  Kravogl's,  194;  Sprengel's,  197. 

—  condensing,  aoa. 

—  limits  of  action  of,  19a. 
Airy's  apparatus  for  law  of  sines, 

9X1. 
Alarum,  telegraphic,  731. 

—  vibrating,  731. 

Alcohol  at  low  temperatures,  333. 

—  thermometers,  354. 
Alphabet,  telegraphic,  734. 
Alternate  contact,  ^30. 
discharge  by,  573. 

Alum,  Its  small  diathermancy,  406, 
4ia 

Amalgam  for  rubbers,  536. 

Amalgamated  zinc,  651. 

Ampere's  electro  •  dynamic  for- 
mula, 688. 

—  rule  for  deflection,  657. 


Amp^'s  stand,  680. 
—  theory  of  magnetism,  694. 
Amplitude  of  vibration,  57,  70, 786. 
Analyzer,  1033. 
Anamorphosis,  906. 
Andxews'calorimetric  experiments, 
443. 

—  on   continuity  of   liquid   and 

gaseous  states,  336. 

Anemometers,  503. 

Aneroid  barometer,  157. 

Animal  heat  and  work,  461. 

Annual  variations  defined,  165. 

Anode,  739. 

Apertures,  small,  images  produced 
by,  868. 

Apjohn's  formula,  373. 

Arago's  rotations,  775. 

Arc,  voltaic,  703. 

Archimedes'  principle,  104. 

Aristotle's  experiment  on  weight 
of  air,  140. 

Arm  of  couple,  16. 

Armstrong's  hydro  -  electric  ma- 
chine, 539. 

Arrangement  of  cells  in  battery, 
671. 

Artificial  horizon,  884. 

Ascent,  cooling  of  air  by,  498. 

—  in  capillary  tubes,  xaS. 
Aspirator,  373. 

Asutic  circuits,  693. 

—  galvanometer,  66a. 

—  needle,  66  x. 
Astronomical  telescope,  958. 
Atlantic  cable,  733. 

velocity  through,  586. 

Atmosphere,  distribution  of,  over 
the  earth,  50X. 

—  pressure  of,  143-144. 
Atmospheric  circulation,  general, 

50a 

—  electricity,  599-6x1. 

modes  of  observing,  603-606. 

results  of  observation,  607. 

—  refraction,  10x8. 

Atomic  weight  inversely  as  specific 
heat,  435. 

Atoms,  34. 

Attraction,  apparent,  due  to  capil- 
larity, X36. 

—  electrical,  laws  of,  530-533. 

—  magnetic,  laws  o^  6x9. 
Attwood's  xnachine,  43. 
August's  psychrometer,  37a 
Aurora  borealis,  634. 


Aurum  muuvum,  536. 
Austral  pole,  6x6. 
Autographic  telegraph,  73a 
Automatic  system,  Wheatstone's* 

735- 
Axes,  optic,  in  crystals,  X043. 
Axis,  magnetic,  63a 

—  of  Iceland  spar,  996. 
Azimuth,  6x4. 

QABBAGE  &  HerscheTs  rota- 

tions,  776. 
Babinet's  double  exhaustion,  199. 
Bain's  electro-chemical  telegnq;»h, 

730- 
Balance,  8o-86u 

—  spring,  30. 

—  torsion,  5x9,  634. 
Barker's  mill,  loa. 
Barograph,  King's,  160. 

—  photographic,  161. 

—  Secchi's,  i6o. 
Barometer,  140-169^ 

—  Adie's,  X56. 

—  aneroid,  X57. 

—  counterpoised,  159* 

—  Fortin's,  X47. 

—  marine,  X56. 

—  siphon,  154, 

—  wheel,  X5S. 
Barometric  corrections,  15a 

—  measurement  of  heights,  x6s. 

—  prediction  of  weather,  167-169. 

—  variations,  x65-i69. 

—  variation  with  latitude,  501. 
Baroscope,  308. 

Battery,  galvanic,  644. 

Bunsen's,  650. 

Cruickshank's,  65a 

Daniell's,  649. 

Grove's,  65  x. 

Hare's,  648. 

telegraphic,  7x5. 

—  -  —  Wollaston's,  647. 
Battery  of  Leyden  jars,  sfia 

—  discharge  of,  583. 
Beau,  8x3,  860. 
Beaum^s  hydrometers,  xx8. 
Becquerel's  phosphoroscope,  979. 
Bellows  of  organ,  838. 

Bells,  vibration  of^  786,  835. 
Bernoulli's  laws,  839. 
Bertsch's  electrical  machine,  545. 
Biaxal  crystals,  X043. 
Bifilar  magnetometer,  630^ 
Binocular  vision,  948. 
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Block  pipe,  837. 

Carbon  melted,  703. 

—  and  music,  xoia 

Boiler  of  steam  eoKme,  489-486. 

—  points,  image  of,  704. 

—  blindness,  xoia 

Boiling,  334. 

Carnot's  principles,  454. 

—  by  polarized  light,  xo37-xa45. 

—  by  bumping.  344. 

Carres  two  fireesing  apparatus,  399. 

—  cone,xoo7. 

—  explottve,  34a.                      % 

33«. 

-equations,  1004, 

—  promoted  by  presence  of  air. 

Cartesian  diver,  108. 

—  mixture  dT,  iooa-1008. 

.  ^'* 

Cascade,  charge  by,  58a  (9d  edi- 

— of  thin  films,  1030. 

Boiling  p<nnts,  afiected  by  |Mres- 

tion). 

Combination,  heat  of,  443 

sure,  336. 

Caselli's  telegraph,  730. 

Combustion,  beat  of,  443. 

heighu  determbed  by,  338. 

Cassegranian  telescope,  965. 

uble.  444. 

of  solutions,  340. 

Cathetometer,  X46. 

Comma,  821. 

table  of,  335. 

Cathode,  739. 

Commutator,  763. 

Boreal  pole,  616. 

Caustics,  901,  9x7,  X017. 

Compass,  ship's,  634. 

Bottle,  inexhaustible,  933. 

Cavendish  experiment,  67. 

Compensated  pendulums,  971. 

-  Mariotte's,  23^ 

Cells,anrangement  of,for  maximum 

Bourbottse's  apparatus  for  falling 

current,  671. 

>  bodies,  46. 

Centesimal  alcohofimeter,  1x9. 

—  magnet,  631.  637. 

—  electro-magnetic  engine,  711. 

Centigrade  scale,  35a 

Bourdon's  gauge,  181. 

Centre  of  buoyancy,  105. 

Compressibility,  35. 

Boutigny's  experiments,  345. 

—  of  gravity,  33-39. 

—  of  water,  36. 

Boyle's,  law,  170-183. 

—  of  inertia,  79. 

Concave  miiiXMS,  893-904. 

Bramah  press,  234. 

—  of  lens,  93X. 

Concord,  859* 

Breens,  land  and  sea,  499^ 

—  of  mass,  79. 

Condensation,  3aa. 

Breguet's  telegraph,  718. 

—  of  mirror,  894. 

Condenser  of  tteam-engine,  474. 

—  thermometer,  a6z. 

—  of  oscillation,  6a 

Condensers,  electric,  567. 

Bridge,  Wheatstone's,  674. 

—  of  parallel  forces,  X7. 

capacity  of,  56& 

—  of  percussion,  76. 

—  intrinsic  and  effective,  966. 

Centrifugal  force,  69. 

—  of  spectra,  993. 

—  pump,  999  (3d  edition). 

—  power,  574. 

—  theory  of  atmospheric  circula- 

— pump,  20a. 

British  Association  unit  of  resist- 

tion, 501. 

Conduction  of  heat.  414-425. 

ance,  76a 

Character  of  a  musical  note,  817. 

in  gases.  433-435- 

Brooot's  pendulum,  973. 

853. 

in  liquids,  421-423. 

Broken  magnet,  618. 

Charge  by  cascade,583  (sd  edition). 

Conductivity,  comparison  of  therw 

Brush,  eleoric,  548. 

—  residual,  57a. 

mal  and  electrical,  67a 

Bubbles,  filled  with  hydrogen,  309. 

Charts  of  magnetic  Unes.  631. 

—  defined,  415. 

—  pressure  in,  133. 

—  of  weather,  x68. 

—  determiiutiions  of  absolute,  49o> 

Bucket,  electric,s58. 

Chemical  action  necessary  to  cur- 

491. 

Bonsen  ft  Kirchhoff*s  researches. 

rent,  65a. 

—  electrical,  see  Resistance. 

441- 

—  comlunation,  443,  463,  435. 

—  table  of,  420. 

Bunsen's  cell,  65a 

—  harmonica,  789. 

Conductors,  electrical,  list  oC  507. 

Buojrancy,  centre  of,  105. 

—  hygrometer,  373. 

—  lightnbg.  601-603. 

Bummg  mirrors,  39^ 

Cherra  Ponjee,  rainfall  at,  380. 

Cone  of  colour,  1007. 

Bunting  of  boilers,  483. 

Chimes,  electric,  6oa 

Buys  Ballot's  experiment  on  sound, 

Chimneys,  draught  of,  398. 

Conjugate  foci,  894,  939. 

897. 

Chromatic  aberration,  79a. 

—  mirrors,  393,  807. 

Uw,  X69. 

Circular  polarisation,  X039,  1047. 

Conservation  of  energy.  79. 

^^    Cagniard  de  Latour's  experi- 

Clarke's machine,  767. 

motion  of  centre  of  mass,  74. 

Oearance,  mt  Untraversed  Space, 

Constitution  of  compound  vibia- 

ments  on  vaporisation,  395. 

^.   '5^    .      , 

siren,  833. 

Climates,  insular  and  continental. 

Contact-electridty,  note  on,  784 

Caissons,  906. 

^.  ^95. 

(2d  edition). 

CaUbration.  345. 

Chnk   accompanying   magnetiza- 

Contiguous particles,  induction  by. 

—  of  thermo-multiplier,  664. 

tion,  638. 

5' 5.  578. 

Catorescence,  4xa 

Docks,  electrically  controlled,  736. 

Continental  climates,  495. 

Caloric  theory,  445. 

Clothing,  warmth  of,  433. 

Continuity  of  gaseous  and  liquid 

Calorimeter,  430. 

Clouds,  377-38a 

sutes,  325. 

Calorimetry,  ^26-444- 

Contracted  vein,  aao. 
Contractile  force  in  liquids,  r3i. 

Cantera  lucida,  914. 

—  obscura,  943. 

Coefficient  of  expansion,  364. 

Coovectioo  of  heat,  984. 

—  photographic,  943. 

Coercive  force.  617. 

Camphor,  movements  of,  137. 

Coil,  RuhmkorfTs  induction,  761. 

Convertibility  of  centres  b  pendu- 

Canton's phosphorus,  979. 

Cold  of  evaporation.  338. 

lum,  6a 

Capacity,  electric,  565. 

CoUadon's  experiment  at  Lake  of 

Convex  mirrors,  905. 

—  of  condenser,  568. 

Geneva,  803,  867. 

Cooling,  bw  of,  386. 

—  specific  inductive.  576. 

Collimation,  line  of;  971. 

—  of  air  by  ascent,  498. 
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Coulomb's  toruon-balance,5i9,6a4. 
Counterpoised  barometer,  159^ 
Couples,  16. 

Couronne  de  tasses,  6461. 
Critical  angle,  91a. 

—  temperature,  Andrews',  317. 
Cross-wires  of  telescope,  971. 
Cruickshank's  trough,  647. 
Cryophorus,  33a 
Crystallization,  307. 
Crystalloids,  139. 

Crystab,  optical,  classification  of, 

1049. 
Cup-leathers,  aas. 
Current,    deflected   by  magnetic 

force,  658. 

—  direction  of,  in  battery,  643. 

—  mduced  by  motion  across  lines 

of  force,  75a-76o. 

—  numerical  estimate  of,  658. 
Currents^  marine,  384. 
Curvature  in  connection  with  ca- 
pillarity, laS,  133. 

—  of  rays  in  air,  1019^ 
Cushions  of  electrical  machine, 

535»  536. 
Cycloidal  pendulum,  71. 
Cydones,  503,  6xx. 
Cylindric  mirror,  906. 

T^ALTON'S    experiments     on 
vapours,  349. 

—  laws  of  vapours,  3aa. 
Dampers,  copper,  777. 
Daniell*s  battery,  649. 

—  hygrometer,  3J58. 

Dark  ends  of  q>ectrum,  978. 

—  fines  in  spectrum,  978. 
Davy  lamp,  418. 

-  on  friction  of  ice,  447. 
Dead  points,  47a. 
Declination  magnet,  696. 

-  magnetic,  615. 
dianges  of,  633. 

—  theodolite,  636. 
Deep-water  thermometers,  358. 
Deflagrator,  Hare's,  648. 
Degree  of  thermometer,  35a 

physical  meaning  of,  351. 

Delesenne's  circle,  759. 
Delicacy  of  thermometer,  359. 
Density,  85. 

—  by  hydrometeis,  2x4. 

—  by  specific  gravity  bottle,  88. 

—  by  weighing  in  water,  1x3. 

—  correction  of,  for  temperature 

966. 

—  electric,  538. 

—  of  air,  X4X,  396,  375. 

—  of  gases,  394-397. 
uble  of,  397. 

—  of  mixtures,  iso. 

—  of  vapours,  357-363. 

—  table  of,  88. 

—  Mir  Air,  Vapour,  Earth. 
Depolarizadon,  mt  Elliptic  Polar- 


on  alcohol  at  low  tempera- 
tures, 333. 

on  heat  of  voltaic  arc,  703. 

Deviation,      coiutructions      for, 

9«3.994. 

—  by  rotation  of  mirror,  899. 

—  minimum^  9^3~'9^5- 
Dew,  4x3. 

—  point,  365. 

computation  of,  37X. 

IMal  telegraphs,  7x8,  739. 

Dialysis,  139  (3d  edition). 

Diamagnetic  bodies,  638;  their 
coefficient  of  induction  nega- 
tive, 78X. 

Diathermancy,  405. 

—  table  of,  406. 
Dielectric,  influence  of,  S7S 

—  polarisation  of,  578. 
Difference-tooes,  863. 
Differential  galvanometer,  661. 

—  thermometer,  363. 
Difficulty  of  commencing  change 

of  sute,  306,  343. 
Difliacdon,  XOX3. 

—  by  grating,  1035. 

—  fringes,  1034. 

—  spectrum,  1025. 
DifRision,  139. 
Digester,  Papin's,  339. 
Dimensions  of  units,  779. 
Dip,  6x5. 

Dip-circle,  638. 

Direction  of  vibration  in  polarized 

light,  X048. 
Discharge  in  rarefied  gases,  549- 

55«»  765- 
Discharger,  jointed,  569. 

—  universal,  584. 
Discord,  859. 
Dispersion,  chromatic,  973. 

in  spectroscope,  993. 

Displacement  of  spectral  lines  by 

motion,  991. 
Dissipation  of  charge,  531. 

—  of  energy,  466. 

—  of  sonorous  energy,  799. 
Dutance,  adapution  of  eye  to. 

948. 

—  judgment  of,  949. 
Distillation,  347. 

Distribution  of  electricity  on  con- 
ductors, 538. 

Diurnal  variations  defined,  X65. 
Diver,  Cartesian,  xo8. 
Divided  circuits,  673. 
Divisibility,  33. 
Donny's  experiment,  34X. 
Doppler's  principle,  991. 
Double-action  air-pump,  X89. 

—  water-pump,  333. 
Double  refraction,  935,  1035. 
Doubly-exhausting  air-pump,  X99. 
Draught  of  chimneys,  398. 
Drion's  experiments,  336. 

Dry  pile,  651. 

Duality  of  electricity,  508. 


law  of  cooling,  388. 

Dumas'  method  for  vapour  den- 
sities, 359. 

Dynamics  of  rigid  bo<Ues,  79-77. 

Dynamometer,  30. 

Dynamo-electric  madunes,  set 
Accumulation  by  Mutual  Ac- 


17  AR,  how  affected  by  discord, 

^    86x. 

Earth,  action  of,  on  currents*  689. 

—  as  a  magnet,  639. 

—  mean  density  of,  67. 
Earth-currents,  634. 
Ebullition,  334. 
Eccentric  of  sUde-valve,  473. 
Echo,  808. 

Edison's  phonograph,  864. 
Efficiency   of   engines,    7x0;    of 

pumps,  3 1 8:  of  thermic  engine, 

453:  reversible,  454, 
Efflux  of  liquids,  396. 
Elasticity,  37. 

—  Young's  modulus  of,  39. 
Electrical  force  at  a  point  defined, 

559- 

—  machines,  533,  «r#  Machine. 
Elearic  chimes,  6oa 

—  egg.  550. 

—  light,  703,  769. 

—  pendulum,  509. 

—  spark,  S4<Sv  *^  Spark. 

—  telegraph,  7x3-736. 

—  whirl,  558. 
Electricity,  505. 

—  atmospheric,  599. 
^-  voltaic,  643. 

Electrodes  of  battery,  644,  739. 
Electro-dynamics,  680. 

gilding,  746. 

magnetic  engines,  7xa 

magnets,  697. 

medical  machines,  778. 

motors,  7x0. 

Electrolysis,  738-744. 
Electrolytes,  conduction  in,  746. 
Electrometer,  absolute,  59a. 

—  attracted  disc,  59X. 

—  cage,  597. 

—  portable,  593. 

—  quadrant,  595. 
Electrometers,  591-598 
Electro-motive  force,  665,  677. 
its  value  for  different  ba^ 

teries,  679. 
Electrophorus,  544. 
Electro-plating,  746. 
Electroscope,  5x7. 

—  Bohnenberger's,  653. 

—  condensing,  579. 
Electrotype,  747. 
Elementary  tones,  863. 
Elements  of  currents,  mutual  ac- 
tion of,  688. 

Ellicott's  pendulum,  979. 
Ellipsoid,  X044. 
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EUiptoid,  dtttributioo  of  dectri- 

city  on,  s^. 
Elliptic  poUriation,  1037. 
Elmo's  fire,  St,  60a. 
Emiasive  power,  394. 
Endosmooe,  1381 
Energy*  available  sources  of,  465. 

—  conserration  of,  79. 

—  dissipation  of,  466. 

—  of  motion,  76. 

—  of  position,  78. 

—  of  rotation,  75. 

—  of  sonorous  vibrationi,  799k 

—  transformation  of,  79^ 
Engines,  thermic,  453,  mv  Steam- 

engine. 
Equipotential  surfaces,  561. 
Equivalent  simple  pedulum,  6a 
Equivalents  of  beat  and  work,  449. 
Siron  and  conrectifoafs,  signs  of, 

X53-  . 
Evaporation,  317. 

—  cold  of,  338. 

—  latent  heat  of,  44T. 
Exchanges,  theory  of,  396. 
Exhaustion,  calctUation  of,  185. 

—  limit  of,  X93. 

Expansion,  apparent  and  real,  of 
liquids,  S7S. 

—  by  heat,  249,  964. 

—  coefficient  of,  964. 

—  cuImc  and  linear,  96^ 

—  force  oC  S73. 

—  formulae  relating  to,  S64. 

—  heat  lost  in,  451. 

—  in  freezing,  311. 

—  linear,  modes  of  observing,  S69. 
table  oii  970. 

—  of  gases,  887. 
table  ol,  »9«. 

—  of  liquids,  table  of,  977,  98a 

—  of  mercury,  98a 
Kgpansion-Csctor,  964. 
Expansive  working  in  steam-en- 

gine.476. 
Explosion  of  boilers,  484. 
Extra  current,  761. 
Extraordinary  bdex,  997. 

—  rays,  997,  1035. 
Eye,  946. 
E3^e«piece9|  99^ 

pAHRENHEirS  barometer, 

—  hydrometer,  116. 

—  sode  of  temperature,  95a 
Falling  bodies,  laws  of,  49. 
Fall  in  vacuo,  41. 

Faraday's  experiments  within  elec- 
trified box,  537. 

on  lique&ction  of  gases,  393. 

on  solidification  of  gases,  333. 

—  views  regarding  electro-static 

induction,  578,  515. 
Favre  and    Silbermann*s   calori- 


Field,  magnetic,  690. 

intendty  of,  69a 

uniform,  757. 

Filings,  lines  formed  by,  619. 
Film  of  air,  adherent,  183. 


Films,  colours  of,  X03& 

— -  tennon  in,  131-138. 

Fire-engine,  esi. 

Fixeau's  measurement  of  vek>ctty 
of  light,  873. 

Flames,  raanometric,  846,  857. 

_  singing,  789. 

Flexure,  resistance  to,  99. 

Floating,  conditions  o(  107. 

FkMtting  bodies,  attraction  be- 
tween, X36. 

stabOity  of,  109. 

Floating  needles,  ixa 

Flowers  of  ice,  308. 

Flue-pipe,  837. 

Fluids,  91. 

—  ele<^ric,  dieories  of,  $\o, 

—  imaginary  magnedc,  618. 
Fhioreacence,  980,  4xa 
Flute  mouthpiece,  837. 
Fly-wheel,  75,  474* 

Focal  lines,  903. 

Foci,  conjugate,  894,  93>' 

—  explained  by  wave  theory,  1017. 

—  primary  and  secondary,  90X. 

—  principal,  893,  930. 

—  virtual,  897. 
FocomeCer,  9401. 

Forbes*  experiments  on  conduc- 
tivity, 49% 

—  obserratioos  on  glacier  modon, 

3«4- 
Force,  11. 

—  lines  and  tubes  o<^  560-563. 
their  movement,  757. 

—  •—  —  thor  relation  to  induced 

currents,  754-76a 

—  unit  of,  54,  78a 
Force-pump,  990. 
Fortin's  barometer,  147. 
Foucault's  experiment  on  velocity 

of  light,  875,  X016. 

—  magiteto  •  thermic  experiment, 

448. 
— -  prism,  xo37> 

—  regulator,  707. 
Fountains,  930W 

—  intermittent,  933. 

—  in  vacuo^  X99. 
Fourier's  theorem,  853. 
Franlclb's  experiment  00  ebulli- 
tion, 337. 

on  lightning,  599. 

FraunhofePs  lines,  978. 
Free-piston  air-pump,  90a 
Free-reed,  845. 

Freezing  at  abnormally  low  tem- 
peratures, 306,  46a 

—  by  ev^^wration,  398-333. 

—  by  the  spheroidal  state,  345. 

—  expaxksion  in,  31X. 

—  merauy  in  red-hot  crucible,345. 

—  mixtures,  305. 

Freezing-point  lowered  by  pres- 
sure, 3X9. 

— ;  computation,  459. 

by  stresses,  313. 

Frequency,  817. 
Fresnel's  rhomb,  1047. 

—  wave-surface,  1043. 
Friction,  heat  <^,  446. 


Friction  in  ooonectioa  with  ood- 

servadon  of  energy,  79. 
Fringes,  diffraction,  1094. 
Frog,  experiment  with,  645. 
Fronent's  engine,  71a. 
Frost,  hoar,  4x3. 
Fuse,  Statham's,  764. 
Fusion,  30a. 

—  latent  heats  oC  439^ 

—  tempemtnres  of,  309. 

QALILEAN  telescope,  96a. 
Galileo's  experiments  on  fall- 
ing bodies,  40. 

—  fxplanation  of  auction -pump. 

X44. 
Galvani,  644. 
Galvanic  batlexy,  644. 

—  dectridty,  649. 
Galvanometers,  659-664. 

—  choice  oC677> 
Gamut,  819. 
Gas-battery,  745. 

—  eQgine,49o. 

Gases  distinguished  firom  liquids. 

91. 

—  table  of  densities  of,  997. 

—  their  expansion  by  heat,  087. 

—  their  tendency  to  expand,  99. 

—  two  q>ecific  heats  of,  435,  451. 
Gauss'  unit  of  forces  54. 
Gay-Lussac's  experiments  on  ex- 
pansion of  gases,  987. 

method  for  vapour  densities, 

3<5a. 
G«ssler's  air-pump,  195:  tubes.76s. 
Giflard*s  injector,  485. 
Gimbals,  634,  X49. 
Glaciers,  motion  of,  314. 
Glaisher's  balloon-ascents,  497. 

—  tables,  37X. 

Glass,  expansion  of,  976. 

—  strained,  exhibits  colours,  1044. 
G<^d-leaf  electroscope,  5x7. 
Governor  balls,  474. 

Gradient,  banMnetric,  x68. 
Gramme's  machine,  773*. 
Gramme-degree,  497. 
Graphical  interpolation,  xaa 
Gratings  for  diffraction,  X036. 

—  i^otographic,  X096. 

—  reflection,  1099. 

—  retardation,  xo39> 
Gravesande's  apparatus,  13. 
Gravitati<m,  universal,  66. 
Gravity,  centre  of,  33. 

—  formula  (or  variation,  6x. 

—  proportional  to  mass,  55. 

—  terrestrial,  3x. 
Gregorian  telescope,  964. 
Gridiron-p«iduliun,  97X. 
Grotthus*  hypothesis,  739. 
Grove's  batt^y,  65  x. 
Gulf  stream,  985. 

O  ADLEVS  sextant,  899. 
"     Hail.  383. 

—  Volta's  theory  oC  610. 
Hare's  deflagrator,  648. 
Harmonics,  839,  854.  mt  Ovei^ 

tones. 
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—  mecnanicaii  equivaicui  %/i,  ^^. 

—  of  combustion,  uble  of,  444. 

—  polarizaiion  of,  Z049. 

•—  produced  by  discluurge  of  Ley- 
den  jars,  584,  590. 

—  —  by  electric  currents,  699. 

—  quantity  of,  436. 

—  required  for  a  cyclic  cfaange,459. 

—  —  for  change  of  volume  tuid 

temperature,  457. 

—  units,  437. 

Heating  by  hot  water,  384. 
Heights  measured  by  barometer, 
x6a. 

—  ^  by  boiling  point,  338. 
Heliosut,  977. 

Helmhola's  colour -observations, 
Z004. 

—  resonators,  856. 

—  theory  of  dissonance,  86a 
Hemispheres,  Magdeburg,  191. 
Herschelian  telescope,  963. 
High-pressure  engines,  478. 
Him  on  animal  heat,  461. 
Hoar-frost,  4x3. 

Holtz's  electrical  machine,  541. 

Homogeneous  atmosphere,  height 
of,  x6a. 

Hope's  experiment,  279. 

Horse-power,  19. 

Houdin's  regulator,  708. 

HoMrard's  cloud  nomenclature,378. 

Hughes'  printing  telegraph,  706. 

Humidity  of  air,  364. 

Huygens'  construction  for  wave- 
front,  Z0T4. 

—  principle,  xoia. 
Hydraulic  press.  93,  994. 

—  tourniquet,  xox. 
Hydro-electric  machine,  539. 
Hydrogen,  conductivity  of,  435. 

—  heat  of  combustion  of,  444. 

—  soap-bubbles  filled  with,  309. 
Hydrometers,  xx3-X3x. 
Hygroscopes    and    hygrometers, 

365-374. 
Hypsometer,  338. 
Hypsometry,  163. 

TCE-CALORIMETER,  439. 

flowers,  308. 

pail  experiment,  536,  564, 

—  regelation  of,  3x4. 
Iceland-spar,  935. 
Images,  accidental,  X009. 

—  brightness  of,  967. 

—  electric,  566. 

—  formation  of,  898. 

—  in  mid  air,  901. 

—  on  screen,  900. 

—  produced  by  small  apertures, 

868. 

—  size  of,  898,  937. 
Imaginary  magnetic  matter,  6xq. 
Inclination,  magnetic,  615. 
Inclined  plane,  4x. 

Index  errors,  X53. 
Index  of  refraction,  9x3. 


—  electro-Static,  5x3-537. 

its  relation  to   fcHroe-tubes, 

563. 

—  magnetic,  6x7,  coeflSdentof,78i. 
Inductive  capacity,  specific,  576. 
Inertia,  9. 

Inexhaustible  bottle,  339. 
Ingenhousz's  expeiiment,  4x6. 
Injector,  Giffard's,  485. 
Insects  walking  on  water,  xxa 
Insular  climates,  495. 
Insulators,  list  of,  507. 
Intensity,  horizontal,  vertical,  and 
total,  633. 

—  of  field,  6ao^  781. 

—  of  magnetization,  63x,  78X. 
Interference,  8x0,  see  DiiTraction. 
Intervals,  musicad,  8x8. 

Iodine,  solution  of,  in  bisulphide 

of  carbon,  4xa 
Isobaric  lines  and  charts,  x68. 
Isochronism,  condition  of,  70. 

—  of  pendulum,  58. 

Isodinic  and  other  magnetic  lines, 

633. 
Isothermal  lines,  494. 

TET-PUMP.  333  (3d  edition). 
J     Jets,  liquid,  337. 
Jones'  controlled  clocks,  736. 
Joule's  equivalent,  450,  453. 
— experiment  in  stirring  water,449. 

—  law  for  energy  of  current,  699- 

703. 
Jupiter's  satellites,  edipsesof,  878. 

I^ALEIDOSCOPE,  89a 
Rater's  pendulum,  60. 
Key,  Morse's  telegraphic,  734. 
Kienmayer's  amalgam,  536. 
King's  InrogTaph,  x6a 
Kinnersley's  thermometer,  555. 
KOnig's  nuuiometric  flames,  846 

857. 
Kiavogl's  air-pump,  194. 

T  ADD'S  machine,  774. 

Land  and  sea  breezes,  495. 

Lantern,  magic,  945. 

Laplace  and    Lavoisier's  experi- 
ments, 369. 

Laplace's  correction  of  sound-velo- 
city, 803. 

Laryngoscope,  907. 

Latent  heat  of  fusion,  303. 

—  —  of  steam,  44X. 
of  vaporization,  338. 

—  —  of  water,  304- 

below  freezing-point,  460. 

Latitude,  33. 

—  its  influence  on  gravity,  6x. 
Least  time,  principle  of,  xox6. 
Lcidenfrost's  phenomenon,  345. 
Lenses,  939. 

—  centre  of  lens,  93X. 
Lens's  law,  753. 

Le  Roy's  hygrometer,  367 


Levelling,  X34. 

—  corrections  in,  xox8. 
Lever,  X5. 

Leyden  battery,  58a 

—  jar,  57X. 

capacity  of,  568. 

with  movable  coatings,  573. 

Lichtenberg's  figures,  58X. 
Light,  865-xo5a 

—  electric,  70a. 

for  lighthouses,  769. 

Lightning,  599. 

—  -conductors,  6ox. 

—  duration  of,  60a 
Linuna,  819. 

Linear  dimensions,  in  sound,  836, 

839- 
Line  of  collimation,  97X. 
Lines,  isodinic,  isodynamic,  iso- 

gonic,  633. 
Lines  of  force,  560. 

caution  regarding,  778. 

due  to  current,  657,  689. 

magnetic,  619. 

shown  by  filings,  6x3, 

Link-motion,  489. 
Liquefaction  of  gases,  333-338. 

—  of  solids,  see  Fusion. 
Liquefiable   and    non  -  liquefiable 

gases,  173. 

Liquid  and  gaseous  states  continu- 
ous, 335-338. 

Liquids,  3x. 

Lissajous'  curves,  849. 

equations  to,  850. 

—  experiments,  847. 
Local  action,  651. 
Locomotive,  486. 
Lodestone,  6x3. 
Longitudinal  vibrations   of  rods 

and  strings,  843. 
Looking-glasses,  886. 
Ix>udness,  8x6. 

Luminiferous  aether,  865,  X043. 
Lycopodium  on  vibrating  plate, 

788. 

TV/r  ACHINE,  electrical,  531. 

^^^ Bertsch's,  545. 

Guericke's,  533. 

Holtz's,  54X. 

Naime's,  537. 

Ramsden's,  535. 

Winter's,  538. 

—  hydro  •  electric,     Armstrong's, 

539. 
Machines,  magneto-electric,  766- 

774. 
Magdeburg  hemispheres,  X9X. 
Magic  fuimel,  333. 

—  lantern,  945. 
Magnet,  ideal  simple,  690. 

—  moment  of,  631,  633. 

—  natural,  613. 

Magnetic  attraction  and  repubion, 
6x9. 

—  charts,  631. 
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—  potential,  6x9. 

—  ttomu,  634, 

—  variations,  633. 
Magnedsm,  remaneot  or  reUdual, 

698. 
Magnetization,method«  of,635,696. 

—  specification  ot^  619. 
Magneto-crystallic  action,  64a 

—  -electric  machines,  766-77$. 

—  -optic  roution,  1045. 
Magnetometers,  63a 
Magnification,  951. 

—  by  kns,  954. 

—  by  microscope,  959. 

—  by  telescope,  959,  961,  964. 
Malus'  polariscope,  Z033. 
Manometers,  177. 
Manometric  flames,  846,  857. 
Marine  barometer,  156. 
Mariotte's  bottle,  339. 

—  law,  X7a 

—  tube,  171. 

Mason's  hygrometer,  37a 
Mass,  54. 

—  centre  of,  7a. 

Matches  for  collecting  electricity, 

605. 
Maximum  thermometeis,  S54. 
Maxweirs  colour-box,  1005. 

—  rule  for  action  between  circuits, 

689. 
Mean  temperature,  493. 
Mechanical  equivalent   of  heat, 

449. 
Mechanics,  xi. 
Melloni's  experiments,  399-406. 

—  method  of  evaluating  deflec- 

tions, 664. 
Melting-points,  table  of,  30m, 
Meniscus,  X35,  999. 
Mercury,  density  of,  88. 

—  expansion  of,  980,  953. 
Meridian,  615. 

Meridians,  chart  of  magnetic,  63X. 
Metacentre,  xzo. 
Metallic  barometers,  157. 

—  thermometers,  96x. 
Meteoric  theory  of  sun's  heat,  464. 
Mica  plates  for  circular  polanxa- 

tion,  X047. 
Micrcmieters,  979. 
Microscope,  compound,  956. 

—  electric,  945. 

—  simple,  955. 

—  solar,  944, 

Mines,  firing  by  electricity,  590. 
Minimum    deviation    by    prism, 

9«3-9a5. 
Mirage,  ioax-xo93. 
Mirror  electrometer,  594. 

—  galvanometer,  663, 
Mirrors,  886. 

—  concave,  893. 

—  conjugate,  393,  807. 

—  convex,  905. 

—  cyltndric,  906. 

—  parabolic,  894. 


Mixtures,  density  of,  xao. 

—  method  of,  499. 
Modulus  of  elasticity,  39. 
Moist  air,  density  of,  375. 
M(Mnent  of  couple,  i6k 

—  of  force  about  axis,  75. 

—  of  inertia,  74. 

—  of  magnet,  69X-69a. 
Momentum,  76. 

—  angular,  75. 
Mooocbord,  mv  Sonometer. 
Monochromatic  light,  99a. 
Monsoons,  499. 

Morin's  apparatus,  4% 
Moise's  tel^^raph,  739. 

—  telegraphic  idphabet,  794. 
Mortar,  electric,  555. 
Motions,  composition  of,  59. 
Mountain  •barometer,  the<^  of, 

169. 
Mouason's  expeximent,  3x9. 
Mouth-|Meces  of  oigan-pipes,  837, 

844. 
Multiple  images,  888,  9x8. 
Multiple-tube  barometer,  i6ow 

manometer,  X7a 

Musical  sound,  790. 

MAIRNE'S  electrical  machme, 

537. 
Needle,  magneriied,  6x4. 
N^retti's maximum  thermometer, 

957. 
Newtonian  telescope,  964. 
Newton's  law  of  coding,  386. 

—  rings,  xo3a 

—  specttum  experiment,  975. 

—  theory  of  refraction,  X0X5. 
Nicholson's  hydrometer,  1x5. 
Nicol's  prism,  X036. 
Nobili's  thermo-pile,  397. 
Nodal  lines  on  plate,  788. 
Nodes  and  antixiodes  in  air,  8xx. 
in  pipes,  84a 

Noise  and  musical  sound,  790. 
Non^uefiable  gases,  X73. 
Notes  in  muric,  8aa 

QBSCURE  radiation,  409, 978. 
(Ersted's  experiment,  656. 

—  piezometer,  96. 

Ohm  as  unit  of  resistance,  758- 

76a 
Ohm's  law,  665. 
Opera-glass,  963. 
Ophthalmoscope,  907. 
Optical  centre  of  lens,  93X. 

—  examination  of  vibrations,  847- 

851. 
Optic  axes  in  buucal  crystals,  X043. 

—  axis  in  uniaxal  crystals,  996, 

1043. 
Order,  thermo-electric,  654. 
Ordinary  and  extraordinary  image, 

uidex,  937. 

rays,  1035. 


Oscillating  engines,  48a 
Overtones,  83>-846. 
Oxyhydrogen  blow-pqte,  444. 

pAPIN'S  digester,  339. 

Parabolic  mirror^  894,  393, 
807. 
Parachute,  axx. 
Paradox,  hydrostatic,  loa 
Parallel  cuirents,  68a. 

—  forces,  X4. 

—  mirrors,  889. 
Parallelogram  of  forces,  12. 
Paramagnetic  bodies,  638,  781. 
PascaPs   experiment  at  Poy-de- 

DOme,  145. 

—  principle,  91. 

—  vases,  97. 
Peltier  effect,  70! 
Pendulum,  56. 

—  compensated,  «7Z. 

—  compound,  60. 

—  ocmvertibiUty  of  centres  in,  6a 

—  cydoidal,  7X. 

—  electric,  509. 

—  electrically  cootrdUed,  737. 

—  isochronism  of,  58,  7a 

—  time  of  vilnration  of,  58L 
Penumbra,  873. 
Pepper's  ghost,  899. 
Percusuon,  centre  of,  76. 
Perforation  by  electric  discharge, 

588. 
Period  of  vibration,  57,  70,  786. 
Permanent  gases,  X73. 
Perpetual  motion  sdiemes,  ao. 
Person  on  specific  heat  of  ice,  46a 
Phantom  bouquet,  899. 
Phial  of  four  dements,  xxs. 
Phillips'  electrophorus,  544. 

—  maximum  thermometer,  357. 
Phonautograph,  835. 
Phonograph,  Edison's,  864. 
Phosphorescence,  979. 
Pho^oroscope,  979. 
Phc^ographic  registration,  x6a 
Photography,  943. 
Photometers,  88x. 
Piexometer,  96. 

PQe,  dry,  65X ;  Volta's,  645. 
Pipes,  vibration  of  air  in,  788;  aw 

Oxgan-pipes. 
Hpette,  93X. 
Pistol,  Volu's,  556^ 
Pitch,  8x6. 

—  modified  by  moti<m,  896. 

—  standards  of,  890. 
Pixii's  machine,  767. 
Plane  mirron,  886. 

Plane  of  polaraatkm,  X034,  104&. 
Plasticity  of  ice,  314. 
Plateau's  experiments,  134. 
Plates,  refraction  through,  9x7. 

—  vibration  of,  787,  835. 
Plumb-line,  3X. 
Phxnger,  930. 
Pluviomettf,  Mr  Rain-gauge. 
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—  wma  irom,  557. 
Polarixation  by  absorption,  1033. 

—  by  double  refractioii,  1035. 

—  by  reflection  and  transmission 

>033. 

—  circular,  X047. 

—  elliptic,  1037. 

—  in  batteries,  649,  675. 

—  of  dark  rays,  X050 

—  of  dielectric,  578. 
•^  of  light,  zosa. 

—  plane  of,  1034. 
Polariaer,  1033. 
Pofes  of  battery,  644. 

—  of  magnet,  6x2. 

their  names,  6x6w 

Pbrosity,  25. 

Portable  electrometer,  599. 
Portative  force,  637. 
Portrait,  electric,  585. 
Potential,  559. 

—  analogous  to  level,  561. 

—  curve  of,  in  battery,  676. 

—  energy,  78. 

—  equal  to  sum  of  quotients,  564. 

—  its  relation  to  force  and  work, 

559-561. 

—  strong  and  feeble,  579. 
Pouillet's  apparatus  for  compress- 
ing gases,  173. 

Pound,  a  standard  of  mass,  54. 
Pftssure,  centre  of,  zoa. 

—  hydrostatic,  90-xox. 

—  intensity  of,  95. 

—  reduction  of,  to  absolute  mea- 

sure, Z54. 

—  total  amount  of,  103. 
Pressure  and  volume  when  no  heat 

*    enters  or  escapes,  436. 
Pressure-gauges,  T77-X83. 
Prevost's  theory  of  radiation,  396. 
Primary  colour-sensations,  xoo8. 
Principal  focus,  893,  93a 
Principle  of  Archimedes,  Z04. 

—  of  Huyghens,  xoxa. 

—  of  Pascal,  91. 
Prism  in  optics,  Q19-925. 

—  Nicol's  and  Foucault*s,  S036. 
Problems  in  Acoustics  and  Optics, 

X057. 
Dynamics  and  Hydrostatics, 

X051. 

Heat,  1055. 

Projectiles,  motion  of,  5a 
Projection  by  lenses,  944. 
Proof-plane,  524. 
Propagation  of  light,  loza. 

—  of  sound,  79a. 
Psychrometer,  37a 

Pumps,  centrifugal,  22a  (3d  edit.) 

—  for  air,  184;  ue  Air-pump. 

—  forcing,  32a 

—  for  liquids,  2x5. 
>-  Galileo  on,  144. 

— jet,  223  {3d  edition). 

^  suction,  2x6. 

Puncture  by  electric  disduurge,  588. 

Pure  spectrum,  976. 


ryuiagoicau  scaic,  03 1. 

QUADRANT  electrometer,594. 
—  electroscope,  536. 
Quantity  of  heat,  426. 
Quarter-wave  plates,  X047. 
Quartz  rotates  plane  of  polarin- 
tion,  X045. 

—  transparent  to  ultra-violet  rays, 

4x0,  981. 

D  ADIANT  heat  and  light,  408. 
Radiation,  385. 

—  coefficient  of,  394. 

—  selective,  4xa 
Rain,  381. 
Rainbow,  997. 
Rainfall.  British,  382. 
Rain-gauge,  382. 
Ramsdenand  Roy's  experiments, 

27a 

Ramsden's  electrical  machine,  535. 

Rarefaction  by  Alvexgniat's  meth- 
od, 551. 

—  in  air-pump,  185. 

—  in  Sprengei's  air-pump,  X98. 
Rarefied  gases,  discharge  m,  765. 
Rayleigh's  (Lord)  gratings,  1026. 
Reaction  of  issuing  jet,  xox. 
Real  and  apparent  expansion,  275. 
R&iumur's  scale,  25a 
Reoomposition  of  white  light,  982. 
Rectilinear  propagation,  866,  X0X3. 
Reed-pipes,  844. 

Reflecting  power,  393;  table  of,403. 
Reflection  of  heat,  390. 

—  of  light,  883. 

irregular,  885. 

total,  9x3. 

—  of  sound,  806. 
Refraction,  908. 

—  at  plane  surface,  916. 

—  at  spherical  surface,  94  x. 

—  atmospheric,  10x8. 

—  double,  925,  X035. 

—  Newtonian  explanation  of,  10x5. 

—  of  sound,  808. 

—  table  of  indices  of,  9x2. 

—  undulatory  explanation  of,  10x4. 
Refrangibility,  change  of,  4x0, 98  x. 
Regelation,  3x4. 

Regnault's  hygrometer,  369. 

—  hypsometer,  338. 

—  experiments  on  Boyle's  law,  X73. 

on  expansion  of  gases,  288. 

on  souiid,  798. 

on  specific  heat,  432. 

on  vapour-tenMons,  350. 

Regulators  for  electric  light,  705- 

708. 
Relay,  725. 

Remanent  magnetism,  698. 
Replenisher,  597. . 
Repulsion,  9«e  Attraction. 
Repulsion  a  more  reliable  testthim 

attraction,  5x6. 
Residual  diarge,  609. 

—  magnetism,  698. 


—  01  wires,  U07. 

—  specific,  667. 

—  table  of,  67a 

—  unit  of,  758,  78a. 
Resonance,  833. 
Resonators,  856c 
Resultant,  xa. 

—  tones,  862. 

Reversal  of  bright  lines,  4x2,  988. 
Reversible  engine,  perfect,  454. 
Reversmg  of  locomotive,  489. 
Rheostat,  668. 
Rhomb,  FresnePs,  X047. 
Rings  by  polarized  light,  X040. 

—  Newton's,  X03X. 

Rock-salt,  its  diathermancy,  407, 

4XX. 
Rods,  vibrations  of,  843. 
Rotating  vessel  of  Uquid,  96. 
Rotation  of  earth  as  affecting  wind, 

500- 

—  plane  of  polarization,  X045. 
Rotations,  electro-dyxuunic,  683. 

—  electro-magnetic,  695. 
Rotatory  engines,  48a 

Roy  and  Ramsden's  measures  of 

expansion,  a7a 
Rubbers  of  electrical  machine,  535 

-536. 
RuhmkorflTs  coil,  761. 
Rumford  on  heat  of  friction,  446. 

—  on  radiation  in  vacuo,  385. 
Rumford's  thermoscope,  263. 
Rupture  of  magnet,  6x8. 
Rutherford's  self-registering  ther- 
mometers, 255. 

CACCHARINE   solutions,    by 

polarized  light,  X045. 
Safety-valve,  483. 
Saturated  vapour,  3x8. 
Saturation,  magnetic,  6361 
Sawdust  battery,  65X. 
Scales  measure  mass,  -yx 
Scales,  musical,  8x8. 

—  thermometric,  250. 
Scattered  light,  393. 
Schiehallien  experiment,  67. 
Schweiger's  multiplier,  660. 
Sea-brMze  and  land-breeze,  499. 
Secondary  axis,  894,  932. 

—  coil,  7o3« 

—  pile,  746. 

Segmental  vibration,  83a. 
Selective  emission  and  absorption, 

410. 
Selenite  by  polarized  light,  X037. 
Semitone.  8ao. 
Sensibility  of  balance,  86 

—  of  thermometer,  35a. 

Series,  arrangement  of  ceUs  in,  67a. 
Sextant,  89a. 
Shadows,  87a 
Siemens'  armature,  77X 

—  and    Wheatstone's     machine^ 

773- 
Simple  harmonic  motion,  68,  70^ 

—  magnet,  ideal,  6aa 
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Sines,  law  of,  910. 
Singing  flames,  786. 
Sinuous  currents,  688. 
Siphon,  a34. 

barometer,  154. 

temperature   correction    of, 

«53- 
Siren,  Saa. 

Sirius,  motion  of,  991. 
Six's  thermometer,  254. 
Slide-valve,  473. 
Snow,  383. 

Soap-bubbles,  pressure  within,  134. 
with  hydrogen,  309. 

—  films,  X33. 
Sodium  line,  987. 
Solar  heat,  469. 
sources  of,  464. 

—  microscope,  944. 

—  spectrum,  975,  978. 
Solenoids,  69a 
Solidtfication,changeof  vol  in,  31a 

—  of  gases,  333;  of  liquids,  306. 
Solution,  304. 

Solutions,  boiling  points  of,  34a 
Sondhaus'  experiment,  808. 
Sonometer,  831. 
Sound.  785-864. 

—  in  exhausted  receiver,  jgv 

—  propagation  of,  79a. 

—  reflection  of,  807. 

—  refraction  of,  808. 

—  shadows  in  water,  867. 

—  curved  rays  of,  1083. 

—  —  calcubuion  of,  1093. 
Sources  of  energy,  465. 
Spangled  tube,  553. 
Spark,  electric,  546. 

colour  of,  55a. 

duration  of,  549. 

heating  effects  of,  556. 

in  rarefied  air,  sso- 

Speaking-trumpet,  808. 
Specific  gravity,  86. 

correction  of,for  temperature, 

a66. 

for  weight  of  air,  ax3. 

determination  of,  by  hydro- 
meters, 1 14. 

by  weighing  in  water,  113. 

flask,  88. 

of  mixtures,  zaa 

-table  of,  88. 

Specific  heat,  437-4361 

at  constant  pressure  and  con- 
stant volume,  435,  451. 

tables  of,  434,  439. 

Specific  inductive  capacity,  576. 

Spectacles,  933. 

Spectra,  986-994. 

—  brightness  and  purity  of,  791. 

—  by  diffraction,  1036-1030. 
Spectroscope,  983. 
Spectrum  analysis,  986. 
Specula,  silvered,  965. 
Speculum-metal,  886. 

Sphere,  electric  capacity  of,  565. 


o|»irii-icvci,  1x4. 

thermometer,  354. 

Sprengel's  air-pump.  197. 
Springs  and  spring-balances,  ya. 

—  vi^tion  of,  785. 
Squares,  inverse,  389. 

in  electricity,  530-538. 

Stable  equilibrium,  ^6. 
Stars,  brightness  of,  969 

—  motion  of,  991. 

—  spectra  of,  9861 
Statham's  fuse,  764. 
Sutionary  undulations.  841 
Steam,  volume  of,  363. 
Steam-engine,  469-490. 

—  locomotive,  486. 

Steel,  iunuignetic  properties,  617. 
Step-by-step  telegraphs,  718-733. 
Stereoscope,  949. 
StiU,  347. 

Stirling's  air-engine,  468. 
Storms,  magnetic,  634. 
Storm-wanungs,  169^ 
Stoves,  399. 

—  Norwegian,  434. 

Strained  glass,  by  polarized  light, 

1044. 
Stratification  in  electric  discharge, 

765. 
Strength  of  pole,  fiao. 

—  of  current,  658. 
Striking  reed,  845. 
Stringed  instruments,  835. 
Strings,    overtones  of,  in   longi- 
tudinal vibration,  843. 

—  vibration  of,  788,  839-835,  854. 
Submarine  telegraphs,  733. 

the  Atlantic  cables,  733. 

inductive  action,  734. 

Successive  reflections,  888. 
Suction,  3x5. 

— ^pump,  3x6. 
Sulphate  of  soda,  3x0. 
Summation-tones,  863. 
Sun,  atmosphere  of,  987. 

—  distance  of,  879. 

—  j«r  Solar. 

Superheating  of  steam,  48a 
Supersaturated  solutions,  3za 
Surface,  electricity  resides  on,  533. 
Surface-condensers,  478. 

—  tennons,  table  of,  X38. 
Sympiesometer,  X56. 
Synthesis  of  sounds,  858. 
Syringe,  pneumatic,  445. 
Swan  on  the  sodium  line,  987. 

'pANGENT  galvanometer.  660. 
"*■      Tantahu*  vase,  337. 
TartinTs  tones,  863. 
Telegraph,  autographic,  73a 

—  automatic,  735. 

—  dial,  7x8,  733. 

—  electric,  713-736. 

—  electro-chemical,  73a 

—  Morse's  73a. 

—  printing,  736. 

—  single-needle,  7x6. 


Telespectroscope,  989. 
Temperament,  8x9. 
Temperature,  341. 

—  absolute,  393, 456. 

—  mean,  493. 

—  of  a  place,  493. 

—  of  the  air,  493. 

decrease  upwards,  497. 

—  of  the  soil,  4ax,  495. 

increase  downwards^  496^ 

—  scales  of,  350. 
Tempering  of  metals,  39. 
Tension,  electric,  579. 
Terrestrial  refraction,  loiB. 

—  temperature*,  493. 
Thermochrose,  408. 
Thermo-dyxiamics,  445. 

—  first  law  of,  450. 

—  second  law  of,  455. 
Thermo-electricity,  653-655. 
Thermographs,  36a 
Thermometer,  344-353. 

—  alcohol,  354. 

—  differential,  363. 

—  metallic,  a6o. 

—  self-registering,  354. 
Thermopile,  397,  654. 
Thilorier^s  apparatus,  334. 
Thin  films,  colours  ci,  j6ja. 
Thomson,  J.  ,on  glaciermodQn,3x  5. 
on  lowering  of  freering-^MXiiC, 

3xa. 
Thomson's  galvanometer,  663. 
Thunder,  6ox. 
Tickling  by  electricity,  554. 
Timbre,  8x7. 
Tones,  major  and  minor,  8x9. 

—  resultant,  86a. 
Tonometer,  835. 
Tonuuloes,  6xx,  503. 
Torricellian  experiment,  X43. 
Torricelli's  theorem  on  efflux,  aaft. 
Torsioiud  rigidity,  39. 
Torsion-balance,  519,  634. 

Total  reflection,  913. 

Tourmalines,  Z033. 

Tourniquet,  hydraulic,  xox. 

Transmission  of  sound,  793. 

Tranqwrt  of  elements,  739. 

Transverse  and  longitudinal  vibra- 
tions, 795,  838. 

Trevelyan  experiment,  789^ 

Trumpet,  q>eaking  and  hearing, 
809. 

Tubes  of  force,  56a. 

movement  of,  757. 

relation  of,  to  induced  cur- 
rents. 754-760. 

Tuning-fork,  836. 

TwaddelTs  hydrometer,  X19L 

Tyndall  on  magneto  •  cryttalfic 
action.  64a 

—  on  moulding  of  ice,  3x5. 

T  T  MBRA  and  penumbra,  87a. 
^     Unannealed  glass,  by  polar- 
ised light,  X044. 
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—  stationary,  841. 

Uniaxal  crystals,  1042,  Z044, 9^6. 
Uniform  acceleration,  5a. 

—  field,  757. 
Unit-jar,  587. 

Unit  of  resistance,  B.  A.,  760. 
Units  and  their  dimensions,  779- 

783. 

—  of  heat,  497. 
Unstable  equilibrium,  36. 
Untraversed  space,  193. 

yAPOUR,  317. 

—  apparatus  to Ulustnite,3Z9. 

—  at  maximum  tension,  318. 
Vapour-density,  357-363. 

related  to  chemical  combina- 
tion, 357. 
Vapour-tension,  measurement  of, 

.349-356- 
Variation  of  magnetic  elements, 

633. 
Vegetable  growth,  46a. 
Velocity  of  electricity,  585. 

—  of  light,  873-880. 

—  of  sound  in  air,  800. 

in  gases,  803,  844. 

in  liquids,  803. 

— in  solids,  805,  844. 

mathematically     investi- 
gated, 814. 
Vena  contracta,  239. 
Vernier,  148. 
Vertical,  31. 
Vesicular  state,  377. 
Vessels  in  communication,  xaa. 

with  two  liquids,  197. 

Vibrations  of  ordinary  light,  X049. 

—  of  plane  polarized  light,  Z048. 


Vibroscope,  824, 

Virtual  images,  904,  939,  94a 

Vision,  948. 

Visual  angle,  951. 

Vitreous  and  resinous  electricity, 

51a 
Volta,  645. 
Voltaic  arc,  703. 

—  electricity,  64a. 

—  element,  643. 
Voltameter,  738,  743. 

Volume,  change  of,  in  congelation, 

3xa 
in  vaporization,  363. 

—  and  pressure,  changes  of,  when 

no  heat  enten  or  escapes,  437. 
Vowel-sounds,  857. 


TXTALFERDIN'S      maximum 

thermometer,  259. 
Water,  compressibility  of,  26. 

—  -dropping  collector,  604. 

—  equivalent  of  calorimeter,  431. 

—  level,  123. 

—  maximum  density  of,  278. 

—  specific  heat  of,  434. 

spouts,  61  z. 

Watering-pot,  electric,  558. 
Watt's  improvements  in  steam-en- 
gine, 470. 

Wave-front,  zoz2. 

lengths  of  light,  X030. 

of  sound,  794-8x7. 

relation  of,  to  velocity  and 

frequency,  794,  866. 
surface,  ZOZ3-ZOZ4,  Z043. 

—  theory  of  light,  X012. 
Weighing,  double,  8z. 

—  in  air,  2x3. 


Wertheim's  experiments  on  velo- 
city of  sound,  844. 

Wet  and  dry  bulb,  37a 

Wheatstone's  automatic  system, 
735- 

—  bridge,  674. 

—  rotating  mirror,  549,  586. 

—  universal  telegraph,  72  x,  775. 

—  and  Cooke's  telegraphs,  7x6. 
Wheel-barometer,  155. 
Whirl,  electric,  558. 
Wiedemaim  and  Franz's  experi- 
ments, 4x9. 

Wilde's  machine,  772. 
Williams',  Major,  experiment  with 

ice,  3x1. 
Wind,  causes  of,  499. 

—  firom  points,  557. 

—  measurement  of,  503. 

—  trade,  50a 
Wind-chest,  838. 

—  instruments,  845. 
Winter's  electrical  machine,  538. 
Wires,  telegraphic,  7x6. 
Wollaston's  battery,  647. 
Work,  x8. 

—  done  by  current,  699-702. 

—  principle  of,  X9. 

—  spent  in  generating  heat,  443- 

453- 

yOUNG'S  modulus,  29. 

7  AMBONI'S  pile.  652. 

Zero,  absolute,  of  tempera- . 
turef  a93>  456. 

—  displacement  of,  in  thermome- 

ters, 252. 

—  error  of,  iS3» 
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